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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
Dondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reoc/or Docker Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). Sec NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket SO are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/oonstruction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Enviroiunental (Impact) Statements (DBS and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

0. Adjudicatory correspondence 

H. Cenera) correspondence 

1, Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LBRs and related correspondence 

T. Hearing transcripts on non-antitrusl matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report, 

The principal elements of the chtrics in the list are: 

© p. Operating license stage documents & correspondence 

© ® 

841 !270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ consc- 
iences prior to issuing full power OL. 

sue ARMAN, R.J. © Sugarman, Denworth & Hcllegers 84/11/21 

Denton, H. Office of Nuclear Reactor Regulation, Director 2pp, 



J. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item), 

3. Description of information contained in the document. 

4. Personal authorfs). An asterisk in this position indicates that there is no persona! author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation, 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the number of the frame on which this document starts, 

1 1 . The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. . 

13. If this space is blank, the document is available to the public only in the NRC Public Document 

Room, 2120 L St., N.W., Washington, D.C. 2035S. If this space is filled, it gives other sources for 
copies of the document. The entry may be ‘'Available at NRC" for sale; "Available at NTIS”; or 
"Available at GPO." 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(PIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

I OCFR— Commission Meeting Records 

ACRS— Advisory Committee on Reactor Safeguards 

COMMISSION— NRC Commissioners 

CONTRACT— NRC Contracts and Modifications 

DISCLOSURE— Financial Disclosure Information 

FOIA— Freedom of Information Act Requests and, Releases , 

OEN TECH IS— Generic Technical Issues ■ > . 



I<SiE— Inspection and Enlorcemcnl 

MISC—Public Document Room Miscellaneous 

NUREG— NUREG Rcpoils and Related Correspondence 

ORG— Coricspondcncc with Otlici Organizations 

PR— Pioposed Rule 

PRM~~Pctition for Rulemaking 

PROJ— Projccts—Prcdockel Licensing 

PT21— Noncompliancc Rcpoils and Related Correspondence 

QA999— Quality Assuiance Inspections 

REGGD— Regulatoiy Guides 

RES— Rcsearcli and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papcis Before the Commission 
STATE PROG— State Progiams 
TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NU REG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The pimcipal elements of the nondockeicd items arc: 

(T) NUREG— NUREG Reports and Related Correspondence 

@ @ 


c 






© i" 


8203090207 NUREG/CR-1672 V02‘ 

r"RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Doeuments 
NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
I..NUREG/CR-1608. ^ — <6^ 

© STEVENS, C.A., FULLWOOD, R.A.. BASIN, S.L. Science ApplicafionTlnc. 

( 7 ) fin B-6694. SA 1-262-81 -pa. 82/02/28. Division of Risl^jVnalysis. 

123p. Available at NRC.! $6.00. f 12176:217: 121 i 


(lD 



1 . Nonclocket category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and desciiption of information contained in the document 

5. Personal aulhor(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or f inancial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

8. Secondary report number assigned by originator. 

9. Dale of document described. 

10. NRC organizational recipient. 

1 1. Pages in document, 

12. All NUREG-serics documents are available for purchase at NRC. Information on ordering 
documents is given below. All NUREG-serics documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of (his entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is .the frame on which this document ends. 

The NondocVeted Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindcnted items. 

NOTES; 

1. The address for NRC is: 

Director 

Division of Pubficatioits Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

2120 L Street, N.W. 

Washington, D.C. 20555 


To place orders, cither write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on Che current reproduction contract, are obtainable 
from the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27*048 RICHLAND. WA. U S. ECOLOGY, INC 1 

Domestic Licensing of Source Material - 

Docket 40 

40*0299 UMETCO MINERALS CORP., RIVERTON. 1 

WY 

40-1 1 62 AMERICAN NUCLEAR CORP,, JEFFREY 1 

CITY. WY 

40-1341 TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA, TN 

40-2259 PATHFINDER MINES CORP., RIVERTON, 2 

WY 

40-3392 ALLIED-SIGNAL, INC,, MORRISTOWN, NJ 2 

40-3453 ATLAS MINERALS, INC., DENVER. CO 2 

40-4492 AMERICAN NUCLEAR CORP,, CASPER, 2 

WY 

40-6500 ENERGY, DEPT. OF. CANONSBURG, PA 2 

40-6563 MALLINCKRODT, INC., ST. LOUIS, MO 2 

40-6622 PATHFINDER MINES CORP.. SHIRLEY 2 

BASIN, WY 

40-6659 PETROTOMICS CO., SHIRLEY BASIN, 2 

WY 

40-7455 WHITTAKER CORP., LOS ANGELES, CA 2 

40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 2 

40-8027 SEQUOYAH FUELS CORP., OKLAHOMA 2 

CITY, OK 

40-8064 EXXON MINERALS CO., USA, HOUSTON, 3 

TX 

40-0084 RIO ALGOM MINING CORP., MOA0, UT 3 

40-0102 EXXON CO., USA, HOUSTON, TX 3 

40-8452 BEAR CREEK URANIUM CO., CASPER, 4 

WY 

40-8502 MALAPAI RESOURCES CO., PHOENIX, 4 

AZ 

40-8584 MINERALS EXPLORATION CO., LOS 4 

ANGELES, CA 

40-0681 UMETCO MINERALS CORP., GRAND 4 

JUNCTION. CO 

40-8684 MALAPAI RESOURCES CO., CASPER, 4 

WY 

40-8690 PLATEAU RESOURCES, LTD., GRAND 4 

JUNCTION, CO 

40-8714 CLEVELAND^-CLIFFS IRON CO.. 4 

CLEVELAND, OH 

40-8724 CHEMETRON CORP., CHICAGO, IL 4 

40-8768 KERR-MCQEE NUCLEAR CORP., 5 

OKLAHOMA CITY. OK 

40-0783 URANERZ USA, INC., CASPER, WY 6 


Docket Name Page 

40-8786 URANIUM RESOURCES, INC., 5 

RICHARDSON, TX 

40-8801 WESTLAKE LANDFILL, NORTHBROOK, 5 

IL 

40-8803 DYNA EAST CORP., WYNNEWOOD, PA 5 

40-8820 AMAX INC., GOLDEN, CO 5 

40-8829 FERRET EXPLORATION CO. OF 5 

NEBRASKA, INC, CRAWFORD. NE 

40-8857 EVEREST MINERALS CORP., CONVERSE 5 

COUNTY. WY 

40-8902 ANACONDA MINERALS CO., GRANTS, 5 

NM 

40-8903 HOMESTAKE MINING CO., GRANTS, NM 6 

40-8904 BP AMERICA, INC./L-BAR URANIUM 6 

FACILITY, SALT LAKE 

40-8905 KERR-MCGEE CORP./QUIVIRA MINING 6 

CO., OKLAHOMA CITY, OK 

40-8907 UNITED NUCLEAR CORP., SANTA FE. 6 

NM 

40-8926 ALTAIR RESOURCES, INC,, CASPER, WY 7 

40-8943 FERRET EXPLORATION CO. OF 7 

NEBRASKA, DENVER, CO 

Domestic Licensing of Production and 

Utilization Facilities Docket 50 

50-2 FORD NUCLEAR REACTOR 7 

50-3 INDIAN POINT STATION, UNIT 1 7 

50-5 PENNSYLVANIA STATE UNIV 7 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 7 

UNIT1 

50-18 VALLECITOS BOILING WATER 9 

REACTOR 

50-20 MASSACHUSEHS INSTITUTE OF 9 

TECHNOLOGY RESEARCH REACTOR 

50-27 WASHINGTON STATE UNIV. RESEARCH 9 

REACTOR (TRIQA) 

60-29 YANKEE-ROWE NUCLEAR POWER 9 

STATION 

50-30 PLUM BROOK RESEARCH REACTOR 1 1 

FACILITY 

60-54 CINTICHEM 1 1 

60-67 BUFFALO MATERIALS RESEARCH 1 1 

CENTER 

50-62 UNIV. OF VIRGINIA RESEARCH 11 

REACTOR 

60-70 GENERAL ELECTRIC NUCLEAR TEST 1 1 

REACTOR 

60-73 GENERAL ELECTRIC NUCLEAR TEST 1 1 

REACTOR 

50-83 UNIV. OF FLORIDA TRAINING REACTOR 1 1 



Docket 

Name 

Page 

Docket 

Name 

Page 

60^89 

GENERAL ATOMIC CO. 

12 

50-238 

NUCLEAR SHIP SAVANNAH 

28 

60-97 

CORNELL UNIV. ZERO POWER 

12 

50-244 

ROBERT EMMET GINNA NUCLEAR 

28 


REACTOR 



PLANT, UNIT 1 


50-112 

UNIV. OF OKLAHOMA RESEARCH 

12 

50-245 

MILLSTONE NUCLEAR POWER 

29 


REACTOR 



STATION. UNIT 1 


50-133 

HUMBOLDT BAY POWER PLANT. UNIT 3 

12 

50-247 

INDIAN POINT STATION. UNIT 2 

31 

60^134 

WORCESTER POLYTECHNIC INSTITUTE 

12 

50-249 

DRESDEN NUCLEAR POWER STATION, 

33 


RESEARCH REACTOR 



UNIT 3 


60-142 

UCLA TRAINING REACTOR 

13 

50-260 

TURKEY POINT PLANT. UNIT 3 

35 

60-146 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

13 

50-261 

TURKEY POINT PLANT, UNIT 4 

37 



50-254 

QUAD-CfTIES STATION. UNIT 1 

39 

50-148 

UNIV. OF KANSAS RESEARCH 

REACTOR 

13 

50-265 

PALISADES NUCLEAR PLANT 

41 

50-160 

OHIO STATE UNiV. RESEARCH 

13 

50-269 

BROWNS FERRY NUCLEAR POWER 

43 


REACTOR 



STATION, UNIT 1 


60-151 

UNIV, OF ILLINOIS RESEARCH 

14 

60-260 

BROWNS FERRY NUCLEAR POWER 

47 

REACTOR 


STATION, UNIT 2 


50-155 

BIG ROCK POINT NUCLEAR PLANT 

14 

60-261 

HB. ROBINSON PLANT, UNIT 2 

49 

50-157 

CORNELL UNIV. RESEARCH REACTOR 

15 

60-263 

MONTICELLO NUCLEAR GENERATING 
PLANT 

51 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 

15 

50-265 

53 

RESEARCH REACTOR 

QUAD-CITIES STATION, UNIT 2 

60-163 

QA TECHNOLOGIES 

16 

50-266 

POINT BEACH NUCLEAR PLANT, UNIT 1 

64 

50-170 

ARMED FORCES RADiOBIOLOGY 
RESEARCH INSTITUTE 

16 

50-267 

FORT ST. VRAIN NUCLEAR 

GENERATING STATION 

56 

50-171 

PEACH BOTTOM ATOMIC POWER 

16 

50-269 

OCONEE NUCLEAR STATION. UNIT 1 

57 


STATION, UNIT 1 


50-270 

OCONEE NUCLEAR STATION, UNIT 2 

59 

50-183 

VALLECirOS EXPERIMENTAL 
SUPERHEAT REACTOR 

16 

50-271 

VERMONT YANKEE NUCLEAR POWER 
STATION 

61 

50-164 

NATIONAL INSTITUTE OF STANDARDS 
& TECHNOLOGY REACTOR 

16 

50-272 

SALEM NUCLEAR GENERATING 
STATION, UNIT 1 

63 

60-185 

PLUM BROOK REACTOR - MOCK-UP 

17 

50-273 

BE2NAU NUCLEAR STATION. UNIT 1 

66 

50-106 

UNfV. OF MISSOURI RESEARCH 
REACTOR-COLUMBfA 

17 

50-275 

DIABLO CANYON NUCLEAR POWER 
PLANT. UNIT 1 

65 

60-188 

KANSAS STATE UNIV, RESEARCH 

17 

50-277 

PEACH BOTTOM ATOMIC POWER 

67 


REACTOR 


STATION, UNIT 2 


50-192 

UNIV. OF TEXAS RESEARCH REACTOR 

17 

60-270 

PEACH BOTTOM ATOMIC POWER 

69 

60-193 

RHODE ISLAND & PROVIDENCE 

17 


STATION, UNIT 3 



PLANTATIONS AEG 


50-280 

SURRY POWER STATION, UNIT 1 

71 

60-199 

MANHATTAN COLLEGE RESEARCH 
REACTOR 

17 

50-281 

SURRY POWER STATION. UNIT 2 

73 

50-206 

17 

50-282 

PRAIRIE ISLAND NUCLEAR STATION, 

74 

SAN ONOFRE NUCLEAR STATION. UNIT 

1 

UNIT1 


50-213 

20 

60-204 

IDAHO STATE UNIV, RESEARCH 

75 

HADDAM NECK PLANT 

REACTOR 


50-219 

OYSTER CREEK NUCLEAR POWER 

PLANT 

22 

50-285 

FORT CALHOUN STATION, UNIT 1 

76 



60-286 

INDIAN POINT STATION, UNIT 3 

78 


ILE POINT NUCLEAR STATION, 

23 





50-287 

OCONEE NUCLEAR STATION UNIT 3 

79 



26 

50-288 

REED COLLEGE RESEARCH REACTOR 

81 




60-289 

THREE MILE ISLAND NUCLEAR 

81 



26 


STATION, UNIT 1 




26 

50-293 

PILGRIM NUCLEAR POWER STATION. 

83 





UNIT 1 




26 

50-294 

MICHIGAN STATE UNIV. RESEARCH 

86 


REACTOR 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-295 

ZION NUCLEAR POWER STATION. UNIT 

86 

50-341 

ENRICO FERMI ATOMIC POWER PLANT, 

143 


1 



UNIT 2 


50-296 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

88 

60-344 

TROJAN NUCLEAR PLANT 

145 

50-298 


60-345 

BEZNAU NUCLEAR STATION, UNIT 2 

147 

COOPER NUCLEAR STATION 

POINT BEACH NUCLEAR PLANT. UNIT 2 

90 

50-346 

50-301 

DAVIS-BESSE NUCLEAR POWER 

147 

92 


STATION, UNIT 1 

50-302 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 

93 

50-348 

JOSEPH M. FARLEY NUCLEAR PLANT, 

149 


3 



UNIT1 


50-304 

ZION NUCLEAR POWER STATION, UNIT 

2 

95 

50-352 

LIMERICK GENERATING STATION, UNIT 

1 

LIMERICK GENERATING STATION, UNIT 

150 

50-305 

KEWAUNEE NUCLEAR POWER PLANT 

97 

50-353 

162 

50-306 

PRAIRIE ISLAND NUCLEAR STATION, 

96 


2 



UNIT 2 


50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

163 

50-309 

MAINE YANKEE ATOMIC POWER PLANT 

99 


1 


50-311 

SALEM NUCLEAR GENERATING 

100 

50-356 

UNIV OF ILLINOIS RESEARCH 

155 


STATION. UNIT 2 



REACTOR 


50-312 

RANCHO SECO NUCLEAR GENERATING 

102 

50-358 

WILLIAM H. ZIMMER NUCLEAR 

165 


STATION 


STATION, UNIT 1 


50-313 

ARKANSAS NUCLEAR ONE. UNIT 1 

104 

60-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

o 

165 

50-315 

DONALD C. COOK NUCLEAR POWER 

106 


d 



PLANT, UNIT 1 


60-362 

SAN ONOFRE NUCLEAR STATION. UNIT 

n 

157 

50-316 

DONALD C. COOK NUCLEAR POWER 

108 


3 



PLANT, UNIT 2 


50-364 

JOSEPH M. FARLEY NUCLEAR PLANT, 

160 

50-317 

CALVERT CLIFFS NUCLEAR POWER 

110 


UNIT 2 



PLANT, UNIT 1 


60-366 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

161 

50-318 

CALVERT CLIFFS NUCLEAR POWER 

112 


2 



PLANT, UNIT 2 


50-368 

ARKANSAS NUCLEAR ONE, UNIT 2 

162 

50-320 

THREE MILE ISLAND NUCLEAR 

114 

50-369 

WILLIAM 8, MCGUIRE NUCLEAR 

164 


STATION, UNIT 2 



STATION. UNIT 1 


50-321 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

116 

50-370 

WILLIAM B. MCGUIRE NUCLEAR 

166 


1 



STATION, UNIT 2 


50-322 

SHOREHAM NUCLEAR POWER STATION 

117 

60-373 

LASALLE COUNTY STATION, UNIT 1 

160 

50-323 

DIABLO CANYON NUCLEAR POWER 

120 

60-374 

LASALLE COUNTY STATION. UNIT 2 

170 


PLANT, UNIT 2 


50-324 

BRUNSWICK STEAM ELECTRIC PLANT. 
UNIT 2 

122 

50-382 

WATERFORD GENERATING STATION. 
UNIT 3 

172 

50-326 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 1 

124 

60-387 

SUSQUEHANNA STEAM ELECTRIC 
STATION. UNIT 1 

173 

50-327 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

126 

60-388 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

175 

50-328 

SEQUOYAH NUCLEAR PLANT. UNIT 2 

129 

60-389 

ST. LUCIE PLANT, UNIT 2 

177 

50-329 

MIDLAND PLANT, UNIT 1 

132 

60-390 

WATTS BAR NUCLEAR PLANT, UNIT 1 

178 

50-330 

MIDLAND PLANT. UNIT 2 

132 

60-391 

WATTS BAR NUCLEAR PLANT. UNIT 2 

180 

50-331 

DUANE ARNOLD ENERGY CENTER 

133 

60-395 

VIRGIL C. SUMMER NUCLEAR STATION. 

162 

50-333 

JAMES A. FITZPATRICK NUCLEAR 

134 


UNIT1 



POWER PLANT 


60-396 

UNIV. OF VIRGINIA CAVALIER REACTOR 

184 

50-334 

BEAVER VALLEY POWER STATION, 

135 

60-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

184 


UNIT1 

50-335 

ST. LUCIE PLANT, UNIT 1 

137 

60-400 

SHEARQN HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

186 

50-336 

MILLSTONF NUCLEAR POWpa 

138 

60-409 

187 


S^AT ON. UN ^ 2 

LA CROSSE BOILING WATER REACTOR 

50-338 

NCHni ANNA POvVE^ S*ANON. UN ^ 1 

140 

60-410 

NINE MILE POINT NUCLEAR STATION. 

188 



UNIT 2 


60-339 

NORTH ANNA POAKR S'A'' ON. UN:" 2 

142 

60-412 

BEAVER VALLEY POWER STATION, 

189 

50-340 

S: a.'»mC0K nuclear S'AI ON UNr 1 

143 


UNIT 2 




Docket 

Name 

Page 

60-413 

CATAWBA NUCLEAR STATION, UNIT 1 

190 

60-414 

CATAWBA NUCLEAR STATION, UNIT 2 

192 

60-416 

GRAND GULF NUCLEAR STATION* UNIT 
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SHOREHAM NUCLEAR POWER STATION 

50-322 

117 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

239 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

241 

ST, LUCIE PLANT, UNIT 1 

50-335 

137 

ST. LUCIE PLANT, UNIT 2 

50-389 

177 

SURRY POWER STATION, UNIT 1 

50-280 

71 

SURRY POWER STATION, UNIT 2 

50-281 

73 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

60-387 

173 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

175 

THREE MILE ISLAND NUCLEAR STATION, 
UNtTI 

50-289 

81 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

114 

TROJAN NUCLEAR PLANT 

50-344 

145 

TURKEY POINT PLANT, UNIT 3 

50-260 

36 

TURKEY POINT PLANT, UNIT 4 

60-261 

37 

UCLA TRAINING REACTOR 

50-142 

13 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

11 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-151 

14 

UNIV. OF ILLINOIS RESEARCH REACTOR 

60-366 

166 

UNIV. OF KANSAS RESEARCH REACTOR 

60-148 

13 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

25 

UNIV. OF MISSOURI RESEARCH REACTOR 
COLUMBIA 

50-186 

17 

UNIV. OF OKLAHOMA RESEARCH 
REACTOR 

60-112 

12 

UNIV. OF TEXAS RESEARCH REACTOR 

60-192 

17 

UNIV. OF TEXAS RESEARCH REACTOR 

60-602 

249 
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UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

184 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

11 

VALLECITOS BOILING WATER REACTOR 

50-18 

9 

VALLECITOS EXPERIMENTAL SUPERHEAT 
REACTOR 

50-183 

16 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

61 

VIRGIL C. SUMMER NUCLEAR STATION. 
UNIT1 

50-395 

182 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

9 

WATERFORD GENERATING STATION. UNIT 

3 

50-382 

172 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

178 

WATTS BAR NUCLEAR PLANT. UNIT 2 

50-391 

180 

WILLIAM B. MCGUIRE NUCLEAR STATION. 
UNIT! 

60-369 

164 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

60-370 

166 

WILLIAM H. ZIMMER NUCLEAR STATION. 

UNIT 1 

50-358 

155 

WOLF CREEK GENERATING STATION STN-50-4fl2 

236 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

50-134 

12 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

233 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

184 

WPPSS NUCLEAR PROJECT. UNIT 3 STN-50-508 

243 

YANKEE^ROWE NUCLEAR POWER STATION 

50-29 

9 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

66 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

95 
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ADVANCED NUCLEAR FUELS CORP,, 
RICHLAND, WA 

70-1267 

253 

ARMY, DEPT. OF, DOVER. NJ 

70-0622 

251 

B&W FUEL CO., LYNCHBURG, VA 

70-1201 

253 

BABCOCK & WILCOX CO., APOLLO. PA 

70-0135 

250 

BABCOCK Sl WILCOX GO.. LYNCHBURG. VA 

70-0027 

249 

BABCOCK & WILCOX CO„ PARKS 

TOWNSHIP, PA 

70-0364 

261 

CIMMARON CORP., OKLAHOMA CITY, OK 

70-1193 

252 

CINTfCHEM. INC.. TUXEDO, NY 

70-0687 

261 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-0036 

250 

COMBUSTION ENGINEERING, INC, 

WINDSOR. CT 

70-1100 

262 

ENERGY SYSTEMS GROUP, CANOGA 

PARK, GA 

70-0025 

249 

GENERAL ATOMICS, SAN DIEGO. CA 

70-0734 

251 

GENERAL ELECTRIC CO., PLEASANTON, CA 

70-0754 

251 
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Page 

GENERAL ELECTRIC CO.. SAN JOSE, CA 

70-1300 

263 

GENERAL ELECTRIC CO.. WILMINGTON, NG 

70-1113 

252 

INTERNATIONAL FREIGHT FORWARDERS. 

INC , ATLANTA, GA 

70-3041 

253 

IRT CORP., SAN DIEGO, CA 

70-1059 

253 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

250 

RENSSELAER POLYTECHNIC INSTITUTE. 
TROY, NY 

70-0920 

251 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

70-2941 

253 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA. TN 

70-2910 

263 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA, TN 

70-2928 

253 

TRANSNUCLEAR, INC., FALLS CHURCH, VA 

70-2479 

253 

UNC NAVAL PRODUCTS. INC., UNCASVILLE, 
CT 

70-0371 

251 

UNC RECOVERY SYSTEMS. WOOD RIVER 
JUNCTION. Rl 

70-0820 

261 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

70-1151 

252 
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BABCOCK & WILCOX GO. 

71-0230 

254 

COMO TECH. INC. 

71-0669 

254 

EDLOW INTERNATIONAL CO. 

71-0513 

254 

HYDROSTORAQE, INC. 

71-0668 

264 

INDUSTRIAL NUCLEAR CO. 

71-0062 

263 

LUCIUS PITKIN, INC. 

71-0672 

264 

MAHINGLY & O’REILLY 

71-0542 

254 

MODEL: 100, 10OA, 200. 200A, GAMMA 
INDUSTRIES, INC. 

71-9127 

266 

MODEL: 125-B, ENERGY. DEPT. OF 

71-9200 

266 

MODEL; 20-VS & 40-VS. GULF NUCLEAR, 

INC, 

71-9160 

266 

MODEL: 2000, GENERAL ELECTRIC CO, 

71-9228 

267 

MODEL: 30A & 30B, GULF NUCLEAR. INC. 

71-9091 

256 

MODEL; 48 OM. 48 H & 48 HX, ALLIED 
CHEMICAL CORP. 

71-9090 

256 

MODEL; 48X, 48F, 4SA & 46Y. ALLIED 
CHEMICAL CORP 

71-6273 

255 

MODEL; 51032-1 & 1A, EXXON NUCLEAR 

CO., INC. 

71-6581 

255 

MODEL; 60. BATTELLE MEM. INST,, PACIFIC 
NORTHWEST LAB 

71-6387 

266 

MODEL; 6400, WESTINGHOUSE ELECTRIC 
CORP, 

71-6400 

255 

MODEL; 650, TECH/OPS, INC. 

71-9032 

266 

MODEL; 660 & e60E, TECH/OPS, INC. 

71-9033 

256 
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MODEL. 6879, U S ECOLOGY. INC. 

71 ’6679 

255 

MODEL' 671 7-B, GAMMA INDUSTRIES, INC. 

71-6717 

255 

MODEL 600 & eOOE. TECH/OPS, INC. 

71-9035 

255 

MODEL. 683, TECH/OPS, INC 

71-9053 

255 

MODEL. 850, TECH/OPS, INC. 

71-9147 

256 

MODEL- 9189, UNITED NUCLEAR CORP 

71-9189 

256 

MODEL; Al 500 SU, TECH/OPS, INC. 

71-9006 

255 

MODEL ANF-250, ADVANCED NUCLEAR 
FUELS CORP. 

71-9217 

256 

MODEL AP-100, ANEFCO, INC. 

71-9074 

256 

MODEL BU-4, GENERAL ELECTRIC CO 

71-9065 

255 

MODEL; C-1, SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

255 

MODEL. C-8, GAMMA INDUSTRIES, INC. 

71-9120 

256 

MODEL; CE-2S0-2, COMBUSTION 
ENGINEERING, INC 

71-9022 

255 

MODEL CENTURY S & SA. GAMMA 
INDUSTRIES. INC. 

71-9135 

256 

MODEL- CNS 3-65, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-5805 

254 

MODEL; CNS 6-00-2 & 2A, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9111 

256 

MODEL; DOT-6M TYPE B, BABCOCK & 
WILCOX CO. 

71-5900 

255 

MODEL; GNG-20, GULF NUCLEAR. INC. 

71-9163 

256 

MODEL- HFIR, ENERGY, DEPT. OF 

71-9219 

257 

MODEL; HN-190-2. WESTINGHOUSE 
HITTMAN NUCLEAR, INC. 

71-9224 

257 

MODEL; HN-215H, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9222 

257 

MODEL: KKP-20-4950, KERR-MCGEE 
NUCLEAR CORP. 

71-9100 

256 

MODEL: KM-2. KERR-MCGEE NUCLEAR 

71-6155 

255 


CORP. 
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Page 

MODEL: N-55, NUCLEAR PACKAGING, INC. 

71-9070 

255 

MODEL: NCI-21 PF-1, NUCLEAR 

CONTAINERS, INC. 

71-9234 

257 

MODEL NPD’1-528, KERR-MCGEE 

NUCLEAR CORP 

71-4894 

254 

MODEL NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

71-9208 

256 

MODEL: OH-142 SERIES, NUCLEAR 
PACKAGING. INC. 

71-9073 

255 

MODEL: PAS-2, NUCLEAR PACKAGING, INC. 

71-9181 

256 

MODEL RAD-WASTE CR.I, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9106 

256 

MODEL: RCC, -1, -2. -3, -4. WESTINGHOUSE 
ELECTRIC CORP. 

71-5450 

254 

MODEL SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9056 

255 

MODEL TITAN, WESTINGHOUSE ELECTRIC 
CORP. 

71-9229 

257 

MODEL; TRUPACT-II. ENERGY, DEPT. OF 

71-9216 

256 

NAVY, DEPT. OF 

71-0037 

254 

NORTH AMERICAN INSPECTION 

71-0514 

254 

PITT-DES MOINES, INC. 

71-0667 

254 

SAMSON INSPECTION & TECHNICAL 
SERVICES, INC. 

71-0652 

264 

SCIENTIFIC INSPECTION TECHNOLOGY, 

INC. 

71-0501 

254 

WASHINGTON, UNIV. OF, SEATTLE, WA 

71-0671 

254 

WORCESTER POLYTECHNIC INSTITUTE, 
WORCESTER. MA 

71-0670 

254 
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CAROLINA POWER & LIGHT CO. 

72-0003 

267 

DUKE POWER CO„ 50-269 

72-0004 

257 

MORRIS OPERATIONS, GENERAL 

72-0001 

257 


ELECTRIC CO. 


xix 




DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-048 RICHLAND, WA, U S ECOLOGY, INC 


6607020471 Discussos Idb rosulK irorn irslmg of snmpics lakcin Irom ilrums sonl by 
North Amortcnn Philips I Kihliru) Uj US Li'olopy fpcilily in Richland, WA Conlonis con 
bislod primarily of brokon lamps conlainmp Th 2^2 

TRACE:Y.DE North American Pliilips Ln|hlin(| Corn 80/05/19 STOHRJS Washing 
ion Slnlo of lOpp 36854 309 36854 3tfi 

8902270597 Rcquosls publtcaiioh of f R nohur of issoanco of Amond 8 lo liconso t6 
19204 01 

LOHAUSPM Dpornliofis Branch 8n/iW20 MEYER.DL HuIob & Procotluros 
Branch Ip 48589 136 48589 13'} 

6002240158 Forwards Incthly slris manual situ stnbih/ation & closuro plan, historical onvi 
ron ropt (1GG?-I906),nnnual orwiron ropl (1987) & environ pathways 

analysis Proprieinry slds manual rnci 

ADAMS S A US Ecoloov Im (lormarly Niicloar Enqlnooring, Inc) 89/01/10 
LOHAUStP H operations Branch 2pp 48969 086 48969 088 

6902280392 Provirjes one timo.ona packaqo exomptton from loquiromonts ot Condition 
11 ol Liconso 16>I9204 01, allowing disposal ot wasto packago wilh moro than 15*i(i 
void spaco,ln rosponso lo 0801 13 roquosl 

LOHAUS.PU Oporalions Branch 89/01/25 ADAMS, S R US Geology, Inc (formerly 
Nuclear Engmooring, Inc ) 2pp 48633 206 40633 301 

890223Q690 Acks rocoipl & conlirms conditions ol documonts aubmlUod por require 
menis of Amend 8 to Liconso 16 10204 OLNRC understands that pathway analysis 
rept 8 1987 annual environ ropt submitted por Condition 31 

LOUAUS.PH Operations Branch 89/02/01. ADAMS,S US Fcology. Inc (formerly 
Nuclear Enginoering, Inc ) Ip 40570 335 40570 337 

<•8902240158 Forwards lacllily stds manuaUito stabilization & closuro plan, historical on 
viron rept (1062* 1906) .annual environ ropl (1907) 8 environ pathways analysis W/o 
ends 

ADAMS, S A US Ecology, Inc (formerly Nuclear Engineorlng, Inc) 09/01/18 
LOHAUS.P.H Operations Branch 2pp 48069 0Q6 40969 000 

6902230694 Responds to NRC request ro permission to copy monthly burial ropls & 
olhof documonts submitted by US Ecology Permission granted Authorization subj lo 
rescission upon notreo 

CARPENTGR.SA US Ecology, Inc (formerly Nuclear Enginoering, Inc) 09/02/17, 
JOHNSON.D Document Control Branch (Document Control Desk) Ip 40570 01 1< 
48570 311 

8903030015 Advises ol appolntmonl of T Hayes as facility manager (or Hanford Hnyos 
moots or oxcoods lOb roquiremonls 

SHAFFNER.J , LOl lAUS.P 1 1 Oporai ms Branch 80/02/27 Operations Branch 2pp 
48716011<4Q7t6.0ia 

8903080499 Documents review of US Ecology rept of environ monitoring results for 
090109 30 Conclusions flccoptahle 

SHAFFNER.J A. Operations Brand I 89/03/01 Operations Branch tp 48740 330 
40748 338 

8903130692 Discusses 800307 lolcon ro US Ecology variance request lo alter disposal 
depth (or three Enviralloy HICs w/surfaco levels greater than loO R/hr from 0 motor 
effsposaf dopUi to 5 meter disposal depth for Class C waste in 10CFR6t 
ROBERT80N.G. Washington, Slate of 89/03/07 SHAFFNER.J Office of Nuclear 
Material Safety & Safeguards, Director 3pp, 48820 014<4Q820 016 

8903100493 Submits ono lime approval for disposal of Enviralloy high Integrity contain- 
ers w/sur(ac 0 radiation readings greater than 100 R/h at depth toss than 30 ft Slate 

01 WA 890307 Ur granting approval end 

LOHAUS,P A Oporatlona Branch. 09/03/00 BIDSTRUP,R.H U S, Ecology. Inc, (for- 
merly Nuclear Engineering, Inc ) 3pp 46809 090 48809 092 

8903100610 Forwards US Ecology, Inc 090217 Ur granting NRC relief from copyright of 
documents pertinent lo License 16-19204 01 

SHAFFNER.J A Operations Branch 00/03/08 RAQAN.H.P Assistant General Coun- 
sel for Administration Zpp 40804 105 48604 107 

8903140593 Forwards SNM receipt & burial ropt lor Feb 1989,por Condition 6 of Li- 
cense 16-19204 01 & ropl of isoiopio actlvlly.per Slate ol WA Liconso WN-1019- 

2 Repts withhold 

RITTENBERQ.R BUS Ecology, Inc (formorly Nuclear Engineering, Ino.) 69/03/09 
KNAPP.MR Division ol Low level Waste Managomeni & Decommissioning (Post 
670413), Ip. 48969,102-48069,102 

8903160289 Acks receipt of monthly rent on receipt & burial of SNM at Hanford 
facility, per Condition 6 of License 16-10204-01, Cursory review Indicated no deficien- 
cies noted, 

SHAFFNER.J, LOHAUS.PH, Operations Branch. 60/03/14 Operations Branch 3pp 
48B87 246-48087 247 

8903240339 Forwards comments on radiological & contingency plan for Richland low 
level radwasle disposal facility Concern raised re failure of plan to discuss involvement 
of offsite emergency response porsonnel 

ROBERTSON.G WaBhInglon. Slate of. 89/03/20 CARPENTER.S U S. Ecology, Inc 
(formorly Nuclear Engineering. Inc ) 6pp 49039 290 49039:295 

8903230371 Ack receipt of hfanford mor^lhly ropl on receipt S burial of SNM for Feb 

SHAFFNER.J A. LOHAUS,PH Operations Branch 09/03/22 Operations Branch. 
2pp 49037 174-40037 176 


DOMESTJC LICENSING OF SOURCE MATERIAL 


DOCKET 40 0299 UMETCO MINERALS CORP., RIVERTON, WY 

8903220077 “ALAR A Repl Umelco Minerals CorpGns HiHs.WY 1908 Annum) Ropl " 
TRAMMELL, J UMETCO Minerals Corp (subs of Union Cfirbido Corp) 80/12/31 
219pp 49021 127 49021 355 

B903270077 Forwards l0CrR40G5 repl for Second Half 198B.6howing lhal Gas Hills 
environ program kmctioning satisfactorily 

TRAMMF-l L.J W UMETCO Minerals Corp (subs ol Union Carbide Corp ) 06/02/14 
PETTENGILL.H NRG - No Dolailod Affiliation Given Ip 49035 191 49036 179 

-B90321O144 IOCFR40 66 ropl for Second Half 1088 W/two oversize drawings 
TRAMMELL.J W UMETCO Minornis Corp (subs of Union Carbide Corp) 06/ 12/ 31 
400pi) 40035 102 49036 179 

0Q0322O14B Forwards data on rock for use as riprap in Iciilinqs- foclnmnlion prolecls.por 
890203 roquGSl Continues lo invosligaio sources in order lo complolo reqiilromcnis 
for gradation w/o resorting lo fafasling &/or crushing rock 

TrAmmELL.JW UMETCO Minerals Corp (subs of Union Carbido Corp ) 09/02/14 
HAWKINS, E F Uranium Recovery Field 0(c. R4 $pp 49007 354 4900? 359, 

8903170388 Forwards attachments lo Source Mall Liconso SUA-040 & roquosls that 
permanent record of oiiachments bo maintained as future Issuances of ficonso wiff not 
irtcftA/o affachmonts 

SMITH.ro Uranium Recovery Field Ofe, n4 89/03/02 UMETCO Min orals Corp 
(subs, of Union Carbide Corp ) tp 48953 1Q/-48053 125 

8903200073 Advises that amond lo Liconso Condition 65 of Licenso SUA 648 not fc 
quirod based on review of 881025 revised cost oslimaioNRC agroos that adjustment 
for fnffairan unnecessary 

SMITIIRD Uranium Recovery Field Ofc, n4 69/03/03 UMETCO Mlnorols Corp 
(subs of Union Carbide Corp) tp, 48050 306 40D58 327 

-8903200082 Recommends approval of licensoo roqiiost to malnlain surety covorago at 
currerrt levels Amond to license unnecessary, however .liconsoe will bo (aimaiiy no\\ 
fred of NRC app/ovaJ 

ROSE, HD Uranium Recovery Field Ofc, R4 89/03/03 Uranium Recovery Field OfQ, 
R4.3PP 40958 325 40058 327 

8903170439 Reviews environ monitoring repl (or UMETCO Mineral a Corp Gas Hills Mill 
for Second Half 1080 Mill did not oporalo eJunna leporting period Llconsco perloimed 
environ sampllnn & analysis as required by liconso No (urthor action necosaary 
HEYER.RS,, SmITH.RD Uranium Recovery Field Ofc. Rl 09/03/07 Uranium Ro- 
covory Field Ofc, n4. 4pp 46048 351 46948 354 


DOCKET 40-1162 AMERICAN NUCLEAR CORP., JEFFREY CITY, WY 

8607090365 Application for amend lo License SUA 56, extending expiration dale ol ll- 
conso to 070030 & terminating future use of Split Rock Mi if (aifinga impQuncfmont in 
current design Fee paid 

BAKER, S.J. Western Nuclear, Inc (suba. of Phelps Dodgo Corp) 06/06/03. 
PETTENGJLLJI Uranium Recovery Fjoid Ofc, R4. 2pp 35939 020 3693D 021 

8809040381 Reviews Hconsoo environ monitoring ropl for Jul Doc 1005 Morilloring por- 
formed por License SUA-l162Alf particulate data will be includod in first semiannual 
1906 rept No significant trends noted No licensing action roquirod 
SHOPENN.N M.. PETTENGILL.H J Uranium Recovery Field Ofc, R4 86/36/27. UranI 
urn Recovery Field Ofc, R4 4pp 37733 248-37733 251 

0902280204 Discusses transfer ol flullfush Hoop Loach silo lo Amoiican Nucloar Corp 
S Fedoral-Amorlcan Partners No obleclion to transfer of site lo F odor ol American 
Partners duo to American Nucloar Corp being managing partner, 

FERGUSON.JC. Federal American Partners. 80/11/23 PETTENG1LL.H Uranium Ro- 
covoty Field Ofc, R4. 2pp 40730 251 48738 252 

8903220033 Confirms that submilial of groundwater cerrectlve action plat) wilt bo do 
forred lo 800331. 

BAK6R.SJ Western Nucloar, Inc (subs oi Phelps Dodgo Corp) 09/02/13 
HAWKINS.E Ufonium Recovery Field Ofc, n4 ip 49004 243 49004 243 

8902280381 Forwards all allachmonls to License 8UA-56 Roquosls that been so a main 
tain permanent record of attachments as tuturo Issuances of license will not Includo 
attachmants 

SMITH.R D Uranium Racovory Field Ofc. R4, 60/02/14 Wostorn Nuclear, Inc. (eubs 
of Phelps Dodge Corp.) Ip 46627 tIO 4B627 136. 

6902260276 Requests addl Info re site raclamatlon acllviiios & land transtor 
requirements, Including nearby residence & population clra & activity of roclaimod matt 
In comparison w/surroundlng environs Into should bo provided by 890314 
SMITH, RO Uranium Recovery Raid Ofc. R4 30/02/17 BAKER.S Wostorn Nuclear, 
lnc> (subs of Phelps Dodge Corp ) 3pp. 46633 274 48633 276 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY* CHATTANOOGA, TN 

8903010294 Forwards alt attachments to Source Mall License 5UA-816 Pormanenl 
record of allachmonts should be malnlalned 

SMITH, flO Uranium Recovery Field Ofc, R4. 09/02/14 Tennessee Valley Authority. 
Ip, 46637*186-48637.100 

6903030072 Forwards all allachmonls to Source Mall Llcor^se SUA-S10 Re quest s lhal 
licensee maintain permanent record of ends 

SMITH, R.D Uranium Recovery Field Ofc, R4 89/02/14 Tonnossoo Valley Authority 
5pp, 48703 353 48703 357 


1 



UUUKETED ITEMS 


DOCKET 40-2^59 PATHFINDER MINES CORP.. RIVERTON, WY 

6903060'055 Forwards semiannual efiluoni monilofing rapt for Jul Ooc 19DdNo signifi- 
cant surface flow of runoff water in Rejd Draw during last 6 months of 1980 
HARDGROVE.TW Pathfinder Wines Corp 89/02/08 HEYER.R Uranium Recovery 
Field Of C.R4 Ip 4 8740 071 *40740 120 

-8903060064 "Quarteffy Effluont Wpnitonng Rept for Jut Dec 1908 " 

‘ Pathfinder Mines Corp 68/12/31 4app 48740 072 48740 1 19 

-SdOSOeo-OSd rnforms that no urine results in excess of 15 micrograma natural U per 
liter cf uri ns gathered during Jul Doc 1986 

VAN BRUNTiC F Pathfinder Mines Corp 89/02/07 Uranium Recovery Field Ofc, n4 
Ip 48740120 40740 120 

8903010194 Forwards attachments to License SUA-672 Licensee should mainlain per* 
manenl record of attachments 

SWITH.R 0 Uranium Recovery Field Ofc. F4 80/02/14 Pathfinder Minos Coip Ip 
48643 290 4B643 317 

0982289504 Submits review of environ monitoring data for Pathfinder Minos Corp Lucky 
Me Mill for second half of 1988 Licensee reported all environ monitoring data required 
for license for second half of 1986 No further adton r^acessary 
HEYER.R S . SMITH.RD Uranium Recovery Field Ofc, R4 09/02/16. Uranium Re* 
covory Freld Ofc. R4 4pp 46627 016*40627:019 

6903210412 Application for amend Co License SllA-672,to fncorporalo on cl corrective 
action program lo address haiardous cosliluenis which exceed flroundwater pro lec- 
tion standards osisbiished for Lucky Me mill & lallinns site Fee paid 
HARDQROVE.TW Pathfinder Mines Corp 89/03/01 HAWKlNS.E F. Uranium Recov- 
ery Field Ofc. R4 Opp 48983 198 48983 200 

8903170404 Requests add! info re proposed corrective action plan end w/llcensea 
890301 Itr Requested info covers current monllonng sys In vicinity of Welf TM2 & 
Impound meni 4 simulated water bafanco 

HAWKlNS.E F Uranium Recovery Field Ole, R4 89/03/02 Pathfinder Mines Corp 
3pp 48953.1 30*48953 132 

DOCKET 40’3392 ALLIED^SIGNAL, INC., MORRISTOWN. NJ 

8902280399 Submits qualifications of ML Shopherd.manager of process tochnology/OA 
& RC At Isho use, supervisor of OA 

BISHOP J.C Allied Signal Corp 89/02/07 PENNINGTON.S Office of Nuclear Materi- 
al Safely & Safeguards, DIreclor 2pp 46633 225 4 6633’ 226. 

0903170100 informs that 070826 application for amend to License SUB*52e deemed 
abandoned, per 681222 noliffcalion 

SIDING ER.G H Fuel Cycle Safety Branch 89/03/08 BISHOP, J a Allied Signal Corp 
Ip 4a094'27S.4a894*275 


DOCKET 40-3453 ATLAS MINERALS, INC.. DENVER, CO 

8903080475 Forwards rev to interim tailings slabilizalion control procedure to suppi 
871221 response to notice of violation re procedures for preventing/controlling wind- 
blown tailings. 

BLUBAUGH.R E. Atlas Corp 88/01/26 PETT6NGILi,a Uranium Recovery Ffeld Ofc, 
R4 8pp 48001 120 4B801 127. 

0903210334 "Environ Monitoring Program Results for 2nd Hall t988 " W/090223 Hr, 
BLUBAUGH.Ra. Adas Corp. 66/ 12/31 SMHH.R D. Uranium Recovery Field Ole, R4. 
63pp. 48984 078-48984 129 

0902260527 Forwards alf attachments to Source Mail License SUA-0917 6 requests 
that licensee maintain permanent record of attachments as future issuances of liconse 
will not fnetude attachments 

SWirH.RD, Uranium Recovery Field Ofo, R4 89/02/14 Atlas Corp Ip. 4B626'341- 
46626.358, 

8902280332 Ojscussea licensee 801220 submittal of rapt on const of roadway on lail- 
Inga beach of Moab Mill taiimos imooundmont Based on review of submitta(flcensee 
completed const as aulhornea by License Condition 52 of License SLIA-917. 
SCOVILL.V R . SMITH.R D Uranium Recovery Field Ofo. R4 69/02/2! Uranium Re- 
covery Field Ofc. R4 3pp. 48627 178-48627,180. 

6903170290 Forwards Amend 6 to Ltcenso SUA-917 for Atlas Corp. authorizing unltmit- 
ed use of natural U & NRG 890103 ftr approving proposed increase In cost esiimates 
for site reclamation & long term surveillance fee. 

ROSe,H 0. Uranium Recovery Field Ofc, R4 89/02/27. DARKE, J. Affiliation Nol As- 
signed Ip 40000 351 48900359. 


qjri far COBP CASPER. WY 


site lo American Nuclear Corp 
If cf site to Federal-American 
1 partner 

PFTTENGILUH. Uranium Ro- 


Itr. 

' '’'10*49008 321. 


Acord of attach- 


'ar Corp. Ip, 


Ion al Can- 
cedures lor 


8902230319 Forwards NRC reviov^ of ’Toe Ditch Riprap Repair Program. 
Canonsburg.PA " Evaluation concludes quality, thickness & graduation of rock used in 
ditches compircs w/dosign specs 

LOHAUS.PH Operations Branch 89/02/02 WATTHEWS.M Energy, Dopl of 4pp 
48569 0/0 40569 073 

DOCKET 40-6563 MALLINCKRODT, INC., ST. LOUIS, MO 

8903150523 Forwards renewed License STB 401 for 5-yr term expiring 940331 & 
SERNew 1OCFH40 regulations & NUREG-1336 also end W/o regulations & 
NUREG-1336 

ROUSE, L C Fuel Cycle Safely Brancli 09/03/09 MCFADDEN,T.H MaJjInckrodi, Inc 
Ip. 48865 325 40065.342 

-0903150531 Renewed License STB 401 for Malllnckrodl,lnc,aulhorizing use of 30,000 
kg natural U & 30,000 kg natural thorium at specified location 
ROUSE.L C Division of Induslriaf & Medical Nuclear Safety (Post 070729) 89/03/00 
3pp 48865 326 48865 328 

-6903160537 SER recommending renewal of License STB-401 for full 5-yr term, per 
640524 application for renewal & 650726.670826 & B80630 suppla 
PENN INGTON.WS, SWIFT, J.J Division of Industrial & Medical Nuclear Safety (Posl 
670729). 80/03/09 I4pp 48665 329 48865 342 

DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

6903220003 "Environ Monitoring Data Second Half 1986 " W/890228 Mr 
SMITH, JC Pathfinder Mines Corp 86/12/31. HEYER.R Uranium Recovery Field Ofr. 
R4.2dpp 49021.080 49021*105. 

0902280368 Forwards all attachments to license SUA-442, Including "Guidelines for De- 
contamination of Facilities & Equipment Prior to Release for Unrestricted Use or Ter 
mlnatfon of Licenses for Byproduct or Source Mails " 

SMITH.RD Uranium Recovery Field Ofc, R4, 89/02/14 Pathfinder Mines Corp. 2pp 
48636.156-46636.174 

8903220133 Requests 2-wk extension of llmo for submittal of 1989 seepage rept for 
Shirley Basin Mine Rept will be submllted on or before 6903 15 
MURDOCK.S Palhfindor Mines Corp 89/02/16. HAWKlNS.E Uranium Recovery 
FiefdOfc,R4, Ip 49005.328.49005’328. 

8903220064 Submits ALARA audit, per License Condition 36. 

NOLTE.M C. Pathfinder Minos Corp, 69/02/21 Uranium Recovery Field Ofc, R4 3pp 
49020.167-40020 169 

8903210291 Submits recommendations re 690221 ALARA semiannual audit ro radiation 
safety insps conducted & docum anted per license requlrQmanl8.ALARA audit accepla 
ble 

NEVER, RS., SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/03/00. Uranium Re- 
covery Field Ofc, R4. 4pp. 48998 348-4809B-O61, 

DOCKET 40-6659 PETROTOMfCS CO„ SHIRLEY BASIN, WY 

0903060008 Responds to 890111 request for [ustilicallon re use of radon emanation 
factor used in 860630 reclamation plan submittal. Initial use of Es0.20 based on Info 
In NUREG/CR-3533 & sampling done under NUREG/CR-IOBI. 

PFAFF.SJ Pelrotomics Co. (formerly Getty/ Pel rolomlos Col 89/02/08. 
HAWKlNS.E F, Uranium Recovery Field Ofc, R4 1 6pp 48709:339-48709 353 

8902280221 Forwards all attachments to Source Mat! License SUA-551, Licensee 
should maintain permanent record of attachments. 

SMITH,RD. Uranium Recovery Ffeld Ofo, R4. -69/02/10, Pelrotomics Co. (formerly 
Getty/Pelrolomlcs Co.). 1p. 46633. 162-48633' 199 

DOCKET 40-7465 WHITTAKER CORP., LOS ANGELES, CA 

6903020236 "Whittaker Corp Audit Rept of Radioactive Matl Located Next to Greenville 
MbIciIs Qf0€nvill9 PA ** 

MILLER, FL Whittaker Corp 89/02/15, 2pp 4B673’214-4B673:216. 

DOCKET 40-7580 FAN8TEEL, INC,, NORTH CHICAQO, |L 

8903200178 Application (Of amend to License S M P-9 1 1 ,cor reeling lypoa & changing 
action levels for radloacllvlly in effluent A groundwater monitoring. 

CARLILE.T.S Fansleel Metals (subs, of Fansteel, Ino.). 89/02/28 

PENNINGTON. W.S. Fuel Cycle Safety Branch 16pp. 48954:306-46054:321. 

0903210068 Forwards environ health sun/ey conduoied on 881214-16 at Muskogoe 

CARLILE.T S Fansteel Metals (subs, of Fansteel, Ind ) 89/02/28 

PENNINGTON, W.S. Fuel Cycle Safely Branch. 2pp. 46981 ;29B-4B96 1:3 16 

•^6903210077 Environ lesi rept, "Fansteel Muskogee Plant One Tantalem 
Place.Conducted on 861214-15 '' 

TEND, A. CIGNA Loss Control Services, Inc. 69/02/07. 18pp. 469611300-48981 iS 18, 

DOCKET 40-0027 9EQUOYAH FUELS CORP*. OKLAHOMA CITY, OK 

0903200100 Confirms 870326 ielcon re request for easement & permit for wastewater 
pipeline A oulfatt Into Illinois River 

PATeTE,F.M. Army, Dept, of, Corps of Engineers. 87/03/26. STAUTER.J.C, Se- 
quoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp). 3pp. 46070:243-48070:245. 

0903210037 "Sequoyah Semiannu0> Effluent Rept for Second Half 1088." w/a9022e 
Mr. 

KNtOHT.SP Sebuoyah Fuels Corp. (subs, of Kerr-McQee Nuclear Corp.). 86/12/31 
SMITH, R.D. Uranium Recovery Field Ofo, R4. 3pp. 48970:03 9-48979i04f. 
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8003210206 ’‘Somlannual EMIuDnt Ropl for Second Hall of 1906” W/BQ0228 Ilf 
KNIGHT. S P Sequoyah Fuels Corp (subs of Keff-McGeo Nuclear Corp ) 86/ 12/31 
SMITH, R D Uranium Recovery Field Ofc. R4 2pp 40882 027 48982 028 

8803030364 NPO£S noncomplmnce r^olification on OS0126, runoff from Location 008 ex- 
ceeded permit paramotor for max conccnirallon of ammonia On B90128,Locaiion 004 
exceedod max conconlrallon for ammonia Caused by seopngo from Pond 2 
KNIGHT.SP Sequoyah Fuols Corp (subs of Kerr-McGoo Nuclear Corp ) 89/01/30 
RLACHLEY.T OMahoma. State of Ip 40693 341-40693,341 


8903210244 “NPDGS Discharge Monitoring Repls for Jar> 1089." W/890214 Ur 
KNIGHT.SP Sequoyah Fuel 8 Corp (subs of Korr McQoo Nuclear Corp ) 89/01/31 
KNUDSON.M O Environmental Protection Agency. 7pp 48982 1 16 48982 12t 

8903020856 Advises ol NBC approval of transfer of control of Sequoyah Fuels Corp 
from Kerr-McGoe Corp to Sequoyah Holding Corp. eflaciivo 80t1O4 Recommonds 
that Exemption DOT-E 9825. Sections 1 0 & 8 0 bo revised as stated 
KNIGHT, CP Sequoyah Fuels Corp (subs ol Kerr-McGee Nuclear Corp) 89/02/07 
ROBERTS, A I Transportation, Dept of Spp 48674 002-48674 093 


8903010049 Fonvards response to 090124 request for addi info describing procodures 
& controls to monitor weight of transferred heels & to provont overfilling ol heel re- 
ceiving cylinder Only previously fed cylinders will bo placed in autoclaves 
KNIGHT.SP Sequoyah Fuels Corn (subs, of Keff-McGao Nuclear Corp), 89/02/14 
BIDINGER.GH Fuel Cycle Safety Branch 3pp 48645 240>48645 244 


8903010063 Forwards addI Info re special process Commitments 4.5 & 6, per S Pen 
nington request Vendor understands that NRC concerned that proposed revs re foam 
deluge sys may not conform w/NEPA codes 

KNKaHT.S P. Sequoyah Fuels Corp (subs ol Kerr McGee Nuclear Corp), 89/02/14 
ROUSE, LG Fuel Cycle Safely Branch 5pp. 48670 023 48670 027 


DOCKET 40-0064 EXXON MINERALS CO., USA, HOUSTON, TX 

8903220161 Submits Fourth Quarter Repl 1988 ro pilot in-situ mining prOQram.per Con 
dition 16 to License SUA 1064 

RANGE.D M Exxon Corp 89/02/09 Uranium Recovery Field Ole, R4 2pp 
49008 244-49008 245 

8903170222 Concludes that decommissioning activities at Exxon R&D site conduclod in 
accordance w/NRC approved decommissioning plan NRC recommends termination 
of Exxon source mall License SUA-1064 

HEYER.R S,. SMITH.R D Uranium Recovery Field Ole, R4 89/03/02, Uranium Re- 
covoiy Field Olc. B4 3pp 40953 151*40953 153 

8903170412 Fonvards, for FR publication, final finding of no significant Impact re termina- 
tton of Source Mall Ucenso SUA-1064 

HAWKINS.GF Uranium Recovery Fiald Ofc, R4 89/03/02 MEYER.O Office of Ihe 
Secretary of the Commission Ip 48953 1 54 48963 167 

>•8903170415 Notice of final finding ol no significartt impact re termination of License 
SUA-1064 

HAWKINS,EF Uranium Rocovery Field Ofc. R4. 89/03/02 3pp 48953' 165 
48953,167 

8903170420 Discusses fourth quarter repl for Exxon Highlands R&D proleci NRC cur- 
rently reviewing vendor request for license termination & transfer ol mall to Everost 
Minerals Corp ilicenBe SUA-1t5l) 

HEVER.R S., SMITH.R D Uranium Recovery Field Ofc. R4 89/03/06. Uranium Re- 
covery Field Ofc, R4 2pp 48953 234 48953 235 


docket 40-8084 RIO ALQOM MINING CORP., MOAB, UT 


8902260386 Forwards addi Irtfo on level probe for U03 surge bin, per Q8D016 request to 
revise Section 16 3 0 to License SUB-10 IQ & 800207 roquest for addi info 
KNIGHT.SP, Sequoyah Fuols Corp (subs of Kerr-McGeo Nuclear Corp) 80/02/16 
ROUSE.L C Fuel Cycle Safety Branch app 48627'077.4B627 079. 


8902280391 Forwards Amend 21 to Llconsa SUA-1 11 9, reducing freeboard of 6 5 It 
danna May 1938 - Apr f 939, tor tower faiMngs pand, per 331 f03 request 
SMITH, R.D Uranium Recovery Field Ofc. R4. 09/01/30 Rio Algom Mining Corp 3pp. 
40627 080 4a627'1t6 


8903090166 Rescinds NBC 870510 order prohibltinq lining w/URe or healing any 48 
Inch diameter cylinder mfg by WH Stewart Co W/tlsled serial numbers, per licensee 
870513 & 1113 responses ^ 

BERNERO.R.M Office of Nuclear Material Safely & Safoguards.DIroclor 69/02/27 
KNIGHT.SP Sequoyah Fuels Corp (subs ol Kerr-McQoo Nuclear Corp.). 2pp, 
48790'1 17*48799:1 18 


8903160150 Forwards revised Page 1,8-2 to Bov 6 ol contingency plan, Indicating date 
ol submittal. 

KNIGHT, S P. Sequoyah Fuels Corp. (subs, of Kerf-McQoa Nuclear Corp). 09/02/20, 
ROUSE, UC Fuel Cycle Safety Branch Ip. 4Dafl6'2O4-48e06 2Oa 

-8903220252 Revised Page 1,8-1 of Chapter 8, ‘'Contingency Plan" lo Sequoyah Facili- 

Sequoyah ^f^els Corp. (subs, of Kerr-McQee Nuclear Corp.) 00/02/28. 4pp. 
48686.206 48666 208. 


6903160160 Advises that licensee plans to submit decommissioning plan & schedule by 
OOOaoOjief 881206 Ur. 

KNIQHT.S.P, Sequoyah Fuels Corp (subs, of Korr-McGeo Nuclear Corp). 80/02/26. 
ROUSE.L, C Fuel Cycle Safety Branch 2pp 48950'160 48950:101. 

6903210363 Application for amend to License SUB'10lO,dololine License Condition 40 
which required licensee to maintain defined levels of staffing wnonever UF6 reduction 
facility being operaled.Foe paid 

KNIQHT.S.P, Sequoyah Fuels Corp (subs, ol Kerr-McQoo Nuclear Corp ). 69/03/02. 
ROUSE.L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 2pp. 
46984:073-48984'074 


6903160174 Forwards revised "Vegatable Monitoring Program Annual RepL 1968 Grow- 
ing Season." 

KNIGHT, 5.P. Sequoyah Fuels Corp. (subs of Kerr-McGoe Nuclear Corp). 89/03/Q3 
BOUSE, l.C. Fuel Cycle Safely Branch 3pp. 40886:234.46686.274 


-6903160190 "Vegetable Monitoring Program. Annua! Ropt.ioes Growing Season." 
Rept revised on 8w302. 

* Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/12/31. OOpp. 
48886:237-48886:274, 


-8902260394 Amend 21 to License SUA-1 119 for Rio Algom Mining Corp, authorizing 
use of unlimited amount ol natural U at rmlUno facUiUes. 

SMITH.RD Uranium Recovery Field Ofo, R4 89/01/30, 14pp 40627 063 48627-112 

-6902280397 Advises that licensee 681103 request for amend to Llconse SUA- 1110, re- 
ducing freeboard requirement for lower tailings pond of 8 5 ft freeboard during May 
lOflB - Apr 1080, acceptable 

SCOVILL.V.R , SMITH.R, D. Uranium Rocovery Field Ofc, R4 09/01/30. Uranium Re- 
covory Field Ofc, R4 4pp. 48627.113 48627:116 

8902260219 Forwards Amend 22 to License SUA-1 119, modifying Condition 87 lo In- 
clude new surety requirement to reflect Increased cost estimate for decommlesloning 
& reclamation & allowing 30 days for NRC receipt ol official rider lo Hr of credit 
SMITH.R, 0. Uranium Recoveiy Field Olc. R4. 69/02/01. PATTISON.B. Rio Algom 
Mining Corp 4pp. 46844:138 46644.176. 

-6902260224 Amend 22 to License SUA-1 119 for Rio Algom Mining Corp, moclifying 
Condition 27 to Include new surety requirement rellecling Increased costs of decom- 
missioning & reclamation & allowing 30 days for NRC receipt of Itr of credit. 

SMITH, R.D Uranium Recovery Field Ofo, R4 09/02/01. 14pp. 48644:142 48044'171, 

-8902260242 Accepts financial surety Amend 22 to Source Mall Lice n so 3UA-11 19 for 
Rio Algom Mining Corp. 

ROSEJh.D., SMITH.RD Uranium Recovery Field Ofc, R4 89/02/01. Uranium Recov- 
ery Field Oio, R4. 4pp. 40644.172*48644:176 

8903030362 Advises that Lisbon Mill has been placed in standby Company will ba under 
Interim license conditions, per CondlKor^ 11 re closure of mill. Padlocked entrances 
listed 

PATTISON.RS Rio Atgom Mining Corp 89/02/02. SMITH, R.O. Uranium Recovery 
Field Ofo, n4. 3pp 48694: 144-48654' 146 

6903270030 Discusses efforts lo minimize dispersal of blowing fallings during mill 
operations Understands that no further amend to license needled to proceed w/ 
worlr.Feo paid. 

PATTISON.RS. nio Algom Mining Corp. 89/02/21. SMITH.R 0. Uranium Rocovery 
Field Ofo, R4. 3pp. 40054 :063*49054'065. 


6903210359 Forwards remodlallon plan for Pond 2, Including schedule for 
consideration, for NRG review & approval. 

KNIQHT.S.P Sequoyah Fuels Corp. (subs, ol Kerr-McGeo Nuclear Corp.). 69/03/03. 
ROUSE.L C. Fuel Cycle Safety Branch, 13pp. 46904'O6O.40904'O72 

6903240109 Forwards revised Table 5 to "Comprehensive Radiological Solid Waste 
plan" dtd 661 11 3, per request. Re vised table rellects contribution of solid waste from 
UFe reduction facility. 

KNIGHT ,8.P Sequoyah Fuels Corp. (subs, of Kerr-McGoe Nuclear Corp.). 89/03/03. 
flOUSE.LC. Fuel Cycfo Safety Branch. Ip. 40040'209 49040:210. 


DOCKET 40-6102 EXXON CO., USA, HOUSTON, TX 

8902260261 Forwards Amend 27 to License SUA-1 139 for Exxon Corp, revising Condi- 
tion 33 re compliance monitoring program. 

SMITH, R.D. Uranium Recovery Raid Ofc, R4. 69/02/OB. Exxon Coal USA, Ino. (for- 
merly Carter Mining Co.). 2pp. 48627:168*48627:210, 

-8902260262 Amend 27 lo License SUA-1 139 for Exxon Corp, revising Condition 33 re 
compliance monitoring program. 

SMITH.R.D Region 4; Ofc of the Director. 69/02/06. 21pp. 46627 ilOO 46827:210. 


-69032401 1 1 Revised Table 6 to "Comprehensive Radiological Solid Waste Plan," 

* Sequoyah Fuels Corp. (subs, of Korr-McGee Nuclear Corp.), 86/11/13, Ip 
49040'210-40040:210. 

6903170115 Informs that revised page re elimination ol level probes In surge bins & 
eotkl seal legs of denitration process Inserted into Chapter 16 of licensee safety dem- 
onstration section 

BIDINQER.G.H Fuel Cycle Safety Brarveh. 89/03/00. KNIGHT.S P. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp } 1 p 48894'234'4BB94:234, 


6903030469 Forwards Amend 27 to License 8UA-1 139, amending License Condition 33 
re fmpiementation ol compliance monliofing proaram as statedlProposeid program re- 
quired lo be submitted (or review & approval hv 890401* 

SMITH, R.D. Uranium Recovery Field Ofo, R4 89/02/06. Exxon Corp. 2pp, 46092:166- 
46692:194. 


-4903030462 Amend 27 to License SNM'1139 for Exxon Corp, revising License Cofidl- 
tlon 33 re implementation ol compliance monitoring program. 

SMITH, R.D. Uranium Recovery Field Olc, R4. 89/()2/()6, 6pp. 46692 1 1 70-46692:194, 


6903210242 Forwards rev to Section 10 6, "Fire Protection" of License SUB-1010, lor 
review.Rev reflects fixed temp sensing device since licensee no longer have 24>h cov- 
erage In security station. 

KNIGHT, S.P. S^uoyah Fuels Corp. (subs, of Korr-McQee Nuclear Corp,). B9/03/0B. 
ROUSE, L.C, Fuel Cycle Safety Branch. 4pp. 469 82; 106-4 69 62:109 


6903010329 Forwards all attachments to Source Mall Llcer^ SUA- 1 130. Requosla that 
licensee maintain permanent record of attachments as future issuances of license will 
not Include attachments. ^ ^ 

SMITHR.O. Uranium Recoveiy Field Ofc, R4. 89/02/10, Exxon Corp. 13pp, 
46650.339-46650:361. 
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8903010263 Foiwiird:, /Imend 28 ro License SUA f 13D Jor Exxon Cotp. amending Con 
dlons fO & n & dcfeftng Co-ndiLons 17 S '15 SubmiHaJ ol annual land use fopi no 
tonge; rcqu'fcd License Condition lO changed lo ref mill latlrnqs 
SMITH RD Uran urn Recovery Field Ofc, R1 89/02/ M Exxon Corp 2pp 40637 191 
40637 199 

-8903010266 Amend 20 lo License SUA 1139 for Exxon Corp revising Conditions 10 & 
1 1 to specify authorized places ol use of mill laiNngs facifilies & deleting Condilions 1 7 
& 35 re subr^ataf of annual lard use rept 

SMITH fl D Uranium Rccovaiy Field Ofc R1 B9/02M4 7pp 48637 193 48637 199 


DOCKET 40-8452 BEAR CREEK URANIUM CO, CASPER, WY 

8903220025 Semiannual Revie^v of Effluent & Environ Monilonng From Jul Dec 19B8 " 
W/890l27l|r ^ 

CHASE G Bear Creek Uranium Co 68/12/31 JACOBY, D Uranium Recovery Field 
Ofc R4 30pp 49020 J82 49020 21 1 


-8903200067 Amorrd 0 to Ltconso SUA I'lSO for Winorah. I xplomflon Co rijvi^ng CtKi 
dilions 34(B), 43 & 44 ro groiindwnlor protoclion st<Js 

SMITH, n D Uranium Rocovory Eiold Ofc, R4 8'l/0;i/()(> 12pp 4fPJ*i4 108 4fPK)4 1 IB 

-8903200070 Rocommonds thal Conililions 34,43 & 44 lo tuftiiMt SUA IHMli ro 
groundwater dolcclion monitoring program ha amandml 

GRACE.SR. HAWKINS.EE Uranium Harovory ( lolri Oft,, 114 ll!>/()3/(Hi Iffdiiliint 
Recovery Field Ofc, R4 7pp 48954 120 4 09 ’>4 120 

8903170442 OiscusRos Mmurafs Expfornlion Co Swuotwnlnr 11 Mill nrivifan tnaiiiloiiiijt 
repi for Second Half 1988 Mill did nol opernlo durincf poritxl c ovmatf by ru()l Sniii|‘ifiriu 
results consislenl w/ prior rusulH No furlfior aclion net imsary at prohiml 
HEYER.RS, SMITH, RD Urnnium Rocovory Eiald Ofc, J14 8't/(K1/t)7 Unioiupn Ho 
covery Field Ofc, n4 4pp 48951 225 48953 ??« 


DOCKET 40*8681 UMETCO MINERALS CORP , GRAND JUNCTION, CO 


8903010327 Forwards altachmersls lo License SUA-l 310 Permanent record of attach 
ments should be maintained 

SMITH RO Ura/iJum Recovery Field Ofc R4 89/02/09 Bear Creek Uranium Co Ip 
40648 017 40648 035 

8^3010237 Adw ses fhai response to 881223 ftr re vegetation in reclamation plan 
design not required NRC review of recfamation plan will assume bare.nonvegelated 
surfaces which will impact runoff & erosion calcutations 

HAWKINS EE Uranium Recovery Field Ofc R4 89/02/17 SCOTT.E Bear Creek 
Uranium Co 2pp 46646 1 16 48646 117 

^ environ monitoring rept for second 
mcvSd acceptable No further action necessary 

HEYERRS, SMITH RD Uranium Recovery Field Ofc, R4 89/03/07 Uranium Re 
covery Field Ofc R4 3pp 48963 358 48963 360 

DOCKET 40-0502 MALAPAI RESOURCES CO , PHOENIX, AZ 

® Planned licensing activities for Wyoming projects for 
IncoPiL. lelcon Concerns w/ reorganization plan due to aggressiveness of 
inrHPoSrl? including reassignment of G Konwinski, discussed 

8M2280320 Ack receipt Of 690203 Jtr confirming excursion status of Wells M-7 & SSM- 

* contributing to elevated conductivity 
H overp^uctron should correct tf subj factor responsible ^ 

WICHEns.D MalapaiRe 

Con ms 890126 lelcon & corrective actions re spill of soda ash on aouth 
«m access roaO lo (n^aray Mine Brisl rept outlining details o? spill & cleanup acSes 

^ ™SNER,L Wyoming, Stale ol 

**clamlnUWton?M &3” “ 

Malaga, Resources Co 2 PP 

SMITH, HO Hegran 4, Ole ol the Director 89/02/17 lOpp 48949 042 48949 058 

Malapal Resources Co ,p 

*^sp<Slitles a'fofcAd^stSa rriaite kfowe^aS hc'*"“ 'V*®®"* ™»"9'>«'snls o( 
fevel of consideratron ^'^^e^seas & applicants appropriate 

sources Co 2pp 4e9M 3(S5 b 9^^05 ®®^®2/27 WICHERS,D Malapal Re- 

DOCKET 40-8584 MINERALS EXPLORATION CO, LOS ANGELES, CA 
'^ovni? n ff™*?"!' '0CFR40 63 Hepi (or Fed 1989 ” w/agoonn », 

SMITH,flou;an",^*Rj?oX"?.dW(if^4”Ly^^^ 

H6YER,F UramSS R^wer? FtaldliteW ^p^489a2 OM' 4898203 r^’ 

Eyploradon Co 

I*** olUraooOl Co olCal,l«ma) 4w 48954 I04 “m 4 12^™'" Co 


6903100596 Application for amorifl to Uconso SUA 1358,nlli)wJnn jjliint im.ln of ijmifcti 
matt Fee paid 

HAMRfCK.JS SPARLING, DK UMETCO Minornis Corp (niih-t ol (lolon CotUnto 
Corp) 89/01/18 SMITH.RD Urnnium Rocovory riofd Cfr, H4 2()p 4nfin(KlH'l 
48806 090 

^ oxpocluti to l) 0 ||ln on fj'JOiUk 
UMETCO Minerals Corp (subs of Utilori Carbkhi Cotp ) (l<)/<)2/()fi 
SMITH.H D Uranium Recovery Field Ofc, RA Ip 48905 08 1 40')l)'i (}8;> 

afif^end applicalion loo for Coll 4 juoposn! 

UMETCO Minerals Corp (subs of Union Cmbldo Corp ) 8|)/p2/r'4 
JACOVY,D Uranium Recovary Field Ofc, R4 tp 48055 082 4»U«ri 082 

«»3chmon1s lo Llcnnso SUA 1358 Pormancml w\mi <d ni 
tachments should be mainlainod 

SMfTH.n o Uranium Recovery Flold Ofc. R4 00/02/14 UMI rco Mlnnrtifri Corir 
(subs of Union Carbide Corp ) ip 40645 24b 4004 b 204 

“®HAk?mr?i? 'O' ''ol "00 I Ill’ll W /0 tmohi 

qiSiTM nn (^nrbldit Corp 80/02/28 

SMJTH.n D Uranium Recovery Field Ofc, n4 Ip 48805 ,121 48005 321 

8903170417 Discusses flcenseo 090110 Hr ro ofovnlntl urlnir hlanninv nl rnitf 
ocHons.including rotmlnlng of intflvklirn/ln projipf 
sample conlnmlrmhoii 

™ye!?few"dio® 0'“' "‘I "l>«»">» 

DOCKET 40*8684 MALAPAI RESOURCES CO„ CASPER, WY 

8902280512 Requests that all end altachmonls lo Llconso f5UA 133/ Im mnlnininfiii mi 
'ssunneos of liconsi wi I ^ Incl^ d^ 

B9/02/10 MrpaineS 2pn 

^^bSol.pef^S^^G^SScorfcon^ Ifconsltig activUloi for Wyominn projorln for 

WfCHERS D^L fonssignmSnl’of'Q'^Kon^^ 

HAWKINS, F urnnium Recovery 

DOCKET 40.6698 PLATEAU RESOURCES, LTD,, GRAND JUNCTION, CO 


lntenm^8lab?taalion*ai ShoWaiing’canycm'LI°^ “'"[’lollo'' <>l 

?®'l®" »' '»! inipouncinnenta &7a A™ I?, "’1“''"' "l«"lll 


fipp 48890 257.48690,265 SCOVILLE.V. Uranium Rocovory Hold Ofc, fU 

perman^nTrerord^ 1371 & roquoits llmi vondor inplrv 

48625 12 ^ 48625 ! 140*^®^^'^®^ flfi/02/14 PIflloau RosourcoR, I tti Ip 

docket 40.8714 CLEVELAND-CLIFFS IRON CO„ CLEVELAND. OH 

ery Field 01c. R4 Ip 36939 022-36939,0M* 86/06/03 SMITI I.R D, Urnnluni Rucov- 
DOCKET 40-0724 CHEMETRON CORP,, CHICAGO. |L 

LAR0CHE,Q Fuel Cycle Safety BfLh 4pp.^0570 300^W70 09/01/31. 

lif SSSr 

Branch 3pp 48824,152-48624,164 /02/10 ROUSE, LC Fuol Cyolo Safety 



DOCKETED ITEMS 


S 


”8903080054 Comments on liconsoo c Inanup iJcUvilics ot I larvnrd Avonuo suo HOBllh 
physics monitoring activities in winter weather cortsnlercri riithcull but not insurmounl 
abfe 

BERGER, JO Oak Ridge Associated Univs fjn/Oi/30 LAROCHE, G Division ol In 
dusirial & Medical Nuclear Saloly (Post 070/20) 3pp 40/42 004 48742 006 

8903220354 Responds to 090210 Itr ro McGoan Rohco industrial dump silo Allogheny 
has no obioclion to proposal ol City ot Newburgh 1 Um)hib running sower lino through 
northeast quadrant of dump sito 

LUCAS, J A McGoan Rohco, fnr (formerly McGean Chemical Co . Inc ) 09/03/03 
WILNER.S M Allegheny Intornntionat, Inc 2pp 49003 249 40003 253 

8903220226 Ack receipt of 090220 Ur & informs that Romcof chosen as consultant lo 
conduct decontamination sves at Harvard Avonuo sito as well as perlorm survey at 
Burt Avenue sKo 

WILNER.S Chomelron Corp 09/03/10 ROUSE.L C Fuel Cycle Safety Branch 3pp 
49020 220 49020 223 


DOCKET 40*8760 KERR MCGEE NUCLEAR CORP , OKLAHOMA CITY, OK 


8903060117 Forwards discharge monitoring repts lor quarlers ending Sopl 1900 S Dec 
1988 

FREEMAN^MD Korr-McGee Corp 09/01/25 HAWKtNS.E Uranium Recovery hold 
Ofc, R4 ip 49048 298*49040 330 

'•8903000008 "Discharge Monitoring Rept for Quarter Ending Doc 1908” 

MAY.LV Kerr McGee Corp 00/12/31 WAGNER.J Wyoming, State of 3pp 

4904a.299'49048 301 

”8903080009 "Discliarne Monitoring Ropl for Quarter Ending Sopt 19B0 ’’ 

MAY.LV KerrMcGeo Corp 80/09/30 WAGNER, J Wyoming, Stale of 3pp 

40040 302>49048 304 

*•6903300061 "DischafQO Monitoring Semi annual Ropl for Second Quarter 1008 
* Korr-McGeo Corp OB/QD/30 Wyoming, Slato of 34pp 49040 305 49048 338 

6903010186 Forwards attachmonls to Liconso 5UA-1387 Llconboo should maintain per- 
manent record of attachments 

SMITH, flO Uranium Recovery Field Ofc, R4 89/02/10 Rio Algom Mining Corp 
19pp 48048152 48646 170 


DOCKET 40*8763 URANERZ USA. INC., CASPER, WY 


8903010317 Forwards oil altachmenls lo Liconso SUA*f401 Pormanenl record of at 
(achmentG should be mafnfalnod 

SMITH.ro Region 4, Ofc of the Director 89/02/10 Uronorz USA, Inc Ip 
4B637 260*48637.266 

8903030213 Forwards all nttochmonls to Source Mall license SUA-1401 Permanent 
record of attachemonts should bo maintained 

SMITH, RD Uranium Recovery Field Ofc, R4 69/02/10 Uranorz USA, Inc. Ip 
40ag2'269 48692 275 


DOCKET 40*8786 URANIUM RESOURCES, INC.. RICHARDSON, TX 

8903170262 Forwards Amend 11 to Liconso SUA-1400 for U Resources, Inc, revising 
Condition 15 re aubmltlcl ol pfopo‘ 5 Gd soli sampling & gamma survey program & final 
docontaminalion & decommissioning ropl 

SMITH, R.D Uranium Recovery Field Ofc, n4. 69/03/06 Uranium Resources, Inc 
3pp 48894 032'48Q94'047. 

-8903170271 Amend 11 lo Llcenso SUA-1400 (or U Rosourcos.Ino, revising Condition 
15 re submiltal ol proposed soil sampiinn & gamma survey program at least 60 days 
prior to commencement of soil sampling 6 gamma survey activities. 

SMITH, R D. Uranium Recovery Fiord i5lc, R4 00/03/06 8pp 48804 036 48094.042 

-8903170286 Recommends Issuanco of Amend 11 to License SUA^I 400, revising Con 
dition 15 to require submittal ol proposed soil sampling & gemma survey program lo 
NRC at least 60 days prior to commencement ol soil sampling & gamma survey activi- 
ties. 

SMITH, R.D , SCOVILL,V R Uranium Recovery Field Ofc. R4, 00/03/06. Uranium Re- 
covery Field Ofc. R4 Bpp. 48094.043*48894.047 


DOCKET 40-8001 WESTLAKE LANDFILL, NORTHBROOK, IL 

8905100306 Forward Rev 1 to NUREQ-1308 & NUReG/CR-2722.per 69022? 
requosi W/o end. 

UWOCHE,G.E. Fuel Cycle Safely Branch 00/03/03. SWARTS.D. Affiliation Nol As- 
signed. Ip 4B804.097*4BB04'097. 


DOCKET 40-6829 FERRET EXPLORATION CO OF NEBRASKA, INC., CRAWFORD, 
NE 


6903220169 I orwards Stale of NE 801230 Ur in Ernpire Firo 6 Marino Insuranco Co 
rclcasinq surely bond lor Crowe Quito Projoct, par Liconso Condition 43 
COLLINGS.SP Ferrol Exploration Company ol Nebraska, Inc 09/01/16 

KONWINSKI.G Uranium Recovory Field Ofc R4 2pp 4 9008 292 49000 293 

6902280270 Forwards all attachments to Source Mail Liconso SUA 1441 & requosis 
thai permanent roc ord of altachmonls bo rnainlainod 

SMITH, R D Uranium Recovery Field Ole, R4 09/02/10 Ferret ExptoralPon Company 
ol Nebraska, Inc Ip 40627 181-4Q627 187 

8903030372 Forwards licensee semiannual environ repl lor Third & Fourth Quarters of 
1908, per License SUA 1441 W/o end 

COLLINGS.SP Ferret Exploration Company of Nobraaka, Inc 89/02/10 

KONWINSKI.G Uranium Recovery Field Ofc, R4 Ip 48603 211 4B693 211 

6903170346 Reviews semiannual onvimn ropl lor Crew BuUe U proioct for Third R. 
Fourth Quarters 1008 No significant trends identifiod & no licensing action required at 
present 

KONWINSKI.G R , HAWKINS, E r Uranium Recovery Field Ofc, R4 69/02/27 Urani- 
um Rocovory Field Ofc. R4 5pp 40094 324 10D94 320 

8903220004 Forwards somiannual ALAR A ropl for two quarlors onding 00 1231. per Li- 
conso SUA- 1441 W/o end 

COLLINGS.S P Ferret Exploration Company of Nebraska, Ino 69/02/28 

KONWINSKI.G, Uranium Recovery Field Ofc, fl4 Ip 49D03 292 4000^202 


DOCKET 40*8667 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 

8903030366 Forwards comments on Section 14 Amend AroaJFN 2 4/122 as result of 
roviewino application for permit amend submitted by EvarosI Minerals Corp, 

BELOEN.S Wyoming, Stale ot 69/02/06 HILDENDRAND,P. Everosl Minerals Corp. 
lOpp 48694 251 40694 260 

6903030196 Forwards draU permit & public nollce re Everosl Mlnorala Morton 1*20 
Permit UlC 09 030 Class II Halliburton treating ropis lor acid lob performed In 1961 & 
vendor slop rate lost performed In 1906 oncl.Commants ranuesied by GD0330. 
LUCHT.R Wyoming, Slato of 09/02/06 KONWINSKI.G R Uranium Recovery Field 
Ofc, R4 35pp 46694 175 40694 209, 

6903030439 Forwards for review & approval basolmo nroundwator quality data & pro 
posed upper control limits for Highland U Project Soctlon 14/50 Sand, Mine Unil l.per 
Liconso Conditions 38 & 40 of Liconso SUA 1511 

" Everosl Minerals Corp 69/02/13 OLSEN.TT Uranium Rocovory Field Ofc, R4 
66pp 40690 206 46690 321. 

6902260444 Forwards Amend 15 lo License SUA* 1 5 1 1 .revising Cendillon SO as 
listed Licensee shall fnonitor.ninin1aln,(iocommisslon & rod mm expanded pilot In situ 
site In accordance w/ 661 020 submittal 

SMITH, RO Uranium Rocovory Field Ofc. R4 80/02/17 Everest Minerals Corp app 
40633 30? 46633336 

•*6902260401 Amend 15 to Llcenso SUA* 1511 lor Evorost Minerals Corp, authorizing 
use of unlimilod U in unspecified chemical 6/or physical form 
SMITH,R D. Uranium Recovery Field Ofc, F|4 09/02/14. lipp 46633.004 40633,332 

-8902260453 Recommends lhat Liconso SUA-1511 bo amondod to fncoiporale rospon* 
sibilily for docomamloatlng & decommisslonino expanded pilot in siiu site 
OLSEN, TT. HAWKINS, E F Uranium Rocovory Field Ofc, R4 89/02/14 Uranium Re 
covery Field Ofc, R4 3pp 4Q633 333 46633 3 j5 

6903030343 Forwards listed drawings of Seclion 14 amend area .Including Satellite 2 
plot plan w/ofC8, tank ago & equipment layoul.por 690216 discussion 
MORZENTI.SP Evofoal Minerols Corp. 69/02/17 OLSEN, T.T Uranium Recovery 
Field Ofc, R4. 3pp 49016 041*40016041 

8903210511 Forwards results of MILOOS compuler program w/8q1o1!iIo & wellfiold as 
input paramoiors tor info W/o end 

MCGONAGLE.l Everest Minerals Corp 89/02/23 SCOVILL.V Uranium Recovery 
Field Ofc, R4 IP 48002 148 4B092.146 

6903210514 Discusses analytical rosulls from samples coliociod from Podmoier Monitor 
Well M 40 In Section 21*30 sand mfne unit & addi mitigeiivo action Inlilatod by shut- 
ting In 14 addI infection wells 

MAYS.WM Everest Mlnorala Com. 89/02/27. OLSEN, T Uranium Recovery Field 
Ofc, R4 3pp* 48004 216 46064 217 

8903170390 Forwards attachments to Source Mali License SUA-1&11 6 roquesfs that 
permanont record ol atlachmonts be maintained aa future issuances ol license will not 
include attachments, 

SMITH,RD Uranium Recovery Field Ofc, R4 69/03/02 Everest Minerals Corp tp. 
4885 (W 40051361 


DOCKET 40-6803 DYNA EAST CORP., WYNNEWOOD, PA 

8610090491 Discusses Telephone Inquiry 86 01 on 860909 re initiation ol activities In- 
volving licensed mails & anticipated worKload of program, NRC understands that LI- 
cense SMB-1414 will be amenaed to Include new location prior to use of mails 
KINNEMAN.J.D Region 1. Ofc ol the Director 06/10/01 QIAQUINTOJ. Dyna East 
Corp. 2pp 381 79. 144-301 70' 145 


DOCKET 40-6620 AMAX INC., GOLDEN, CO 

89Q3010202 Advises that company making arrangements w/bank in Parkersburg, WV for 
trust fund lo provide adequate monies to retain contractor.when necessary, lor physi* 
oaf malnt ol site. Stale of WV 880224 Itr to vendor re ongoing Insp end 
KEPPLER.P. AMAX, Ino 08/10/20 ROUSE.L C Fuel Cycle Safety Branch epp. 
48649 005 46649 012 


DOCKET 40-6902 ANACONDA MINERALS CO., GRANTS, NM 

6903240137 ''Radiological Effluent & Environ Data tor Bluewqter Millsite.Grants.NM.Jul- 
Dec 1968 ” W/890223 Itr 

PATEL.N. Atlantic Richfield Co. (ARCO) 86/12/31. SMITH, D Uranium Recovery Field 
Oto. R4 7dpp 19044 056-49044 133, 

6903020690 Forwards Amend 5 lo License SUA-1470/evislng Condition 32 to delete 
requirement (or Issuance of radiation work permit lor all entries lo mill process bldg. 
SMITH.R.D Uranium Recovery Field Ofc, R4. B9/O2/0B, ZIEQLER.R.S. Anaconda Co 
(div of Atlantic Richfield Co) 3pp 48674.102-48674.121. 

-6903020697 Amend 6 lo License SUA- 1470 for Anaconda Minoraia Co, revising Condi- 
tion 32 by deleting requirement (or issuance of radiation work permit lor all entries to 
mill process bldgs 

SM1TH.RD Uranium Recovery Field Ofc, n4. 89/02/00 6pp 40674 105-48674'118 
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DOCKETED ITEMS 


">8S030207(IO Romws licensee 8B1 1 17 app/icalion for amend fo License SUA-H/O.do 
leling (eqwfotcent tot issuance of rad'alKin wofL permil for any enlrance to pfoc 
ess bldg Rev lo License Condilron 32 acceplabJe 

GARCfA,P J, SWITH.RD VJiAniiiin Heccu^ery FieW Oft. R4 6&/02/0fl Ufanmm Ro 
coveiy Flaw Olc. R-J 3pp 4 8674 1 19 48674 121 

8802260273 Forwards AmoncT 6 to License SUA*1470 lor Anaconda Minerals 
Co .re vising Condilions 32 & 34 as lisle d 

SMITHRD Uranium Recovery Field Ofc. R4 69/02/17 ZIEGLER»R Atfanfic Rich 
field Co (ARGO) 3pp, 48627 04948627 OGG 

-8802260276 Amend 6 to LiconsG SUA-1470 tor Anacondia Minerals Co. authorizing 
use o1 unlimiled U wasto tailings ^ o1Der byproduct wastes geneialed by titensee past 
milling operations 

SMITR.R D Region 4, Ole of tne Diroclor 69/02/ 17 7pp 4B627 0524B627 058 

-8902280277 Discusses Amcd 6 lo Ulcenso SUA*I470 re eslablisliment of ground* 
water pretoebon aids 

OLSEN, T.T , HAWKINS.E F Uranium Recovofy Field Ofc. R4 09/02/17 Uranium Re* 
coveiy Fvetdi Oft, R4 epp 4B627 059 4C627 066 

8902280262 Forwards commenls on Btuewater Milt reclamation ptan,per 090216 
moating AddI info paeded re surface water hydrology & erosion protectiorr 
HAWKiNS.EF Uranium Recovery Field Ofe, R4 89/02/22 Anacomp, Inc Cpp 
46626 278 48626 285 

8903220127 Forwards “Supplementary Radiofogteal & Qotrow Soil Gharattonzalion al 
Bluewator U Mill Site ” 

2t£GLER.RS Attantlc Richfield Co fARCO) 69/02/27 SMtTH.O Uraaum Recovery 
Field Ofc. R4 2pp, 49003 020-49003 039 

-8903220360 "Supptonienlaiy Radiological & Burrow Soil Charactenzalion at Bfuewater 
ejMiPlSito" 

SMITKWJveOWSeB.RY Roaers & Associates Enoineerino Corp RAE*8813‘1. 88/ 
09/30 9pp. 49CJ03,031 49003.039 


DOCKET 49*6903 HOHESTAKE MmtMQ CO., QRAHTS, KM 

8812050S62 ApplicalWn for amend to License SUA-1 471, revising Seclions A S B of 
660616 Ur ra radiatton safely Insp & ftsssasnvem rapt ef insp of U rail! 6^ tailing faciti* 
lies at Grants, NM, Fee paid 

KENNEDV.E.E Homoslak© Mining Co 66/10/17 GARClA.P Uranium Recovery FleW 
Ofc, R4 14pp. 38839 058 S8B39 071. 

6903210277 Forwards “Renewal Groundwater Discharge Plan«OP*200 for Homestekos 
Mill Near Milan, New Mexico," hr discharge plan renewal W/o end 
KENNEQY.EE Hotneataka Mining Co 89/01/20 SUFER.D. Naw Mexico, State of, 
2pp. 48984.058*46984 059 

6903220123 Ack recerpi of 390123 comments on Homeslake Mining Co responses to 
NRC concerns lor blown taltmns conlrot observod during NRC insp on 631101,03 Cor- 
rective actions re alleged viofauon. meeting field to discuss improved program 
KeNNeDY.ER Homeslaka Mining Co. 89/02/16, SMITH, R.D. Uranfum Recovery 
Field Ofo,R4 3pp. 49020.177-40020.179 

690322Q162 Forwards ticonseo semiannual cepl tor Jut-Dec 1986 for U nvtU & tattings 
facilities at GrenlB,NM,per 10CFR40 65 W/o and. 

KeNN6DY,E,F Homestal^e Mining Co. 69/03/01. SM1TH.RD Uranium Recovery 
Reid Ofc, R4. Ip. 49005-327*49005 327 

8903170 392 Forwards atlachmenis to Source Mall License SUA-147t & requests that 
permanent record of attachments be fnalntained as future issuances of ilcense will not 
liu:fude attachments 

SMITH, R.D. Uranium Recovery Field Oto. R4 89/03/02 Homeslake Mining Co, Ip. 
49953266*46953,269. 

890321D2B1 Ack recetol ot 890216 response lo NRC 890123 Itr to program tmpiemenl- 
ed to minimize biewfng of laflings at Milan mill Review Indicates that proposed mods 
lo program repreaenls raasonabre Increase fn elforls lo conlrof blowinci. 

SMITH, R 0 Uranium Recovery Field Ofc, R4. 89/03/08. KENNEDY^EE. Homestake 
Mining Co 2pp. 48969:358-48989 359, 


DOCKET 40-6904 BF AMEBlCAj INC./L-BAR URAKIUM FACILITY, SALT LAKE 

6903210090 "Semiannual Environ Monilorlng Rept for LBar U Mine, Cibola 
CoufMy,NM.’* W/ono oversize drawmg & 890226 Hr. 

OSBORN,TQ INT6RA Technologies, he. 68/12/31. GRACE, S, Uranium Recovery 
FleW Ofc. R4 206pp. 4&976'266 46977; 156 

8903210166 Forwards '^L-Bar U Mine Reclamation A Closure Flan." Flan revised & up- 
dated to tneorporafe agreements & understandings arrived over Iasi several 
months Licensee believes atl outstanding issues addressed to NRC saflsfaclion. 
OSBORN, T.Q. (NTERA Tactwolodes, Tne. 80/02/27. SMITH.O, Uranium Recovery 
Field Oto, m. tp 48062.280 48963:331 

-890321(1169 "L-8ar U Mine Reclamation 6 Closure Flan ” W/nine oversize drawings 
• INTERA Technologies, iito. 89/02/28 DSapp. 40982‘2ai-48963-331. 

6902260634 Forwards all atlachmenis to License 8UA-t472 Requests that licensee 
maintain permanent record of attachments as future issuances of license will not h- 
elude aflachinentB 

SMITH ,R,0. Uranium Recovery FtoW Qto. R4. 89/02/IQ BP Anwrvea, (no 2pp. 
46627; 226*48627:237 

6902260417 Forwards correspondence w/British Pelroleum America L*8ar Mifl site did 
690116 A 31. W/o ends. 

GRACE, SR. Uranium Recovery Field Oto. R4, 89/02/14. Cebofleta, NM. 2pp. 
48625; 166-46626:167 

6903210626 Responds lo 861227 NRC radiallon safety insp of L*8ar tailings area per 
10CFR2.201.aedTefis{r)9 vlofalion noted Consi conlraci & altendant recfamaiion plan 
currently under review 6y NRC 

OSBORN, t.O. INTERA lechiiDlogies, tnc, 89/02/23, SMITH, B.D. Uranium Recovery 
Field Ofc, fl4. 2pp 48902 004 48982 005 


6903170196 Discusses wmdbfown contamination veriifcabon survey for 8P America, Inc 
LBar M^ll Recommends that License SUA-1472 be amended to Incorporate survey 
plan by revising License Condition 26C to read as slaled 

HEYER.RS. ^ITH.RO Uranium Recovery Field Otc, R4 69/03/02 Uranium Re- 
covery Field Ofc, R4 4pp 40953 138*48953 141 

8903170398 Forwards Amend 10 lo License SUA 1472 for BP Americajne, revising 
Condition 26C re Impiementatron of radiologicaf survey program (o verify cleanup of 
windblown contamination per 091 229 submilTal 

SMITH.R D Uranium Recovery Field Ofc. R4. 89/03/02 DEUEONAHDIS.R BP Amer- 
ica, tnc 3pp 48Q53 142*48953 150 

-6903170400 Amend 10 to License SUA-1472 loi BP America, Inc, revising License Con- 
dition 28C lo require implomentafion of radiological survey program lo verify cleanup 
of windblown contamination per vendor 6B1229 submittal 

SMITH, R D Uranium Recovery Field Ofc, R4 09/03/02 6pp 4 8953 146 48953 160 

6903170434 Forwards correspondence re 0P America L-Bar Mill site per agreement vr/ 
Coboflota Land Grant W/o ends 

GRACE, SR Uranium Recovery Field Otc. R4 69/03/07 Cobolleia, NM 2pp 
48948 359 48948:360 


DOCKET 40-8905 KERR-MCGEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
OK 

8903090394 Monilonng rept for Fourth Quarter 1088 for Ambrosia Lake W/ 890130 Itr 
FERDINAND.B QuivTra Mining Co. 80/12/31 3pp. 48807 271-48807.273 

6903220047 "Gfttuent Monitoring Rapt (or Jut Dec 1988 " W/800221 ttr 
* Quivira Mining Co. 88/1 2/a1 GARClA.P, Uranium Recovery Field Ofc, R4 21pp 
46064'002 490(54'022 

6903030359 "ALAR A summary lor Ambrosia Lake facility for 1988.** 

FEHDfNAND.B Quivira Mining Co 89/02/01 GARCIA, P Uranium Recovery Field 
Ofc, R4. 14pp 4069O:133-4809O.f46. 

8903080067 Forwards Amend 1 1 to License SUA-1 473, modifying Lfeense Conddions 10 
6 34 re implemenllng groundwaiST compllanco monllotlng program & adding Llconse 
Condifion 35, per 881202 81 090118 compliance monitorfnfl aubmillals. 

SMITH, R D Uranium Ftecoveiy Field Otc, R4 89/02/17 FREEMAN.M Oulvira Mining 
Co. 5pp. 48709.262-48709 330 

-6903060056 Amend It to License SUA-t473 for Quivira Mining Co.moddying Ucetwe 
Condifions 10 & 34 re groundwater compliance monitoring program implomenfalion & 
addyng License ConthWen 35 

SMITH.R.D Uranium Recovery Field Ofc, R4. 89/02/17. 17pp 48700 310*40709.326. 

-8903060060 Advises that licensee 881202 & B90116 firs re groundwater quality data 
related to compliance monitoring characlerfzatlon acceptable In meeting protection 
stds. 

QRACE.S.R. HAWKINS, E.F Uranium Recovery Field Ofc. R4. 09/02/17. Uranium 
Recovery Field 0(c, R4. lepp, 48709.327-48700.338. 

89(»322Dt)B7 Ack request lor renewal of Quivira Mining existing dischargo plan.Roquesis 
addi info for review of renewal 

MORGAN J New Mexico, Slate of. 69/02/20. FERDINAND.B, Quivira Mining Co. 2pp 
49007'2l3-49007.2t4. 

6903220194 Advises of vrithdrewal of S606O7 application for amend to Liconso SUA- 
1473.4Uthorfzing receipt 8 processing of mad at Amb/ose Lake faci/ify. 

FREEMAN.MD. Quivira Mining Co. 89/02/20. SMITH.R D Uranium Recovery Field 
Ofc, R4. Ip 49004:245-49004:245. 


DOCKET 40-8907 UNITED NUCLEAR CORP„ SANTA FE, NM 

8903030017 Denies violation noted In nolice of vioJatlon issued on 890103 re Insp of 
Lfeense SUA- 14 75, Data submitted to NRC demonstrated (hat licensee uajrrg site spe- 
cific data to determine background concentradona. 

VELASQUE2,JR. United Nuclear Corp. (subs, of UNO Resources, Inc,). 69/02/01. 
SMITH.R 0. Uranium Recovety Field Ofc, R4. 5pp. 48703,299-48703:303. 

6903090402 Forwards draft "United Nuclear Corp Remedial Action Plan Church Rock U 
Mill Tailings Facility," for next meeting. Nolalions provided where Canonie will provide 
input, 

VbLASOUEZvJ R United Nuclear Corp (subs of UNC Resources, Inc.). 69/02/13. 
ROWE.W, Environmental Profecllon Agency, flpp. 48798-273 48700-295, 

-6903090406 Draft "Remedial Acbon Flan Church Rock U Mill Tailings Facility." 

* United Nuclear Corp. (subs, ol UNC Resources, Inc,). 69/03/31. 15pp 48798'261* 
48798-295. 

6903020506 Ack receipt of 89020 1 Itr informing NRC of steps taken to correct violations 
noted In Insp of License SUA-1 476, Background values established based on health 
considerations does not comply w /requirements of License Condition 30(0), 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 09/02/17. veLASQUEZ,J, United 
Nuctear Corp. (subs, of UNO Resources, Inc,). 3pp. 4887 3:282-4887 3:264 

8903210363 ElfluenI 6 Environ Monitoring Rept for Jul-Dec 198B, specifying concentra- 
tion of principal radionuclide released to utvesUlcted areas in air particulate A water 
effluent. 

MORALES, E.M. Untied Nuctear Com (^e. of UNC Resources. Inc,) 89/02/21 
GARCIA,P. Uranium Recovery Field Ofo, R4. 06pp. 48990 263*48990:320. 

6603200051 Comments on proposed consenl decree.NRC will only allow closure of site 
it appropriate groundwater side aiiained, 

HAWKINS, EF Urantum Recovery Field Ofc, R4. 89/02/23 ROWE.W. Environmental 
Protection Agency. 3pp 40956:346-48959:350. 

69O3220O4Q Forwards responses |o addi comments re erosion protection aspects of 
TSClamMioh plan ol June 1687 prepared by Canonie Environ Sve Corp on behah ol 
United Nuclear Corp. 

VELASQUEZ, JR United Nuclear Corp. (subs, ol UNO Resources, loc.). 89/02/23, 
HAWKINS.E. Urankim Recovery Field Ofc. fl4. Ip. 49004:205-49004:285. 
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DOCKET 40'8926 ALTAm RESOURCES, INC., CASPER, WY 

8902280299 Forwards 080802 somiannual rept roviow indicaling NRC conclusion lliat 
well field successfully r os to rod, based on data submitted Conclusion incorpomlod tnlo 
Amend 3 to License SUA‘1492.dld 80121 2, also and 

HAWKINS.EF Uranium Recovery Field Ofc, R4 00/02/16 EN6EL,S Wyoming. 
State of 2pp 48620 001 40628 021 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

8903060091 Forwards lira to Slate of NE explaining company position re proposed regu 
lations for control of rad [at Ion-1 onizing & comments on bonding requirements during 
transition period prior to commorclal production 

COLLI NGS.SP Ferret Exploration Company of Nebraska, Inc 09/02/08 
KONWINSKf.G Uranium Recovery Field Ofc. R4 16pp 48727 323 40727 330 

8903060187 Forwards rovisad Section 1 0 (or application & supporting environ repll for 
State of NE underground injection control program commercial permit Section rovisod 
to include addi info required by Chapter 1 1 of Title 122.QmBnded on 890102 
* Ferret Exploration Company of Nebraska, Inc 80/02/ 16 NRC • No Delailod Affiti 
atlon Given 9pp 48740 062-40740,070 

8903220056 Errata sheet to application & supporting environ rept for Stale of NE under- 
ground Injection control program commercial permit Replace original sheet w/corroct- 
ed pages 

' Nebraska, State of 09/02/21 16pp 49020 135 49020.149. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


P, Operating license stage documents & correspondence 

8903280164 Ack receipt of 090113 Mr clarifying div of rosponsibifities between reactor 
operators & senior reactor operators at Ford Nuclear Reactor Procedural changos will 
be reviewed during course of preparing for next exam 

WRIGHT.GC Region 3, Ofo of Ifie Director 00/03/22 KERR.W Michigan. Univ of. 
Ann Arbor, Ml ip. 49075-066 49075 056. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 

8902010021 Requests that end FEMA rept on 600322 exorcise & 8B0329 remedial drill 
S0nt lo IIC0nS06 

TRAVERS, W.D, Emergency Preparedness Branch. 89/01/10. EBNETER.S.D Reoicn 
1, Ofc of the Director 2pp. 4881 6-062-40015 208 

8903210314 Revised emergency plan for Indian Point Units 1 & 2.W/ 890307 Itr. 
BRAM,SB. ConsolldatocT Edison Co of New York, Inc 09/03/07 61pp 4a&83-202- 
46903:262 


J. Insurance & Indemnity Information 

8902270612 Forwards endorsements to listed NELIA A MAELU policies & certificates. 
OCONNOR,DJ Marsh & McLennan. Ino 89/01/13 DINITZ.I Office of Nuclear Roac- 
tor Regulation, Director (Post 670411). 12Spp. 40505.055 46505.179. 


P, Operating license stage documents & correspondence 

8003160296 Generic Ltr 89*02 to all iiolders of OLs & CPs for nuclear power reactora re 
actions lo Improve detection of counterfeit & fraudulently marketed products. Sve list 
end. 

VARQA.S.A. Associate Director for Projects (Post 670411). 89/03/21. Consolidated 
Edison Co. of New York, Inc 67pp 4e9W;001 -48960 057 


Q. Inspection reports, IE Bulletins 6 correspondence 

6902170112 NRC Info Notice 89-020, "Weld Failures In Pump of Byron-Jackson 
Design.'' Sve list end. 

ROSSI.CE Division of Operational Events Assessment (Post 670411). 89/02/24. 
Consolidated Edison Co of New York, Ino 106pp 48572:043-46572' 146 

8902210361 SuppI 1 lo NRC Info Nolfco 06-073, "Direction- Dependent leak Character- 
istics of Containment Purge Valves " Sve list end 

ROSSI.C.E, Division of Operational Evenls Assessment (Post 870411). 80/02/27 
Consolidated Edison Co of New York, Inc. 102pp. 48669.001-48669:110. 

8002210564 NRC Info Notice 69*021, "Changes in Performance Characleriatica of 
Moldod-Case Circuit Breakers." Svo list end 

ROSSIp.E, Division of Operational Events Assessment (Post 670411). 80/02/27 
Consolidated Edison Co. of New York, Inc, 104pp 40576-032-46576:197 

8902270156 NRC Info Notice 69 022, "Questionable Certliicatfon of Fasteners." Sve list 
end 

ROSSI.C.E. DMsion of Operational Events Assessment (Post 670411). 89/03/03. 
Consolidaled Edison Co. of New York, Inc. 105pp. 48732.001-48732:106, 

6902280104 NRC Info Notice 69-023, "Environ Ouallllcation of Litlon-Veam C(R Series 
Electrical Connectors," Sve list end, 

ROSSI.CE, Division of Operational Events Assessment (Post 870411} 89/03/03. 
Consolidated Edison Co, of New York, Ino, 106pp. 48723;038-48723.143, 

6902260162 NRC Info Notice 69*024, "Nuclear Criticality Safety." Svo list end. 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post &70729). 
89/03/06, Consolidated Edison Co. of New York, Inc. 96pp 40700.252*40700:346 


8903010207 NRC Info Notice 09 026. "fnslrumonl Air Supply to Safoly Relalod Equip- 
ment " Sve list end 

ROSSI.CE Division of Operalional Events Assessment {Post B70411) 89/03/07 
Consolidated Edison Co of Now York, Inc 105pp 40741053-46741 168 

6903020165 NRC Info Notice 89 027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste " Sve list and 
GHEEVES.JT Division of Low Level Waste Managemor\l 6 Decommissioning (Post 
870413) 09/03/08 Consofidaled Edison Co of New York, Inc 117pp 40790-114- 
46796 231 

8903060372 NRC Info Notice 09 028, "Weight & Cir of Gravity Discrepancies for Copoa- 
Vulcan Air Operated Valves " Sve list encT. 

ROSSI.CE Division of Operalional Evenls Assessment (Post 870411) 80/03/14 
Consolidated Edison Co of New York, Inc, 107pp, 40695 001 48095 109 

8903090021 NRC Info Notice 09 029, "Potential Failure ol ASEA Brown Bovori Circuit 
Breakers During Seismic Event " Sve list end 

ROSSI.CE Division of Operational Evenls Assessment (Post 870411) 00/03/15. 
Consolidated Edison Co of New York. Inc 106pp 46870 053 48870 1 69 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSI.CE. Division of Operational Events Assessment (Post 670411). 69/03/15, 
Consolidated Edison Co. of New York, Inc lOSpp 48895 1 10 48695 215 

8903160427 NRC Info Notice 80 031, "Swelling & Cracking of Hafnium Control Rods." 
Sve list end. 

ROSSI.CE Division of Operalional Evenls Assessment (Post 070411) 89/03/22 
Consolidated Edison Co of New York, Inc 102pp 46066001*46906 103 

8903 1704 19 NRC Info Nolico 89*032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Sve list end. 

ROSSI.CE, Division of Operalional Events Assessment (Post 870411) 09/03/23 
Consolidaled Edison Co of New York, Ino 104pp 46902 044 40992.147, 


R. Periodic operating reports 8( related correspondence 

8903160366 "Semiannual Effluent & Waste Disposal Rept,Jul Dec 1968." W/69O301 Mr. 
BRAM.SB Consolidated Edison Co of New York, Inc 88/12/31 59pp 48877-262* 
48677 320. 

8903140166 Forwards "Personnel Whole Body Exposures for CYBS" & "Number of Per- 
sonnel & Man Rem by Work A Job Function. 1968." 

BRAM.SG Consolidated Edison Co of New York, Inc, 60/02/26. Document Control 
Branch (Document Control Desk). Ip. 48653,264-48653 267 

-6903140172 "Personnel Whole Body Exposures for CY0B." 

* Consolidated Edison Co. of New York, Ino 66/12/31, 1p. 46653 255-46853.265. 

-8903140176 "Number of Personnel A Man Rem By Work A Job Function." 

• Consolidated Edison Co of Now York. fno. 88/12/31 2pp. 40053:266 486 53 257. 


V. Operator Examinations 

8903220169 Generic Ltr 69 03 to all power reactor licensees A applicants for OL re op 
erator licensing nail exam schedule Sve list end 

VARGA, S A Associate Director for Projects (Post 870411). 69/03/24. Consolidated 
Edison Co of New York, Inc 64pp. 49005:001-49006.056. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents A correspondence 

6903200209 Forwards agenda for 690418*19 research A test reactor seminar In King of 
Prussia, PA.Updated agenda to follow. 

COUINS,Svr Region 1, Ofc ol the Director. 89/03/22. HOSIER, CL Pennaylvania 
State Univ,, University Park, PA. Cpp. 49075-204-49075-209, 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

6903140027 Rev 6 lo EPiP EQ*10, "Offsite Personnel A Vehicle Conlamlnalfon Monilor- 
Ing at Relocation Ctrs for Nuclear Station Evacuees," 

GOLDEN, J.C Commonwealth Edison Co. 89/01/31. 9pp. 40857:282*46657-290. 

6902230168 Rev 15 lo procedure dislribulion item for DEOPa 200,200-1 , 200 2,200-3 A 
200*4 flow chart.W/one oversize drawing, 

* Commonwealth Edison Co. 69/02/03. 2pp. 46567.001-46587.002 

6903010241 Revised emergency plan Impiemenling procedures.lncluding Rev 1 1 lo Pro- 
cedure ED-9A, "Calculation ... Radioloolne In Conlalnment." Rev 1 1 lo Procedure ED- 
OB, "Calculalion ... lo Atmosphere" A Rev 1 1 to Procedure EC 1 1, "Estimating...." 
FERGUSON, B., GOLDEN, J.C., Ol PONZIE.M.E. Commonwealth Edison Co, 09/02/14. 
70pp. 46647-O05*48e47-163. 

8902230472 Rev 2 lo Emergency Plan Implementing Procedure DSSP 100-A2/B2, "Hot 
Shutdown Procedure Path A2/B2." 

♦ Commonwealth Edison Co, 80/02/28. 55pp. 46670- 173*48570;22I7 

8902230476 Rev 3 to Procedure DSSP 100-G, "Hot Shutdown Procedure • Path E " 

• Commonwealth Edison Co 60/02/28. 17pp. 48579.014*48679:030. 

0902230404 R$v 6 to Emergency Plan Implementing Procedure EPIP 200-20, "Control 
Room Evacuation /Safe Shutdown (Primary Responsibility • Operaiiorvs Pireolor}." 

* Commonwealth Edison Co, 09/02/28, Mpp, 48 5 76: 139-4 6578: 196 
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8903090194 Forwards Rov lo >(»rijritv p(ar>Fl('v xvilhlii Nf 
* Oorrmonwt?altii Ctiison l c 09^02/28 NRC No DulAtfod Addrahnn CiiVi*n Ip 
48781 199-10781 199 

8903100245 Imforns Ihal rosponsr* to 880707 0927 S II'IDK)? rrqiii’sls ku dildt inlo n* 
emergency pPao Teck Specs S. <foco;iiiT»ss>onini} plan will ke siilnnitlpd liy 990127 pri 
890228 to Icon w7P Efjcivson 

MORGANAVE Corrmonweetth Edison Co a9''02/2H imcumenl i tinirol Elirinck 
{Oocurront Control Oesh) Ip 48810 018*18810 018 

89032801BS Revised EPiPs rnLlLiLlriiij Hov 6 lo EC ^Rpv 1 I to l"C fi,R«‘v 11 lo TD- 
lO.flev 8a to ED f4 & Rev 6 to ED-26 

MALKEWICZAJ Commor^wonlth Edison Co 89/02/28 12VP 49076 II J- 
49076 240 

8903160322 Ad^/ises that 890228 Rou 26 lo plant sncunly pUi/i consistent w /provisions 
of 10CFR5054(p> a acceptable 

GREGER,LR Region 3 Ofc of Iho Direcio/ 09/03/02 BUtSS H E ComiTnonwpallli 
EdJSon Co 3pp -19019290 49019 299 

6903210069 Revised EPiPs riirlndmg Rev 11 10 ED'IA & Rev 0 to EO 14, "Esiimatmy 
Thyreid Dose from Measurements oM 13 1 rn Milk ' 

^ Com monwealLh Edison Co 80/03/03 13pp 48080 246 48980 258 

8903210269 Advises lhal Rev 5b la plant emergency plan consistent w/ provisionsi of 
10CFR50 54(q) & acceptable Approval of emergency aclioA levels (EAL) doc<i nol pro 
dude additions to upgraded EALs rosulling from NRC review oi rfccommiSb toning 
GREGER.L R REgion 3, Ofc of Iho Di^eclor BO/OS/OO HEED.C Commonwealth 
Edison Co 2pp 4B904 042 48984 043 


H. General correspondence 

8903080063 Commeni opposing proposed rtlos 10CFR50 & 55 re cduc & cxpononco 
requirements for senior neacior operators 8 supervisors Altcrnalivos provide no on 
hancemenl of reactor safely & reduce -exporeonco level of senior operators 
MATHIS, S Affiliation Not Assigned 89/02/22 Docketing & Servreos Branch ip 
48745 212 48745 242 

8903080119 Commeni opposing proposed rules lOCFfl50 S 55 re etfuc & oxperionce 
reouiroments for senior reactor operators & supervisors Both allernauvca would 
reduce number of reactor opcrcifors advancing to senior operator lo noihrng 
STACY.DJ Commonwealth Edison Co 09/02/22 Dockcling & Services Branch Ip 
40745 246-48745 246 

6993080142 Comment opposing proposed rules IOCFR50 & 65 re educ 6 expenonco 
requiromenls for senior roaclor operators & supervisors Altornativos provide no on 
hancemeni of rcador setely & reduce oxpor^enco level ol senior operators 
GULOS.J Afkiiation Not Assigned B9/02/22 Docketing & Sorvreos Branch Ip 
40745 250 48745 250 

8903090 16S Commenl opposing proposed rules 1OCFR50 & 55 ro educ 8, oxpe nonce 
requirements for senior reactor oporAtors & supervisors ANornalivo provides no on 
hancemenl of reactor safety & will reduco exporienco fevolof senior operators 
MORROW.G Affiliation Not Assigned 89/92/22 Docketing & Services Branch Ip 
48745 255 4B745 255 

8903600432 Comment opposing proposed rules 10CFR50 & 55 ro oduc a oxpdnonco 
requpfoments for senior reactor operators 5 supervjsors at nuclear power plants 
FACCHINA.RE Afftlialion Not Assigned 69/62/22 Dockoling & Sorvicos Branch Ip 
40744 166-40744 166 

8903086479 Comment opposing proposed rules 10CFR50 & 55 ro oduc a experience 
requirements for senior reactor operators a supervisors at nuclear power plants Both 
aHernatwosdo not provide enhancement o1 roacloT safety 

KAPCHINSKE.M, Afklialion Nol Assigned 69/02/22 Oockotfng a Services Branch 
Ip 40745 142-48745 142 

0903080494 Commonl opposing proposed rules tOCFRSO & 55 ro cduc a exporience 
requirements for senior reactor operators 8 auporvisors at nuclear power plants 
* Affilialion Not Assigned 69/02/22 Dockoling & Services Branch Ip 48744 154- 

40744 154 

B963080030 Comment opposing proposed rales lOCFRSO & 55 re odiic a exporrence 
requirements for senior reactor operators & supervisors Proposed ruto allornalivos 
would reduce to nothing reactor operators advancing to sonjor operator 
FUTYL.fi Afliliatfon Not Assigned 8i)/€2/27 Docketing & Services Branch Ip 
40745221-48745 221 

8903000630 CommoAt opposing proposed rufea 10CFR50 a 55 ro edtic 8 expcnonce 
requiromorils for senior reactor operators 8 supervisors at nuclear power plants 
ClUFFiNLLA Commonwealih Edison Co 60/02/27 Docketing & Servlcos Branch 
Ip 48745235 4S745 235 

0903689096 Comment opposing proposed rufos 10CFR50 8 65 re educ & exporlonce 
Teqeirements tor Bemor reactor operators & supervisors Both atlorr^ativos would even 
tually reduce to nothing reactor operators advancing lo senior onorator 
WOHR.T AffiliflUon Not Assigned 09/02/27 Dockoling & sonrlces Branch anp 

40745 243 48745 244 

8903080160 Comment opposing proposed rules 10CFR50 a 65 ro oduc & experionca 
requirements (or senior reactor operators a supervisors Alternatives provide no en- 
hancomeni of reactor safely & reduce experience (ovel of sentor operaloia 
CARLSON.D Affiltalion Nol Assigned 09/02/27 Docketing 8 Servicos Branch Ip 
48745 254 4B74 5 254 

8903000172 Comment opposing proposed rules lOCFRSe a 55 re aducaUon & expon 
ence requirements for senior reactor operalora a supervisors Aftornalivo providos no 
enhencemeni of reactor safely &. will reduce experience fovof of senior operators 
HlCKJ, Affiliation Not Assigned 00/02/27 Dockoling a Servicos Branch ip 
46745 259-48745 259 

8903000491 Comment opposing proposed rules 10CFR60 a 65 ro ©due & experience 
requirentenls for senior reactor operators 8 supervisors at nuclear power 
plants Proposed rules provide no enhancement of reactor safely. 

THEFSFeLD.TL A ffifiation Not Assigned 09/O9/2B DOckellng & Ser/rces Branch 
Ip 48744 ^55-40744 155 


8903000507 I ommi'til opposinq proposed ruins tOCFRSO & 55 ro rduc a oypGrionco 
rf'iiiiirnmnrUs lor sunror rnartor oprrntors a supervisors at nucloaf power plants Rule 
will ciuisn Ccirncr stagnnunn a nnimosiiy amont] operators 

GnOfitN.MC Commonwealth Fdibon C.o 09/02/20 Docketing 8 Servicos Branch 
ip 40/4‘i 1/0 4H71'i 123 

8903000542 l^nmiiir^nl opposing nroposerf rulos JOCFRSO & 55 ro educ a exporroncQ 
roqijirnn'ienK lor scnioi mac lor operators a supervisors AUernalivos provide no on 
hani nniunl of mac lor safrly a will reduce experience level of senior oporators 
PAl ANYK.r a Affiliation Not Assigned 00/03/01 Docketing a Services Branch Ip 
-Ih/.l-l 1 11 46/ 14 111 


J Insurance & fnefemnity Information 


8903200163 Forwards Endorsements 203 a 204 to NELfA Policy NF 43, Endorfeemenls 
177 8 170 lo MAELU Policy MF-22, Endorsements 115 8 116 to NELfA Policy NF-107 
& Endorsemonis & 99 lo MAELU Policy ME 54 

OSTFR.d Commonwealth Edison Go 09/03/20 OINJTZ.l Document Control Branch 
(Document Control Desk) I3pp 49063 175 49063 187 


P. Opcrnling llcenso slag© documenis & correspondence 


8903100245 Informs tint response to 600707,0927 a 990107 requests for add! info re 
emergency plan, Tech Specs a dGrommissionmg plan will bo submllteri by 090127, por 
090229 lofcon w/P Erickson 

MORGAN,WE Commonwealih Edison Co 99/02/28 Document Control Branch 
<Do c umeni ControlDcsk) Ip 40810016489 10016 

0903100119 forwards corroded Rov 54 to Topical Repl CE-l-A, ‘OA Program for Nu 
clear Goneratinq Slalionb.” incornoraiing Pages 1 3G 8 I 44 
RICHTER M H Commonwealih tdison Co 89/03/01 Documonl Control Branch (Doc 
ument Control Oosk) Ip 40800 252 4B608 253 

••0993100138 CorrcclGd Rov 54 to “QA Program for Nucloar Gonoraling Slalioris/* in 
corporalinq Pages 1-3D a t-44 

SKtWSKl.WJ Commonwealth Edison Co 00/01/27 lOpp 48Q08 254 40809 263 

0903240261 Conlirnis 890323 meeting in Glen EffynjL to discuss util quality vonficatioft 
prOQram.por 890210 Itr 

GREENMAN.E G Region 3, Ofc of the Director 09/03/03 REED.C Commonwealih 
Edison Co 3pp 4G030 043 49039 045 

0903160058 Ack recoipl of 090127 suUmiUaf of Rev 54 to QA Topical Ropl CE t- 
A Program conlinues to satisfy roquiromonls of lOCFRSO.App 8 & accoplablo 
WRlGrlT.G C Roflion 3, Ofc of the Director 89/03/07 REED.C Commonwoaltfi 
Edison Co 2pp 40893 108 48093 109 

8903160296 Generic Ur 09 02 to all holders of CLs a CPs lor nuclear power rooclors ro 
actions lo improve deieclioni of counlorfeil & ffoudulanlly marketed products Sve list 
oncl 

VARGA, S A Associate Director for Projects (Post 8704 II) 89/03/21 Consolidated 
EdisonCo of Now York, Inc 67pp 48960 001-40960 057 


Q. Inspeclfon reporlSj IE Bulfctins a corrospondance 

8902170112 NRC Jnfo Nolico 80 020, "Wold Failures in Pump of Byron-Jacksoo 
Design ” Sve fist oncf 

HOSskCE Division of Operational Events Assessment (Post 870411) 09/02/24 
Consolidated Edison Co of Now York, Inc 106pp 48572043 40572 148 

6902210351 SuppJ 1 to NRC Info Notice 08 0/9. "Diroclion Dopondont Leak Character- 
istics of Containment Purge Vflfvos ” Sve fist oncf 

ROSSI, CE Division oj Operational Events Assessment (Post 870411) 89/02/27 
ConsoJif/alod Edison Co of Now York, fnc 102pp 48589 001-48509 1 10. 

0902210664 NRC Info Notice 89 021, "Changes In Performance Characteristics of 
Molded-Case Circuit Breakers " Sve list encj 

ROSSI.C E Division of Opemiionaf Evonts Assessment (Post 870411) 09/02/2? 
Consolidated Edison Co of Now York, Inc. 104pp 40578 032-40578 137 

6902270160 NRC Info Nollco 09 022, "Quosllonabla Cartificalion of Fasteners " Sve list 
end 

ROSSI.C E Division of Oporalfonal Evonls Assossmonl (Post 070411) 89/03/03 
Consolidated Edison Co of Now York, fnc lOSpp 48732 001-40732 106 

8902280104 NRC Info Notice 89-023, "Environ Qualification of LItton-Veam CIR Series 
Efoctrical Connectors '' Sve fist oncl 

ROSSI.C E Division of Operafional Events Assossmonl (Posl 870411) 89/03/03 
Consolidated Edison Co or New York, Ino I06pp 40723 038 48723 143, 

6992280162 NRC Info Notice 89 024, "Nuefoar Cnlicafily Safely*' Sve list end 
CUNNfNGHAM,RE Division of Industrial & Medical Nuclear Safely (Post 870729} 
09/03/06 Consolidated Edison Co Of Now York, Inc 96pp 48700 252-48700,346 

8903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safaty-Refaled Equtp- 
inont." Sve fist end 

ROSSI.C E, Division of Operafional Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of New York, Inc I05pp 48741 053-48741 150 

8903020165 NRC Info Notice 89-027, "LImitaiions on Use of Waste Forms & High In- 
teority Coniamors for Disposal of Low Level Radwaste " Sve (isl end 
GREEVES.JT Division of Low Level Waste Management & Decommissioning (Post 
070413) 89/03/00 Consolidated Edison Co of New York, Inc il7pp, 48798 114- 
48790 23 K 

8903000372 NRC Into Nokco 89-028, "Weighi & Clr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves " Sve list oncl 

ROSSI.C E Division of Oporaliona) Events Assessment (Post 0704111 09/03/ 14 
Consol idaled Edison Co of New York, Ino, 107pp 40895,001*40096 109 
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Q903090021 NF^L Info Nolico 02'), F'oiontfaf Fniloro ol ASFA Drown Dover* (^irciiil 
Bronktvs During Soismic Evonl ’ Sve lisl end 

ROSSI, CE Division of Opcratior^al Events Asbossmont (f^osl H704M) B‘)/0'J/15 
Consoli[JalP(f Edison Co of Now York, Inc JObpp 40ff70 0b3 48ti/0 !(>o 

0903090133 NRC Info Nolico 89 030, "High Tomp Environs al Niicfear Power Planlb ' 
Sve list end 

ROSSt.CE Division of Operational Events Assossmont (Post 070411) 09/03/15 
Consolidated Edison Co of Now York Inc 106pp 40895 1 10 40895 215 

8903160427 NRC Info Notice 09 031, ‘‘Swelling & Cracking of Hafnium Control Rods " 
Sve list end 

ROSSI, CE Division ol Operational Events Asspssmcnl (Post 070411) 89/03/22 
Consolidated Edison Co or Now York, Inc 102pp 48986 001 40906 103 

8903170419 NRC Info Notice 89 032, '‘Surveillance Tostirig of Low Tomp Ovciprossure 
Protection Sys " Sve list end 

ROSSI, C E Division of Operational Events Assossment (Post 870411) 09/03/23 
Consolidated Edison Co of New York. Inc I04pp 48992 044-40902 147 


R, Periodic operating reports & related correspondence 

8902280406 Effluent & Waste Disposal Semiannual Rept Jul Doc I9B8 ” W/000206 Ur 
EENIGENBURG.E Commonwealth Edison Co 00/12/31 16pp 4G624 161 
48624 176 

0903090160 Fonvards corroclod radioactive effluent rept for Jan June 1080 final data 
for Sr-ao,Sf 90, Fo 56.tntium & gross alpha included 

EENIGENBURG.E Commonwoallh Edison Co 00/02/13 Document Control Branch 
(Document Control Desk) Ip 40785 043 40705 074 

-6903090138 'Corrected Effluent & Waste Disposal Semiannual Rept for Jan Juno 
1908 ■’ 

* Commonwealth Edison Co 88/06/30 15pp 48705 044-40785 074 

8903140450 Forwards occupational radialion exposure portions of plants operating repis 
for 1900, per Reg Guido 1 16 

RESCEK.F Commonweallh Edison Co 09/02/22 DAVIS.A 0 Region 3, Ofc of tho 
Director Ip 48053 210 48053 243 

-8903140468 Forwards occupational radiation exposures rept for lOOO.por Reg Guido 
t 16 

QUERIO,RE Commonwoallh Edison Co 09/01/27 DAVIS, A B Rogion 3, Ofc ol tho 
Director. Ip 48053 220 40853 223 

-8903140472 “Occt^aliona! Personnel Radiation Doses Ropl for 1900 ” 

* Commonweallh Edison Co 80/12/31 3pp 40853 221-4D053'223 

-690314047S Forwards occupallonal radiation exposure ropt for 1008, per Rog Guido 
1 16 

PLENIEWICZ.R Commonwealth Edison Co 00/02/14 OAVJS,A0 Rogion 3, Ofc of 
the Director Ip 48053 224-40053 227 

-8903140478 "Occupational Personnel Radiation Doses Rept for 1080 '* 

* Cemmonweallh Edison Co. 08/12/31. 3pp. 48853 225-40053 227 

-8903140460 Forwards occupational rodiatlon exposure rept for lO&O.per Reg Guido 
1 16 

EENIGENBURG.E Commonwoallh Edison Co 09/02/06 DAVIS, A B Region 3, Ofc 
of tho DIroclor Ip 46053'220-48853 231 

-8903140481 "Occupalional Personnel Radiation Doses for 1000*’ 

' Commonwoallh Edison Co 08/12/31 3pp. 48053 220 48053 231 

-8903140646 Forwards occupational radiation exposure ropt for 1088,por Reg Guido 
1 16 

PLIML,G J Commonweallh Edison Co 89/02/02 DAVIS.B Region 3, Ofc of the Di 
rector Ip 48853 232-46853 235 

-8903140649 "Occtmalional Personnel Radiation Doses for 1980.” 

* Commonweallh Edison Co 00/12/31 3pp 40053 233 48053 235, 

-8903140660 Forwards occupational radiation exposures for lOOO.por Rog Guide 1 16 
BAX.R L Commonwoalth Edison Co 09/02/01. DAVIS.B Region 3, Ofc of the Direc- 
tor Ip 40853 236 48053 239 

-B9031 40663 "Occmalional Porsonnol Radiation Dosos Rept for 1908 " 

' Commonweallh Edison Co 80/12/31 3pp 40853 237-48053 239 

-8903140666 Forwards occupational radiation exposures ropt (or lOOO.por Rog Guide 
1 16. 

DIEDERICH.QJ Commonweallh Edison Co 09/02/14 DAVIS.A B Region 3. Ofc of 
the Director Ip 40053 240 40853 243 

-8903140658 "Occupational Personnel Radiation Dosos Rept for 1008 " 

* Commonwoalth Edison Co 80/12/31 3pp, 40853 241-48053 243 


V. Operator Examinations 


8903220159 Generic Ltr 89 03 to all power reactor flcenseos & applicants (or OL ro op 
eralor licensing natl exam schedule Sve list end 

VARGA,SA Associalo Director for Projects (Post 870411) 00/03/24 Consolidated 
Edison Co of New York. Inc 64pp. 49005 001-49005 066 


DOCKET 60-18 VALLECIT08 BOILING WATER REACTOR 


f. Financial Information 


8903240237 "GE 1008 Annual Rept." W/890315 (Ir 
HOOD.EG, BOS3IOY.LA. WEUCH.J.F General Electric Co 88/12/31, 71pp 
49040 342-49049 062. 


R Periodic operating reports & related correspondence 


8903150362 Valk>Cilos BWR (Deackvatod) Annual Rept 24.1980 " W/G90in9 Hr 
TITUS.GW CUNNINGHAM.G E General Efoctric Co BR/12/31 5pp 40071329- 
4887 1333 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


P Operating license stage documents & correspondence 


8902240149 Application for omend to License R 37, revising Tech Spec re fission densi- 
ty limit & changing pcrcontago ol voids permilled in UA1(x) typo fuel 
KWOK,KS, 0ERNARO.JA Massachusetls Insliluto ol Technology, Camliridge, WA 
89/02/13 Documer*! Conlrol Branch (Oocumenl Control Oask) 4pp 49105 183- 
40195 217 


‘8902240154 Proposed Tech Spec changes revising fission donsuly limit & amending 
pcrcontago of voids permitted tn UA1(x) typo fuel 

• Massochusotls Insldulo ol Technology. Cambridge, MA 89/02/13 26pp 
49195 107 40195 217 


8902270181 Application for amend to License R 37, increasing possossion limit for U- 
235 in Paragraph 2B(2) of llconso to 45 kg Related into one! 

KWOK.KS. BERNARD, J A Massachusetts Institute of Technology, Cambridge, MA 
09/02/14 Document Conlrol Branch (Document Conlrol Dosk) 7pp 4B508 047- 
40580 072 


-8902270191 Forwards Amend 10 lo License R 37,nega1ivo dcclorniion, environ impact 
appraisal.safety ovakialion & FR notice Amend aulhonzes operation of modifiod reac- 
tor & use of arldl 27 5 kg U 235 

LEAR.G Division of Reactor Licensing {NRR-1975 only) 76/97/23 Massachusetts In- 
slllulo of Technology, Cambridge. MA 2pp 485D8 054 4058Q 058 

■8902270193 Amend 10 to Llconso n-37.aulhori2tng operation of modified roactor & 
use of addi 27 5 kg U-235 

GOLLER.KR. Division of Reactor Llconsinp (NRR-1075 only) 75/07/23 Opp 
48500 056 48580 058 


•8902270202 Roquosls lhal ficansco review roquiromonls for SNM & provide adequate 
juslificalion for towosi accoptabto quantity for facility as dofinod Rosponso requostod 
within 30 days of ttr date 

LEAR.G Division of Reader Licensing (NRR-1975 only) 75/00/29 Massachusetls In- 
sIHulo of Technology. Cambridge, MA 1 p 48588 059>48500 059 

■8902270204 Application for amend to Llconso R 37.roducing possossion llmil for U- 
235 to 29 kg 

CLAPK.L Massachusetts Inslitulo of Tocimology, Cambrldgo, MA 75/09/25. Division 
of Roactor Licensing (NRR-1075 only) 2pp 48588 080 40588 061. 

-8002270207 Forwards Amend 1 1 lo License R 37, reducing max quantity of LI-235 to 
20 kg Safely evaluation also end 

LEAR.G Operating Roaclors Branch 3 75/11/17 CLARK^L Massacbusolls Insliluto 
of Technology, Cambridge, MA Ip 48508 062 485BQ 0/2, 

-8902270210 Amend 1 1 to License R 37, reducing quantity of U 235 lo 29 kg 
LEAR.G Division of Reactor Licensing (NRR-t975 only) 75/11/17, 2pn 40500.063- 
48508 064 


-8902270211 Safely Gvafuallon supporllng Amend 11 to License R 37, 

' Office of Nuclear Reactor Roguiallon, Director 75/11/17 Opp 4Q5B0 0Q5- 
48508 072 


8903090467 Submits proposal for conversion of low onnehed U.nor 
10CFR50 64(c)(2)(li) 

BERNARD, J A Massachusetls Insliluto ol Technology, Cambridge, MA 09/02/20 
Document Control Branch (Document Control Desk) 2pp 40800 153 48800 154 

8903280206 Forwards agenda for 890418 19 researcli & test reactor somlnar in King of 
Prussia.PA 

COLLINS.S J. Rogion 1. Ofc of tho Diroclor 89/03/22 BERNARD.J A MflSsachuseUs 
fnstitulo of Technology, Cambridge, MA 6pp 49075 350 40075 355 


S. Reportable occurronces, LERs & related oorrespondenco 


6903260182 RO 50 20/1989-Ion 890308.operatlon w/fower than roquifod numlior of 
nuclear safely channel level scrams due to lack of high votlage powor supply (HVPS) 
lo Channel 5 Reactor shut down & HVPS energized lo supply Channel 5 
HARLfNQ.OK. Massachusolla Instilulo of Technology, Cambridgo, MA 09/03/17 
DocumonI Control Branch (Document Control Desk) 4pp 49075 077-490176030 


DOCKET 80-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIGA) 


P. Operating license stage documents & correspondence 


8903160004 Romrosts that 890 130 application to amend Tech Specs lo License R-7a 
be withdrawn Proposed amends did not receive proper unlv ad mini sir alive approval 
boloro submlltai 

WILSON.WE . SMITH.R V Washington Slate Unfv . Pullman, WA 89/02/22 Ollico of 
Nuclear Reactor Regulation. Director (Post 870411). 3pp 40878.089-46878, 090. 


DOCKET 60-29 YANKEE-ROWE NUCLEAR POWER STATION 



10 DOCKETED ITEMS 


F. Secuflt/, medical, ojnergency A ffre protuciron plans 

^903140592 Forwards Saloly Jnsp Hept 50^02g/a&.22 on 861115 890117 S notice ol 
violation 

WIGGINS.JT Region 1. Ofc of Iho Director 69/03/02 DRAWBRIDGE.B L Yankee 
Atomic Eloctfic Co Spp 4l]03d 093 4803i 14Q 

-8903140601 Insp flepi «)0 029/06-22 on BOt 1 1 5-B901 17 Violaltons noted Wa|or areas 
inspoclod licensGO action on previous insp lindinQs^operalionai safely venlic alien, ESF 
sys waikdown & ticensoo rosponso to sofocted sAfoiy issues 

HAVERKAMP.DR Rogion 1, Ofc of Iho Diroclor 89/03/02 52pp 48834 097- 
40034 140 

8903160092 T ofwards proposed Rov 21 lo security plan Rev wilhhold 
PAPANIC,<3 Vankoo Alomic Elocirre Co 89/03/07. Oocumeni Control Brandi (Docu- 
monl Control Dosk), 1 p 4DB77 017-48077 017 

S9032B0041 Rev 3 lo EPIP 0^3315, “Conlrol Room During Emergency" 

* Yankee Alomic Elec iric Co 69/03/31 4app 49073 037 49073 064 


9902170112 WRG Info Notico 89 020. 'Wefd Failures in Pump of Byron Jackson 
Design " Sve list end 

ROSSI, CE Division of Oporalfonfll Events Assessment fPost B70411) 09/02/24 
Consolidalod Edison Co of Now York. Inc t06pp 40572 043 48572 140 

8902210351 SuppI I lo NRC Info Nolico 50 073. ‘Direclron Dcpondenl Leak Character- 
istics ol Containrriont Purge Valves " Sve hsi end 

ROSSf.CE Division oT OporaUonal Events Assessment (Post 870411) 89/02/2? 
Consolidated Edison Co of New York. Inc I02pp 40509 001 48509 1 10 

8902210564 NRC Irrfo Notice 59 021. ‘’Changes in Porformanco Characlorisiics of 
Molded Casd Ci/c.uil Broakors " Sve list end 

ROSSI, C E DivJSfon of Operolionaf Evonls Assessmonl (Post 8704 1 1 ) 89/02/27 
Consolicfatotf Edi&on Co oi New York, Inc 104pp 40578 032-40578 137 

8903140592 Forwards Safety Insp Rept 50 029/88 22 on 051115 0901 17 & nolico of 
violation 

WfGGINS.JT Region 1. Ofc of the Oiroclor 09/03/02 DRAWBRIDGE.B L Yankee 
Atomic Electric Co 2pp 46034 093-40034 140 


H. General corraapondenco 

8903009252 Comment opposing proposed rulo 1OCFR50 re mafol programs for nuclear 
power pfants UM endorses commonls filed by NfUMARC & Nuclear Util Oackhlting & 
Reform Group Ru!g foils to provJtlo basis for tlotor/rvinrng effective malnl program 
EDWARDS.D W Yankee Atomic Elecirtc Co 69/02/27 Dnckeling & Services Branch 
3pp 40745 320-40745 322 


P. Operaling llcenBO etogo dociiitienta & oorrospondenoe 

8902270264 Discuasos sinfua of SEP connmilmonts More than 60% of all SEP commit 
monta linlshod.Uhl cl ass If leak on of die sol gemoralor bldg (OQB) reconsidered & part of 
DGB to be trotudCKl wiUilp sMo 8li\ttdowr\ ays scope Mslnx ewsV 
PAPANIC.G Yankoo Atomic Elflclfic CD 09/02/03 FAIRTILE.M0 Project Oircclorate 
13 2app 46565.033 40506054 

6962230645 Advises tiint 800525 rosponso lo Goncric Hr 86-05, “Boric Acid Corrosion 
ol Carbon SieoJ Reactor Boundary Com pone nis in PWR PlanIs" fulfills 
foguiromonla Records of foakngo monilonng & preventive mafol program should be 
relafnod 

FAIRTILE.MS Proiocl Directoroto 1 3 00/02/13 PAPANIC.G Yankee Atomic Elect ric 
Co 2pp 46560 210 40569229. 

6903030472 Ro^onefs la Gonofic Ltr 60-14, "InSIrumont Air Supply Sys Problems Af- 
fecting Safely Rolntod equipment*' Backup nitrogon accumulator copodty 4 mdivldual 
compononl loss of Inatrumenl flir losis performecr 

DRAWflRIDQG.D I Yankee Atomic Eioctric Co 80/02/21 Document Conlrol Branch 
(Dewumont Control Desk] 5pp 48730 144-48739.140, 

6902270461 Nol if lea lie rt of 000307 mooting vv/ulil In Rockvillo.MD to discuss llcensoo 
FLGCHT correlation 

FAfRTILE.M Pr ojoci Director a to I 3 09/02/22 WESSMAN,n Projecl Directorate J 3 
2pp 40666,136 40500.140. 


-6903140598 Notice of violation from insp on 081 1 15 0901 17 Violations noted high ra 
diatfon area in shield tank cavity in vapor conialnef not posted w/sign or signs hearing 
radiation caulion symbol & words of warning on 800107 
* Region f. Ofc of the Dffocior 09/03/02 2pp 48034 005 40834 096 

-6903140601 Insp Rept 50 029/00 22 on 001 1 15 6901 17 Violations nolod Major areas 
inspected licensee action on previous insp findings, operational safety vorificatlcn,ESF 
sys wafkefown & liconseo response to selected safely issues 

HAVERKAMP.DR Rogion I. Ofc el the Director 89/03/02 52pp 40834 097 
48634 140 

8902270156 NRC Info Nolice 09 022. “Ouestiondblo Certificalion of Fasteners " Sve list 
cnef 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consol'daled Edison Co ol New York, Inc 105pp 40732 001*40732 106 

6902280 1Q4 NRC fnfo Notice 89 023, “Environ Qualification ol Litton Voam CIR Senes 
Electosal Conneefors *’ Sve fist end 

ROSSI, CE Division of Onoralional Events Assessmenl (Post 070411) 09/03/03 
Consolidated Edisor» Co or Now York, fnc lOOpp 48723 030 40723 143 

8903100362 Responds to NRC Bullolin 00 01 1, "Prossurizor Surge Lme Thermal Slralifi 
cation '* Bulletin aclion ilom fa completed during last rofuelrng outage & no indication 
of piplrip or simport degradation observed Plant analysis being performed 
ORAWBRIDGE.a L Yankee Atomic EfociriC Co 69/03/03 Documonl Conirof Brar^ch 
(DocumonI Conlrol Desk) 2pp 48G03 023 40003 024 

6902280162 NRC Info Notice 60 024, “Nuclear Crilicalily Safety " Sve (1st end 
CUNNfNGHAM.R E Division of fndusifial & Medical Nuclear Safely (Post 070729) 
09/03/06 Consolidated Edison Co of New York, fnc 96pp 40700 252 40700 346 

S903200390 Advises that 890310 rosponso io NRC Bulletin 08 003, “Inadequate Latch 
EnganQmonl in UFA -Typo Latching Relays Mfg by GB Co," fulfills requiremonls 
FATRtILE.M 0 Pro|CCt Directorate I 3 09/03/06 PAPANIC.G Yankee Atomic EfocIric 
Co 2pp 40971 004 40971 005 


6903 150414 Advises Ihnt ulll 090221 response lo Conertc Ltr 88 14 describing listed 
veriflcallon & Implamentntion of program for mnfnrainFng proper Instrument air quality 
acceptable 

FAIRTILE.W B. Project Diroctorato 1 3. 89/03/00, PAPANIC.G Yankee Atomic Electric 
Co 2pp 40076 322 40070320. 


6903240269 Forwards safety ovalualian on mil rosponso to Generic LIr 03-20,llom 
2 2 1 NRC concurs w/coniraclor findifigs ro occeplabdily of responses TAG 53729 ra- 
malna open ponding rosoJullon of Item 2 g 2 

FAIRTILE.M 0 Project Diroctorato 1-9 00/03 /OB PAPANIC.G, Yankeo Atomic Eleclnc 
Co 3pr> 40039046 40000 000 


6903200422 Nolification of 000316 .moeling w/ulil in RocKvifle.MD to discuss monthly 
scheduling & prMi 2 alion 

FAIRTILE.M Projocl Difoctorato I 3 89/03/00 WESSMAN.R H Project Directorate I- 
0 2pp 48065 177-48965 170. 

6903220293 Summary of 00030? mooilno w/uM in RocKvillo.MO ro proposed mods lo 
Floicfi correlation for use in iOCA analysis. A<tondancs fist end 
FAIRTILE,M,0 Project DIroctoralo 13 OB/03/14 Projecl Directorate 13 4pp 
49003.295-49803, 


8903010207 NRC Info Nolico 89 026, "Instrument Afr Suppty to Safety Related Equip- 
ment “ Sve fist onci 

ROSSI.CE Division of Opemtionaf Events Assessment (Post 070411) 09/03/07 
Consolldaled Edison Co of Now York, fnc tOBpp 48741 053 40741 150 

8903020165 NRC Info Nolico 09 027, "Ltmilalions on Uso of Waste Forms & High fn 
tegnty Containers for Disposal of Low Love! Radwasle “ Sve list oncI 
GREEVESJ T Division of Low Level Waste Manogomont & Decommissioning (Post 
070413). 89/03/08 Consolidated Edison Co of New York, Inc 117pp 40700 114 
40790 231 

8903080372 NRC fnfo Nolico 89 028, "Waight & Cir of Gravity Discrepancies for Copes 
Vulcan Air Operated Vafvos " Sve lisi oncT 

ROSSI.CE Division of Oporafronal Events Assessment (Post 070411) 89/03/14 
Consolidated Edison Co of Now York, Inc 107pp 40895 001 48895’ 109 

6903090021 NftC fnfo Notice 89 029, "Potentiaf Faituro of ASEA Brown Bovorl Circuit 
Breakers During Seismic Event '' Sve list end 

ROSSI.CE Division of Oporollonal Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc, 106pp 40870 053 48870 169 


0903160296 Gonoric LIr 09-02 lo all lioldora of OLs & CPs for nuclear power reactors ra 
actions to improve doleciioP of counlorfoll & rraudufantfy marketed producIsSvc list 
and 

VARGA^A Associate Dlroclor for ProJecis (Post 070411), 09/03/21 Consoridaiod 
Edison Co of Now York, fnc, B7pp 4&0(io.00 1 -dCOCO 057. 

8903260106 Application tor amend lo llconso DPR -3, Adding Snubber ORHSNB-l lo 
Table 3 7-4 ot Tech Spec 3.7 0. 

DRAWBRIDGE.B, L Yankee Atomlo Electric Co eO/03/21. Document Control Branch 
(Oocumeni Conlrol Desk). 2pp 49076050 40O75.OGO. 


6903090133 NRC Inlo Nebco OD 030, "High Tonip Environs at Nuclear Power Plants" 
Sve fist end 

ROSSI.CE Division of Operallonnl Events Assessment (Post D70411) 89/03/15 
Consolidated Edison Co of Now York, fnc 106pp 40095 110*40005 215 

8903230176 Responds to NRC 090106 Jlr ro violations nolod in Insp Ropt 50 029/08- 
09 Corroctivo actions specific remedial training Included in preslortup trauimg program 
attended by all licensed operators & shift toctmical advisors 
DRAWBRIDGE, B.L Vankoo Atomic Eloctric Co 09/03/17 Documonl Control Branch 
(Documonl Control Desk) 4pp 49026 lOfl-49020 141 


-8903280136 
^ Yankee 


J6 Proposed Tech Specs adding SnubtyDr DRH-SNB I lo Table 3 7 4 
Atomic Eloctfic Co 09/03/2*. Ip 


V 40O7SDQO 4&075 060 


Q, Inspactlon reporta, IE DuNellns & corroepondance 

0902240191 Discusses Safoly Insp Ropt 60 029/06 on 081227 30 & forwards notice 
of violation Exprossos concern Inal adjustnionts lo eafoty-retoted instrumerilation wore 
made even though prococluros lacked guliJanco ro cain adjustments 
RUSSELI.WT. Rogion I, Ofc of Iho Difoclor 80/02/ \5 KADAK.A C Yankee Atomic 
Efocirjc Go, 4pp. 46579 257-40570 262 

-0902240195 NoUco of viololion from msp on 68 122 7-30. Violation noted oporatlon of 
reactor at low power for Indotormiaato porloda of time w/certam reactor protective sys 
power range loss consorvalivo than limRing aafoly sye sathngs fi^nuired 
RUSSELL.WT Region 1, Olc Ol the Director. 60/02/16. 2pp 48579 261 48670 262 


6903160427 NRC Info Nolico 09 031, “Swotlmg & Cracking of Hafnium Control Rods “ 
Sve t»sl onct 

ROSSI.CE Division of OporoHanal Events Assossmont (Post 870411) 09/03/22 
Consofidaled Edison Co or Now York. Inc 102pp 40986 001-40986 103 

8903170419 NBC Info Notice 89-032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys “ Sve list onct 

ROSSkCE Division of Oporollonal Events Assessment (Post 070411) 89/03/23 
Consolldaled Edison Co of New York, Inc 104pp 40992 044-48992 147 


R. Periodic operating reports & related correspondence 

8903090317 "Yankeo Nuclear Power Station 1000 Annual Rept." W/89022a ltr 
ST LALiRENT.NN Yankee Atomic Electric Co 80/12/31 29pp 48000 215 
48800 243 



DOCKETED ITEMS 11 


8903100057 '’Personnel Exposure Repl by Duly Funclion for 1900 ” W/890227 Ur 
PAPANIC.G Yankoo Atomic Electric Co 80/12/31 2pp ^0010 296--lfl810 297 

8903230078 "Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quar- 
ters, 1908 " W/a90227 Itf 

PAPANIC.G Yankee Atomic Elecirtc Co 08/12/31 2lpp <19037 273 40037 293 

8903200220 Monthly operating rept (or Feb 1989 for Yankee Atomic Power Station W/ 
890313 Hr 

CARROLL, K . BERHY.R L Yankee Atomic Eteclric Co 89/02/28 6pp 48970 185- 
48970 190 


S, Reportable occurrences, LERs A related correspondence 

890326QQ8S LER 09-003 00 on 8902 10, steam generator blowdown monitor 2 declared 
Inoperablo after chemistry analysis indicated abnormal results Caused by failuro of 
check valve to properly seat Bonnots on valvos roplncod W/890310 Ur, 

MELLOR.RA, ST LAURENT, NN Yankee Atomic Electric Co 09/03/10 3pp 
49075 227-49075 229 


V. Operator Examinations 

8903220159 Generic Ltr 89 03 to all power reactor liconseos & applicants for OL ro op 
orator licensing natl exam schedule Sve list end 

VARGA.SA Associate Director for Pro[octs {Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001 49005 056 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


P. Operating license stage documente & correspondence 

8903220204 Application for amends to Licenses TR-3 & R-93,rovlslno Chapter 3, '*Acl- 
minislralivo Controls." Arlicfo 3.1 2 & Figuro 1, "Gonoric Organization Chart," 
PFANNER.H S , SAUNDERS, N T National Aeronautics & Space Admin 89/02/27 
Document Control Branch (Document Control Desk) 2pp 49020 206 49020 303 

-8903220209 Proposed Tech Spec Chapter 3, "Administrative Controls’* & Figuro 1, 
"Generic Organization Chart " 

* National Aeronautics & Space Admin 89/02/27. 6pp 49020 208 40020 303 


R, Periodic operating reports & related correspondence 

0903210420 *'Annual Statue Rept, Jan Doc 1988 " W/690227 Ur, 

PFANNER.H Q., SAUNDERS, N.T National Aeronautics & Spaco Admin 00/12/31 
9pp 48992 203-48902 301 


DOCKET 60-64 CINTICHEM 


F. Security, medical, emergency 8t fire protection plans 

8611030503 Requests remittance of lee due for 030808 Rov 1 to facility omorgoncy 
plan within 15 days of Ur receipt 

blQQS,RM. License Foe Management Branch (Pro 861123) 06/10/31 

MCGOVERN, J Cintichom, Inc Ip 30442 324-30442 324 


J, Insurance & Indemnity Information 

8902270612 Forwards endorsomanls to listed NELIA & MAELU policies & cortllicates 
OCONNOR,D J Marsh & McLennan, Inc 09/01/13, DINITZ,!. Office of Nuclear Reac- 
tor Regulation. Director (Post 870411). 126pp 48505 055-4B505-1 70 


P. Operating license stage documents & correspondence 

8903220423 Responds to 890220 Ur expressing concerns ro appticallon of 10CFR50 70 
to nonpower readers Listed Hems will darily regulations & NRc implementation as ep 
plied to nonpower reactors, 

STELLO.V. Ole of the Execulivo Director for Oporations 09/03/14, VOTH.M H Na- 
tional Organization of Tost, Research & Training Reactors 4pp 40004, 34e-40004‘357, 

-8903220425 Requests meeting re issue w/potentiat impact on all tost,rosoarch & train- 
ing reactor mombora Intogrity of rulemaking comment procoss questioned 
V0TH,M H. National Organization of Tost. Research & Training Reactors. 80/02/20 
STELLO,V Ofc of the Executive Director for Operations 2pp 49004 351-40004 352. 

-6903220430 Forwards Ur to nuclear util executives re now rule on site access lor NRC 
inspectors to facility 

WENZINGER.EC Region 1, Ofc of the Diroctof 00/12/01 MCGOVERN, JJ Cinli- 
Chom, Inc 3pp 49004:353-49004,355, 

-0903220433 Discusses NRC needs & Cintlchem.lnc procedures for admitting NRC per- 
sonnel to facility 

MCOSCAR.J J. Region 1, Ofc of the Direotor 88/01/1 1, MCGOVERN,J J. Central Iron 
Foundry Co 2pp. 49004 358-40004 367 

6903220524 Forwards Amend 26 to License R-01 & safety evaluation Amend corrects 
Inconsistencies In Tech Specs & changes resulting from NRC Insp 
MICHAELS, T.S Standardization & Non-Power Reactor Prolecl Directorate 69/03/14, 
MCQOVERN.J J Cinllchom. Inc. 3pp. 49004 220-49004'236. 

-8903220527 Amend 25 to License R-61 .revising Tech Specs to correct Inconsistencies 
& chartges resulting from NRG Insp. 

MILLER, C.L Standardization & Non Power Reactor Projeot Directorate, 09/03/14 
9pp 49004*223 49004 231 

-8903220529 Safety evaluation atmporling Amend 25 to License R-81, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/03/14 6pp. 
49004 232-40004 230 


8903280034 Submits update on status of research & lest road or seminar scheduled for 
890410 & 19 in Region I Topics to bo discussed include, NRC Researdi Reactor Insp 
Program.oporalor licensing S litnoss for duty Info ro lodging end 
COLLINS.SJ Region t, Ofc of the Director 89/03/22 MCGOVERN, JJ Cinllchom, 
Inc 6pp 49074 097 40074 102 


Q Inspection reports, IE Bulletins & correspondence 


8903220624 Fonvards Amend 25 to Ltconso R 8 1 & safety ovaluatlon Amend corrects 
Inconsistencies in Tech Specs & changes resulling from NRC Insp 
MICHAELS T S Standardization & Non Power Reactor Project Diroclorato 89/03/14 
MCGOVEHN.JJ Cinllchom, Inc 3pp 49004 220 49004 236 

-6903220527 Amend 25 to License R 81, re vising Tech Specs to correct inconslatendoa 
& changes resulting from NRC insp 

MILLER.CL Siandardizalion & Non Power Reactor Project Directorate 80/03/14 
9pp 49004*223 49004 231 

8903260034 Submits update on status of research & lest reactor seminar scheduled lor 
800418 & t9 In Region I Topics to be discussed Include, NRC Research Reactor Insp 
Program, operator licensing & filnass (or duly Info ro lodging ond, 

COLLINS.SJ Region 1, Ofc of Iho Director 09/03/22 MCGOVERN.J J CinlPdiom, 
(nc 6pp 40074 •007-49074 102 


V. Operator Examinations 


8903280034 Submits update on status of research & tost roaclor somlnar sdiedulod lor 
090418 & 19 In Region I Topics to bo discussed Include, NRC Research Reactor Insp 
Program, operator ticensing & fitness lor duly Info ro lodging end 
COLLINS.SJ Region 1. Ofc of the Director 89/03/22 MCGOVERN.J J Cintichom, 
Inc. 6pp 49074 097 49074 102 


DOCKET 60-57 BUFFALO MATERIALS RESEARCH CENTER 


P. Operating license stage documents & correspondence 


8903280224 Fonvflrds agenda for 800418 19 research & lost reactor seminars In King 
of Prussia, PA Related info discussing accommodations also one! 

COLLINS.SJ Region 1, Ofc of the Dlrcdor, 80/03/22 RENNIE.D W New York, Slato 
Univ of, Buffalo. NY 6pp 40063.275 49063 280 


V. Operator Examlnatlona 


8903020489 Forwards memos ro operator requallflcalion exams 
HENRY.L.G. Bulfalo Materials Research Center 09/02/00 WALLACE.D Region 1, 
ore of the Director 3pp 48660 216 4066D 218 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


V. Operator Examinations 


8903270079 Recommends that G Hopper bo corlifiod os operator ticonsfno exantinor on 
non power readers Oporaling teat audit rept and 

MUNRO,JF Region 2. Ofc of Iho Director 09/03/07 ERNST.M L Floglon 2. Ofc ol 
the Director 2pp 49055 061 40055 062 


DOCKET 50-70 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


1. Financial Information 


8903240237 "GE 1088 Annual Repl " W/000315 Hr 
HOOD.EE. BOSSIDY.LA, WELCH, J F General Electric Co 00/12/01, 71pp 
4004Q’342 49040 062 


R. Periodic operating reports & related correspondence 

8903160467 "GE Tost Reader (Doaclivalod) Annual Repl ao,*" W/800306 ltr 
CUNNINGHAM, G E General Electric Co 80/12/31 Gpp 40071 263-40871 267. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F. Security, medioal, emergency & lire protection plans 


0903160014 Pfocodufo Change Notice REP-O 0 1o "Vallecitos Nudoar Cir Radioligical 
Emergency Plan." 

CUNNINQHAM.G E. General Elociric Co 60/01/31 5pp 40065 356-40665.360 


I. Financial Information 


8903240237 "GE 1900 Annual Rapt " W/890316 Mr 
HOOD,EE. BOSSIDY.LA.. WELCH, JF General Eledric Co 88/12/31, 71pp 
490481342 49049 062 


DOCKET 60-03 UNIV. OF FLORIDA TRAINING REACTOR 
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H. General correspondence 

£903020660 Ififorms a/ raplecemenl ol W Chon w/WM Phillips as daan of Univ of Flori 
da Colfeje of Engjneenn'g 

VERNETSON.WG Florida, Univ of Gainesville. FL 80/012/21 Documenl Control 
B/anch (Document Conlrof Desk) ip d86SCI 106-40690 106 

690324016T Advises of failure to notify NRG of significant change m facility organization 
at Level I on 890221 Effective 680691 WM Phillips assumod (<tfe of doan of 
univ.CaflGgeofEnginGGnng 

VERNETSON.WG Florida. Umv oL Gaifiesvillo. FL 89/02/24 ERNST.M U Region 
2, Ofc of the Director 2pp 490^9 256 49039 257 


S. B&portabifi occurrences, LERs & related correspondence 

6993130144 FlOon 890221,polenlial Fairi/ro to ropl significant chanaa in Lovof 1 admm 
istrahon owsfed.per Tech Spec 6 6 3 Evaluation determined no significant admimslra- 
Ijon ovorsj oversights involved 

VERNETSON.WG Florida, Univ of. Gainesville, FL 69/02/21 ERNST.M L. Region 
2, Ofc of iha Director Ip 46021 273.48021 273 


DOCKET 60-09 GENERAL ATOMIC CO. 


H, General correspondence 

6902240137 Advises of recerit Iran sposil ion of pe/sornal holding positions of physicist 
in char 00 & assocfaio physic ^st -In-charge 

ASMUSSEN.KE General Alamics (formerly GA Technologies, Inc /General Atomic 
Co). 89/02/13 MILLER.CL Standardization & Non Power Reactor Project Director- 
ate Ip 46579 189 48579 109 

8902249239 Submits supplamentaf mfo ro facility personnel W Wiltemore promoted from 
physicisl In charge of TRIGA reactors to diroctor,irradiatioh svesJ Razvj promofed 
rrom assoc rata physicist fn charge to physicisl in charge 

ASMUSSEN.Kb General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) 89/02/16 MILLER.CL Slandardizaiion & Non-Power Reactor Project OJrecior- 
ate 2pp 4957 1.122-48571 -123 


J. Insurance & lAdemnlly In formal Ion 

6902270331 Forwards Endorsements 5,74 & 75 to MAELU Certificates MW-3d & MF- 
59,rospectively & Endorsoments 5,142 S 143 to NELIA Certificates NW-1B NF- 
34/0spQchvely 

SAMUELS ,J I Marsh & McLennan, fnc, 89/0 1/18 DjNJTZJ Office of Nuclear Reac- 
tor Bagu la lion, Director (Post 070411) 7pp 46621 340 46621 346 


B Periodic operating reports & related correepondeneo 

8903920590 ^'TRfGA Mark I Annual Bept" for 1086 
ASMUSSEN.K.E General Atomics (formerly GA Technologies, Inc /General Atomic 
Co)> 69/02/16, MILLER.C L Standardization & Non Power Reactor Project Director- 
ate t2pp 48690,094-43600.105 


DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR 


P, Operating license slage documents & correspondence 

0993200044 Submits update on Status of research & test reactor seminar planned by 
Region 1 & iniiiaify proposed In 8901 10 Hr. Semmar agenda & map of focal area oncf 
COLLINS.S J Region f, Ofc of the Direclor 09/03/22. STREETTiDW Cornell Univ, 
Ilhaca.NV 6pp 49075 061 49075 066 


DOCKET 50-112 UNIV* OF OKLAKOMA RESEARCH REACTOR 


P, Operating license stage documenl s & correspondence 

6903150566 FoAvards addi info re licensee plan for decommissioning.per 
requesLQIographlca) sketch of author Included 

SKIERKOWSKf.P OMIahoma, Univ of, Norman, OK 89/03/09 MfCHAELS.P Sland 
ardization & Non Power Reactor Projecl Directorale 4pp 48B60 229 46060 232 


DOCKET SO-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


H. Genera] correspondence 

6993909243 Comment opposing proposed rule lOCFRSO re ensuring effeclivenass of 
malnl programs for mtclear power plants NRC failed lo demo nstrare that there Is in 
dusiry mainl problem & therefore lacks justification for rule 

SHIFFER.JD Pacific Gas a Efac Inc Co 89/02/23 CHILKSJ Olflce of the Secretary 
of the Commission liSpp 48745341-48748 093 


I. Financial Information 

8903230427 "Pacific Gas A Electrrc Co Annual Rept 1008 " W/8903Cfl Hr 
CLARKE,R A Pacific Gas & Electric Co 68/12/31 63pp 49029 159 49029 211 


J, Insurance & Indemnity fnformallon 

8902240213 Forwards e/ldorsements, including Endorsement 3 lo NELIA Cerlifmale NW- 
132 Endorse maul 3 to MAELU Certifjcalo mW- 73, Enclorsamant 4 to NELIA Cerlificale 
NW 51 8 Endorsement 4 to MAELU Certificate MW-135 

LOCKE.R F Pacilfc Gas a Electric Co 09/02/17 OINITZ.I NRC - No Oelalled Affili- 
ation Given 49pp 48579 190-48570.235 


8903220397 Forwards Endorsement 4 lo NELIA Certificate NW-132 & MAELU Cerlrfi 
cate MW-73.Endofsement 33 to MAELU Policy MF-103. Endorsemor>t 34 to MAELU 
Policy MF'f03 a Endorsement 63 to NELtA Policy NF-228 

LOCKE.R F Pacific Gas & Electric Co 89/03/15 DJNITZJ NRC - No Detailed Affiii 
ahon Givoh 9pp 49007 iSf -49007 189 


P. Operating license stage documents & correspondence 


8903160296 Genertc Ltr 69 02 to atl holders of OLs & CPs for nuclear power reactors re 
actions to improve detection o) counterfeit & fraudulently marketed produejsSve list 
end 

VARGA.SA Associate Difoclof for Projects (Post 070411) 09/03/21 Consolldatod 
Edison Co of New York, Inc 67pp 40960 001 48960 057 


Q. Inspection reports, IE Bulletins & correspondence 


8902170112 NRC Info Notice 89-020, "Weld Failures In Pump of Byron-Jackson 
Dosiqn " Sve list end 

ROSSI.CE Division of Operational Evenls Assessment (Post 070411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp. 48572 043-48572 148 

8902210351 SuppI 1 to NRC Info Notice 86 073. "Direct ion -Dependent Leak Charactor- 
isdes of Containment Purge Vafvos " Sve list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, fnc 102pp 48569 001-48509,1 10 

8902210564 NRC Info Nohe® 69 021, "Changes m Porformanco Ch a racier la lies of 
Molded Case Circuit Breakers " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/02/27. 
Consolpdalod Edison Co or New York, Jnc 104pp 48578 032 48578 137. 

0902270 158 NRC Info Notice 89-022, "Questionable Certification of Fasteners " Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/03 
Consolldatod Edison Co of New York, Inc lOSpp 48732001 48732.106 

8902280104 NBC Info Nolic© 89<023, "Environ Qualification of Litlon-Veam CfR Series 
Eleclrlcal Connectors " Sve fist end 

ROSSI.CE Division of Operational Evenls Assessment (Post 870411), 89/03/03 
Consolidated Edison Co of New York, fnc 106pp 48723 038 48723.143. 

0902280162 NBC Info Notice 89 024, "Nuclear Cniicality Safely." Sve lisi end 
CUNNINGHAM.R.E Division of Indusifial 8 Medical Nuclear Safely (Post 870720) 
89/03/06. Consolidated Edison Co of New York, Inc 96pp 4B700;252 48700 346 

0903010207 NBC fnfo Notice 89 026, "Jnslrumant Air Supply to Safely Related Equip 
monl" Sve fist encf 

ROSSLGE Division of Operational Events Assossment (Post 870411) 89/03/07. 
Consolidated Edison Co of Now York, Inc 105pp 48741.053 48741*158 

8903020165 NRC fnfo Notice 89 027, "Limitations on Use of Waste Forms & High fn- 
tegrity Containers for Disposal of Low Level Badwaste " Sve list end 
GREEVES.J.T, Division of Low Level Waste Managemeni fli Decommissioning (Post 
070413) 89/03/08 Consolidated Edison Co of New York, Inc 1f7pp 48790*114- 
48796 231 

0903000372 NRC Info Notice 80-028, "Weight & Clr of Gravity Discrepancies for Copes* 
Vulcan Air-Operated Valves “ Sve fist encT 

ROSSLCE. Division of Operational Evonts Assossment (Post 870411). 89/03/14 
Consolidated Edison Go of New York, Inc 10?pp 48095001-48895*109 

6903090021 NRC fnfo Notice 00 029. "Polanlial Failure of ASEA Brown Boven Circuit 
Breakers During Seismic Event " Sve list end. 

ROSSI.CE Division of Operational Evenls Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 48870 053-40B70' 169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants" 
Sve list end, 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/16 
Consolidated Edison Co of New York, inc 106pp 46895 1 10 4B695 215 

0903160427 NRC Info Nolle© 89-031, "Swelling & Cracking of Hafnium Control Rods " 
Sve liSl end 

ROSSLCE Division of Operational Evenls Assessment (Post 870411) 80/03/22 
Consoiidaled Edison Co of New York, Inc 102pp 48986 001-48986,103 

8903170419 NRC fnfo Notice 89 032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Sve Hat end 

ROSSLCE. Division of Operational Evenls Assessment (Post 870411), 89/03/23 
Consolldatod Edison Co of New York, Inc 104pp. 48992 044-48992. 147. 


R. Periodic operating reports & related correspondence 


0903100053 "Humboldt Bay Power Plant Unil 3 Semiannual Badloaodve Effluent Re- 
lease Rapt Jul Dec 1088 W/890301 Ur 

FUJIMOTO.WH Pacific Gas & electric Co 86/12/31. 18pp 48810 190-48810:207. 


V. Operator Examinations 


0903220159 Generic Ltr 89 03 to all power reactor licensees & applicants for OL re op- 
erator ficensinq natl exam schedule Sve fist end. 

VARQA.SA Associate Director for Projects (Post 870411). 89/03/24 Consolidated 
Edison Co of New York, (nc 54pp. 49005001 49005 056. 


DOCKET 60-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 
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V Operator ExnminntiQris 

OQOGlOnsO'l Ack fi'it i[)l (il iMOi’O/ Hr <j(\)lir(} w/c’ifdin*! ol 1w.n propU* a|)plynu| for li 
( lo opi’i.Ur pnol ti.nnuni (»',k lt»r 

/WIlPnN Wiiii.‘,|i‘r linii liistilirlr Won oslor MA 80/02/1 r' 0AM O R M 

ni’Oion I L>li tiMhr [ Nft'i lf»r ’|ip IHHOb Ol)‘MaRO(> ObO 


DOCKET 50-142 UCLA TRAINING REACTOR 


F Security, medical, ernergoocy & lire protection plans 

8003100303 Firvil rr’Sponse to FOIA rrciuosl for ifocuriKjnis Eorwarrls App J 
(foLiimenls App J dot iimonts also av.iilabK lo PDH App K dorumenls partially with 
hold (rof 1 OlA t xoniptino 4) 

PHI LIP, J Division of I roodom ol (nfnn natron & Publicalioiis Services (Post 000205) 
B‘)/0J/03 AFTERCiClODS ConmiiUoiMo RridqO Iho Gap 4pp 4B«0l 231 4HH01 260 

-8106250012 ConiiiU'rUs on 8104.10 Ami’nil to Mar 1000 scrurily plan No security 
concerns iifentificd 

IVC>t,LW Physical St’Lufity Scr.SnleciUcirds Fir Oiv of Turhniral InspedionR'i 81/ 
01/20 RUSH I L Physical Set only Sec Safeijuards Dr.Div Safeguards & Radiolotjiral 
Safaty lnsp,lL Ip 48801 2 V) 18801 23<> 

-8903 1004 48 Uistusses revrew of ftt'v 8 to Lconsco pliybica! security plan for proter 
tion of SNM ol modrralo stralegic significatico did Mar 1980 

MCOUCEN.AD Retiion ^ Ofc of the Drrcctor 85/03/ 12 SCHUSTER, MD Region 5 
Ofc of Ihe Director 2pp 48801 240 48801 241 

- 8903100456 DOLumenis that UCI A exompl from requirernonts for secenly plan (rnf 
t0CFn73 67{r)(1)) 

NORDERHAUtU n Hegton 5, Ofc of the UiruMor 65/01/31 Region 5 Ofc of Ifio 
Director Ip 48801 242 48801 243 

-'0903 100473 Partially withheld rnenioramkim about security concerns ro licensee seen 
rily plan did Mar P)60.int>kjdint) June 1080 Amend 1 & rob 1981 Amend 2 
IVEYLW Physical Socurily Set .Safeguards Or.Div of Technical Inspoclion.RB 81/ 
04/01 RUSH 1 1 Physical Socurily Sec. Safeguards (Br.Oiv Safeguards A Radiological 
Safely InsplE 1 ipp 48801 244 48801 254 

”8903100478 Partially tlolelntl safeguards review rnpt ro Itcensoo 040710 Amend / to 
physical security plan for protcclion of SNM of fnoderalo slratoglc significnnco dtd 
Mar 1900 

MCQUEEN. AD Rogioii 5, Ofc of tho Director 84/10/18 SCHUSTER, M D Region 5, 
Ofc of Iho Direclor 6pp 40801 255 48801 260 

89031 50 185 Responds lo appeal of doninl of POIA reguosi for Documents 36 61 on 
App C RcloasoB Documents C 38 C 58.C GO & C Gl Other App C documents with 
hold (ref FOIA Exemption 5) 

CHILK,S A Olfree of the Socrolary of tlio Commission 89/03/03 AFTERGOOD, S 
Commilloo to Bridge the Gap Ip 48075 123 408/5 251 

"690315031 1 CommillGo to Bridge ihe Gap memorandum as to status of Contontion XX 
(security) ro tJClA applicalion for ronowal of OL Allogalions of throe NRC omptoyeos 
made 

HfRSCH.D Calilornia. Univ of, Los Angelos. CA HIRSCH.D Commilloo lo f3ridgo tho 
Gap 83/12/23 Atomic Safely and Licensing Ronrd Panel 17pp 4887G 107- 
40875 190 

"8903150335 Discusses impact of proposed sologuards ’’upgrado" ruto on nonpowor 
roaclors Proloclion roquirom ils of currenl & proposed rules sel forth Slops lakon lo 
resolve concerns listed RN Srnilh ropls of Intorviow attached 
MILLER, J R NRC • No Delailed Affiliation Given 70/05/31 STELIO.V NRC No Do 
laiied Affiliation Given IGpp 48875 189 48875 251 

"0903150307 Affidavil of MO Schtislcr in ro&ponso lo guoslion raised by ASLP in UCLA 
proceeding in ASLP 840224 Order ro physical secunty Insp ropls lo UCLA & ovory 
licensoo inspected 

SCHUSrER.M D Region 5. Ofc of tho Director 04/03/06 2pp 4B875 267-48675 275 


Q Adjudicatory corrospondonco 

6903100066 Informs that proposal ro transfer of 4,000 lb of radioacuvo lead shot A 
1,000 lb lead brink dons nol conform to selllomont agroomont Rolatod correspond 
onco 

WOODHEAD.CP Assistant General Counsel for Honrings //189 01 DO 89/02/14 
MCLAUGHLINJE Affiliation Not Assigned 2pp 48700 250 40700 251 


P Operating license stage documents & correspondence 

6903220382 Forwards request for addl info ro docommlsslonlng Phaso If plan submIUod 
on 060610 a suppis on 800G21 A 1207 Response roquosiod within 15 days ol Ur 
date 

ADAMS, A Standardization A Non Power Reactor Project Oirocloralo 09/03/14 
MCLAUGHLIN, J E California, Univ of, Los Angelos, CA 4pp 46994 226 48994 220 


Q, Inspection reports, IE Bulletins A correspondence 

8903160416 Forwartfs Insp Ropi 50 142/09 01 on 690131 0201 No noncompliance 
noted 

YUHAS.GP Region 5. Ofc of (ho Direclor 09/02/27 MCLAUGHLIN, J E California, 
Univ of, Los Angelos. CA 3pp 46604 180 46064 197 

"8903160421 Insp RopI 50 142/69 01 on 690131-0201 No Violations noted Major 
areas inspocled confirmalion that UCLA mol rogulromonls of Soclion 2 5 of solllomeni 
agreomont A status of selected commilmenla in decommissioning plan Phaso 1 
GARCIA.EM, FISH,RF Region 5, Ofc of tho Director 69/02/27 7pp 46664 101- 
46064 (97 

89031 S0185 Responds lo appeal of denial of FOIA reguosi for Documents 36 61 on 
App C Relcasos Documonis C 30 • C 58,C 60 A C 61 Other App C documonts with 
liQlct (rof FOIA Exomplion 5) 

CHILK S J Office of the Secretary of Iho Commission 09/03/03 AFTERGOOD.S 
CommiUon lo Bridge the Gap Ip 40075 123 48076 005 


•8903150288 Invrshgatior) AbLU Allegations Re Throe NRC Employers, mill 
attd If I rnsimiisc to JH Frye 631221 Hr in considering rGliccnsing ol nonpower reactor 
a! U( I A No (‘VHfenrr* ol willlul miSfnprGS(>nlalion found 

SMITH HM HOWrRSH MFSSENGERGM Offico of Inspector 8 Auditor 84/06/ 
12 lOpp 488/5 (2h 406/5 136 

•8903150367 Alfidavd ol MD Srhuslof in rrsponso to question raised by ASLP in UCLA 
prococdinij in ASLP 840224 Order re physical sccunly insp ropls lo UCLA A every 
jiCensiM' inspeclcd 

Sr HUSTER M D Rf'giOfi 5 Otr ol Iho Director 64/03/Ol> ?pp 40875 267-40875 275 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


J. Insurance & Indemnity Information 


8903080514 Foi wards Endersemnnls 130 A 131 lo NELIA Policy NF 164, Endorse- 
ments 107 8 188 to MAbLU Policy MF 44 Endorsumcnls 94 A 95 to NELIA Policy NF- 
107,Endorserm*n1s 1 lO A 111 to NELIA Policy NF 220 & Endorsemonls 97 A 90 ta 
MAELU Policy MF n 

FARREIL.E Mrush A Mrlrnnan, Inc 69/01/16 DINIT2,I Ollico of Nucloar Reactor 
Regulation Dimilor (Posl6/04M) 23pp 46/4119/ 46741220 


P Oporatlng license stage documents A corrospondcnco 

0902240010 Notification of Mgl Meeting 69 034 on 890227 w/Saxton Nuclear Expcri- 
menlal uorp in King of Prussia PA lo discuss plans lor surveys of areas adiaconl lo 
facility 

(iOWGILL.C J Region 1 Ofc of ttio Direclor 69/02/15 Region 1, Ofc of Iho Diroclor 
2pp 405/9 176 18579 179 


Q. Inspoctlon reports, IE Bultotins A correspondence 

8903060006 Ack recoipl of 690116 Hr re commtlmonl to perform radiological survoy of 
soil outside facility A Pennsylvania Electric Co fences Proposed 000227 mooling to 
prosenl details ro porfonnnnco ol survoy ncLoplablo 

bCLlAMY.RR Region 1. Ofc ol Iho Diroclor 69/02/16 HEWARD.R W Snxlon Nu 
clear Experimental Corp 2pp 46736 142 48736 144 

--8003060012 (-onfirms thal rndmioqical survey of soil outside facility A Pennsylvania 
Eleclric Co fences will bo ronduriod Purpose of survoy lo idonlify potential areas of 
olovatod contamina'ion Approval of 890227 date io present roguostod 
HEWARD.R W Saxton Nuclear Expcrimonlal Corp 89/01/10 BELLAMY R R Region 
1, Ofc of the Direclor Ip 46/36 (44 46736 144 

8003200193 F crwarrJs Mgt Mooling Rept 50 146/09 01 on 090227 lo discuss scopo A 
methodology of rndiologicat survey of areas ndjaconl lo Saxton Nuclear Exporimonlal 
Corp reactor silo 

OElLAMY.Rn Reflion 1, Ofc of tho Director 69/03/09 HEWARD,R.W Saxton Nu 
clear EKporimontal Corp 2pp 48970 224 46970 230 

-8903200201 Mat Moeling Ropi 50 146/69 01 on 090227 Major areas 
inspected genoraf deslgn.scope A methodology lo bo used during porlormonco of ra- 
diological surveys in aroas adjacent to Saxion reactor facility 
WEAOOCK,A, SHANBAKY.MM Roqion 1. Ole of ttio Director, 09/03/07 5pp 
48070 226 46970 230 


DOCKET 60-140 UNIV, OF KANSAS RESEARCH REACTOR 


Q, Inepucllon ropoils, IE Bulletins A correspondence 

8903170007 Forwards Insp Rept 50 140/69 01 on 880209-10 A nolico of violation 
MURRAY.O Roaion 4. Ofc of Iho Director B9/03/10, RAMALCY.JA Kansas, Univ 
of. Lawrence, KS 2pp 46804 200 46604 209 

- 0903170010 Nolico of violation from insp on 600209-10 Violations nolod on or about 
061024,2 g oncapsulalad SNM translerrod to Agroomont Slate licensoo w/o dolermlm 
Ing If licensee auihorizod to possess SNM 
* Rnglon 4, Ofc of tho Diroclor 09/03/10 Ip 46094 202 40894 202 

"8003170011 Insp Rept 50 140/69 01 on 000209 10 Viola lions notodMajor areas 
inspocled radiation protoctlcn.SNM accountabilily, rndioaclivo mall transport a lion A 
surveillances ossocialetf w/ Amend 10 to Ol 

CHANEV.HD, RIGKETSON.L , DAER.R E Region 4, Ofc of tho Diroclor 69/03/10 
7pp 46894 203 46094 200 


DOCKET 60-160 OHIO STATE UNIV. RESEARCH REACTOR 


P. Operating (iconsa stage documonts A correspondence 

8903160347 Forwards OA program for Ohio State Univ nucloar roaclor lab. Admlnislm 
livo Procedure AP'14, ''Ohio Slalo Univ Rosoarch Roaotor Mod Requests" A Proco 
duro RS 1 1. "Roulino Shipment of Radioaclivo Mall " 

REDMOND, RF Ohio Slate Univ, Columbus, OH 00/03/07 Document Oonirol 
Branch {Documenl Control Desk) 1 p 4B665 272 4B665 324 

"8904050128 *’QA Program for Ohio State Univ Nuclear Reactor Lab " 

* Ohio Stale Univ , Columbus, OH 80/03/07 6pp 

"8903160351 Admlnlsfrahvo Procedure AP-14, "Ohio Slato Univ Research Reactor Mod 
Requests " 

* Ohio Staio Univ , Columbus, OH 88/03/14 4pp 46865 279 40665.324 

"8904050132 "Routino Shipment of Radioactive Mall." 

* Ohio Stale Univ . Columbus, OH 86/07/25 42pp 
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Sp Report^blo occurrences^ LEfIs ft refuted correspondence 

B9p3200i?6 ROon 090224 .oxhaust fan not opeialmg when ruaclor cnlical al 
tow GausceJ by swilch anaggetf by belt ^oop as individual lefl control room Reactor 
scrammed & ran switch roUirnGd to on position 

RCOMQND.R r Ohio Stale Univ. Columbus. OH 89^03/07 Oflrco of Muefear Roac 
tor Rngidation Director (Rost S70-lf 1) 2pp 40971 126 48971 127 


DOCKET 50*151 UNIV OF lUINOJS RESEARCH REACTOR 


F Security, jncdical, emcroency ft lire proleelfon plans 

0903200160 Advises 1hni B90307 changes to physical security plan consistent w/ 
tOGFR^O 54(p) & accoplable 

GHCGER,L R flegion 3, Ofc af the Director 89/03/10 POHLOD.C S INrnois, Univ ol, 
Urbana. IL Ip 48971 128 48971 128 


Q. inspaclton reports, IE Dulletlns & correspondence 

8803240115 Foiwards Exam Repi 50 151/01-89 01 of exams administered on 890221 
23 

WRIGHT, GC Rogion 3, Ofc of the Director 89/03/10 MILEV.G H fillnois. Univ of, 
Urbnna. IL Ip 40033 334-40034 076 

'*8903240122 Exam Repl 50-1 51 /OL 00 01 on 890221 23 Exam roflullswrillen & oper- 
almg exams adminislorod to three reactor operator canddalas Ml candidates passed 
exams, 

OJORGEN.J , HILLS. 0 . JORDAN, M Region 3, Ofc of the Difeclor 80/03/10 lOOpp 
40033 335 49034,076 


R. Periodic operating reports ft related correspondence 

890309-0232 “Annual Rcpl 1988 '* W/8D022a Mr 
rOHLOD.es. WILLIAMS.JG., MILEV.G H flfinois, Univ of. Urbana. fL GO/12/31. 
8pp 48800 352*48800 359 


V. Operator Examlnallons 

8900240115 rorvmrds Exam Ropt SO 151/OL*S0 01 of oxams administered on B90221* 
23 

WR1GHT.G C Rogion 3, Ofc of Itio Di rector 89/03/10 MILEV.G H llfinols, Univ of, 
Urbana, fl Ip 40033 334 49034 076 

->8903240122 Exam Rept 50 151/01-89*01 on 890221-23 Exam resuHs wnit&n & opor* 
aling exams admlmstored lo Ihreo reactor operator candidatosAII candidates passed 
exams 

GJORGEN.J, NILLS.O , JORDAN, M Region 3, Ofc of (ho Director 89/03/10 lOOpp 
4B033 335*49034 076 


DOCKET 60>155 BIQ ROCK POINT NUCLEAR PLANT 


F. Security, modfcali emergency ft fire protection plana 

0903030400 Forwards doscriplion of emargoncy oxorciso scope ft objectives schedufod 
for G90523 

KATARSKV.A P Consumers Power Co D9/C2/22 Document Control Branch (Docu 
mont Control Dosk) 4pp 40093 222 40693 225 

0903210263 Advises that 800200 Rev Of lo Vol 9 of omergoncy plan meets 
10crRS0B4(q) ron'JlfSdiohts & a cceptablo Submil lal included changes lo Chapter 8, 
’ Mninlalninn bmorgoncy Proparodness ” 

GRCGER,Ln Region 3, Ofc of Iho Director 89/03/08 HOFFMAN.DP Consumers 
PoworCo 2pp 46098 350*40998 360 

6 9 93 2 f 0184 Ack rocpipl of 690222 scopo 4 objectives for 1989 exercise schocfuled for 
090520 No concerns iderilitied 

GREGER,L,n ncgion 3. Ofc of the Dtroclor 89/03/10 HOFFMAN.DP Consumers 
PoworCo Ip 4990^098 46962 098 

6603260212 Forwards emergency nian exorcise scenario tor 890523 
oxorcl 8 D Common ts on scoitano should uo submitted no lalor than 890424 lo allow 
mod of patkagu ft convoltof proparationW/o encl 

JOHNSON.B.D Conaumors Power Co 89/03/22 Documoni Control Branch fOocu 
mont Conirol Desk) Ip 49076 081-49075 001 


1. Financial Infoimallon 


8903270306 “CMS Hnorgy 1080 Annual Repl” W/a9032l ftr. 

ANDERSEN.A. WCNISH.TA CMS Energy Corp 66/12/31, DEN TON. H R Office of 
Nuclear Roacior Hcgulatloa Diroctor (Post 070411). 45pp 49055 197-49056 241 


J. fnsurarce ft Indemnity Information 

091)3010422 Forwards Endorsement 4 to NELIA Cortilncate NW-53 ft MAELU Certificato 
MW-t37 

FROUNFELKER.R Consumefs Power Co 69/01/17 DINITZ.I NRC - No Dolaifod Af- 
filiation Given 3pp 48846 f92 48648 194. 

8903019433 Foiwtirds Endorsemonls 119 & 120 lo NELIA Policy NF-117* Endorsement 
KC follocis 1009 advanced pfamfum & Endorsemem 120 amends Condition 4 of 

pRoijNFELKCR.R Consumers Powar Co 80/01 /|7 DINITZ.I NRC - No Delalfed A(- 
filiailofi Given. 3pp 40648 036 46640 03B 


P Operating license stage documents ft correspondence 

0902240127 Forwards Amend 94 to LiconsQ DPR 6 ft safely evaluation Amend revises 
station battory surveiNanco lest time from 8 lo 2 li 

KELLY.L Pfo/Gct DirecloralG fll-1 89/02/15 BERRY.K W Consumers Power Co 3np 
48576 247-48576 257 

-6902240132 Amend 94 to License DPR-6, revising slalion battery surveillance lost time 
from a lo 2 f> 

QUAV.T Project Directorate 111*1 89/02/15 5pp 40576 250 48576 254 

-8902240134 Safety evatuatfon supporting Amend 94 lo License DPR 6 
* Office of Nuclear Reactor Regulation, Dfroclor (Posl 870411) 09/02/15 3np 
48576 256 40676 257 

0903020492 Ro&pontfs to Generic L<r 88 14. “Instrument Air Supply Sys Problems Af 
feeling Safely Related Equipment'* During 1989 refueling outage, inslrumont air sys 
will be fomovod from sve for maint ft aif dryer roplacemont 

BERRY.K W Consumers Power Co 09/02/20 Document Control Branch (Documoni 
Control Desk) 14pp 4S674 293 48674 306 

0903160296 Goneric Lir 69 02 to all holders of Of s ft CPs for nuefeur power reactors ro 
actions to improve dotoclion of counterfeit ft fraudulently marketed products Sve fisl 
end 

VARGA.SA Associate Director for Projects (Posl 870411) 09/03/21 Consolidated 
Edison Co of New York, fnc 67pp 46960 001-48960 067 


Q. Inspection reports, IE Bulletins ft correspondence 

8902170112 NRC Info Notice 80 020. “Wold Failures in Pump of Byron Jackson 
Design '' Sve list end 

ROSSI, C E Division of Operational Events Assessmonl (Posl 6704 1 1 ) 89/02/24 
Consolidated Edison Co or New York. Inc 106pp 48572 043 48572 148 

8903080327 Advises that payment of civil penalty imposed by 800922 order will bo sub 
nutted on 890301. per NRC 890131 donial of ulif 081201 request for mitigation of subj 
penalty 

HOFFMAN.DP Consumers Power Co 89/02/24 Ofc of Enforcement (Post 070413) 
ip 45742 236-48742 236 

0902210351 Supp1 1 lo NRC Info Nolice 86 073, "Diroclion Dopendont Leak Characlor- 
isilcs of Containment Porgjj Valves “ Sve list end 

ROSSI.CE Division o1 Operational Events Assessmonl (Posl 870411) 89/02/27 
Consolidated Edison Co ot Now York, Inc 102pp 48589 001*40509 1 10 

8902210S64 NRC Info Nolico 89 021, “Changes in Performance Characion sties of 
Molded Caso Circuit Bronkors “ Sve list end 

ROSSf.CE Division of Oneraitonal Events Assessment (Posl 670411) 89/02/2? 
Consol Idatod Edison Co or New York, Inc 104pp 48570 032 40570 137 

6903030420 Responds to NRC 890105 Itr re violalions noted (n Insp Ropt 50 155/08 
26 Concurs that potonllal woaknoss did exist w/ rospocl to Identifying critical perform 
anco parameters tor improvomont of cquipmenl replacement program 
BERRY.K W Consumers Power Co 09 /(j 2/27 Document Control Branch (Document 
Conirol Desk) 2pp 48600 345*40690 346 

6903080019 Forwards Safely Insp Repl 50-155/89 02 on 890101-0211 No violations 
noted 

AXELSON.WL Region 3. Ole of the Dfroclor 89/02/27 HOFFMAN.D P Consumers 
Power Co 2pp 48768 1 91-48768 211 

-8903080021 Insp Repl 50*155/89*02 on 890101 0211 No violalions noted Moiof 
areas inspected ficensce actions on provious Insp findings.survoillanco acti vines, main I 
activities ft NRC info notice followup on cracks 

JACKIW.I N Region 3, Ofc of the Director 89/02/27 IBpp 40768 193 48760 21 1 

0902270188 NRC Info Nolico 69 022, 'Oueslionahle Certification of Fasteners “ Sve list 
end 

ROSSI, CE Division of Operational Evonis Assessmonl (Post 070411) 89/03/03 
Con sofidalGd Edison Co of New York, Inc 105pp 48732 001 48732 106 

8902200104 NRC Info Notico 89 023, "Environ Qualification of Lillon-Voam CIR Series 
Electrical Connectors *' Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/03/03 
Consolidated Edison Co o1 New York, fnc 106pp 40723 030 40723 143 

0902260162 NRC fnfo Nolice 09 024, “Nuclear Crltfcatily Safety *’ Sve list onci 
CUNNINGHAM, R E Division of Induslrml ft Medical Nuclear Safety (Posl 870729) 
69/03/06 Consolidated Edison Co of New York, fnc 96pp. 40700 252 40700 346 

0903010207 NRC Info Notice 89*026, "Inslrumonl Air Supply to Safoty-Rolated Equip 
menl “ Sve list end 

ROSSI.C E Division of Operational Events Assessment (Posl 870411) 09/03/07 
Consolidated Edison Co of Now York, fnc 105pp. 48741 053 48741 150 

$903020165 NRC Info Notice 89 027, “Limilalions on Use of Waste Forms ft High In 
tognly Containers for Disposal of t ow Level Radwaste “ Svo list end 
GREEVES.J T, Division of tow Level Waste Management ft Decommissioning (Posl 
670413) 89/03/08. Consolidated Edison Co of fiaw York, Inc 117pp 48790 114 
48796 231 

0903150476 Ack receipt of 89 0224 Mr ft wire Iransfor of payment of civil pennMy In 
amounl of $187,5OO,p0r NRC 690131 order 

UEBERMAN.J Ofc of Enlorcomenl (Post 870413) 89/03/09 HOFFMAN.DP Con* 
sumars PoworCo Ip 48861 024 48861 024 

8903220044 Forwards SALP Repl 50 155/89 01 for Sept 1987 - Doc 1988 
DAVfS.AR, Region 3, Ofc of the Director 89/03/13 HEINS.G L Consumers Power 
Co 2pp 49006 160 49008 216. 

-0903220049 SALP Rept 50-1 65/89 01 for Sept 1987 - Dec 1988 
* Region 9, Ofc of (ho Director 80/12/31 26pp 49008 190-49008 216 
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8903220349 Confirms 890320 mocling in Chnrlcvoix.MI to prcsont SALP 0 rcpl Util en 
couraged to havo appropnato corporate & plant mgl representation at moolinq to 
ensure mutual understanding of issues & findings presented by NRC 
GREENMAN.EG Region 3. Otc of the Direcfor 89/03/13 HOFFMAN, DP Consum 
ers Power Co 2pp 49007 317*49007 318 

0903080372 NRC Info Notice 09 028, “Weight a Cfr of Gravity Discrepancies for Copes 
Vulcan Air Operated Valves “ Sve list end 

ROSSI.CE Division of Oporallonal Events Assessment (Post 870411) 80/03/14 
Consolidated Edison Co of Now York, Inc f07pp 48895 001 40895 109- 

8903090021 NRG Info Nolico 89 029, “Potonfial Failure of ASEA Brown Boverr Circuit 
Breakers During Seismic Event “ Sve fist end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/03/15 
Consofidaled Edison Co of New York. Inc 106pp 40B70 053 40870 169 

8903090133 NRC Info Notice 09 030, “High Temp Environs at Nuclear Power Plants” 
Sve list end 

ROSSI, CE Division of Operational Events Assessmonl (Post 870411) 89/03/15 
Consolidated Edison Co or New York, fnc 106pp 40895 110 48895 215 

8903160427 NRC Info Notice 89 031, “Swelling a Cracking of Hafnium Gonlrol Rods” 
Sve list end 

ROSSI.CE Division of Operational Events Assossmont (Post 070411) 80703/22 
Consolidated Edison Co of New York, Inc f02pp 40088 001*48986 103 

8903170419 NRC Info Notice 69 032, “SurvelllancG Testing of Low Temp Overpressure 
Protoclion Sys “ Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89703/23 
Consolidaled Edison Co of New York, Inc 104pp 48902 044*48902 147 


DOCKET 50*157 CORNELL UNtV RESEARCH REACTOR 


P, Operating license stage dooumonls & correspondence 


0903280044 Submits update on status of research & lost reactor seminar planned by 
Region 1 & initially proposed in 8601 10 fir Sominor agenda & map of local area one! 
COLLINS.SJ Region 1, Ofc of llio Director 89/03/22 STREETT.DW Cornell Univ . 
Ilhaca, NY Opp 49075 061*49075 066 


DOCKET 60*160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


69022704 65 Ropts progress to date on upgrading p/ocodures for operalions & health 
pbysics.por Insp Rept 50 160/87 00 New & revised procedures approved by NRG 
listed as stated 

KARAM.R.A Georgia Institute of Todtnology, Atlanta, GA 80/02/14 VERRELLI.DM 
Region 2, Ofc of tho Diroclor 4pp, 40587 192*40587 105 

8903080407 Discusses proper rev number for omorgoncy plan Roviow of emergency 
plan performed In Nov 1900 resulted in Rev 4 Rov 4 should bo consider od as Rev 2 
since earlier editions did not receive official approval 

KARAM.RA Georgia Institute of Technology, Atlanta, GA 09/02/17 ADAMS, A 
Standardization & Non Power Reactor Project Dircclorote Gpp 46768 355 48768 357 


Q. Inapoctfon reports, IE Bulletins & correspondence 


R. Periodic operating reports & reloted correspondence 


8902280661 “Big Rock Point Plant, Annual Ropl of Facility Changes, Tests & Expert* 
mont.19a8“W/Q90224 Hr 

MARBAUQH.KE Consumers Power Co 08/12/31 12pp 48626 266-48026 277 

8903100341 “1688 Annual Operating R opt, Occupational Exposure " W/800228 Itr 
JOHNSON.BD Consumers Power Co 00/12/31 5pp 40801 322*48801 326, 

6903030416 Forwards Integrated plan, Semiannual Update 10 Issues added to plan 
include, row! ring CRD accumulator pressure switch & leak' detector schemes & ovalu 
ate Instrument nfr sys per Generic LIr 08-14 

MARBAUGH.K E Consumers Power Co 09/02/27 Document Control Branch (Docu 
monl Control Desk). 24pp. 48691.333*40691.356, 

8903080060 Forwards “Semiannual Radloaclivo Efifuont Release & Westo Disposal 
Repl for Jul*Doc 1 088” & revised “Semiannual Radioactive Effluent Rofonso Ropl for 
Jan June 1988“ w/ actual data replacing eslimatod values for Apr-Juno 1088 
JOHNSON, B.D Consumers Power Co 89/02/20 Document Control Branch (Docu 
menl Control Desk). Ip 40768 168 40788 100. 

-*8903080176 “Semiannual Radioactive Effluent Release & Wasto Disposal Rept for Jul 
Dec 1988 “ 

' Consumers Power Co. 88/12/31. IGpp. 40768 160*46768,184 

•*8903080179 Revised “Semiannual Radioactive Effluent Rolooso Rept for Jan Juno 
1 988 " Tables HP 10 3*2 a HP 10 3 3 
* Consumers Power Co 88/06/30 4pp 48766.105*48760 188 

6903100682 Monthly operating rept for Feb 1989 for Gig Rock Point Nuclear Pfanl W/ 
090301 Hr 

JOHNSTON,J R , ELWARD J W Consumers Power Co 00/02/20. Spp 40802 323 
40802,327 


8902270486 Ropts progress to date on upgrading procoduros for operations & healfh 
physics, por Insp Rept 50*160/87 00 Now & revised procedures approved by NRC 
listed as stated 

KARAM.R A Georgia Inslilulo of Technology, Aflanla, GA 89/02/14 VERRELLI.DM 
Region 2, Ofc of the Diroclor 4pp 48687 192 48507 105 

8903170165 Advises that Ofc of Invesllpatlons Investigation Rept 2 BB 003 end w/ 
aulhor 890200 fir incomplete as result or copying orror Comploto ropt oncli 
JENKINS.GR Region 2, Ofc of tho Director 69/02/14 CRECINe.J P Georgia Insfi* 
tulo of Tochnofogy, Atlanta, GA Ip 48803 243*48694 029 

-0903170171 Forwards NRC Investigation Rept 2 88 003,for info Individual identified In 
ropt as confidonlial source requesled that individual no longer be regarded as confi- 
dential source of info Confidentiality release also onci 

JENKINS.GR Region 2, Ofc of the Direcfor 89/02/00, CRECINE.JP Georgia Insti- 
tute of Tochnofogy. Allanla, GA Ip 48803 244*46894 020 

-8003170176 Investigation Ropl 2*80 003 re apparent radiological hoalfh & saloly 
issues Investigation indicated ovorwholming evidonco to support severe 
mismanagement, nogligenco & carelessness by operations omployeo 
BURCH.RH OHico of Invosligalions VORSE.JY, HAYES.BS Region 2. Ofc of the 
Diroclor 80/00/11 180pp 40093 247 48004 020 

0903090343 Forwards Insp Ropl 50 160/09 01 on 690126*30 No violations or devi- 
ations noted 

DECKER, TR Region 2, Ofc of Iho Director 80/02/21 KARAM,R A Georgia Institute 
of Technology, AlTnnla, GA 2pp 48000 047 40000 059 

-0903090345 Insp Rept 50-160/80 01 on 600125 30 No violations & deviations 
noted Major areas Inspected radiation control, environ radiation dose, allegation follow- 
up & action on nrovious Insp lindings 

GLOERSEN.W B., POTTER. JP Region 2. Ole of the Director. 89/02/17 llpp 
40800 040 48600 050 


S. Reportable occurrences, LERs & related correspondenoo 


8903010289 LER 89 001-00 on 690120, idonllliod coordination dollcloncy on allernalo 
shutdown battery scheme Caused by faulty fuse Fuse replaced W/090220 Hr 
SCHRADER.RE. MARBAUQH.KE Consumers Power Co 09/02/20 7pp 
48644 038-48644 044 


8903100311 PNO-III 80 015 on 09O224.SGnlor reactor operator site access suspended 
after urine lest showed evidence of marijuana Liconsoo roviowing Individual work ac* 
tivilies to dolermino if roviow of prior activilios warrantod. 

CREED.J, GREGER.R Region 3. Ofc of the Director 80/02/27 Ip 48810 359* 
48818 359 


8903060087 LER 09*002 OO’on 8 90203 .discovered that sys leak tests not formally com 
ploled nor has specific wnUon relief been requested of NRC Caused by ovorsight 
during development of 40 yr inservlce Insp plan W/890228 Ur 
ACKER.M W . MARBAUGH.K E. Consumers Power Co 09/02/28. 4pp 40708 005 
48768 008 


3903130347 LER 69 003 00 on 6B0630,during receipt Insp of Korotest globe 
valve, discovered that valve disc assembly rattled inside vaivo body Evaluation implies 
that ovarlorquod condition occurred after shipment W/890307 Itr 
ALEXANDER.R J . MARBAUQH.KE, Consumers Power Co 80/03/07 4pp 
48820 304 48820 307 


V. Operator Examinations 


89032201 69 Generic Ltr 80 03 to all power reactor licensees & applicants for OL re op* 
orator licensing natl exam schedulo Sve list end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/24, Consolidated 
Edison Co of New York. Inc 64pp 49005 001*49006 056 


R. Periodic operating reports & rointed correspon donee 


8903130234 Forwards Rov 1 to 1086 annual ropf.corrocting soveral errors in Section 7, 
“Environ Monitoring “ 

KARAM.RA Georgia Institute of Technology. Allanla, QA 80/02/17. VERRELLI.DM 
Region 2, Ofc of Iho OIreclor Ip. 40820 1 1 1-40820 1 1 2 

-3903130362 Rev 1 lo “1080 Annual Ropl/’ correcting sovorol orrors in Seclion 7, “En- 
viron Monilorlng “ 

* Georgia Inslilulo of Technology, Atlanta^ GA 06/12/31. Ip 48820 112*48820 112 
8903130219 Annual rept for 1988 

KARAM,R,A Georgia Institute o( Technology, Allanla, GA 00/02/21 Region 2, Ole of 
the Diroclor 12pp 48810 244 48819 255 


DOCKET 50*163 OA TECHNOLOGIES 


H, General correspondenoe 


6902240137 Advises o1 recent transposition of personnel holding positions of physicist* 
in-chargo 8i associate phyeicisFIn-chargo 

ASMUSSEN.KE. General Atomics (lormoily GA Tochnologios, Inc /General Atomic 
Co), 00/02/13, MILLER, C, I Standardization & Non-Power Reactor Project Director- 
ate Ip 40879*189 48679 189 

8902240239 Submits aupplomanlal info re facility personnel W V/ittomoro promoted from 
physicist in charge of TRIQA reactors lo direct or, irradiation svesJ flazvl promoted 
from associate physicist in-chargo to physicist In charge. 

ASMUSSEN.K.E General Atomics (formerly GA Tochnologios, Inc./General Atomic 
Co.) 89/02/16 MILLER, C.L Standardization 3 Non-Power Reactor Project Director- 
ate 2pp 48571.122*48571 123. 
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J Insurance & indernnit/ information 

B902270331 Forwards Enilorsemriiits I & /5 to MALIU Cprlificoli’S MW Jif & MF 
59 rusppciively & Frwlorsomenl'; M2 S 113 1o NCLIA CuflilicaU's NW-iH A Nf- 
3<t respPClivHy 

SAMUELS JL Marsh & Wrlonnan Iru DINITZ I Oflirr ol Niicfonr Rt»ar 

tor ftogulalion Dircclor (Po*;! B7041 1} /pp tlib?! 3 10 1'lC 


R Periodic operaling reports & related correspondence 

8903020493 Triqa Mark F Anniml Mop! for 1980 ’ 

ASMUSSEN K F Genur«0 Alomius (formerly GA Tcchrotogios, fnc /General Alonuc 
Go) 89/02/ lb MILLER CL Sianclarrfi 2 »dion A Non Power Reactor Projecl Director 
ate lOpp 411674 134 40674 143 


DOCKET SO-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


Q Inspection reports, IE Buliellns A correspondence 

G90324Q195 Provides follow up to 890126 Hr & 890213 sile visit, adtfrossiny reasons lor 
lemporary suspension of operaltors in reactor facility & basis for intention to re^iimo 
operations 

IRVING, GW Delcnse Dept of, Dofen so Nucloar Agency 69/03/01 Region 1,01c of 
the Director 7pp 49040 06B 49040 074 

B9032G0099 EN'09 032 on 8D0322,nolicc of violation & proposed im position of c^vil pen 
ally in amoLinl of S2,500 will lie jssuodi to ficonsoo Action based on failure to perform 
wnller) safely evaluations 

TflOSKOSKIW LIEGE RM AN. J Ofc o1 Enlorcomenl (Post 870413) 89/03/ 17 Ip 
49l190giM9l 19091 


DOCKET 59*171 PEACH BOTTOM ATOMIC POWER STATION. UNIT 1 


I Financial Information 

8903200932 Forwards util artnual financial repts for 1 989 Proieclod cash internal cosh 
flow statement also end 

BRADLEY.EJ Pbifadriphia Elcclnc Co 69/03/14 OINITZ.I NRC • No Oeiaited Allilt 
ation Given 13pp 48973,049 48973 271. 

..8993200037 "Arrual Hepl ID8Q ^ 

PAQUETTE JF Pfiiladelphi a Electric Co 08/12/31 52pp 46973 062.40973 113 
* 8903200042 “Annual Repi tor 1900 “ 

CURTIS.N Delmarva Power & Light Co 80/12/31 54pp 489731 14-48973 1 67 
-B903200046 “Annual Repl for 1980 " 

HUGGAnD.ED, FEEHAN.JD Atlantic Electric of Now Jersey 88/12/31 4Bpp 
40973 168 40973 216 

-8903200050 "t&BS Annual Rept “ 

FERUANO,EJ Public Service Enlcrpnso Group 68/12/31 56pp 48973216 
40973 271 


J. Insurance & Indemnity information 

B903060514 Forwards Endorserrenls 130 i 13t to NELIA Policy NF-164, Endorse- 
meals 107 & lOQ to MAELU Policy MF.44. Endorsements 94 A 95 to NELIA Policy NF- 
107 .Endorsements 110 & til to NELIA Policy NF-220 & Endorsemenis 97 & 98 to 
MAGLU Policy MF-73 

FAHRELL.E Marsh &. McLennan, Inc 89/01/18 DINITZ.I Ofhee of Nuclear Reactor 
negulalion, Drreclor (Post 870411) 23pp 48743 107 40743 220 

8902280330 Forwards Endorsemenis 126 & 127 to NELfA Policy NF-140, Endorso- 
ments 76 & 77 to MAELU Policy MF-67.Endorsomenl 9 to NELIA Policy N Q.Endorso- 
mont 9 to MAELU Policy M 9 & Endoisemenls 9 to Cotlilicatcs NELIA N 0 & MAELU 
M 6 

CULLEN.EJ Philadelphia Electric Co 89/02/16 DINITZJ NRC - No DolailocI Affili* 
alien Given 9pp 48644 121-40644 129 


P Operating license stage documents & corresponctence 

8903100371 fOIA request for documenls ro alloealions of improper control room con- 
duct at u1i1 

CLAIR,KS Schnader, Harrison, Segal & Lewis 89/01/13 NRC - No Dolailod Affili- 
ation Given 2pp 40601 226 40001227 

8903160296 Generic Lfr 89 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions to improve detection of counterfeit & freudolenlly markotod products Sve list 
end 

VARGA, S A Associate Director lor Proiecls (Post 870411) 89/03/21 Consolidated 
Edison Co of Now York, Inc 57pp 40960 001-40360 057 


Q. lAspeclIon reporls, IE Bulletins & correapondenco 

8902170112 NRC Info Ndice 09 920. “Weld Failures in Pump of Byron Jackson 
Oesig^i'' Sve lisi end 

ROSSLCE Division of Opera lional Even Is Assessment (Posi 870411) B9/02/24 
Consolidated Edison Co of New York, fnc lOBpp 46572 043 48572.140 

8902210351 Suppi 1 to NRC Info Notice 08 070, “Dircction-Dopendenl Leak Characler- 
i-slics of Containment Purge Valves” Sve list end 

ROSSI,CE Division ol Opaialional Events Assessment {Post 6704iH) 09/02/27 
Consolidated Edison Co of New York, Inc ia2pp 40589 001-40569 110 

8902210664 NRC Into Nolice B9-021. ‘Changes tn Performance Charoclerisltcs of 
Molded-Cflse Ciicuit Breakers ” Sve fist end 

ROSSI.CE Division of Operational Evenls Assessment (PosI 870411) 89/02/27 
Consolidated Edison Co of New York, Inc lOIpp 48578 032-40578 137 


8902270150 NRC Into Notico 09-022 “Qucstionabln Coriification of Fastmers ’ Sve fist 
unr I 

ROSSICt Division of Operational Evfvils Assossmont (PosI 070411) 09/03/03 
(^onsoltclaloil Edison Co of Now York, Inc 105pp 40732 001 40732 t06 

0902280104 NRC Into Notice 09 023, "Fnviton Oualificahon of Litton Vram CIR Sories 
Etectfical Connectors ' Sve list rnr! 

ROSSI, CE Division of Operational Evonis Assossmont (Posl 0/0411) 89/03/03 
(,on< 50 fidalQd Edison Co of Now York, Inc 106pp 46723 030 407?‘t 143 

0902200162 NRC Inlo Nolico 89 024. ‘ Nuclear Criticality Safety Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Sdfoly (Post 070729) 
09/03/06 Consolidated Edison Co of New York, Inc 96pp 48/00 252 48700 346 

8903010207 NRC Info Notice 09 026, "Jnslrument Air Supply tu Safely Rolatod Equip 
anonl " Sve list end 

ROSSf.CE Division of Operalional Events Assob'=5mcnt [Post 0/0411) 09/03/07 
Consolidated Edison Co of Now York. Inc 105pp 4Q/4t 053-40741 150 

6903020165 NRC Inifo Motico 09-027. ‘‘Limitations on Use ol Waste Forms & High fn 
tegnly Containers lor Disposal ol Low Lovol Radwaste " Sve list onci 
GREEVES.JT Division of Low Lovol Waste Managernem & Decommissioning (Post 
070411) D9/03/0B Consolidated Edison Co ol Now York, Inc 117pp 40790 114- 
4 0790 231 

8903080372 NRC Info Nolico 69 028, ‘Worqlit & Ur of Gravity Oiscropanclos for Copes 
Vulcan Air Operated Valves ” Sve list onef 

nOSSI.CE Division of Operational Evenls Assessment (Posl 070411) 09/03/14 
Consolidatod Edison Co of Now York, Inc 107pp 48095 001-40805 109 

0903090021 NRC fnfo Nolico 89-020, ’ Polonllal Failure of ASEA Drown Bovorl Circuit 
Breakers During Soismrc Evenl ” Sve lisl end 

ROSSI, CE Division of Oporalional Events AssessmoiU (Posl 870411) 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 40870 053 40070 169 

8903090133 NRC Info Nolico 09 030, “High Tomp Environs at Nuctoar Power Plants” 
Sve list end 

ROSSI, CE Division of OpcraUonal Events Assessment (Post 0/0411) 09/03/16 
Consolidated Edison Co of Now York, Inc 106pp 40895 1 10 40895 215 

8903160427 NRC Info Notice 60 031, “Swelling & Cracking of Hafnium Control Rods” 
Sve lisl end 

ROSSI.CE Division of OporaHonnl Events Assossmont (Posl 870411) 09/03/22 
Consolidated Edison Co of Now York. Inc 102pp 40906 001-46906 103 

8903170419 NRC Info Notice 09 032, “Surveillance Testing of Low Tomp Overprossuro 
Proleclior! Sys " Sve list end 

ROSSI.CE Division of Oparnliona) Evonls Assossmonl (Post 870411) 09/03/23 
Consolidated Edison Co of Now York, Inc 104pp 40002 044 40992 147 


T. Hearing Iranscrlpts on non-onlitrust matlors 

B9D2240316 Transcript of 000206 bnoling In Rockvillo.MD ro status of planl Pp 1- 
49 Support ing Info onct 

* Commissioners 69/02/06 09pp 48571 158 48571 247 


V. Operator Examinations 

8003220159 Gonoric Llf 00 03 to nil power reactor liconsoes & applicants for OL ro op 
orator licensing nail oxam schodulo Sve list oncI 

VARGA, S A Associato Diroclor for Projects (Post 870411) 09/03/24 Consolidated 
Edison Co of Now York. Jnc 64pp 40005 001 49005 056 


DOCKET 60^183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


I. Financial Information 


8903240237 ’'GE 1908 Annual Repl” W/0OO315 Hr 
HOOD.EE Gonoraf Efocinc Co 80/12/31 71pp 49048 342 49040 062 


R, Periodic opernling reporto & related correspondence 

8903150365 “ES ADA- Vail ocitos Experlmonlal Super Heal Reactor (Donclivnlod) Annual 
flMt 21.1088 “ W/000006 Ilf 

TfTUS,GW. CUNNINGHAM.GE Qonoral Electric Co 00/12/31 5pp, 40059 124 
40650 126 


DOCKET 50-104 NATIONAL INSTITUTE OF STANDARDS & TECHNOLOGY 
REACTOR 


F, Security, medical, emergency A Ike protecllon plans 

6903000620 Advises that 8B042G rosubmilled changes to safeguards plan In conform- 
ance w/Ren Guido 6 59 & occop table. 

BELLAMY, RR Region 1. Ole of Iho Director 99/02/27 CARTER.R S Nailonal InsK 
lute of Standards & Technology (formerly Nallonaf Bureau of Slanda 2pp. 48787 052- 


P. Operating license siege documents & eorreapondence 

89032601S3 Advises that rosenreh & lost reaclor seminar scheduled for 090410 S 19 In 
King of Pfussifi.PA Topics to bo discussed includo.NRC Rosearch Reactor Insp 
Progrom.op orator licensing & fllnoss for duly Info re lodging onci 
COLLINS, SJ Region 1, Ofc of the Director 09/03/22 CARTER.R S. National Insll- 
lute of Standards & Technology (formerly National Bureau of Slanda. 8pp 40074-107- 
49074 114 
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Q Inspection reports, IE Bulletins & correspondence 

8903280103 Advises Uidt rosotuch & lost roactor sominai schodulod lor 090418 & 19 in 
King ol Prussia PA Topics to ho discussed include.NRC Resoaruh F^caclor Insp 
Proqram.opGratOf Itcensmg 8. filnoss lor dul^ Info ro lodging end 
COLLINS.SJ Region 1. Otc of the Director 80/03/22 CAHTER.RS NalionnI InMt 
lulo of Standards & Technotogy (formerly National Duroau of Slandn 8pp 40074 107* 
49074 114 


V. Operator ExamlnaUans 

8903280183 Advises that rosoarch & lest foaclor seminar schoduled for B90410 & 19 in 
King of Prussm.PA Topics to bo {fiscussed incfudo.NRC Hosoarcli Roaclor Insp 
Prop ram. opera lor liconsing & Illness for duty Info ro lodging end 
COLLINS, SJ Region 1. Ole of Iho Director B9/03/22 CARTER.R S Nalionat Insti 
lulQ of Standards & Technology (formerly National Bureau ot Standa Gpp 49074 107 
49074 114 


DOCKET 50*105 PLUM BROOK REACTOR - MOCK-UP 


DOCKET 50*188 KANSAS STATE UNIV RESEARCH REACTOR 


P Security, medical, emergency & fire protection plans 

8903130662 Nolilics that emergency excTcisc vvill bo conducted on 880812 involving no 
lifications of dcclaralions of unusual event alert & cancellation by tdephono 
FAW.R E Kansas Stale Lfniv . Manhattan, KS Ofl/00/01 Region 4, Ofc of the Direc 
lor tp 48828 356 48828 356 


S, Reportable occurrences, LERs & related correspondence 

0903210361 ROon Q90301 as second to two slcl control rods being withdrawn.olhor 
two rods aulomalically scrammed Caused by frayed wires on rod drivo mechanism re 
suiting (0 short circuit EIcctromagnolic assembly may be replaced 
FAW,R E Kansas State Univ , Manhattan, KS 89/03/02 Region 4, Ofc of iho Direc 
tor Ip 48980 353 489Q9 353 


DOCKET 60*192 UNIV OF TEXAS RESEARCH REACTOR 


P, Operating license stage documents & correspondence 


0903220204 Application for amends to Licenses TR 3 & R 93.rGvi3ing Chapter 3, “Ad- 
ministrative Controls,” Article 3 1 2 & Figure 1, “Genoric Organization Chart ” 
PFANNER,HS, SAUNDERS, N T National Aeronautics & Spaco Admin 89/02/27 
Document Control Branch (Document Control Desk) 2pp 49020 206 49020 303 


-6903220209 Proposed Toch Spec Chapter 3, “Admimslrativo Controls” & Figure 1, 
"Generic Organization Chart ’* 

• National Aoronauiics & Space Admin 00/02/27 6pp 49020 298 49920 303 


P, Operating license stage documents & correspondence 

8903220154 Responds to NRC 081214 Hr re 800801 application for amend 1o License 
R 92 Licensee does nol plan to comploto postponed surveillances to make facility op 
orablo prior to movement of fuel 

DAUER,TL, KLEIN.OK Texas, Univ of, Austin, TX 89/03/00 ADAMS. A NRC No 
Dolaitod Aflillalion Given 3pp 49020 304 49020 306 


DOCKET 50-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC 


R, Periodic operating reports & related corroapondenco 

8903210420 "Annual Status RopUan Doc 1908 " W/a90227 Ur 
PFANNER.HG, SAUNDERS.N T National Aeronautics & Space Admin 88/12/31 
Dpp 48992 293-48992 301 


DOCKET 50-106 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


H. General correspondence 

8903210231 Informs that R Bruggor rosignod from position to assume fulMime faculty 
position at Univ of MissourLColumbia S Morris has been appolnlod as Interim 
director Curriculum VI I ao end 

WALLACE.R L Missouri. Univ of, Rolla, MO, 89/03/03 ADAMS.A Standardization & 
Non-Power Reactor Projoct Dlroclorato 27pp 48982 069 48902 095 


P. Operating llconse stage documents & correspondence 

8902240386 Forwards AmontI 17 to License R-103 & safety evalualion Amend corrects 
error in loquoslod change to Tech Spec 6 1 c issued as Amend 15 on 661020 
ADAMS.A Standardization & Non Power Roaclor Project Dirocloralo 89/02/ 10 
BRUGGER.R M Missouri, Univ of. Columbia, MO, 3pp 485D3'322 40583 330, 

-6902240393 Amond 17 to LIconao R'103,corrocllng error In requoslod change to Toch 
Spec 6 1 c Issued as Amond 16 on 861020 re univ administration 
MILLER.CL Standardization & Non Power Roaclor Project Dirocloralo. 80/02/16 
4pp, 48563 325*48583.328. 

-8902240395 Safely evalualion supporting Amend 17 to License R 103, 

* Office of Nuclear Reactor Regulalmn, Director (Post 870411) 80/02/16 2pp 
46663 320 48683 330 


Q. Inspection reports» IE Bulletins & correspondence 

6903070006 Forwards Exam Repl 60-186/OL-69-01 administorod on 0901 tO 19 Facility 
comments & NRC resolution of comments, exam & answer key & simulation facility 
rapt also end 

WRIGHT ,G.C. Region 3, Ofc of the Director. 89/02/21 DRUGQER.R M Missouri. 
Univ. of. Columbia. MO 2pp 48764 125-48764-226 

-8903070008 Exam Repl 60-106/OL-09 01 on 890118-19 Exam results reactor operator 
candidate passed exam. 

HARE,EA, JORDAN, MJ Region 3, Ofc of the DIrocior 89/02/21 lOOpp 
48764- 127-48764'220 

8903030260 Ack receipt of 881213 Itr informing NRC of slops taken to correct violations 
noled In Insp Repl 50-186/88-03 End ovafuatlon of soverily level vtolalion designation 
withheld (ref 10^R73 21) 

QflEGER.LR Region 3, Ofc of the Director Bfl/02/23, BRUGGER.R.M. Missouri. 
Univ of, Columbia. MO 2pp 48694 261*48694 262 


V. Operator Examinations 

8903070006 Fonvards Exam Repl 50 186/OL*BO 01 administered on 890118*19 Facility 
comments & NRC resolution of comments, exam & answer Hey simulation facility 
rept also end. 

WRIGHT, G C Region 3. Ofc of the Director 89/02/21 BRUGQER.R M Missouri, 
Univ. of, Columbia, MO 2pp 48764 ’126-4 8764 226. 

-890307000B Exam Rept 50*186/01*89-01 on 8901 IB 19 Exam results reactor operaior 
candidate passed exam 

HARE,EA, JORDAN, M.J Region 3. Ofc of the Director 89/02/21. tOOpp 
48764 127-48764 226 


P. Operating license stage documents & correspondence 

8903070136 Requests date for submittal of SAR for conversion of roaclor from use o1 
high enriched U to low onnehod U fuel extended from BD030 1 to 890901 
DfMEGLlO.AF Rhode Island, Slate of 89/02/22 Document Control Branch (Docu- 
ment Control Desk) 2pp 48740 360 48740 361 

0903240317 Approves univ 890222 request to extend submission date for high to low 
onrlchod U conversion application from 090301 to 890901 

MICHAELS, TS Standardization & Non Power Reactor Project Directorate 09/03/16 
DIMEGLIO, A F Rhode Island, Slate of 3pp 49030 313 49039 315 

8903280070 Notifies of Research & Test Reactor 860410*19 seminar in King of 
Prussia, PA to bo hold by NRR & Region I Proposed agenda & inlo for making accom 
modalions for seminar end 

COLLINS, SJ Rogion 1. Ofc of the Director 09/03/22 DIMEGLIO, A F Rhode Island, 
Stale of 6pp 49075 221 49075 226 


DOCKET 60-199 MANHATTAN COLLEGE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8903280201 Forwards agenda tor 800416-19 rosoarch & tost reactor seminars In King 
ol Prussia, PA Updated agenda to follow Map of local area also end 
cot LINS, SJ Rogion I. Ofc of the Oirocior 09/03/22 BERLIN, RE Mnnhallan Col* 
logo. Rjvordalo. NY Bpp 49075 1 10 40075 115 


DOCKET 60-206 SAN ONOFRE NUCLEAR STATION, UNIT t 


F. Security, medical, emergency & fire protection plans 


8903020299 "Dopl Of California Highway PaUol.Bordor Div Nuclear Response Plan for 
San Onofro Nuclear Generating Sinllon " 

* Calitornla, Slate of, 89/01/31 47pp 48669 294-48669 340 


8902280040 Forwards Insp Repta 50 208/89 04,50 361/89-04 & 50 302/88-20 on 
890123-27 No violations or dovialionB noted ^ ^ ^ 

YUHAS.GP Region 5, Ofc of Iho Director. 80/02/10 BASKIN, KP Soulhorn Califor- 
nia Edison Co. 2pp 40632 355 48632 301 


■8902280054 Insp Repts 50-206/80 04,50 301/89 04 a 60 302/80 29 on 890123* 
27 No violations or dolicloncies noled Major areas inspodoti omoigoncy preparedness 

pR?NOER^AsS * Ffogio^^^^ of the Director. 89/02/10 5pp 48032 357- 


46632 361 


8902230034 Forwards Rev 17A to physical securily plan Rev withhold (ref 10CFR73 21j 
MORGAN, HE Southern California Edison Co 89/02/16 Document Control Branch 
(Documonl Control Desk) Ip 48569 301-48569 301 

8903080012 Forwards Insp Ropls 50 206/88-28,60-301/08 29 & 50 362/00-31 on 
861110 8001 12 & notice of violation 

ZIMMERMAN, R P. Region 6, Ofc of the Director 89/02/16 BASKIN, KP Soulherr^ 
Callfornta Edison Co 2pp 48768.237-48760 257 

-8903080022 Insp Ropta 50-206/00 28.50 361/88-29 A 60 362/88-31 on 081118 
8001 12 Violations noted Major areas Inspecied operational safety 
verification, radiologlcat protoctign, securily.ovaluation of plant trips & events & LERs 
review 

HUEY.FR, JOHNSON.PH Region 6. Ofc of the Director 69/02/13 17pp 
46708 241-48708 257 


8903090218 Forwards Rev 7 to security force training & qualification plan Rev withheld 
fiof 10CFR73,21) 

MOBGAN.HE Southern California Edison Co 89/02/21 Documonl Control Branch 
(Document Conlrol Desk) Ip 48783’214 48763 214. 
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8903080481 Ad^/tses thRl 871229 00020/1 & 890216 Revs 4A,5 & 5A. rospcclively.lo 
safequariJs conlingGncy plan acceptable 

PATERJ Region 5, Ofc of Ihe Di/ectar 09/'02/27 MORGAN.H E Southern Calilof' 
nia Edjson Co 3pp 48748344 48748 346 

6903090299 Forwards Safegjards Insp Repts 50 206/8 9 0S.S0>36 1/00 05 & 50 362' 
89 05 on 890206 10 No viclalions nolcd Hept withhold (rel 10CFR2 790(d)) 

PATEFIJ Region 5, Ofc of the Director G9/02/28 BASKIN, K P Soulhern California 
Edison CP 2pp 48763 289 18703 290 

S903170361 Revised EPJPs, including Temporary Change Nolico 4 3 lo Rov 4 lo SOI23 
Vlil lO.Tomporary Change Notice 0 2 lo Rev 0 to S0123'VIIM0 1 & Temporary 
Charge Notice 2-10 to Rev 2 lo S0123-VIII-0 30t W/89030a Itf 
PLAPpERT.ro Southern California Edison Co 89/03/08 300p 40952 024 

48353031 

8903220325 Forwards Addendum 10 ID lo physical security plan End withheld (ref 
10CFR73 3t) ^ . 

MORGAN, H E Soulhern California Edison Co 69/03/08 Documeni Control Branch 
(Documenl Control Desk) Ip 19003 299 49003 299 

8993210335 Advises thal 880204 & 890216 Rovs 17 & 17A to physical security 
planjespcclively.consislent w/provtsions of 10CFR50 51(p) & acceptablo for Inclusion 
in plan 

PATE, RJ Region 5, Ofc of the Director 89/03/13 MORGAN, HE Southern Califor- 
nia Edison Co 3pp 18992 326 48992 330 

8993220316 Forwards Amend Applications 163,76 & 62 to OLs DPR 13,NPF-10 & NPF 
15.consisling o1 proposed changes DPR 13 203 {PCN-203) & NPF'10/16-206 (PCN 
286)jncluding proposed Rov 23 fo physical security plan. 

BASKIN.K P soulhe/n California Edison Co 89/03/15 Document Control Branch 
(Documenl Control Desk) 2pp 40993 1 15 49003 151 

-9903220321 Application for amonds lo Licenses DPR-I3,NPF-I0 & NPF-15. consist rng 
of Proposed Changes PCN 203 & PCN 286 Including Rev 23 lo physical security plan 
BASKIN, KP Soulhern California Edison Co 69/03/15 18pp 49003 117 40003 134 

-9903229323 Proposed Tech Specs.updaling License Conditions 3G & 2E to reffoct 
proposed Rev 23 to physical security plan 

• Soulhern California Edison Co 89/03/15 17pp 49003 135 49003 1 51 

8903270162 Forwards application for amend to License DPR-1 3, consisting of Proposed 
Change 200,rGV35ing Tech Spec Section 3 14, "Fire Proieclion Sys Operability*’ & Sec- 
IJon 1 16, "f iro Protection Sys Surveillance ” 

BASKIN, KP Southern CaFifornia Edison Co 89/09/20 Documenl Conlrol Branch 
(Documen.! Control Desk) 2pp 40059 091 •49059 15B 


8903080270 Forward‘> EGG NT A 8327, ‘TMI Action NUREG-0737 (II Dl) Roliof & 
Safely Valvo Tosling San Onofra Unit 1 ’’ Technical evaluation rept findings ondorsod 
w/i'xccption of Sectcon 5 2 Responses requested 

TRAMMELL, CM Project Direc to rale V 89/02/24 BASKIN, K P Southern Californio 
Edison Co 3pp 48766 231-48766 265 

8902270311 Forwards fisted pages & soclions to Rov I to “Reactor Protoction Sys 
Single Failure Analysis” & ”ESFs Single Failure Analysis ” Pages & sections roflecl 
reanalyses caused oy Cycle 10 mods 

NANDV,FR Soulhern California Edison Co 89/02/25 Document Control Branch 
(Documonl Conlrol Desk) 750pp 48634 036 48636 101 

8903010167 Provides details of setpoint analysts & design info re redundant automatic 
motor operated valve 850 A.B & C per SuppI 1 to Amend Application 159 ro ESP 
switchover from inieclion to recirculation mode mod 

BASKIN.KP Soulhern California Edison Co 89/02/25 Document Control Branch 
(Document Control Desk) 34pp 48646 1 18 48646 151 

8903130192 Forwards concerns re licensoo info presented lo NRC at 890127 meolinn 
including 890217 applicalion for amend concerning condition of reactor vessel thermal 
shield Concerns should be addressed at future mooting in Rockville 
TRAMMELL.CM Project Difocloralo V 89/03/03 BASKIN.KP Soulhern California 
Edison Co 6pp 48820 028 48820 033 

8903090207 Suppleirenlal application for amend to Lfconso DPR- 1 3, consistino of Rev 
1 to Proposed Change 204, revising Tech Specs to reflocl now values of limiting core 
paremelers resulling from roanalysis of LOCAs due lo core reload 
BASKIN, KP Southern California Edison Co 89/03/04 Document Conlrol Branch 
(Documenl Control Desk) 1 Ipp 48763 236 48754 081 

-8903090211 Proposed Toch Specs, reflecling new values of fimiting core paramalorg 
rosulling from reanalysis of LOCAs due lo core reload 
• Southern Cafifornra Edison Co 89/03/04 64pp 48763 247-40753 309 

-8903090219 Rev 1 lo "Reload Safely Evaluation for San Onofro Nuclear Gonoraling 
Station 1, Cycle 10 ” 

NOVENDSTERN.E Soulhern California Edison Co 89/03/31 150pp 48753 310 

48754 001, 

8903130090 Supplemental applfcalion for amend to License DPR- 13, consisting of 
SuppI 2 to Amend Application 1 59 ro voltage accoplance critonon for diosel gonorator 
Joaci rejection losi; to accomodate increased rejected load 

BASKIN, KP Southern California Edison Co 89/03/04 Document Control Branch 
(Documenl Control Desk) l2pp 48820 068 48820 084 


-8903278166 Apprication for amend lo License DPR-l 3, consisting of Amend tolica- 
Iton I67,fevismg Tech Spec Seciton 3 14. "Fire Protection Sys Operability" & Section 
4 15, "Fire Protection Sys Surveillance*’ 

BASKIN.KP, Southern California Edison Co 69/03/20 20pp 49059 093 49059,112 

-8603278167 Proposed Tech Specs re (tre protection sys surveillance & operability 
* Southern California Edison Co 89/03/20 4epp 49059 1 13-49059 150 


I Financial Information 

8903140589 Forwards cash How statomont & annual rept to Secunltes & Exchange 
Commission loi yr ending 881231 

GONZALES, J. Soulhern California Edison Co 09/03/08 Documenl Control Branch 
(Documenl Control Desk) 44pp 48855 231 48855 274 


P, Operairng license slage documents & correspondence 

6902270291 FOiTwards Amend Applicalion 165 to License OPR-13,consistlng of Pro 
posed Change 207 Amend adds License Condition 3M, "Cycle X Thermal ShPefd 
Monilonng Program " Proprielary WCAP-12140 & nonprqpfiolary WCAP-I2I49 end 
BASKIN.KP. Soulhern California Edison Co 89/02/17. Document Conlrol Branch 
(Document Control Desk) 2pp 48584 C-92 48584 172 

"8902270295 Application for amend to License OPR-IS^consistlno of Proposed Change 
207 Amend adds License Condilion 3 M, "Cycfo X Thermal Shield Moniloilng Pro 
gram ’* 

BASKfN,KP. Southern Cafifornia Edison Co 89/02/17 23pp 4B584 004 40584 026 

-B 902270303 Requests WCAP-12i46, "Englnesfing Evaluation of San Onofro Nuclear 
Genaraling Stalfon I Thermal Shield Supporls,” bo withheld (ref 10CFR2 790(b)f4). 
WIESEMANN.R A Westinghouse Eleciric Corp 89/02/03- MURLEY.T E Office of Nu- 
efear Reactor Regulation, Director (Post 8704 11) lip 405S4 027-485B4 037 


-8903130098 Proposed Tech Specs re emergency power sys periodic testing 

* Soulhern California Edison Co 89/03/04 5pp 48820.000 48820 084 

8903170013 SuppI 3 lo Amend Applicalion 164 lo License DPR- 13. conslsling of Rov 2 
to Proposed Change 204 SuppI provides addi safety sotpoint In Tablo 2 1 lo Include 
reactor coolant pump bus undervoHage trip 

BASKIN.KP Southern California Edison Co 89/03/11 Document Conlrol Branch 
(Document Control Desk) I4pp 48093 174 48803 196 

-8903170018 Proposed Tech Specs re reactor coolant pump bus unden/oltago trip 

* Southern California Edison <io 89/03/11 9pp 48893 IflB 48093 106, 

8903170033 SuppI 2 to Amend Applicalion 156 to License DPR-13, consisling of Pro- 
posed Change 197 Changes cover resolution of TDI diosel gonoralor issues ro max 
load fimtl for monthly survoillance testing & contingency plan If cracks found 
BASKIN.KP Soulhern California Edison Co 89/03/11. Document Control Branch 
(Documenl Control Desk) 1 1pp. 48094‘236 48894 249 

-8903170043 Proposed Tech Specs re diesel generators & emergency power sys porl* 
odtc testing 

* Soulhern California Edison Co 89/03/11 4pp 40894.240 48804’240. 

8903170172 Forwards update of single failure analysis reviow submitted on 86103 1, per 
request Engineering for resolution of single failure continues & expected to bo com- 
pleted shortly Summary description will be provided by 890320. 

NANOY.FR Soulhern California Edison Co 89/03/11 Documenl Control Drench 
(Document Conlrol Desk) 26pp, 48094 2 76-4 889 4 ’300. 

8903200024 Responds to NRC request for addI info re standby diosel generators End I 
describes complete maint & surveillance program for diosel generators End II con- 
tains responses to specific items of Interest to NRC 

NANDY.fR, Soulhern California Edison Co 89/03/14 Document Conlrol Branch 
(Document Control Desk). 7pp 48950.304 48959 310 


"8002270309 "Engineering Evaluation of SanOnofre Nuefear Generating Slation I Ther- 
mal Shield Supports.’* 

GOOSSEN.JE, SCHWIRIAN.R.E . VU.C, WestinghouBO Efeclrfc Corp WCAP-12f49. 
89/02/28 i35pp 48504 038-48584 172 

8902280436 Suppfs 881111 application for amend lo Lfconso DPR-IS, consisting of 
Amend Application 156, per 690117 meeling w/NRC Amend Increases diesel genera- 
tor loading liinit up to nameplate rating of 8,000 KW 

BASKIN.KP Southern California Etfison Co. 89/02/22 Document Control Branch 
(Documenl Control Desk) 5pp 46624 319-46024 331. 

"$902280437 Proposed Tech Specs ra max load limit for surveillance toaling of diesol 
generators 

* Soulhern California Edison Co. 69/02/22 5pp 46624 327-48624 331 

Forwards nolico of consideration of Amend Application 165 (or License 
DPH-13 & opi»rtunity tor Piearing on 890217 request re operalron during fuel Cycle 10 
w/degraded faslenera in reactor vessel tharimal shield 

TRAMMELL.CM Profecl Directorate V 69/02/23 BASKIN.KP. Spulhein California 
Edison Co 3pp 48B00.'1 76-48000 182 

-8903990119 Notice of consideration of issuance el amend lo provisional License DPR- 
13 & opportunily for hearing on 890217 request re operation during Fuef Cycle 10 w/ 
aegraded fasteners in reactor vessel thermal shield 
KNIGHTON, GW Project Directorate V. 89/02/23 4pp. 48600 179-46800 182 


8993200008 Provides resulls of ulif analysis of potenlial overload condition & planned 
actions No mods required for continued plant operation during Cycle 10. 

NANPY.F.R Soulhern California Edison Co 89/03/16. Documenl Conlrol Branch 
(Document Conlrol Desk). 6pp 40904*O9O-48964‘O96. 

8903220316 Forwards Amend Applications 163,76 & 62 to OLs DPR-13,NPF-tO & NPF- 
15, consisting of proposed changes DPR- 13-203 (PCN-203) & NPF-1 0/1 5-200 (PCN* 
28^,lncludlng proposed Rev 23 to physical seourlly plan. 

BASKIN, K P Southern California Edison Co 09/03/15 Document Control Branch 
(Document Conlrol Desk), 2pp 49003 115-49003:161. 

-8903220321 ^plicallon for amends lo Licenses DPR-13,NPF-10 & NPF-1 6, consisting 
of Proposed Changes PCN-203 & PCN-286 Including Rov 23 to physical security plan, 
BASKIN, K.P Southern California Edison Co. 89/03/15. 10pp. 49003.117-49003:134, 

-8903220323 Proposed Tech Specs, updating License Conditions 3 G & 2.E to reffoci 
proposed Rev 23 to physical security plan. 

* Southern California Edison Co, 89/03/16. 17pp. 49003:136-40003 151, 

$903210097 Notifies NRC of further delay due to extended outage activities assoclalod 
■ *"”‘'jment Air Supply Sys Problems 

■ /16 Document Control Branch 
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090324006B horwfirtls Saloly Assi's^imonl ban O/iofto Nucloar Oioneraimg Slalion Unil 
1 RosUut in rosponso to QDDtJI & 0200 Itis Ovorall impact at idcnliticd in 

ropt on rosiarl o1 onil of low siqnilicancc Mceliiin roquosled on sul)[ 

0ASK1N.K P Soulhorn Ca(ilomi<i Edison Co 00/03/17 MARTIN J Q Roqian S. Ofc of 
IhoDimcior 3pp •lOOJ'VOfil 49015 1/0 

— t390324Q08& 'Safoly Assobsmcnt San Onolio Nucloar Guncraling Station Unit t 
blarl 

* Soulhorn Calilornm Edison Co 09/00/ 1 7 lOSpp 49035 064 49035 170 

8903240064 Advisos that diosi'l generator loading calculation revised to rcftect chnr^ges 
associated w/Cycte 10 refuel outage mods Forwards Tables 6 1 A iKrough t Oom 
omergoncy diesel goneralor loading calculation 

NANDV.F R Southern California Edition Co 89/03/20 Document Control Branch 
(Document Control Desk) tp 49030 087-49030 090 

•-890324006S Rov 4 to Calculation DC- 1809, " Emergency Oiesol Generator Loading ” 
MATIONG.A Southern Cnlifornia Edison Co DC 1000 R04 09/11/ 16 9pp 

49039 088 49030 OOfi 

8903240072 Forwards response to miscollBhOOUb roquosts for addi mfo ro low flow 
scram & 480 volt bus m«iin breaker overloading Breaker 152 11C1 1 corrected to road 
152-t2Ctl 

NANDY.F R Southern California Edison Co 09/03/20 Document Control Branch 
(Document Control Dosk) 4pp 49039 316-49039 319 

8903270162 Forwards application for amend to License DPR-ia.consisting of Proposod 
Change 200,fovismg Toch Spec Section 3 14, 'Tiro Protection Sys Operability” & Sec- 
tion 4 15, "FifO Protection Sys Surveillanco ” 

BASKIN.KP Southern California Edison Co 89/03/20 Documonl Control Branch 
(Document Control Desk) 2pp 40059 091-49059 158 

-8903270166 Application for amond to Liccinso DPn-13.conslsting ol Amend /^plica 
lion 167, revising Toch Spec Soction 3 t4, 'Firo Protoclion Sys Oporability” & Section 
4 15. “Fire Protection Sys Survoilfanco ’* 

BASKIN.KP Soulhorn California Edison Co 89/03/20 20pp 49059 093 49059.112 

-6903270167 Proposed Tech Specs ro fire protoclion sys surveillance) & operability 

* Soulhorn California Edison Co 09/03/20 46pp 49059 113 40059 150 

0903160296 Generic Ltr 89 02 to all holders of OLs & CPs tor nucloar power reactors re 
actions to improve detection of countcrleit & fraudulently marketed products Sve list 
end 

VARGA.SA Assocmlo Director for Projects (Post 870411) OD/03/21, Consolidated 
Edison Co ol Now York, Inc S7pp 4Q960 001-48960 057 

6903270062 Forwards rosponso on Issues ro dogradotl fastonora for Ihormol shield aup- 
port blocks to support Amond Application tB5 to License OPR- 13, adding License 
Condition 3 M, '‘Cycle X Thermal Shield Monitoring Program " 

NANDY.F R Soulhorn California Edison Co 89/03/21 Documont Control Branch 
(Document Control Dosk) 67pp. 40059 159 49059 225 


Q. Inapectlon reports, IE Bulletins & correspondence 

8902270281 Forwards SALP Mql Meoling Repis 50-206/88 32,50 361/80-33 & 60 362/ 
08 35 on 681213 Util 8901 13 response to SALP repl shews subslaniial improvomont 
in (dontified areas of weakness 

MARTIN. J.B Rogion 5, Ofc of the Director 09/01/31 FOGARTY.D J Southern Cali- 
fornia Edison Co 4pp 40506 122-485B6 171 

-0902270289 SALP Mooting Ropls 50*206/00 32,60 361/80 33 & 60 362/00-35 on 
881213 Major ereos discussed results of most roconl SALP, covorino period Ocl 1907 
- Sept 1980 

HUEY.F R , JOHNSON, P.R. Region 5. Ofc of the Director 09/01/31, 5pp 48506 12C 
48586171 

8902280024 Forwards (nsp Ropt 50-206/80 03 on 890100-20 & notico of 
violation Weoknoss In control of use ol ultrasonic losling calibr also noted 
KIRSCH.D F Region 5, Ofc ol the Director. 09/02/10. BASKIN.K P Southern Califor- 
nia Edison Co 3pp 40626 004-40626 098 

-8902280026 Notico Of violation from Inap on 800109 20.Vio1alion 

noted nonconformance ropt nol preparoci to idonlily 690103 ultrasonic oxam of RHR 
piping adjacent to Wold Joint 5002-7 indicaling wall thickness loss than (iosign ro- 

R uiromenis 

IRSCH.D F Region 5. Ofc of Iho Director. 80/02/10 2pp. 40626 087-4 B626 088 

"8902260037 (nsp Ropt 50-206/89-03 on 690100-20 Violations nolod Major areas 
Inspected Insp Procoduroa 30703,73051,73052,73763, 73755 & Insorvice Insp aclivi 
lies 

CLARK.C . RICHARDS.S Region 5. Ofc of Iho Director 89/02/10 10pp. 46628 089- 
40626 090 

8902280048 Forwards insp Rcpls 50 206/69 04,50-361/69 04 & 50-362/08-29 on 
B901 23-27 No violations or doviallons noted. 

YUHAS.G P Region 5. Ofc of the Director 69/02/ tO BASKIN.KP. Soulhorn Califor- 
nia Edison Co 2pp 40632 355 48632 361. 

"8902260054 Insp Repts 50-206/09.04,50-361 /80-04 8 50-362/88 29 on 090123 
27 No violations or deficiencies noted Major areas Inspected emergency preparedness 
program & previous insp lindings 

PRENDEr 6AST.K . FISH.RF Region 6, Ofc of tho Director 89/02/10 6pp. 
46632:357-4 0632 361 

8903080012 Forwards Insp Ropls 60-208/88-28.60-361/00-29 & 50 362/88-31 on 
861118 8901 1 2 & notice of violation 

21MMERMAN.R.P Region 6. Ole ol the Director 89/02/16 BASkiN.K.P, Soulhorn 
California Edison Co 2pp 48768 237 48766.267 

"8903080020 Notice of violation from insp on 8aotll-890l 12 Violation noted 'Chemistry 
lechniclan did not verify tiso of talost procedure rev for performing reactor coolant 
chemistry sampling. 

ZIMMERMAN.Rp Region 5, Ofc of tho Director. 69/02/16. 2pp 48706,239- 
46768:240, 


-8903080022 (nsp Repts 50 206/68-20,50 361/00-29 & 60162/08 31 on 861118 
8901 12 Violalrons noted Major areas inspected oporalional safely 
verification radtofogical protection socurily, evaluation ol plant trips & ovonts & LERs 
roviDw 

HUEY.TR, TAfUM.JE, HON.A L Region 5. Ofc ol Iho Direcior 69/02/13 17pp 
48768 241-40766 257 

8903010219 Advises thni results of 1988 mid cyclo steam goneralor lube inbp 
accopiablo All sIgcvqb m sloain genomlor w/o eddy curronl lest confirmaiion identi 
bed & romovod frein sve in 1988 

TRAMMELL.C M Projocl Directorate V 80/02/23 BASKIN, K P Southern California 
Edison Co 4pp 48650 335 40650 330 

Q902170112 NRC fnfo Nolico CD 020, ' Weld Failures in Pump of Byron Jackson 
Design ’ Sve list end 

ROSSl.CE Division of Oporationiol Evonls Abscssmont (Post 070411) 89/02/24 
Consolidalod Edison Co or New York, Inc I06pp 48572 043 48572 14B 

8902210351 SuppI t to NRC Info Molico 00 073, "Directfon DoponiJonl Leak Character- 
istics of Conlainmonl Purge Valves ’* Sve list one! 

ROSSl.CE Division of Operational EverMs Assessment (Post 070411) 89/02/27 
Consolidated Edison Co of Now York, Inc I02pp 485B9 00I 46509 1 10 

8002210504 NRG Info Nolico 69-021. “Changes in Rorformarice Characteristics of 
Molded Case Circuit Broakers “ S-vc list end, 

ROSSl.CE Division ol Oparalional Events Assessment (Posi 070411) 89/02/27 
Consolidated Edison Co of Now York, Inc t04pp 46576 032 46578 137 

0903090299 Forwards Safeguards Insp Ropts 50 206/69-05,50 361/09 05 & 50 362/ 
89 05 on 890206 10 No violations noted Ropt withhold (rof 10CFR2 790(d)) 

PATE.R J Region 5, Ofc ol the Director 89/02/28 BASKIN, K P Southern California 
Edison Co 2pp 40703 289 40783 290 

8902270158 NRC Info Notice 09-022, "Quesiionablo Cerliflcolion ol Fasteners ” Sve list 
end 

ROSSl.CE Division of Operational Evonlg Assossmenl (Post 870411) 89/03/03 
Consolidalod Edison Co ol Now York, Inc I05pp 48732 001-48732 106 

8902280104 NRC Info Notice 89- 023, "Environ Quatificatlor> ol Litton Voam CIR Series 
Etecirfeat Connectors ” Sve list end 

ROSSl.CE Division ol OporalionnI Events Assossmenl (Post 870411) 80/03/03 
Conaolidatod Edison Co or Now York, Inc tOGpp 48723 030 46723 143 

8902280162 NRC Info Notico 00-024. ■" Nuclear Cnlicalily Safely" Sve tisl end 
CUNNING HAM, R.E, Division of Industrial & Medical Nuclear Safety (Post 070729) 
00/03/00 Consolidated Edison Co of Now York, tnc G6pp 48700 252 48700 346 

8003090422 Responds to NRC Oullolm 68 01 1, "Prossunzor Suroo Line Thermal Siratifi 
cation." Util participating in program for parllal resolution ol Issue through Westing 
house Owners Group, per listed objectives 

NANDY.F R Soulftorn California Edison Co. 89/03/06 Document Conlrol Branch 
fOocumor>1 Control Dosk) 4pp 48798 357-40706 360, 

8983810207 NRC Info Nolico 09-026, "tnstrumont Air Supply 1o Safety Rotated Equip 
monl " Sve list onci 

ROSSl.CE Division of Ooorallonal Evonls Assessment (Post 870411) 09/03/07 
Consolldatod Edison Co of Now York. Inc 105pp 40741 053 40741 158 

8903020185 NRC Info Notice 09-027, "Limitations on Us© of Waste Forms & High In- 
togiity Containers for Disposal of Low Level Radwasto " Sve list end 
GREEVES.JT Division of Low Level Waste Management & Oocom missioning (Post 
070413). 89/03/06 Consolidalod Edison Co of Now York, Inc 117pp 40798 114* 
4Q70B 231, 

8903170247 Responds to NRC 600210 Ur ro violations noted in Insp Ropt SO 206/89 
€3,CoirQc1ivo actions oppllcablo design documents & drawings will bo revised to m 
lloct that Lino 5008 Is Schedule 120 piping 

□AS KIN, K P Soulhorn California Edison Co 69/03/09 Documonl Control Branch 
(Document Conlrot Dosk) 5pp 469S0 169.48959 176 

8903080372 NRG Info Notice 89.028, "Weight & Clr of Qrovlty Discrepancies for Copes 
Vulcan Air-Oporatod Valvos " Sve list end 

ROSSl.CE Division ol Operational Evonls Assossmenl (Post 670411) 89/03/14 
Consolidalod Edison Co of Now York, Inc, I07pp 46895 001 48805 100 

8903090021 NRC Info Notice 69 020, "Potential Failure of ASEA Brown Bovorl Circuit 
Breakers Durino Seismic Event " Sve list end 

ROSSl.CE Division o! Operational Evonls Assessment (Posi 870411) 89/03/15 
Cor>solldalod Edison Co of Now York, Inc lOOpp 40870 053 40B7O 169 

8903090133 NRG Info Notico 89 039, "High Temp Er^virons al Nuclear Power Plants" 
Sve list end 

ROSSl.CE Division of Operational Evonls Assossmenl (Poal 870411) 89/03/15. 
Consolidalod Edison Co of Now York, Inc lOOpp 46805 110-40895 215 

6903210081 Responds to NRC 800216 Hr ro vrolatlons noted in Insp Root 60-206/68- 
28Corfac1lvo acllonsclionnlslry procoduros & tocntions whore uncontrolled copies of 
procedures kopt iSt/or utilized reviewed Admin istr alive controls inslitutod 
BASKIN.KP, Southern California Edison Co 69/03/16 Documonl Conlrol Branch 
(Documonl Conlrol Desk) 3pp, 48982 001.48002 003, 

8903210107 Notifies NRC of silualion al facility not axpHcitly addressed in NRC Bullelln 
00 010, "Nonconforming Molded Case Circuit Broakors Bulletin does nol address 
uso of non-lraceablo warehouao circuit breakers that pass tost 
NANDY.F R Southern California Edison Co 60/03/16 Documonl Conlrol Branch 
(Document Conlrol Desk) 3pp 46080 3 47-4 8960 340 

8993160427 NRC Info Nolico B9-031* "Swelling & Cracking of Hafnium Conlrol Rods" 
Sve list and 

ROSSI.GE, Division of Oporaiional Evonls Assessment (Post 870411) 89/03/22 
Consolidated Edison Co, or New York, Inc 102pp 48986 001 489B6 103 

8903170419 NRC Info Nolice 80-032, "Surveillance Testing of Low Temp Ovarprossuro 
PfOlection Sya " Sve list oncI 

ROSSl.CE, Division of Oporaiional Evonls Assessment (Poal 070411) 89/03/23 
Consolidalod Edison Co of New York, Inc, 104pp 48992 044-46992‘147, 
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R. Periodic operalmg reports & related correspondence 


8903080 4 2a San Onolre Nti^lcai Gencraling SUitton Semi annua! Clllunnl Hcpl JuNDec 
3988 W/ 890227 Mr 

MORGAN HE SoJlhern California Edison Co H8/12/3I 120pp .18712087 

.167*12 !9a 


0903108500 Annual Perb-or^riol Monilonng Rcpl,1988 ’ W/8ff0228 Hr 
MORGAN HE SDiilllom Cahlormfl Edison Co 88/12/31 3pp ‘18&27 326 48827 328 

890224836! Wonlhly operaimg lepl (or Jan 1909 lor San Onoiro Nuclear Generaltng 
Slatjon Unil 1 W7a30214 Hr 

SIACOR.ER. MORGAN HE Soulhcrn California Edison Co 89/01/31 7pp 
48571 309 48571 315 


89032 0>a243 Forwards Insp Ropl 50 213/89 91 on HU0UM02?!No vmiI.iIkjpis 
noled Mislabeling of nine umcrguncy diosol gi'nerator 20 MX ronipurii'rits shuulrl h. * 
S corrective actions should bo bobrnilted wilhin 60 days 
BETTENHAUSENX Floyion 1 Ofc ol the Dirnclor 89/03/10 MROC^^KA I j (on 
nuclicul Yankee Alomic Power Co 2pp 40959 064 40959 07/ 

•8903200246 Insp Ropl 50'213/B9 01 on 890104 0221 No violatrnns i\oiOr| Majur 
areas inspected plant oporalions radiation proti'ciion, tir*. 

prole ction.security.m amt survoiNanco testing, noble yas source iovp'ili()n1(on 8 ro.i' ttir 
contain merit lemp 

MCCABE.EC Region 1 . Ofc of the Direrlor 89/03/10 llpp 48959 0G6 4895 1 ()// 


H General correspondenee 


8903100514 Forwards annual. RCS specific activity repi Unit 2 specific aclivity exceeded 
limits or Tech Spec 3 4 7 or; one occasiarii during f980 & on no occasions did Unit 1 
or 3 exceed limits 

MORGAN HE Southern California Edison Co 89/02/23 Documanl Control Branch 
fDocumenl Control Desk) 3pp 48804 015-4B004 017 

8903220151 Monlhly opeiaiing repl for Feb 1989 for San Onofre Nuefoar Slolion Unit 
1 W/e903t3 ttf 

SIACOR.ER, MORGAN, HE Southern Cahlo/ma Edison Co 09/02/23 7pp 
49005 09B 49005 104 


S Reportable oeeurrencea, LERs &. related c-orrcspondcnce 

0903030224 ROon aooiSO.cfeicrmmod lhal previously unknown potential for overload 
irg mam breakers (or 480 vail switchgear existed in event of saloly injection w/olfsite 
power available Overload capability or sub) breakers being tosled 
NANDY.F H Southern California Edison Co 89/02/21 Document Control Branch 
(Document Conirol Desk) 3pp 40691 0t9 4069t 021 

8902280475 LER 69 002 00 on B90123,posifive reactivity addition occurred when reac 
lor refueling water cavity fevel reduced S cavity surfaces daconlammated Caused by 
misapplicatfon of posilive rcaclivity guitfanco Event reviewed W/690222 Ur 
WORGAN.H E Southern California Edison Co 09/02/22 6pp 40644 192*48644 197 

8903020658 ROdesign deficiency idGhlilied in automatic controls of 480 veil swHchgear 
sys Isolation of safety related Loads Switchgear 3 acceptable m curronl 
configuration Ulil commuted to identifying other swing bus arrangements 
NANOY.fr Southern California Edison Co B9/02/25 Oocumenl Conirol Branch 
(Document Control Desk) 2pp 48672 039 40672040 

8903090471 LER 89 003 00 on &9Ot27.d0lorminod that during design basis LOCA.TCV 
60fA & G could fail open due to oil her assumed loss ol inslrument air or loss ol con 
Irol power supply Faifuro rot recognized during 1976 sys analysis W/09022 7 Hr 
WORGAN.H E Soulharn California Edison Co 89/02/27 lOpp 40703 300-48703 309 

8003140602 LER 89 006 00 on 89{>208,snubbcr5 not classified as safety related & omit 
led from Tech Specs surveillanco during fuel cycle Caused by nol providing adoqualo 
guidance (o architocl when snubber developed Snubber classificalion roviowod 
SZUMSKI.DR. DIEOERICH.GI Commonwealth Edison Co 80/03/10 9pp 
48054 162 48354 170 


V. Operator Examinations 

8903080081 Informs of lerminalion of RD Hayton.ficonsfld oporalor, effoclivo on 090216 
S withdraws 090127 reactor operator ficense renewal appplicatlon 
WORGAN.H E Soulhorn California Edison Co 69/02/23 Dociumenl Conirol Branch 
(Documer>t Conirol Desk) Ip 46742 237 4B742 237 


8903010273 Forwards licerisod control operators auxiliary operators & shift supt'rviw 
comments on proposed rules 10CFR60 & 55 ro education & uypQrionco of senior ro 
actor operators & supervisors at nuclear power plants 

KELLY, J R Inlornalional Brolherhood of Elocincal Workers 89/02/09 Dockoiinij A 
Services Branch Ip 40589 272 40589 275 

-8903010276 Undated comment opposing proposed rules 10CFR50 & 55 re ediiraitnn 
& ©xperlenco for senior reactor operators & supervisors al nucloar pew.-i 
plants Noilhor alternative acceptable or needed 

CHESNUTT.W. TAYLOR. MORGAN, n Affiliation Not Assigned 89/02/00 Dmhnltmi 
& Services Branch 3pp 485B9 273 48589 275 

8903100336 Commeni opposing proposed rule 10CFR50 re offocliveness ol mainl pro 
grams for nuclear power plants Proposed rule on mainl wiN not improve mnint in 

R tanis nor improvo safety or reliability of plants Proposed rulo much loo vague 
IROCZKA.EJ ConnocHcul Yankee Alomic Power Co MROCZKA.E J Norlhcdsl Nu 
clear Energy Co (subs ol Norlhoasl Utilities) MROCZKA.E J Ncrthoast Ulililirs 89/ 
02/27 Docketing & Services Branch I2pp 4BB06 334 48006 345 

Q9O321O102 Commonls on proposed Rev 3 to Reg Guido 1 9, "Solpulion 
Desjgn.Qualificalion.Tesling & Reliability of Diesel Gcnoralor Units Used as Qnsilo 
Eleclnc Power Sys at Mucloar Power Plants” Reg guide does no! provide floxihilily 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Norlhoasl Nu 
clear Energy Co (subs of Noflheast Utililios) MROCZKA.E J Noiltioasl Ulilitios B9/ 
03/03 MEyER.OL Regulatory Publications Branch Opp 48990 120 48990 135 

8903200075 Commenl on proposed Rev 3 to Reg Guido 1 9 ro soinclien 
do sign.qualification, testing & refiabilily of diosel generator units used as onsite oloclric 
power sys al nuclear power plants 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Norlhoasl Nu 
clear Energy Co (subs of Norlhoasl UUlilios) MROCZKA.E J Norlhoasl Ulililios 09/ 
03/00 M^ER.D L NRG - No Detailed Affifialion Given Opp 49144 050 49144 057 


P. Operating license stage documents & correspondence 


8611050376 Forwards Amend 06 to License DPR 61 & safely evaluation Amend rinri 
fjos dofimlion of containment (nlcgrily in Tech Spec 1 02 b to permit normally closed 
manual Isolation Valves SI V-063 A.D.C & D to bo opened for survoillancos 
AKSTULEWiCZ.F Inlegraled Safely Assessment Project Dirccloralo 06/10/30 
OPEKA.J r Conneclicul Yankee Alomic Power Co 4pp 38404 130 30404 151 

-8011050385 Amend 66 to License DPR 61. clarifying definition ol conlainmonl inlomity 
in Tech Spoc 10 2b 1o pormil normally closed manual Isolation Valves SIVOO:) 
A.G.C 0i 0 to bo opened for periodic surveillances 

GRIMES, Cl If^legrated Safely Assossmenl Project Diroclornlo 86/ 10/ JO 4j>[> 
36484 142-30404 145 


09032201 58 Gonenc Llr 89 03 to all power reactor licensees & applicants for OL re op 
erator licensing natl exam schedule Sve Nst end 

VARGA.SA Associalo Director for Projects (Post 0704H) 09/03/24 Consolidated 
Edison Co ol New York, Inc 54pp 49005 001-49305056 
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F. Security, medical, emergency & fire protection plans 

8610308390 Nolification of 661124 meeling w/util in East Haddam.CT to discuss heaflh 
physics training & access badgirig 

AKSTULEWICZ.F Inlegrated Safely Assessment Proioct Direclorato 86/10/20 
GRIMES.C, Integrated Safely Assessment Projocl Difeclorale 3pp 3041l'263 
3641 1 255 

6903130122 Notification ol Significant Licensee Meeting 89 038 on 890227 w/liconseo 
m King of Prussia, PA for mgl meeting 1o discuss pro opera tional/startup testing of new 
switchgear Mods to meet App R 

MCCABE.EC Region I, Oic of Ihe Director 89/02/23 Region 1, Ofc of Iho Director 
2pp 48820053-41020 054. 

6903100522 Rev 9 to EPIP 1 5 25, '’Managof of Public Info ” 

MCCANCE.WT, BROWN.RE, NERfCCIO./^E Connocticul Yankee Alomic Power 
Co 89/03/02 13pp, 4BB04 136 48804 148 

6603140236 Final response to FOIA request for documents Forwards App A 
documents App A documenls also available in PDR 

GRIMSLEV.DH Document Control Branch (Documenl Control Desk) 09/03/09 
HAWKINS.M Impel! Corp 2pp 40875 082 46875112 

-3903140269 Informs ol planned reglor>al parlicipallon In emergency exercises for 
FY89Tefilalive schedule of aclmlios lisled 

RUSSEIL,WT Region t. Ofc ol llie Director 08/ 1 1/04 Region 1. Ofc of Iho Direc- 
tor 22pp 40875 086.48875^107 

0993220202 Rev 0 (e EPIP 1 6 50, '’Emeigoncy Notification Sys Communicalor," 
MCCANCE.WT, Connoclicul Yankee Atomic Power Co 89/03/09 20pp 49008 010 
49008 037 


-8611060392 Safety ©valuation supporting Amend 86 lo License OPR 61 

* Office of Nuclear Reactor Rogulolion, Direclor (851125 070411) 06/10/30 bpp 
38484 146-3G404 151, 

B902240074 Forwards Topical Ropl NUSCO-165, “Largo Break LOCA Fuel Rod Ro 
sponso (NUFRAP-T6) & Coro Oxidation Evaluation Models (NUCOM) ” Final ropl pro 
viding plant specific large break LOCA analysis remains scheduled for submillal m Jul 
1069, 

MROCZKA.E J . SEARS.C F Connoclicul Yankee Alomic Power Co MROG7KA.I J 
Norlhoasl Ulililios 89/02/17 Documonl Control Branch (PocumonI Conirol Dosk) 
2pp, 40576 063-40576 243 

-8902240079 ^argo Break LOCA Fuel Rod Response (NUFRAP-T6) & Core Oxidallon 
Evaluation Models (NUCOM) 

‘ Northeasl Ulilltios Service Co (subs ol Norlhoasl UliliUes) NUSCO 165 00/02/20 
leopp 40576.065 40576 243 

8903020010 Notification of 000228 meeting w/util in Rockvillo.MD lo discuss stnlus of 
now svDichgoar bldg & proposed testing 

WANG, A Project Direcloral© 1-4 09/02/21 STOLZ.J F Project DIrocloralo I 4 Opp 
40669 140.40669 142 

6903130122 NoUficalion of Significant Licensee Meeting 80 038 on 090227 w/ficonsoo 
In King of PrusaiapA for mgl moo ling lo discuss preoporallonal/slarlup losling of new 
switchgear Mods to meet App R 

MCCABE, E C Romon I, Ofcei lha Direclor 89/02/23 Region 1, Ole of Iho Director 
2pp 48020 053-48820 054 

8903100032 Application for amend to License DPR 01. revising Tech Specs ro core exit 
thremocouples.maln slack wide range noble gas monllor.roaclor vessel water level A 
RCS subcooling margin monitor, per Generic Llr 83 37 

MROCZKA.EJ. SEARS.C F. Connacllcul Yankee Atomic Power Co MROCZKA.E J 
Northeast Utililios 69/03/01 Documonl Conirol Branch (Document Control Dosk] 
3pp 48010 117-4B610 129 

-8903100935 Proposed Tech Specs, revising info on core exil thermocouptos.maln stack 
wldQ.range nobfo gas monitor, reactor vessel water level 8 RCS subcoollng marglrk 
mom lor, per GonorTc Ltr 83-37 

* Connoclicul Yankee Atomic Powor Co 69/03/01 lOpp 48010 120-48010 129 
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89030a0205 I niw.uiK updcilo on IbAP tupn it'uipws diSLimocl in lUil B/llH 
Ur (ji'SLFiplicn lit now lopics homy ndilt’i) to ISAP iipilnti'il inU'yrolort iinpU'mrnldlioit 
sclu’ctulo A snmnidry l.ililo o( ISAP AHM scoros & insUillahon man rojn lor oarh 
prO|i'Ll 

MPOfVKA.i: J tiOnniH licul YanKci' Aloimr Powor l.o MPOCVKA.E J Nfjiih(‘as1 Uhl 
itius DoLiimont Coniro! Hranch ^PocumfvM Control Desk) tlOpp 

Q903090445 Tor wards rociiicsl loi atidl tnlo ro conloriTinnco w/AI WS lor auxiliary fend 
watof sys tllock dtaqrarns sliowiny components of auxiliary Icedwaler actuation qircuil 
should 1)0 pruvidort 

WANG A □ Pro|DCl Direclorale I 2 B9/03/02 MROC/KA E J Coniini'liful Ynnkoo 
Atomir Powr*r Co 3pp aflflUt I28<fOfIO( 130 

8903150269 Application lor amend 1o Liconso OPR 61, revising Tecli Spec 3M 1, “He 
activity Control Sys ' Comparison matrix to existing Tocti Specs & Wr>s1inghouso STS 
one! 

MROCZKA.E J Connecticut Yankee Alornir, Power Co MROCZKA.E J NorUieasi Uhl 
dies 09/03 /Of? [Document Control Dranch (Oocumonl Control Desk) 3pp 4«H7b 20') 
4B87G ^3 

-8903150275 PropoSr’d Tecti Specs 3/4 1, “Roaclivity Control Sys ' 

' Connecticut Yankee Atomic Power Co 69/03/06 52pp 40976 2)2 40076 263 

B903150111 Forwardb Arnond 112 to Liconso DPR 61 & safety ovaluahon Amend pro 
vidos one lime relaxation of containmont intogrily Tech Specs to allow sve water side 
of four containmont air rocifculdlion Inn HXs to ho cloanet) at power 
WANG, A B Project Directorate )4 09/03/07 MROCZKA.EJ Connechcul Yankee 
Atomic Power Co Opp 40076 107-40676 204 

•*8903150122 Amend 112 to License DPR 61, providing one hmo rolaxahon o! contain 
men) inlogruy Tocli Specs to allow sve water side of four containment air focirculahon 
fan HXs to bo cleaned while at power 

STOLZ,J r Praierl Directorate I 4 09/03/07 7pp 40076 109 40076 105 

-8903150124 Safely evaluation simporling Amend 1 12 to License DPR 01 
’ Office of Nucloar Reador negulation, Director (Post 6/0411) 09/03/07 9pp 
40076 196 48876 204 

8903160349 Summary of 090214 17 mootings w/util & Foxboro Co ro review of reactor 
protection sys upgrade implemontod during 1907 outaqo 

WANG, AD Pfojocl DIroctoralo I 4 09/03/00 Project Directoralo 1-4 5pp 40B92 333 
48002 337 

8903170433 Forwards info ro radwastos at plonts.includinp rndwasio vol projections lor 
Class A.B & C a mixed waste tor 1990 1994, ostimato of present radwasto storage 
capacity a ostimato for expansion of storage capacity 

MROCZKA,G J Northeast Nucloar Energy Co (subs of Northeast Utilities) 
MROCZKA.C J Northeast Utilities 09/03/00 LINSCOTT.S K Connecticut, State of 
7pp 40053 246 48053 258 

8903270299 Applicalion for amends to Licenses DPR 61, DPR 21, DPR 65 & NPF- 
49, changing tech Specs ro admimstralivo controls & organizational charts, per Gonoitc 
Hr 00-06 

MROCKZA.E J Connecticut Yankee Atomic Power Co MROCKZA,F J Northeast Nu 
clear Energy Co (subs of Northeast Utilities) ^’ROCKZA,EJ Northeast Ulilihos 09/ 
03/13 Document Control Branch (Document Control Desk) 4pp 49055 159 
40055 190 

••8903270303 Proposed Toch Specs ro arfminlstrativo controls & organizational charts 
' Connecticut Yankoo Atomic Power Co 09/03/13 34pp 40055 163 49055 19Q 

8903230439 Forwards App A from Tl 2515/65 w/SED dales & whoro possible insp 
repls verifying items 

WANG, A Q Proioct Directorate I 4 09/03/16 BETTENHAUSEN.L Assistant Diroclor 
for Region I Reactors 5pp 49028 302 49022 306 

8903160296 Generic Ltr 09 02 to all holders of OLs & CPs for nucloar power reactors ro 
actions to improve detection of countorfoil & Iraudulonlly marketed products Sve list 
enci 

VARGA.SA Associato Diroclor for Projocls (Posi 670411) 09/03/21 Consolidated 
Edison Co of Now York. Inc 57pp 48060 001 -40960 057 


Q, Inspection reports, IE bulletins & correspondence 

8902170112 NRC Info Nolico 00 020, '‘Weld Failures in Pump of Byron Jackson 
Dosinn '* Svc list onci 

ROSSI, CE Division of Operational Events Assossmenl (Post 0704 U) 09/02/24 
Consolidated Edison Co of Now York, Inc 106pp 48572 043-40672 140 

8902210351 SuppI 1 to NRC Info Nolicia 08 073. '‘DiroOion Depondont Leak Characler- 
islics of Containmenl Purgo Valves ” Svc list one) 

nOSSI,CE Oivi'iion of Operational Events AssossmonI (Post 070411) 09/02/2/ 
Consolidated Edison Co of New York, Inc t02pp 40589 001 48589 1 10 

8902210564 NRC Info Notice 00 021, “Changos in Performance Chpraclonshcs of 
Molded Case Circull Breakers " Svc list end 

ROSSI.CG Division of Operational Events AssossmonI (Post 0/0411) 00/02/27 
ConsolldalGd Edison Co of Now York, tnc 104pp 48570 032 40570 137 

6903090375 Requosls extension of required analyses in rosponso to NRC Bulletin OO- 
oil, "Proasurrzor Surge Line Thermal Siralificolion ” Required insp at facihly expected 
to bo performed during scheduled 890909 refueling outage 

MROCZKA.E J , SEARS,C F Northeast Nucloar (iriorgy Co (subs of Norltioasl Utili- 
ties) MROCZKA.E J Northeast Utilities 09/02/20 Documant Control Branch (Docu- 
ment Control Desk) Cpp 48783 069 40783 076 

8902270168 NRC Info Nolico 09-022, ’‘Quoslionablo Certification of Fasteners*’ Svc list 
end 

ROSSLCE, Division of Operational Eyonts Assossmont (Post 070411) 09/03/03 
Consolidated Edison Co of Now York, Inc lOBpp 40732001 40732 106 

69022Q0104 NRC Info Notice 89 023, “Environ Oualificalion of Litton Veam CIR Sorios 
Electrical Connectors " Svc list end 

ROSSI.CE Division of Oporollonal Events Assessment (Post 0704 U) 09/03/03 
Consolidated Edison Co of New York, Inc tOGpp 40723 030 48723 143 


B902280t<]2 NIK Info Notin' 0h 024 Nurlrar Crilii entity Safely “ Svc lisl Gficl 
{.UNMINGHAMR I Division of Industnal & Mfdical Nuclear Snioly (Post 670729) 
60/03/06 (Ainsolidated Ldisori (.« of New York, Inc OQpp 40/00 ?52 40/(30 346 

8903010207 NR(3 Info Notice 09 026, “ Inblrument Air Supply to Safety-Rclali-'d Equip 
iiiont ' Sv( list r>ni I 

ROSSI (,r Division of Opirdhonal I vents Assi'&binenl (Post 0/0411) 0<)/03/U/ 
flonsolufaled Tdison Co ol rjuw York, Inr t05pp 48741 053 4B741 1fj6 

8903020 165 NRC3 Into Notice 09 02/, ‘ I imilatioub on Use of Waslo Forms R High Ifv 
leqiily (containers tor Disposal of I ow I evel Radwnslc Svc list one) 

QRLf VCS.JT Division of low Level Waste Mnnagoment R Doconi missioning (Posi 
670413) 09/03/00 Corisolidatod Ldison (Jo ol New York, Inc 117pp 40790 114 
40/90 231 

8903200243 Forwards Insp Rept 50 21J/O9 01 on 800104 0221 No violations 
nr)ir(l Mislatrelimj of nine oinorqoncy diosel generator 20 HX componeinls should t)o 
assessed & correrhvo actions should trr' sulirniiicd wiltjin 60 days 
RElTLNHAUSEN.t Region 1. Ofe of Iho Director 89/03/10 MROCZKA.EJ Con 
oectK ut Yankee Alomir Power Co ?pp 40959 064 48959 077 

-B903200L1V hisp Hepi 50 213/00 01 on R90104 0221 No violations noted Major 
areas irispectocj plant operations, radiahon protection, liro 

proterti(in,b(Jcufity,maini.survoillnnco testing nohio gas source invostigalion & reactor 
containment Icrnp 

MCCAOL.FC Region t. Ole of the Director 89/03/10 llpp 40959 066 4Q959 077 

8903080372 NRC Info Notice 09 020, ‘ ' Vetght & Cir of Gravity Discropancios for Copes 
Vulcan Air Opernled Valves Svc list unci 

ROSSI.CE Division of Operational Events AssossmonI (Post 670411) 69/03/ 14 
Consolidaled Edison Co of New York, inr 107pp 40005001 40895 109 

8903090021 NRc Info Notice 60 029, '‘Potential Faituro of ASEA Brown Dovori Circuit 
Breakers During Seismic Event “ Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 670411) 09/03/15 
Consolidated Fdison Co of Now York Inc lOGpp 48070 053 48070 169 

8903090133 NRC Info Notice B9 030, “High Temp Environs at Nucloar Powor Plants" 
bvc list end 

ROSSI.CE Division ol Oporational Events AssossmonI (Post 070411) 09/03/ 15 
Consolidaled Edison Ce of Now York. Inc tOOpp 40095 1 10 40095 21 5 

8903210421 Responds to NRC Bultotin 8f3 010, "Nonconforming Molded Caso Circml 
Brookors “ List of in slock items w/modd numliors & mlg names and 
MROGZKA,EJ Norlhoast Nuclear Energy Co (siibs of Norihoasl Utilities) 
MROCZKA.EJ Connocheut Yankee Atomic Power Co MROCZKA.EJ Northeast 0 lit* 
itiGS 89/03/10 Dorurnenl Control Branch (Document Control Desk) Mpp 
40977 163 40077 17C 

8903160427 NRC Info Nolico 09 031. "Swolting & Crackif^g of Halnium Control Rods'* 
Svc hsi end 

ROSSI.CE Division ol Oncrahonal Events AssossmonI (Post B7Q411) Oa/03/P? 
Consglidniod Edison Co of Now York, Inc 102pp 409B6 001 40086 103 

0903170419 NRC Info Notice 89 032, "Surveillarico Tosiifig oi Low Temp Overprossuro 
Prolortion Sys “ Svc list end 

ROSSI.CE Division of Oporational Events Assoasmonl (Posl 070411) 00/03/23 
Consolidaled Edison Co of New York, Inc I04pp 4BQC2 044*40092 147 


R. Periodic oporotlng roporta & retated correspondence 

0903030307 "Haddam Nock Plant & Millalono Station Units 1,2 & a.ArtnunI Ropl for 
1900* W/090221 Ur 

MROCZKA.EJ Comujcltcul Yankee Atomic Powor Co MROCZKA.E J Northeast Nu 
dear Energy Co (subs of Northeabl Utililios) MROCZKA.E J Norihoasl Utililios 00/ 
12/31 529pp 40667 20148069090 

8903140014 Forwards "Haddam Nock Plant Semiannual Radioactive Effluents Rolonso 
Ropl Jut Doc 1980 " Annual rotfioactivo olUuonts dose ropt to bo sutimilterl in Mar 
1009 to includn nssossmonl ol radiation doses duo to staled offluonts during CYQO 
MROCZKA.E J , SEAf18,C F Connociicul Yankoo Atomic Power C}o MROCZKA,E J 
Norlticasl Uldiuoa 09/02/20 Document Control Branch (Documont Control Desk) in 
40704 055 40784 060 

—8903090124 "Hnddom Nock Pfanl Semiannual Radioaclivo Efituonts Roloaso Rept.Jul- 
Doc 1908 " 

* Connecticut Yankoo Atomic Powor Co 08/12/31 12pp 40734 05G-46704 06G 

8003220304 Monthly operating ropl for Fob 1989 for Haddam Nock W/00031 5 ltr. 
WALL.KC, MIILER.DO Conneclicul Yankrjo Atomic Powor Co 09/02/po. lOpp 
4D903 270 40993 200 


S, Reportable occurrencea, LERs & related correapondcnce 

8903020515 PNO 1 09 013 on 000224,licansoQ idenliliPd unmonitorod releaso path (rom 
uncotilrollod sponl fuel bldg dram Ihrounh switchyard dram sys Caused by rndwasio 
wafer being orronoousfy discharged info floor dram Dram pfugqed 
SMEDLOSKY.T , MCC/VBE,E Region 1 , Ofc of the Director Q9/02/24 Ip 48673 015 
40073 015 


V. Operotor Examinations 

6903200320 Nolification of 890300 Significant licensoo Meeting 09-041 in Region I ofc 
io discuss roqualificaiion oxnrns 

MCCABE, EC Region 1. Ofc of the Dircclor B9/03/O2 Region 1, Ofc of the Dlroctor 
2pp 40971 004 40071 005 

8903220169 Generic I tr 89 03 to all powor reactor liconsuos 6 applicants for OL ro op* 
orator licensing nail oxom schedule Svc list end 

VARGAS A Associate Director for Projects (Post 070411) 89/00/24 Consolidated 
Edison Co of Now York, Inc 54pp 40005 001 49005 058 



22 DOCKETED ITEMS 


DOCKET sa 219 OYSTER CREEK NUCLEAR POWER PLANT 


Q Inspection reports, IE Dullellns & correspondence 


F. Security, medical, emergenev & fire protection plans 

a903020530 Discusses Safely Insp 50 2IQ/£H J3 on OR 1030 1203 & lorwartls parlially 
withhold notice of violation (rcl 10CFn73 21) Concr-m rp failero In idonlil/ oxislencr* 
of tJenraded barrier in area SMb| to routine lours by secuuly personnH noted 
KANE,WF Region 1, Ofc of Iho Director 89/02/22 FIT2PATniCK E General Public 
UHIitiesCorp - GPU Service Coip 3pp nQbJA 35d-'t8r>7'l 358 

-B9D3020532 Partially withheld notice of violation from msp on E<81030 1203 (ref 
10CFF173 20 

KAhJE.VV F Region t. Ofc of the Director 09/02/22 2pp 4B674 357-^067^ 358 

89030B0106 Forwards Safely tnsp Ropl 50 219/88 3B on 801204 090114 No violations 
noted Discusses concerns ro timely & adoqiiato disposition of preliminary safely con 
c&rns 

BETTENHAUSEN.L Region 1, Ofc of Ibo DirectOi 89/02/23 FIT2PATRICK.C Gen 
eral Public Dlilitios Corp - GPU Servico Corp 2pp 40739 266-48739 204 

”0903660109 Insp Repl 59 219/80 38 on 081204 090114 No violations noted Unro 
solved items observed Major areas lospoclcdmamt 8 survoillanco aclivibos, radiation 
control & physical security, including security events re unaulhorizod onlry 
COV/GILL.C Region 1. Ofc of Iho Dirocfor 09/02/21 27pp 48739 260 40739 294 

090317042-9 Forwards Safely Insp Rep) 50*210/69 03 on 090117*20 No violations 
noled 

QEllAMY.HR Region 1. Ofc of the Director 69/03/08 FIT7PATRICK,E General 
Public Utililios Corp - GPU Service Corp 2pp 40900 330 40900 350 


B903020599 Responds to violations noted in Insp RcpI 50? 19/80 35 Corroclivo ac 
tions26 profodiires reissued v /required approved signature & revs to two remaining 
procedures will he issued on approval 

f IIZPATRICK.E General Public Uiililios Corp GPU Service Corp 89/02/09 Docu 
meat Control Qranch (Docunieni Control Desk) Jpp 486B9 151 48669 353 

6902230453 Summary ol 690130 meeting w/ulil in Rockville, MD to discuss SSOMI 
(SSOMI design phase) Issue 2 re solpomls for process vnnabtos & achoris lo be 
taken lioloro startup List of allnndoes 6 agenda end 

DROMERICK.A W Projon Direcloralo 14 09/02/10 Projoci Dircctoralo 14 Son 
40579 007 40570 010 ^ 

B902240076 Responds to NHC 090110 Id ro notico of violation & proposod imposition 
of civil penally m amount of S50.000 Corrective actions re omphasizinu to operators 
imporlanco of adhererree to noprovod procedures & revs lo prorodures Poo paid 
CL ARK, PR General Public UliliUes Corp - GPU Sorvico Corn 09/02/14 Ofc of En 
forcement (Post 070413) 7pp 40503 158 48583 164 

B902230528 Forwards Safety Insp Ropl 50 219/09 02 on 09011 /-20 & notice of viola 
(ion 

DURR.JP Regcon I. Ole of the Direrlor 09/02/15 FITZPATRICK.E Gonoral Public 
Ulililios Corp - GPU ServitoCorp 2pp 48555 122-40555 129 

-8902230534 Notice of violation from insp on 8901 17-20 Violation noted on 
890120.lhreo splices in LimHorquo valve V-14 30, used lo oxtered power loads for ter- 
mination to tcrniirral blocks, did nol conform to splice configuration specs 
♦ Region 1, Ofc of iho Diroctor 89/02/15 Ip 48555 124 48555 124 


-8903170431 Safely Insp Repl 50 219/89 03 on 0901 17*20 No violations, doviationiS or 
unresolved items noted Major areas inspected ticonseo emergoncy preparedness pro 
gram 

AMATO.CG, LAZARUS, Wsf Region 1. Ofc ol tho Oireclor 69/03/03 lipp 
48900 340 40900360 

8903210310 Revised emergency plan implemcnfmg procedufQs,incliidino Rev 3 lo 9473 
IMP.13Q0 27, Rev 6 to 9473 lMP-1 300 40.RGV 6 lo 9473 IMP- 1300 06 & Rev 4 lo 
9573-IMP 1300 07,W/a90310 Ur 

BARTON, JJ General Public Ulililios Corp - GPU Service Corp 69/03/10 lOOpp 
40D02 149 49002 236 


J Insurance & Indemnity Information 

8903080514 Forwards Endorsemenls 130 & 13 1 lo NELIA Policy NF-164. Endorse 
monls 107 a 108 lo MAELU Policy MF-44. Endorsemenls 94 a 95 to NELIA Policy NF- 
107 .Endorsements 1 10 a 111 to NEUA Policy NF 220 a Endorsemenls 97 a 00 lo 
MAELU Policy WF-73 

FARREll,E Marsh & McLennan, Inc 00/01/18 DINITZ,! Office) of Nuclear Roacler 
Regulation, Director (Post 070411) 23pp 48743 197*48743 220 


P. Operating license stage dacumenta a correspondence 

B003010013 Summaiy of 806213 meeling w/iilil a Slalo of NJ ro air sys rololing lo 
MSiVs & reactor bldg lo torus vacuum breafiers Ulil should docomonl overall melhod 
ology used for MSIV leakage problems prior to stafluj> Viewgrapfis onci 
DROMERICKAW Project Directorate 1*4 89/02/21 Profocl Direcloralo 1*4 27pp 
48637 200 48637^28 

8903930151 Provides response lo Gonoric Ltr OB- 1 4, Including actions taken & plans for 
addi aclbons to bo taken during Gycio 13 refueling outage Advisos tiiat air operatod 
valve failure posiffons correct for assuring required safely functions 
FITZPATRICK.E General Public Ulihbos Corp * GPU Service Corp 09/02/21 Docu* 
mam Control Branch (Document Control Desk) 6pp 48716013 48716 018 

8903Q70205 Nolificalion of 890307 meeting w/DWR Owners Group In Rockville, MD lo 
discuss items of current fnteresi Agenda end 

SfMO.LC Division of Engmeenng & Systems Tcchnotqgy (Post 870411), 00/02/2& 
MIRAGLfA.FJ Associate Drroclor for Inspection & Teclinical Assessment (Post 
B70411).app 48763 023 48763030. ' 

0993130313 Forwards safely evaluation concluding that second tOyr Insoivico map & 
testing inlei^at may bo oxlendod 22 months until 011014 & that dala oblained from 
program may be used In augmonted fnsorvico msp program 
OflOMERlCK,A W Prajocl Directoralo 1*4 89/03/06 FITZPATRICK.E General Public 
Utilities Corp. - GPU Service Corp 3pp 40021 304 48821 312 

-8903130319 Safety evaluation supporling licensee requosl lo oxlend socond 10 vf in 
sorvico msp & testing Interval unlil 91 1014 

‘ Oflice of Nuclear Reactor Regulalion, Director (Posl 870411) 09/03/06 6 pp. 
48621.307*48821 312 * kk 

8903160045 Forwards Rev 0 lo Topical Rept 05B. Evaluation ol Oyster Creek MSIV 
Leak Rate ' Aniicipaiad MSIV laokago undor DBA conditions does not roprosoni 
safely concern.sinco foakago/offsilo doso w/zoro pressure below SEP dose 
WILSOKRF. General Public Utilities Corp * GPU Sorvico Corp 69/03/18 Documonl 
Conlrol Branch (Document Conirol Desk) 2pp 48087.260 408B7 208 

‘ of OjfSIer Creek MSIV Leak Rate" 

MOORE.J.P, DEMPSEY.T M , LANESt.LC. General Public Utitillos Corp * GPU Serv- 
ice Corp 058 ROD. 89/02/28 2&pp 40087,262-48807 290 

8903270001 Requests assistance) In Inlegrallng Mullt-Pfant AcIIoa B*94, "Mark I Con* 
ainmoni prywell Coriosion" w/curronl olforls re development of now roquiromonls for 
insorvfce in^ of steel conla^ri monls 

Division ef Reactor Projeefs * III.IV.V & Spcclof Prolocls (Foal 
870411) 89/03/17 GILIESPIE.F.P Program Management. Policy Development & 
Analysis Staff (Peal 87041 1) 4pp 49040J74*49049:1?7 pv a 

ponenc Ur 89-02 lo all holders of OLs & CPs for nuclear power reaclors re 
and ifnprove dateclion of counterfeit & fraudulerilly rnarketed products Sve list 

VARGA.S A Associate Director for Projecls (Posl 070411) 88/03/21, Consotidaied 
Edison Co of New York, Inc, 57pp. 4B960 001*48960 057. 


**8982230542 Insp Ropl SO 2 19/89 02 on 8001 17*20 Violations notml Major areas 
inspocled liconsoo aclivily re Info Noltco 06 053 (Raychom snliccs) 

PAOLINO.RJ. ANDERSON, CJ Region 1, Ofc of Uio Diroclor 89/02/03 Snp 
40555 125 48555 129 ' 

8902240021 Advises that ulit 890120,23 & 31 Itrs re IGSCC insp & repairs performed 
during 12R refueling oiilago meet Generic Ltr 80 01 requiromonts Safely ovalualion 
will bo sent under separato conver 

DROME RICK, A W Proiccl Directernto t-4 09/02/16 FITZPATRICK.E Gonoral Public 
Utililies Corp *GPU Service Corp 4pp 40576 265 46576 268 

B902240052 Folwards SSOMI Repl 50 219/88 202 on 801017 21 & 1031-1104 Con 
cems raised re conlrol room HVAC & folly loaded condilion of emergoncy diobol non 
eralor buses Rosponso reriuoslorf within CO days 

LAINAS,GC Division of Reactor Prqlecls - I/ll (Posl 870411) 09/02/17 

FITZPATRICK.E General Public Utilities Corp * GPU Service Corp Dpp 40680 212 


**0902240058 SSOMI Ropl 5D 219/68 202 on 001017-20 & 1031*1 104 Major areas 
inspected detailed design S onginoerlng required lo support mods implomonlod during 
outage Weakness noted ro design Input for UVAC sys float loads 
GUTHERIE.S, IMORO.EV, HAUGHNEY.CJ Special Inspuclion Branch 09/02/01 
55pp 40500 217*48580 271 

8902200473 Responds lo NRC 000119 Ur ro violalions noted in insp Ropl 50 210/88 
33Coffec1ivo actions uncontrolled items stored in locations othor limn warehouse 
localed.idonlifiod & ovniuatod & mail control program will bo developed 
riTZPATRICK.E General Public Utilities Corp - GPU Sorvico Corp 09/02/21 Docu- 
monl Conlrot Branch (Document Control Desk), 2pp 48625 147-40625 148 


8903020530 Discusses Safely Insp 50 219/00 33 on 081030 1203 & forwards pahlally 
withhold notice of vtolalion (ref 10CFR73 21) Concern re failure lo irtonlify oxistenco 
of dojradotl barrier In area subj to roulino tours by security norsonnej noted 
KANE.WF Region l,Ofc of tho Director 09/02/22 FITZPATRICK.E General Public 
Ulililios Corp * GPU SorviCQ Corp. 3pp 40674 354 46074 358 


**8903020632 Parllally withheld notico ol viofalion from Insp on 001030 1203 (rot 
10CFR73 21). 

KANE.W.F Region I, Ofc of Iho Director 09/02/22 ?pp 40674 357 48074 350 

8903060106 Torwarda Safely Insp Ropl 50 219/08 30 on 001204 0901 14 No violations 
noted Discusses concerns re timely & adequate disposition of pfoliminarv safely con 
corns 

BETTENHAUSEN.L Region 1. Ofc of the Oireclor 89/02/23 FITZPATRICK.E Gon 
oral Public Ulililios Corp * GPU Soivico Corp 2pp 40739 266 40739 204 

**0903060109 Insp Repl 50 219/66 30 on 881204 0901 14 No violalions nolod Unro 
solved Items observed Major areas inspected mainl & surveillance aclMliQs.radlnilon 
confrof & pftysical accurilwncfutling socurily ovonis ro unauthorized onlry 
COWQILL.C Region I, Ofc o( tho Diroclor 00/02/21, 27pp 48730,268 48730 294 

8903130136 NotHicalion of Significant Meeling 89 039 on 000314 w/llcensGO in Kina of 
Prussia, PA lor SALP Board meeling ^ 

COWGILL.CJ Region 1. Ofc of Iho Director 09/02/23 Region I, Ofc of the Diroclor 
2pp 48019 358-40810 368 


8902170112 NRC ip-fo Notice 89 020, ’’Wold Failures in Pump of Byron Jackson 
Design." Sve Hal end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/02/24 
Consolldalod Edison Co o( Now York, Inc 106pp, 40572 043 40572 140 


6902210351 Supp1 1 to NRC Info Noitce 00 073, "Direction Depondonl Look Characlor- 
Istics ol Conlainment Purge Valves " Sve list end 

ROSSf.CE Division of Operational Evenls Assessment (Posl 870411) 09/02/27 
Consolldalod Edison Co of New York, Inc 102pp 48589 001-48509 1 10. 


8902210664 NRC fnfo Notice 09 021, "Changes in Performance Charac ton sties of 
Molded Caso Circuit Breakers Sve list end 

ROSSI.CE Division of Operational Evenls Assessment (Post 070411) 89/02/27, 
Consofidalod Edison Co of Now York, Inc 104pp 40578,032 40578 107 


0902 14 Itf & payment of civil penally In amount ol 

$5(f,uUO,per NnC 0901 1 8 ffr 

09/02/28 CLARK, PR Gonoral 

Public Utihtios Corp - GPU Service Corp lp 48760 167 48700 1G7 
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8903130350 Responds 10 NRC BuKctin 08 004, ‘Poloniial Saloty Rotalod Pump loss ” 
Pump suppliers venlicd adoquacy o1 existing mm flow rales for safely rotated pumps 
at facility Verification of shutdown cooling sys pumps not pursued 
FITZPATRICK, E General Public Utilities Corp - GPU Service Corp 00/02/20 Oocu 
meat Control Branch (Documonl Control Desk) 2pp 40020 335 40029 336 

8902270158 NRC Info Notice 09 022 “Qjoslionablo Cortification of Fasteners " Svc list 
end 

ROSSI, CE Division of Operational Events Assossmonl (Post 870411) 89/03/03 
Consolidated Edison Co of Now York Inc tOBpp 40732 OQl 40732 106 

8902280104 NRC Info Notice 89 023, "Environ Qualification of litlon-Voam Cffl Senes 
Etectncaf Connectors ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) BO/03/03 
Consolidated Edison Co of New York. Inc lOGpp 40723 030 40723 143 

8902280162 NRC Info Notice 09 024, "Nuclear Crilicalily Safely ” Svc list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
09/03/06 Consolidated Edison Co of Now York, Inc 96pp 40700 252-40700 346 

8903130313 Forwards safety evaluation concludinn that second lOyr tnsorvice insp & 
testing interval may bo extended 22 months until 911014 & that data obtained from 
weld exam in IQSCC program may bo used in augmented inservlco insp program 
DROMERICK,AW Project Directorate I-4 09/03/06 FITZPATRICK.E General Public 
Utilities Corp . GPU Service Corp 3pp 40021 304-40Q21 312 

-8903130319 Safely evaluation supporting licensee request to extend second 10 yr in- 
service insp testing interval until 91 tOl4 

* Office of Nuclear Reactor Regulation. Director (Post 8704111) 00/03/06 6pp 
48021 307-40821 312 

8903200330 Rev 1 to notification of SALP Meeting 89 039 on 8803 14 w/ util in King of 
Prussia, PA 

COWGILL.C J Region 1, Ofc of the Director 89/03/00 Region 1. Ofc of the Director 
2pp 48971 086 48971 087 

8903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safety Related Equip- 
ment " Svc list end 

ROSSI.CE Division of Oporalional Events Assessment (Posl 870411) 00/03/07 
Consolidated Edison Co of New York, Inc 105pp 40741.053 40741.150 

8903020166 NRC Info Notice 89 027, '‘UmHallons on Use ot Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwasle ** Svc liM end 
GREEVES.J.T Division of Low Level Waste Management & Decommissioning (Posl 
070413) 00/03/00 Consolldalod Edison Co. o1 Now York, Inc 117pp 40700 114- 
48798-231 

8903170429 Forwards Safely Insp Rept 50-219/09 03 on a90117-20No violations 
noted. 

BELLAMY.RR Region 1, Ofc of the Director 09/03/00 FITZPATRICK.E Gonerel 
Public Ulilllies Corp - GPU Service Corp 2pp 46000 336 48900 350 

-8903170431 Safety Insp Repl 50 219/89 03 on 890117-20 No violations, deviations or 
unresolved items noted Major areas inspected licensee emergency proparodnoss pro 
gram 

AMATO, CG., LAZARUS.WJ Region 1, Ofc of the Director 09/03/03 lipp 
48000 340-48900 350 

8903000372 NRG Info Notice 69 028, "Weight & Clr of Gravity Discrepancies for Copos- 
Vulcan Air-Operated Valves " Svc list oncT 

ROSSI.CE Division of Operational Events Assessment fPost 870411) 89/03/14 
Consolidated Edison Co of Now York, Inc 107pp 48895 001-40895 109 

8903210304 Discusses Insp Ropla 60-219/00-23 & 60-219/08 00 on 800731 0910 & 
1013-18 & forwards notice of violation Violation re valve misposilioning Is repeat oc- 
currence conirlbuling to listed events 

KANE.WF Region 1. Ofc of the Director 09/03/14. FITZPATRICK.E General Public 
UtilillQS Corp - GPU Service Corp 3pp. 48902 271-48962 274, 

••8903210308 Notice of violation from Insp on 880731-1018 Violations noted operetors 
misread Step 7.72 of procedure ro MSIv look rate tost & mispositionod isolation con- 
denser vent lino isolation valve leaving valve in closed position 

* Region 1. Ofc of the Director 80/03/14 1p. 48002 274 40082 274 

8903220287 Forwards response to NRC Bulletin 00 007,Suppl 1, "Power Osclllallons in 
BWRs" 

FITZPATRICK.E. General Public Utilities Corp - GPU Service Corp 89/03/14. Docu 
ment Control Branch (Document Control Desk) 3pp 49020*160-49020*152 

8903090021 NRC Info Notice 89 029, "Polontlat Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event '* Svc list end 

ROSSI.CE Division of Operational Events Assessment (Poet 870411) 09/03/15, 
Consolidated Edison Co of Now York, Inc 106pp 40870'053-48870‘169 

8903090133 NRC Info Notice 80 030, "High Temp Environs at Nuclear Power Plante.” 
Svc list end 

ROSSI.CE. Division of Operattonal Evenls Assessment (Post 870411) 89/03/16 
Consolidated Edison Co of New York, Inc 106pp 48895 110-48086*216. 

8903230238 Provides addi info ro discrepancy noted in opening limes of core spray sys 
during safety ays outage mod Insp Current App K analysis tokos credit for core spray 
injection valve opening time of 20 s as Indicated In updated FSAR. 

FITZPATRICK.E Genera) Public Utilities Corp. - GPU Service Corp 88/03/15. Docu- 
ment Control Branch (Document Control Desk), 2pp. 46029, 307-49029:308 

8903270233 Responds lo NRC Info Notice 88-002, "Torus Shells W/ Corrosion fk De- 
graded Coatings in BWR Containments" Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel end. 

STUART, CO S.G Pinney Co 09/03/15 ROSSI.CE. Divlslor^ of Operational Events 
Assessment (Post 870411). 9pp 49056 023-49056 031 

8903280101 Forwards SSOMl Rept 60-219/88-203 on 881 128-1 21 e.Woaknesses Identi- 
fied Involving implementation ot existing programs & procedures Number of equipment 
operability concerns remained to be resolved Util 8901 12 response adequate, 
LAINAS.G.C Division of Reactor Projects - l/ll (Posl 870411) 89/03/16 
FITZPATRICK.E. General Public Utilities Corp - GPU Service Corp 6pp 46074,292 
49074.331 


-8903280116 SSOMl Ropl 50 219/80 200 on 881 120 1216 Major areas 
inspected adequacy of liLOnseo mgl & control of mods porlormed during major plant 
outag^Q & to Identify strengths & weaknesses in hcensoe mod programs 
VANOENDURGH.C , KONKLIN.J E , HAUGHNEY.C J Division ol Reactor Inspection & 
Safeguards (Posl 07041 1) 09/03/13 34pp 49074 298 49074 331 

0903160427 NRC Info Notice 09 031, **Swelling & Cracking of Hafnium Control Rods *’ 
Svc list end 

ROSSt.CE Division of Operational Evenls Assessment (Posl 070411) 89/03/22 
Consolidated Edison Co or Now York, Inc 102pp 40906 001-4G906 103 

8903170419 NRC Info Nolico 89 032, **SurvQillanco Tosling of Low Temp Ovorpressuro 
PfolGClion Sys " Svc list end 

ROSSI, CE Division of Operational Events Aseossment (Posl 870411) 89/03/23 
Consolidated Edison Co of Now York, Inc 104pp 48092 044 48992 147 


R. Periodic operating reports & related correspondence 

8903090383 "Oyster Crook Nuclear Gonoraling Slalion 1988 2 Semiannuat Effiuenl Ra- 
leaso Rept " W/890301 Hr 

FITZPATRICK.E General Public Utilities Corp - GPU Service Corp 88/ 12/31 39pp 
40799 146 48799 183 

89030B0111 Monthly operating ropl for Jan 1989 for Oyster Creek Nuclear Generating 
Station W/090215 Hr 

SEDAR.J H , BARAN.B . FITZPATRICK.E Qone/d Public Ulililios Corp - GPU Service 
Corp 00/01/31 Opp 40760 260 48760 273 

8903230006 Monthly operating rept for Feb 1080 lor Oyster Creek Nuclear Generating 
Station W/B903 14 Ur 

SEDAR.J H , BABAN.R . FITZPATRICK.E General Public UlilUlos Corp GPU Service 
Corp 80/02/28 7pp 40020 133 40029 139 


S. Reportable occurrences, LERs & related correependence 

6902230464 LER 09 001 00 on 8901 1 1, testing ptan to address concerns noted in Go- 
none Llr 00*14 re instrument elf supply problems could not bo completed due lo ex- 
cessive air leakage from control air piping connections Piping replaced W/0002 10 Ur 
GAYLEY.R 8 , FITZPATRICK, E General Public Utditios Corp • GPU Service Corp 89/ 
02/10 4pp 40560 168 4D56D 171 

8903030163 LER 89 002 00 on 090114 & 15.posslblB fuel pool gate (FPG) movomonl 
over irradiated fuel occurred Caused by falluro of porsonnel to monitor gate 
movement Spent fuel relocated lo provide addI ctearanco for gate path W/fl90220 Ur 
HAWLEY,AL, FITZPATRICK.E General Public Ulilitios Corp • GPLI Service Corp 00/ 
02/20 6pp. 48604 297-48694 302 

8903230320 LER 80 003 OOon 890213,inadvertenl1y roactor isolation signal 
Initiated Caused by failed (use in reactor protoclion sys Channel 2 Failure attributed to 
human onglneering design deficiency Isolation signal reset W/890314 llr 
CERVENKA.P , FITZPATRICK.E General Public UlllHios Corp - GPU Service Corp 
00/03/14. Bpp. 40037 145 49037 149 


V. Operator Examinations 

0903220159 Generic Ltr 89-03 to all power reactor llconseos & applicants for OL re op- 
erator ficonsfng naff oxam schodufo Svc fisf onef. 

VARQA,SA Associate Director for Proiocts (Posl 070411) 09/03/24 Conaolidalcd 
Edison Co of New York, tnc. 54pp 49005 001-4 9006' 066 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATlONi UNIT 1 


F, Security, medical, emergency & fire protection plane 

8903140238 Firral response to FOIA roquost for docu men Is, Forwards App A 
documonls.Apb A documents also available In PDR, 

GRIMSLEY.DH Documonl Control Branch (Document Control Desk) 09/03/09. 
HAWKINS, M Impell Corp 2pp. 40075.002-48875 112. 

"8810130013 Informs Of headquarters parlicipallon In listod exercises w/ regions for 
1980-1989 

SPE8SARD.RL Division ol Oporalional Assossmonl (Post B70413) 80/09/23 
ALLAN, J M Region I, 0(c of iho Director ERNE ST, M L. Region 2, Ofc of the Direc- 
tor PAPERIELLO.CJ Region 3, Ofc of the Director. 2pp 48876084-48875:085 

-8903140209 Informs of planned regional parlicipallon In emergency exercises for 
pyeo.Tontativa schedule of activUleslisled 

RUSSELL, W.T. Region 1, Ofc of iho Diroclor 80/11/04, Region 1, Ofc ol Iho Direc- 
tor. 22pp 40876.088-40875 107 


J. Insurance & Indemnity Information 

8002270812 Forwards endorsements to listed N ELI A & MAELU policies & corlificalea 
OCONNOR.OJ Marsh & McLennan, fne 89/0 1/ 13 DiNfTZ.f Office of Nuclear Reac 
tor Regulation, Director (Post 870411) 125pp 48585.055-48585.179 


P. Operating license stage documents & correspondence 

8903010239 Forwards notice ol consideration of Isa trance of amend to License DPR- 
63 Amend revises Tech Specs re core spray. 

SLOSSON,M.M. Project Directorate 1-1 09/02/15 BURKHARDT.L Niagara Mohawk 
Power Corp 2pp 48550:325-48650 334 

"6903010244 Notice of consideration ol Issuance ol amend lo License DPR-53 A pro- 
posed NSHC determfnaiion & opportunity for hearing Amend deletes applicable tech 
8peo sections to allow operation w/one core spray sys inoperable. 

SLOSSON.M M, Project Direclorale 1-1. 09/02/10. Spp 
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B902240303 Notification o1 a90222 menling w/iilil in RockvilloMD to tlisrijss liconsinq 
1SS1J0S sl^tus 

NEIGH0ORSJD Pro| eel Directorate 1-1 99/02/17 MURLFV T . SNIEZEK .1 NRO 
No Dclfiiled Alfilialtan Giveo WIRAGUAF Associalo Director lor ln<ipc>c|ion & Techni 
cal AssossmsnHPost !) 4pp 4B571 133 48571 136 

8902200049 Informs lhal submiUaf of response to Generic Llr 68 14, ‘Instrument Air 
Supply Sys Problems AflectinEf Safety Related Equipment* rjolaycd unlil 890310 
TERRY, C D Niagara Mohawk Power Corp 09/02/ 17 Olfico ot Nuclear Reactor Rog- 
ulalion Director (Post 870411) tp 4B63B 153 48636 153 

8903020402 Forwards Rev 4 to NMPC OATR-t, 'QA Program Topical Repi lor Nino 
Milo Point Nuclear Sialion Operations “ Hovs include corporate reporting & responsi- 
bility changes as well as descriptions lor organizations not previously idonlificd 
PALMER, DR Niagara Mohawk Power Corp 89702722 Doctmont Control Branch 
(Doctmenl Co-ntfOl Desk) 4pp 46674 O01 48674 0B6 


Q Inspection reports, IE Bulletins & correspondence 

0903070064 Forwards Safely fnsp Repl 50 220/69 01 on BOOIOJ OG Violation 
noted Violation being roviow for potential Gntorcornent 

MARTIN, TT Region 1, Ofc of tho Director 89/02/21 QURKHAnDT,! Niagara 
Mohawk Power Co/p 2pp 487G3 199 46763 221 

-8903070066 tnsp Ropl 50-220/89 01 on 890103 06 Violalion nolod Major areas 
inspocled organization & staffing, QA plant mods, leclinical iraining.rngt support & com 
4nuni cations 

WOODARO.CH. WATHEW.RK , ANDERSON, C J Region 1, Ofc of iho Dirocicr 89/ 
02709 20pp 48763 202-40763 221 

8902170112 NRC Info Notice 89 020, "Weld Failures in Pump ol Byron Jackson 
DDSigr>'' Sve list one) 

ROSSI,C E Division of Operational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co oi New York, Inc lOBpp 48572 043 48572 148 


-0903020408 "OA Program Topical Repl for Nine Milo Point Nuclear Station Opar 
PALMER,DH Niagara Mohawk Power Corp 88/12731 62pp 48674 005-46674 086 

8903090279 Forwards RevO to inlcgraled restart schedule for unit 
BUnKHARDT,L Niagara Mohawk Power Corp 89/02/23 RUSSELL.W T Region 1, 
Ofc of me Director. 20pp 48780 018 48700 037 

8903100520 Informs that util intends la present enginoenng program integration plan 
between now & June 1989, per 881017 response lo addi Commission questions on 
Generic Ltr 83-28 _ ^ 

TERRY ,CD Niagara Mohawk Power Corp OD/03/01 Documonl Conlrol Branch 
(Document Control Desk) 1p 48828 027 48828 027 

89 031 50169 Forwards responses lo NRC questions ro licensee restart action plan S nu 
clear improvement program Repiacemeni pages for aclion plan end 
DONLON.WJ Niagara Mohawk Power Corp 89703702 Documonl Conlrol Branch 
(Document Conlrol Desk) 65pp 48873 167-48073 331 

"8903 150176 Rov 1 lo "Restart Action Plan-’" 

PERRY, J A Niagara Mohawk Power Corp 09/03/02 tOOpp 48873 232-48873 331 

8903170334 Notice of Signlficanl Licensee Meeting 89 044 on 090313 in King of 
P/ussIb.PA to discuss uliT response lo NRC commor>ls on Nino Milo Poinl Unit 1 ro 
start aclion plan _ ^ 

JOHNSONjH Region 1. Ofc of Iho Direclor 89/03/09 Region 1, Ofc of the DJrec- 
lOf 2pp 40050 302 48950 383 

8993160004 Summary ol 890222-23 moolings w/utd & ECaG Idaho, Inc re issues resull 
Ingi from review of Unit 1 pump & valve Inse/vice losling program List of atlendees 
end 

MCCREE.VC Project Direclorale 1 1 80703710 Projocl Direclorato I 1 22pp 
4BB76 102-48B76 124 


8903210429 Submits results of Investigation ot worst case flashing condition in water 
tevel Ins tru menial ion piping, per Generic Llr 84 23 During wnikd own, several pipe sup 
ports found in nonconformance w/piplng drawings 

TERRY, CD Niagara Mohawk Power Corp B97O3/I0 Documonl Conlrol Branch 
(Document Conlrol Desk) 2pp 4BQB4 232 48964 233 

8003200013 Notification of 890316 meeting w/ulil In Rockvillo.MO to discuss licensing 
action status for plant 

SLOSSONpMM Project Direclorale 1-1 B9/03/13 MURLEY,T, SNIE2EK,J. 

MiRAGLIA,F NRC - No Detailed AffiliatioaGivon 4pp 46964 070 48964 082 


B903000071 Forwards addI reliof reauosts for first lO-yr interval inscrvice insp 
program Fuel loading currently scheduled for early May 1989 Interim approval of rolmf 
requests requested by GOO 4 24 

TERRY ,GO Niagara Mohawk Power Corp 09/02/24 Documonl Control Bfctnch 
(Documonl Conlrol Desk) 22pp 46801 005 48801 026 

8902210351 SuppI 1 to NRC Info Notice 88 073, "Direclior^ Dopondent Loak Choraclor 
iBtics of Conlainmenl Purgo Valves '* Sve list oncl 

ROSSI, CE Division ol Oporalional Events Assessment (Post 070411) 89/02/27 
Consolidated Edison Co of New York, tnc 102pp 48589 001 48589 1 10 

8902210564 NRC Info Notice 09 021, "Changos in Performance Characlonstics of 
Molded Case Circuit Breakers " Sve list oncl 

ROSSICE Dwision of Operational Events Assossmont (Post 870411) 89/02/27 
Consolidalod Edison Co of Now York, Inc 104pp 48578 032-48578 137 

8982270158 NRC Info Notice 09-022, “Quoslionablo Corlificalion of Fasionofs Sve list 
oncl 

ROSSI, C E Division of OnoraUonal Events Assessment (Post 070411) 89/03/03 
Consolidated Edison Co of Now York, Inc 105pp 40732 001-48732 106 

6902280104 NRC Info Notice 89 023, "Environ Quafificalion of Litton Voam CIR Sorios 
Electrical Cennectors " Sve list end 

ROSSI, CE Division of Oporalional Events Assossmont (Post 870411) 80/03/03 
Consolidated Edison Co of Now York, Inc lOGpp 40723 030-40723 143 

0902280162 NRC Info Noltce QO 024, "Nucloar Criticality Safety " Sve list oncl 
CUNNlNGHAM,n E Division of Induslrial & Medical Nuclear Safety (Post 070729) 
60/03/06 Consolidated Edison Co of Now York, Inc 96pp 40700 252-48700 346 

8903140467 Rosponds to NRC 899202 llr fo violations nolod in Insp Ropl 50-220/89 
03Corroclive acllonsall XR doors Inspocled for locking mochanisms & as of 
0902 16, soft locking mochanism instalfod in door 141 & sovon add) doors/gatos 
0URKHARDT,L Niagara Mohawk Power Corp 09/03/06 Documonl Conlrol Branch 
(Documonl Conlrol Desk) 4pp 4BG40 325 48040 320 

B903140648 Rosponds to NRC 099123 llr ro violations nolod in Insp Ropl 50 220/00 
34CoriQcU/e actions all variables listed in Reg Guido 1 07, (Rov 2) as Calogory 1 & 2 
ro roviQwod by util equipment qualification group 

BURKHARDT,L Niagara Mohawk Power Corp 89/03/06 Documonl Conlrol Branch 
(Documonl Conlrol Desk) 4pp 4CB55 225 40055 220 

8903010207 NRC Info Notice 39 926, "Insfrumont Air Supply lo Sofoly Rolnlod Equip 
moat ’■ Sve list end 

ROSSI, CE Division of Operalional Events Assossmont (Post 870411) 09/03/07 
Consolidated Edison Co of Now York, Inc 105pp. 40741 053-48741 150 


0903230408 Grants withdrawal of 8703-03 application for amend ro fuel cladding unlegri- 
ty & prolaclfon Inslrumonlallon 

SLOSSON.MM. Project Dl/ectoralo I I 09/03717. BURKHARDT.L Niagara Mohawk 
Power Corp 2pp 49037 143 49037 144 

09O323Q415 Forwards safety evaluation surmortina licensoo 831 106, 641 130 & 051231 
responses to Generic Ltr 63-28 .Item 2.1 (Paris 1 & 2) ro reactor trip sys componenla 
SLOSSON.MM Project Directorate 1 1 69/03/17. BURKHARDT.L Niagara Mohawk 
Power Corp 2pp 49023 034 49023 039 

-0903230419 5ER suppoding licensee 831108,841 ISO & 051231 responses to Goneric 
Hr 63 28, Item 2 1 (Paris I & 2) 

* Project Direclorale 1-1 09703717 4pp 40023 036 49023 039 

8903240019 Summary of 690307 meofing w/util to (ntroduce J Endrios & L Buikhardt & 
discuss Burkhardt plans for improving porlormsnce at facility List of altondeos oncl 
SLOSSON.MM Project Directorate 1-1 09/03717 Project Dfroctoralo II 5pp 
49040001-46040 005 

09O32BO24O Advises that aubmiltal of final rapt In response to Generic Ltr 06-14 do 
laved until 890331 due to util not completing review 

TERRY, CD. Niagara Motiawk Power Corp, 89703/20, Document Conlrol Brandi 
(Document Control Desk). 1p 49075 359-49075 359 

8903160296 Generic Ltr B9 02 to all holders ol OLs & CPs for nucloar power roaclors ro 
actions to Improve deleclion of counlerfoit & Iraudulenlly marketed products Svo list 
and 

VARGA, S A Afisoefale Oiroclor for Projecis (Post 870411) 89/03/21 Consolidalod 
Edison Co. of New York, Inc S7pp 48960 001 46000 057 

0903260112 Provides ulit plans for future exam 8 evaluation of four foodwalor nozzlos 
per NUREQ 0619lndicallons consorvalivoly ovaluated as cracks not scratch 
marks During 1993 refueling out a go, sparger from nozzle A will bo romoveci 
TERRY, CD Niagara Mohawk Power Corp. 89/03721 Documonl (3oj>lrol Brandi 
(Document Control Desk) 37pp, 49683 196-40063 234 


8903020165 NRC Info Notico 89 027, ''Limitafions on Uso of Waste Forms & High In 
logrily Conlafnors for Disposal of Low Levol Radwasto " Sve fist oncl 
GREtVES,JT Division of Low Lovel Waste Managemonl & Decommissioning (Post 
870413} 80/03/08 Consolidated Edison Co of Now York, Inc 1t7pp 48798 114 
46790 231 

6903210328 Forwards Insp Repts 50 220/89 02 & 50 410/69 01 on 690106 0217.ln 
spoclora noted unsatisfactory trond in control of sys status at Unit 2,6pocirically,acicf 
drain tine vatvaa, tygon tubing & scram discharge vol air vents not aligned 
WEN2INGER,EC Region 1. Ofc of the Direclor 69/03/10 BURKhfARDT.L Niagara 
Mohawk Power Corp. 2pp 4D9B1 002-48981 116 

-8903210337 (nsp Repis S0-220/Q9 02 5 50-410/89 01 on 600106-0217. Violalion 
noted Major aroas Inspected outage work.licenaoe action on proviously idontifiod 
ttoms,NRO bullotin & generic llr reviews & Unit 1 core spray pipe wall spider cracking 
JOHNSON, J R Region 1 . Ofc of tho Director. 80/03/09 23pp. 40981 004-40961 116 

6903080372 NRC Info Notice 89* 020, "Woight A Ctr ol Gravity Discropanclos for Copos< 
Vulcan Alr-Operalod Valves.'' Sve list encT 

ROSSf.CE. Division of Operational Evonls Assessment (Post 070411) 89/03/14 
Consolidated Edison Co of New York, Inc 107pp 48895 001 46895 109 

6903090021 NRC Info Nolico 89 029, "Potential Falluro of ASEA Brown Boveri Circuit 
Breakers During Seismic Evonl " Sve list oncl. 

ROSSI, CE Division of Oporat tonal Events Assessment (Post 670411) 89/03/15 
Consolidaled Edison Co. of New York, Inc 106pp 46670 053*40870.169 

6903090133 NRC Info Nolice 89 030. "High Temp Environs ol Nuclear Power Plants" 
Sve list end 

ROSSI, C E Division of Oporalional Events Assossmont (Post 870411) 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 48095 110 48895 215 

6903220261 Advisoa that scraenhouso not designatod vital area, in response to Insp 
Repts 60-220/88-20 & BO 410/88-20 

TERRY, C D. Niagara Mohawk Power Corp 89/03/16 Documenl Control Branch 
(Documenl Conlrol Desk) Ip 49007*169 49007 150 


0903280311 Forwards addi Info supporting application lo uso attornallvo lo 
lOGFRSO 65a requfremenis W/two oversfzo drawlt^gs, 

TERRY.CD Niagara Mohawk Power Corp. 89703/23 Document Conlrol Branch 
(Documonl Control Desk), 2pp 49064 01 1-40064 013 


89D3160427 NRC Info Nolico 89-031, "Swelling & Cracking of Hafnium Control Rods" 
Sve list oncl 

ROSSI.C.E Division of Operational Events Assossmont (Post 670411) 89/03/22 
Consolidated Edison Go oi Now York, Inc 102pp 46986 001-40980 103 
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0903170419 NRO Inlo Noftco 09 032 Survoillanci* rrslinq of Low Tomp Overprossurr 
Prolociion Syfi ’ Svc lisl oru I 

ROSSI CE DwJSion a1 Oporalional Evonts Assossmenl (Posl *170411) Hn/0)/?j 
Coo<iolit1alcti Edison l-o 0l Now York, Inc 104pp 40992 014 40992 14 7 


R Periodic operaling reports & related correspondence 


Q903140D49 SomituimMl Radiocirliwo Lfflucnl Holeaso Ropl Jul Doc 1900" W/Hn0902 
Ur 

WIlitS.JL Niaqnrn Mohawk Power Corp 00/12/31 29pp 40050 001 48090 029 

89022706Q1 Monlhly oporatmij ropt for Jnn 1909 for Nine Mile Poinl Nuclear Station 
Unit 1 W/890213 Ur 

DAHLBERG.K , Will IS J L Niarpua Mohawk Power Corp 89/01/31 7pp 48506 223 
40506 220 

8903240107 Monthly operating repi for Fob 1909 for Nino Milo Point Nuclear Station 
Unit 1 W/8003t4 Ur 

DAHLBERG.K . WILLIS, J L Niagara Mohawk Power Corp 09/02/20 7pp 40030 076 
4903B082 


S. Reportable occurronces, LERs & related correspondence 

89022303B1 Special rept on 090129,3 h rated fire door D 121 was nonfunclional beyond 
Tech Spoc limo limit during refueling oulaqe Firo watch patrols ofalablishod 1o remain 
in effect until required repairs completed 

WILLIS. J L Niagara Mohawk Power Corp 00/02/17 Documonl Control Branch (Dot 
umenl Control Desk) 2pp 405GB 140 48568 141 

8903020638 LER 08 005 01 on 000219 & 20, both conlninmont isolation valves of liquid 
poison sys (ailod local leak ralo lost durinq rofuoling outage Caused by dirt accumula 
lion on loflon seats Vatvos reinstalled W/Bil0221 Ur 

MAZ2AFERRO,P A. WILLIS, J L Boston Edison Co 09/02/21 4pp 40669 103 
48669 106 

8903020529 Part 2t ropt re failure to comply w/roquiromonls of 10CFR50 55a(g) lo ftrsl 
to yr Interval Inservico insp program Dolicioncios first identified in Jan 1980 Missed 
oxams will bo performed during current rofueUng outage 

TERRY, CD Niagara Mohawk Power Corp 89/02/24 RLISSELL.WT Region 1. 01c 
of the Diroclor 3pp 40669 143 40669 145 

8903240079 Special rapt on 690226 work on 3 h rated ponoiralion in tuibino bldg wall 
not completed wilhm Tech Spoc time limit Work completed & Ponoiralion A 25 ro- 
turnad to oporablo on 890304 

Wll LIS.J L Niagara Mohawk Power Corp 09/03/13 Document Control Branch (Doc 
ument Control Desk) Ip 49039 187 49039,107 

8903240077 Special ropl on 090302, Unit 2 firo suppression sys placed Into operation & 
cross lipd w/Unlt 1 ays before Unit 1 sys taken out of svc Unit 1 firo pump doclored 
eperablQ 

WILLIS, J L Niagara Mohawk Power Corp 09/03/14 Documonl Control Branch (Doc- 
ument Conlrot Desk) Ip 49039 169 49039 169 


V Operator Examinations 

6903220159 Generic Llr 89 03 to all power reactor ticonseos & applicants lor OL ro op 
eralor Ijconsing nail exam schedule Svc list end 

VARQA.SA Associalo Dlroctor for Projocts (Post 070411) 80/03/24 Consolidated 
Edison Co of New York, Inc 64pp 49005 001 49005 056 


DOCKET 60-223 UNIV. OF LOWELL RESEARCH REACTOR 


Q Inspection reports, IE Bulletins 8t correspondence 

8903200167 Forwards Exam Ropl 50 223/80-060L of exam administered on 801205 
GALLO.RM Region 1, Ofc of the Director 89/02/17 BERQRIAN.LE Lowoll, Univ. 
ol, lowoll, MA 2pp 40956 337-48958 350 

-8903200176 Exam Rent 50 223/88 06OL on 881205 Exam results one reactor opera 
tor candidate succosslully completed exam & granted license 
YACHIMIAK.E, ESELQROTH.PW Region 1, Ofc of tlio Director 89/02/16 20pp 
40950 339 4B950 358 


V. Operator Examinations 

8903200167 Forwards Exam Ropt 50-223/80 06OL of exam admlnisiered on 881205 
GALLO, RM Region 1. Ofc of the Director 89/02/17 BERGHIAN.LE, Lowetl, Univ 
of. Lowell. MA, 2pp 48958 337-48958 356. 

-6903200175 Exam Ropl 50-220/88-0601 on 681205 Exam results one reactor opera 
lor candidate auccessiully completed exam & granted license 
YACHIMIAK.E,. ESELQROTH.PW Region 1, Ofc of the Diroclor 09/02/15 20pp 
48958 339 40958 358 


DOCKET 50-226 RPI CRITICAL EXPERIMENT 


P. Operating license stage documents & correspondence 

8903280195 Forwards agenda for 890418-19 research (k test reactor seminars In King 
of Prussia, PA per 8901 tO Hr Updated agenda soon to fallow Map of local area also 
end 

COLLINS.S.J Region 1, Ofc ol the Director 89/03/22 BLOCK.RC, Rensselaer Poly- 
technic Instiluie, Troy, NY 6pp 49075'.090 49075 OOS 


S Roporlable orcurrcnccs. LERs & related correspondence 


8903100333 forward'i inrmo dosciihini) incident which occurred al reactor cnlical 
facility Undorstands that incirinnt docs not require immediate notification to NRC 
HARHIhDR Htinsselaor Polytechnic Inslituto, Troy. NY 89/02/17 KANE.W F 
Hoqion 1 Ofu ol the Dirr-ctor 3pp 48808 275 48608 277 


DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


S Rcporlablo occurrences. LERs & related correspondence 


8902270156 Torv/ards addi info n* 881216 incident Caused by designers of TRIG A Mark 
I Liconseo irUonds to add cleaning & lubricating rod actuating linkage & cleaning of 
housing above oleclncal portion of rod actuating switch lo annual main! schedule) 
nUQY,L fined College, Portland. OR 89/01/10 SCARANO.R A Region 5. Ofc of the 
Director 2pp 48588 206 46 5{18 208 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION. UNIT 2 


p Security, medical, emergency & fire protection plans 


8903140027 Rov 5 lo FPIP EG 10, "Offsito Person not & Vehicle Contamination Monitor- 
ing al Rolocalion Ctrs for Nuclear Station Evacueos" 

GbLDEN.JC Commonwoallh Edison Co 09/01/31 Dpp 48057 282-40057 290 

8903080068 Responds to NRC 600103 Itr ro violations noted in Insp Repts 50 237/88 
10 & 50 249/88 12Proco(Juro 3 3, "Control of Transient Combusliblo Areas & No 
Smoking Areas" revised by fire mafsimll & firo protection onginoor 
BLISS, HE Commonwoallh Edison Co 89/02/01 DAVIS,A B Region 3, Ofc of the Di- 
rector 4pp 48768 010 48/60 027 

8902230 168 Rev 15 to procoduro distribution item for DCOPs 200,200-1, 200 2,200 3 & 
200 4 flow chart W/one ovorsizo drawing 
’ Commonwoallh Edison Co 09/02/03 2pp 48507 001 40587 002 

8903010241 Revised emergency plan implementing proceduros, including Rov 11 to Pro- 
coduro ED OA, "Calrulalion Radiolodino In Conlainmonl." Rev 1 1 lo Procoduro ED- 
OB, "Calculation to Almosphoro" & Rov It lo Procodure EO-11, ’'Eslimallnn " 
FERGUSON.B . GOLDEN.JC . Ol PON2IE.M E Commonwoallh Edison Co. 09/02/14 
7Bpp 48G47 0Q5 40847 163 

0903010211 Application for amends lo licenses DPR 10 & OPR -25 .revising fire prolac- 
lion license condilions 8 Tech Specs per improvomont program Tech Spec action 
plan & Generic Llrs 80 10 & 08 12 

SILADY.JA Commonwoallh Edison Co 09/02/22 MURLEY.TE Oifico of Nuclear 
RoaclOf Regulation, Director (Post 070411) 3pp 48645 265 48645 362 

-8903010267 Proposed Tech Specs re limiting conditions for oporaflon for lire protec- 
tion sys 

" Commonwoallh Edison Co 09/02/22 tOOpp, 48645 268 48645 362 

8902230472 Rev 2 to Emorgoncy Plan Implomoniing Procedure DSSP 100-A2/B2, ‘’Hot 
Sttuldown Procoefuro Path A2/B2 " 

* Commonwealth Edison Go 09/02/28 55pp 48570 173 40570 227 

8902230476 Rov 3 lo Procedure OSSP 100 E. "Hot Shutdown Procedure Palh E '* 

* Commonwealth Edison Co 09/02/28 17pp 48570 014 40570 030 

8902230404 Rov 6 to Emergency Plan Implemonllng Procedure EPIP 200 20, "Control 
Room Evacuaiion/Safo Shutdown (Primary Rosponstbllily Operations Dlroctor) " 

* Commonwoallh Edison Co. 89/02/20 S6pp. 40578,139 48578 196 

8903090194 Forwards Rov 26 lo security nian Rev withhold 

* Commonwealth Edison Co 89/02/28 NRC • No Detailed AHlIlation Given, tp 
40781,100 40781 190 

8903280185 Revised EPIPb, including Rev 6 to ED-5 .Rqv 13 to ED 6, Rov 11 to ED- 
10, Rov 6a to ED- 14 a Rov 6 lo ED 26 

MALKEWICZ.AJ CommonwoaUh Edison Co 89/02/28 125pp 40078:113- 

49070 240, 

8003100208 Advises that util plana to install linear heat detection in a around affected 
cable trays & risers, per App R during next refueling outage currently scheduled to 
begin In Nov 1989 

SHADY, J A Commonwoallh Edison Co 89/03/01 MURLEY.T.E Ofllc© ol Nuclear 
Reactor Rogufallon, Director (Posl 87041 1) 2pp 40302 313 48802 319 

-6903100216 Summary of B90202 moollng w/Praf Loss Control.ulil a NRC al plant site 
re fosolullon of lindings during App R Insp of oul-of-svc safe shutdown equipment in 
high radiation areas 

LAUNI.CM Sargent & Lundy, Inc 89/02/27 Sargent 8 Lundy, Inc. 3pp 48802 315 
40802 319. 

8903180322 Advisos that 690220 Rev 26 to plant security plan consistent w/provislons 
of lOCFRBO 64 (p) & accoplablo 

GREGER.LR Region 3, Ofc ol the Director 00/63/02 BLISS.H E Commonwoallh 
Edison Co 3pp 49010 208 490 19 299 

8903210069 Rovfsod EPIPs.Including Rov 11 to ED-9A 8 Rev 8 to ED-14, "Estimating 
Thyroid Dose from Mensufomonts oM 131 In Milk " 

* Commonwealih Edison Co 80/03/03 13pp. 46960 248-48980.250 

8903210269 Advisos that Rev Sb lo plant emergency plan consistent w/ provisions of 
10GFR50 64(q) & acceptable Approval of emergency aciion levels (EAL) does not pre- 
clude addilions lo upgraded EALs resulting from NRC review of decommissioning 
GREGER.LR Region 3, Ofc ol Iho Director, 00/03/08. REED.C Commonwealth 
Edison Co. 2pp 489B4.042 40904 043. 
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H General correspondence 

8903^030003 Commcnl opposing proposed rules 10CFR50 & 55 fo educ & expenenco 
requirements for senior reactor operators & supervisors A tie rnal was provide no on 
nance ment of reactor safely & reduce experience love I of senior operators 
MATHIS.S Affiliation Not Assign od 89^02722 Dockotmg & Services Branch Ip 
487^5 2-12-4B745 242 

89838801 T9 Comment opposing proposed rules 10CFR50 & 55 ro educ & experience 
requiromonls tor senior reaclor operators & supervisors Bot It allernalivos would 
reduce lo nothing number of reaclor operators advancing lo senior operator 
STACY.DJ Commonwealih Edison Co 89/02/22 Dockoling & Services Branch Ip 
46745 246-48745 246 

893 30 80 U2 Comment opposing proposed rules 10CFR50 & 55 ro educ & expenenca 
requirements for senior reactor operators ^ supervisors Allern^lives provide ao on 
hancemenl of reactor safely & reduce experience level of senior oparato/s 
GULOS.J Affiliation Not Assignod 89/02/22 Dockelmg 3. Services Branch Ip 
48746 250 48745 250 

8903888135 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requiremonts for senior reaclor operators & supervisors Allernalive provides no en 
tiancemonl of reactor safely & will reduce experience level of senior operators 
MORROW.G Affiliation Not Assigned B9/02/22 Docketing 8 Services Branch Ip 
48/45 255 46745 255 

8903080432 Commanl opposing proposed rules 10CFR50 & 55 re educ & oxpenonce 
requlremeals for senior reaclor operators A supervisors at nuclear power ptanls 
FACCHINA.R E Adilialion Nol Assigned 89/02/22 Docketing & Services Branch Ip 
40744 166 46744 166 

8903063479 Commonl opposing proposod rutos tOCFR59 & 55 re educ A axpenenco 
requirements for senior reactor operators A supervisors at nuefear power plants Both 
alternatives do nol provide onhancemenl of reactor safely 

KAfCHINSKE.M Airiliabon Nol Assigned 69/02/22 Docketing A Services Branch 
Ip 48745 142-48745 142 

39Q306D494 Comment opposing proposed rules lOCFFlSO A 55 re educ A experience 
requirements for senior reactor operators 8 supervisors at nuefear power plants 
' Affiliation Nol Assigned 83/02/22 Docketing A Services Branch tp 40744 154 

48744 154 

8903080030 Comment opposing proposed rules 10CFR50 8 55 re educ 8 expenenco 
requiremenfs for senior reaclor operators A supervisors Proposed rulo altornalivos 
would reduce lo nothing reaclor operators advancing to senior operator 
PUTYL,R Affiliation Not Assigned 89/02/27 Docketing & Sarvicos Branch Ip 

48745 221 -46745 221 

8903080038 Commenl opposing proposed rufes 10CFR50 8 55 re educ & expenenco 
requiremenls for senior roactor operators & supervisors at nucloaf power plants 
CiUFFINI.LA Commonwfia:th Edison Co 89/02/27 Dockelmg & Services Branch 
ip 48745 235 48745 235 

9903000096 Comment opposing proposed rules 10CFR50 & 55 ro educ & experience 
requirements for senior reactor operators A supervisors Both alternatives would even 
tually reduce to nothing reactor operators advancing lo senior operator 
MOHR.T Aiftliaion Nol Assigned 89/02/27 Dockelmg A Services Branch 2pp 
48745,243 46745 244 

8903080160 Comment opposmg proposed rules 10CFR50 & 55 ro oduc 8 experience 
requrremonis lor senior reactor operators A supervisors Alternatives provide no on 
hancemsnt of reactor safety 8 reduce experience fevel of senior operators 
CARLSON, D Affiliaien Nol Assigned 69/02/27. Dockelmg A Services Branch tp 
48745 254-48745 254 

8993990172 Commepi opposing proposed rules 10CFR50 A 55 ro education A expert- 
once requirements for senior reaclor operators A supervisors Altornativo provides no 
enhancement of roactor safety A will reduce experience fovol of senior operators 
HiCK.J. Affiliation Nol Assigned 89/ 02/2 7 Dockotmg A Sorvicos Branch. Ip 
49745 259-48745^259 

9903080491 Comment opposing proposed rules IOCFR50 A 55 re educ A oxporionco 
requirements for senior reaclor operators A supervisors at nuclear power 
planla Proposed rufes provide no enhancomernt of reaclor safely 
THEESFELO.TL Affilialion Nol Assigned 89/02/28 Docketing A Servreos Branch 
Ip. 49744 155 48744 155 

8903980507 Comment opposing proposed rules lOCFflSt) A 55 ro educ A exponenco 
requiremenls for senior reaclor operators A supervisors at nuclear power plants Rulo 
will cause career stagnation A animosity among operators 

GOODIN, RC Commonwoalth Edison Co &9/02/38. Dockelmg A Services Branch 
Ip 48745128-46745.128 

9993099542 Coimivteni opposing proposed rules lOCFRSQ A 55 ro educ A expenenco 
requirements for senior reactor operators 8 supervisors Altornativas provide no en- 
hancement of reaclor safely A will reduce experience level of senior operators 
PALANYKJ S Alfiliation Nol Assignod Q9/(i3/0f Dockelmg A Services Branch Ip 
46744 Uf-49744 111 


d. Insurance A Indemnity inform a lion 

B 90 3 150140 Informs of onsile proporly damage msurance In force at plants 
RICHTER, M H, Commonwealth Edibon Co 89/03/09 Document Control Branch <Doc 
ument Contrcl Desk) ip 48871*345 48871 345 


?, Operating license stage documents A correspondence 

8903010224 Forwards info & lest repla.por 671120 request re SEP fnlegraled Plant 
Salel/ Assessment Rept Topic VI I- 1 A. Secllon 4 24 I. ^Isolation of Reactor Protection 
Sy® From Non-Class IE Equipmenl,” 

JOHNSON,! M Commonwealth Edison Go 89/02/02 MURLEY.T.E Olfico of Nuclear 
Reactor Regulation, Director (PosI 870411) 7pp 49651 191-48653102 

••9903919226 Safely evaluation accepting util SEP Irsleg rated Plant Safely Assessment 
Rept Topic VI 1-1 A, Section 4 24 

* Office of Nuclear Reactor Ragulatron, Director (Posl 870411) 87/11/20 2pp 
46651:203 48651 204. 


- 8903010227 “Max Crediblo Fault Testing, Moore Industries Signal Isolators lor Drosdon 
Station “ 

ROSE.DJ , STEPHENS.D E , ECKERT, WJ Nulherm International, Inc CWE 32mFT 
88/ 1 2/01 109pp 4 8 651 205-48651 313 

"8903010231 “EquipmonI Qualification Repi, Moore industnes Signal tsolaiors.for Ores 
don Stalton '* 

PARTAK.M , AKERMAN.SG . GCNIN.I Nulhorm Inlornalionnl, Inc CWE 3212R 88/ 
tl/17 4fl7pp 48651 314 4 8 653 102 

8902240141 Appficalion for amends to Liconsos DPR 19 A DPR-25, revising acfmimsira 
live controls Soclion 6 O.per Generic Ltr 80 06 lo include removal of organizational 
figures 

CHRZANOWSKI.R Commonwealih Edison Co 09/02/17 MULLER, D Office of Nu- 
clear Reactor Regulalton. Director (Post 870411) 2pp 48500 026 48580 071 

->>8902240142 Proposed Tech Specs, changing administrative controls Section 6 0, per 
Generic Llr 8B 06, lo inctudo removal of organizational figures A position change from 
radiation chemistry lochnicran to radiation proloclion technician 

* Commonwealth Edison Co 69/02/17 44pp 40500 020 40500 071 

8902280351 Advises ol withdrawal of 881005 proposed amend to Tech Spec admlnis 
Ira live conirots Soclion 6 Request being wilhcfrawn due to fmaiizalion of major roorga 
nization 

CHRZANOWSKLR Commonwealih Edison Co 89/02/21 MURLEY.T E Office of Nu 
clear Reacter Regulalton, Direclor (Posl 87041 1) 2pp 48633 227-40633 220 

0903010211 Appfication for amends lo Licenses DPR-19 A DPR- 2 5, re vising (iro proloc- 
lion ticenso conditions A Tech Specs per improvemont program Tech Spec action 
plan A Generic Lira 66-10 A 60 1 2 

SILAOV.JA Commonwaailh Edison Co 09/02/22 MUnLEY.TE Office of Nuclear 
Reactor Regufalioa Director (Post 870411) 3pp 40645 265-40645 362 

-8903010267 Proposed Tech Specs re Irmlling conditions for operation for fire protec- 
tion sys 

* Commonwealih Edison Co 09/02/22 lOOpp 40645 260 40645 362 

0903070072 Requests analysis of Allegation Rill OO-A-0147 described in Er\cl 1 re (d- 
ness for duly Issue wilhln 45 days of ltr receipt End with)iofd (ref 10CFR2 799) 
NORELIUS,CE Rogion 3. Ofc of Iho Director 09/02/22 REGD.C Commonwealth 
Edison Co 2pp 40741 001-46741 992 

9903100157 Forwards rosponso lo request for submittal re changos lo facility MED cor- 
rective action Implomontation schedule, per 899213 A 15 telcons Tolcoos dolailGd 
present status A scope of proposed schedule changes 

SILADY,JA Commonwealth Edison Co 09/02/28 MURLEY.T E Office of Nuclear 
Reactor Regulalton. Director (Post 870411) 36pp 40003 077-40003 1 11 

9903100192 Submits addi Mo re proposed amend to 4 kV undervoltago settings EGGS 
to run fntermiUontly during normal plant operation if room lomp exceeds sotpoTnt 
SfLADYJA Commonwealth Edison Co 09/02/20 MURLEY.T G Offico of Nuclear 
Reactor Regulation, Director (Post 070411) Ip 40Q04 099 48004 099 

9903090204 Provides add I info on Generic Ltr 00 01 on IGSCC in BWR austenitic slain 
loss steel pipfng.per NRC 001025 request End insp history mciudos results from Fall 
I0B9 refueling outage on weld by-weld basis 

RIGHT ER.M H. Commonwealih Edison Co 09/03/01 Document Control Branch (Doc- 
ument Control Desk). 42pp 48794 321 48784 362 

8903100119 Forwards corroded Rev 54 to Topical Ropt CE-1-A, "QA Program for Nu- 
clear Generaling Stations." tncorporaling Pages 1-30 A 1-44 
RICHTER, M H. Commonwealih Edison Co 80/03/01 Documenl Control Branch (Doc- 
ument ConUof Desk) Ip 4060B 252-40808 253 

-0903100138 Corrected Rov 54 lo "QA Program for Nuclear Gonorating Stations," in 
corporating Pages 1-38 A 1-44. 

SHEWSKI^VJ Commonwealth Edison Co 09/01/27 lOpp 40800 254 40000 263 

B903210119 Provides update of NRC current position re accoplability of use of ASME 
Coda Case N 411. ’'AHorruale Damping Values for Solamic Analysis of Class 1,2 & 3 
Piping A Atleroate Seismic Evaluation Critona " 

MULCER.DR. Project Djroctorato 1112 89/03/01 BLISS, H E Commonwoalth Edison 
Co 6pp 48983’ 167-48963 172 

9903240261 Confirms 690323 meeting in Glon Ellyn, IL to discuss util quality vorificallon 
program, per 899210 ltr 

GREENMAN.EG Region 3. Ofc of the Director. 09/03/03 REED.C Commonwealih 
Edison Co 3pp 49939 943 49039.045 

8903160050 Ack receipt of 090127 submittal of Rov 54 to QA Topical Rept CE-1 
A Program continues lo satisfy requirements of 10CFR50,App B A acceplabto 
WRIGHT.GC Rogion 3, Ofc of the Director 09/03/07 REED.C Commonwoalth 
Edison Co 2pp 40893’ 100 40003 109 

8903200209 Nolico of considofation of Issuance of amends to Licenses DPR 29,OPR- 
30,DPR-19 A DPR-25 A proposed NSHC dotorminalion A opportunity for 
hearing Amend revises Tach Spec Section 60, "Administrative Controls ' 
SHEMANSKt.PG . ROSS.T M , SIEGEL.S.L Project Directorate III 2 09/03/09, 1 Ipp 
48971 073 48971 003 

$903220514 Forwards WyJa Lab Test Rept 17019 01 re simulated 3 yr toslinn of MobI* 
Jux EP-0,EP-1,EP-2 A Mobil a grease 20,Te&t program domonstrated that Mooil grease 
samptos performed roqufrod uinclions during aging 

SILA[I>Y,J,A Commonwealth Edison Co. 09/03/09 MURLEY.T E Offico of Nuclear 
Reaclor Regulation, Diraclor (Post 870411), 2pp 49005 100-49005’271 

-0903220521 "Nuefear Environ QuafificaKon Test Program ot\ Mobil Groasos for Lim|. 
torque Actuators " 

SMITKD, JOHNSON.fr, HIGHT.GW Wyle Laboratorios 17019-1 89/02/08 
H9pp 49005 111 49005 269 

..0903200241 Rev 0 lo "Qualification of Mobil Oil Co Greases Mobilux EP-0,EP-1,EP-2 
A Mobifgreaso 20 " 

* Sargent A Lundy, Inc COO-042027 ROO 89/02/20. 12pp 49005 260 49005:271. 
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8903270035 forwards siipplcmonial mfo in form of revised paijcs cinrifyin-q flued hond 
arrehor rOiibSQssmonl program Transmifial liocumoids clariftraliotr provided dunnc] 
cat! in form of revised pages 

SILADY.J A CommonweaUh fdison Co 89/03/ f 5 MUniCY.T E Office of Niicloar 
Roacior Ffpgulalion, Dirocior (Post fl70<11 1) 8pp <19056 300 49056 307 

8903270004 Notification of Q00320 meeting w/lilil m Reckvillo.MD (0 discuss uiil pro 
posed 4 KV undurvoltago trip setpoint 

SIEGEL.DL Proiccl DiroUornto m 2 69/03/17 MULLER.D R PrO| eel Directorate 111 
2 3pp 49055 320 49055 322 

B903 160296 Generic Ltr 89 02 to nil holders of OLs & CPs for nuclear power roaclors fo 
actions to improve detection of counterfeit & Iraudulonlly marketed products Sve list 
enef 

VARGA, S A Associate Director for Pro|ocls (Post 870411) 89/03/21 Consolidated 
Edison Co of Now York, Inc 57pp 489G0 001 40960 057 


Q Inspection reports, IE Bulletins & correspondence 

B9030B006B Rospondb to NRC 690103 ltr ro violations noted tn Insp Repts 50-237/B8 
10 & 50 249/68-12 Procedure 3-3, "Control of Transient Combusliblo Areas & No 
Smoking Areas" rovfsod by firo marshall & fire protection onginoor 
BLISS, fi E Commonwealth Edison Co 60/02/01 DAVIS, A B Region 3, Ofe of the Di* 
rector 4pp 40766 019 46768 022 

8902200263 Provides supplemenlal info in response lo NRC insp of flued head anchor 
assessment program Confirms that shear & tension loads combined by shoardnclion 
provisions of ACT 349 code & related App 8 

JOHNSON.I M Commonwealth Edison Co, 09/02/21 MURLEY.TE Ofhco of Nucloor 
Reactor Regulation, Director (Post 870411) 3pp 46624 246 46624 250 

8902280248 Forwards Insp Repts 50 237/69 03 & 50-249/69 03 on 690105 0203 No 
violations noted 

QREGER.LR Region 3, Ofc of tho Director 69/02/22 REGD.C Commonwealth 
Edison Co 2pp 46624 303 46624 310 

-8902280250 Insp ReptB 50-237/89 03 & 50 240/QD 03 on 890105 0203 No violations 
noted Major areas Inspected radiation protection program during oulngo 
including .external exposure control & porsonnot dosimetry A personnel conlaminallon 
events 

MILLER.DE, SCHUMACHER, M Region 3, Ofc of tho Director 00/02/21 14pp 
46624 306 48624 318 

8902170112 NRC Info Notice 09 020, "Wold Failures in Pump of Dyron Jackson 
Design '* Sve list end 

ROSSI.CE Division of Operational Events Assossmohl (Post 070411) 69/02/24 
Consolidated Edison Co of New York, Inc 106pp 46572,043 46572 146 

8902210351 Suppi 1 to NRC Info Notice 66 073. "Direction Dependent Loak Character- 
istics of Containment Piirgp Valves Sve list end 

ROSSI.CE Division of Oporalional Events Assessment (Post G70411) 69/02/27 
Consolidated Edison Co of New York, Inc 102pp 46589 001-48580 1 10 

8902210564 NRC Info Notice 89 021. "Changes in Performance Clmraclonstics of 
Molded-Caso Circuit Breakers " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/02/27 
Consolidated Edison Co or Now York, Inc 104pp 46576 032-40578137, 

8903060056 Provides aupplomonlal response to NRC Dullelm 88 004 ro ovaluaiion von 
lying current mlniflow rates sufficient to ensure no pump damage from low How 
operation. Pump vibrafion levels during min flow 2-3 times higher than full flow 
RICHTER, M.H Commonwoallh Edison Co 89/02/27 Document Control Branch (Doc- 
ument Control Desk) Spp 48735 243 40735 247. 

8903QS0196 Forwards Safety Insp Ropt 50 23//69 08 on 690123.24,27 & 0214 15, No 
violations noted 

COOPER, R W Region 3. Ofc of the Director 09/02/26, REED.C Commonweotlh 
Edison Co 2pp 48743 23G 48743 245, 

-8903080203 Insp Ropl 50-237/80 06 on 800123,24.27 & 0214-16 No viofalions or do 
viafions noted Major areas inspected Inservico insp achvillos, including review of pro 
gram, procedures & observation of work A work aclivitlos 

SCHAPKER.F, DANIELSON.D H Region 3, Ofc of the Dlroctor Cfi/02/27 8pp 
48743 230 40743 245. 

8903090204 Provides addl info on Gonoric Ltr 68 01 on IGSCC in BWR ausienllic slain 
less stool piping, per NRC 881025 request End insp history includes rosutls Irom Fall 
1988 refueling outage on wetd-by wold basis. 

RICHTER, M H Commonwealth Edison Co 89/03/01 Document Conlrol Branch {Doc- 
ument Control Desk) 42pp 48784 321-48784 362 

8903100208 Advises that util plans to Install linear heat detocllon In A around affected 
cable trays & risers, per App R during next refueling outage curronlly schodufod to 
begin In Nov 1969 

SILADY.JA Commonwealth Edison Co 80/03/01 MURLEY.TE Office of Nuctonr 
Reactor Regulation. Dlroctor (Post 670411) 2pp 48802 313 40002 310 

-8903100215 Summary of 890202 mooting w/Prof loss Conlrol. util & NRC at plant silo 
re resolution of findings during App R Insp of out-ol sve safe shutdown oqulpmonl In 
high rad IB Iron areas 

LAUNI.C M Sargent & Lundy, Inc. 89/02/27 Sargent & Lundy, Inc 3pp 46802 315- 
48802 319 

8902270 168 NRC Info Notice 69 022, "Quoslionablo Certification of Fastonors " Sve list 
end 

ROSSI, C E Division of Operational Events Assessment (Post 8704 1 1) 89/03/03 
Consolidated Edison Co of New York, Inc t05pp 48732 OOt-46732 106 

8902280104 NRC Info Notice 69*023, "Environ Qualiticaiion of Litton Vaam CIR Sorios 
Electrical Connectors *' Sve fist end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 69/03/03 
Consolidated Edison Co of Now York, Inc, 106pp 48723 038 48723,143 

8903090458 Forwards response to NRC Bullolin 88 007,Suppl 1 re aclions taken to 
ensure that safety limit lor plant min critical power ratio not violated Stability regions oi 
proposed new fuel designs will be reevaluated for stable operation 
RICHTER.M H Commonwealth Edison Co. 89/03/03, Document Control Branch (Doc- 
umonl Control Desk) 6pp 40801 180 48801 185 


8902280162 NRC Info Notice 69 024, ' Nuclear Crilicatily Safely " Sve lisl end 
CUNNINGHAM.n E Dwision ol Industrial & Medical Nuclear Safoly (Post 670729) 
60/03/06 Consolidated Edison Co ol Now Yoik. fnc 96pp 40700 252 48700 346 

6903010207 NRC Info Notice 09 026, ''Instrument Air Supply to SafOly Rolaiod Equip 
menl " Sve list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) B9/03/07 
Consoiida tod Edison Co of New York, tnc 105pp 48741 053 40741 156 

8903020165 NRC tnlo Noitco 69 027, "Limitations on Use of Waste Forms A High In- 
legiily Containers lor Disposal of Low Level Railwaslo " Sve list onci 
GREEVES.JT Division ol Low Level Waste Management A Decommissioning (Post 
870413) 89/03/68 Consolidated Edison Co of New York Inc t17pp 487Q0 114- 
40796 231 

8903000372 NRC Info Noitco 69 026, '‘Weight & Ctr ol Gravity Discrepancies for Copos- 
Vutcan Air Oporated Valvos " Sve list oncT 

ROSSI.CE Division ol Oporalional Events Assessment (Post 070411) B9i/03/14 
Consolidated Edison Co of New York, Inc t07pp 46Q95 001-46695 109 

0903090021 NRC Inlo Notice QD02D, "Polential Failure ol ASEA Brown Qovori Circuit 
Broakors During Seismic Event " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/15 
Consolidated Edison Co of Now York, Inc I06pp 4BB70 053 46870 169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants " 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 48095 1 10-48895 215 

8903270233 Responds to NRC Info Notice 88 002. "Torus Shells W/ Corrosion A Do 
graded Coatings in BWR Containments" Summary of rolovant projecla for various 
utils succossfuliy employing underwater alternative to draining vessel end 
STUART, CO SG Plnney Co 89/03/15 ROSSI.CE Division ol OporaUonal Evenls 
Assossmoni (Post 670411) 9pp 49056 023-49056 031 

8903160427 NRC Info Notice 89 03t, "Swelling & Cracking of Hafnium Conlrol Rods " 
Svo list end 

ROSSI.CE Division ol Operational Events Assossmonl (Post 070411) 00/03/22 
Consolidated Edison Co of New York, Inc 102pp 48086001-48960 103 

8903170419 NRC Info Notice 89 032, "SurveHlanco Tosling of Low Temp Ovorprossuro 
Protection Sys " Sve list end 

ROSSI.CE Division ol Operalional Events Assessment (Post 070411) BD/03/23 
Consolidated Edison Co of Now York, tnc 104pp. 48992044 48992 147 


R Periodic operaling reports & rotated corrospondonco 

8902280406 "Cf fluent & Waste Disposal Semiannual Ropt Jul Doc 1066 " W/9Q0206 ltr 
EENIGENBURG.E Commonwealth Edison Co 88/1 2/3 1 IQpp 40824 181.- 
46624 176 

89030901&0 Forwards corroded radioactive effluent rapt lor Jan Juno 1088 Final data 
for Sr-80,Sr-90,Fo 55,lriiium & gross atpfia included. 

EENIGCNDURG.E Commonwoallh Eolson Co 89/02/13 Oocurnom Conlrol Branch 
(Documonl Conlrol Desk) Ip 40785 043 48785 074 

-8903090138 "Coffoclod Effluent & Waste Disposal Semiannual Ropt for Jan June 
1006" 

• Commonwealth Edison Co 88/06/30 15pp. 40785044 40705 074. 

6903140450 Forwards occupational radiation exposuro portions of plants operating ropta 
for 1088 .per Reg Guide 1 16 

RESCEK,F Commonwoollh Edison Co 89/02/2? DA VIS, A B Region 3, Ofc of lha 
Dlroctor Ip. 48853 218 48853 243 

—8903140480 Forwards occupational radiation exposure ropt lor IQOO.por Rog Guido 
1 16, 

EENIGENDURG.E. Commonwoallh Edison Co 09/02/06 DAVIS.A D. Roflion 3, Ofc 
of tho Director. Ip 40853 226 46853 231 

-8903140481 "Occttpalional Porsonnel Radiation Doses for 1080’’ 

* Commonwealth Edison Co 88/12/31 3pp 46853 ?20 48053 231 

6903220239 Monthly operating repts for Feb 1 089 lor Dresden Nuclear Power Siation 
Unlts2&3W/80()301 Ur. 

PARAMORE.G, EENIGENBURG.E, Commonwoallh Edison Co 60/02/28 a4pp 
40046 076 49048 109 


S. Reportable occurrences, LERs & related correspondence 

8902280008 lER 69 001 00 on 890 1 21, unanticipated reactor scram A Group II primary 
containment isolation occurred duo lo loss of reactor protection ays motor gonaralor 
sols Caused hy procedural doficioncy Procedure roviowed W/890221 Hr. 

MOSLEY.RL, EENIGENBURG.E Commonwealth Edison Co 09/02/21 5pp 
46628 253 48626257 

S9930903B4 LER 69*006 60 on 00111 1, seven accumulotor low pro*(aure alarnis annun- 
ciated alter CRD pump trip & on 890 130, hydraulic control units E*tl A J-1D had no 
ball in charging water header ball check valve W/800301 Ur 

DALY.DG,, EENIGENBURG.E CommonwoaUh Edison Co. 00/03/01, 12pp 
40001 160 40601 170 

8903080155 LER 89 003 00 on 890131, ATWS actualion duo to procedural 
deficiency Equalizing valves for tovol Uansmittors oponed allowing ATWA ays lo auto** 
mallcally reset Procedure prepared for isolating similar fevol trans millers W/ 8 00 302 Ur. 
POLSON.K, EENIGENBURG.E Commonwoallh Edison Co 80/03/02 Spp. 
48767 182 48767 186. 

8903130676 LER 80 007-00 on 8 90203 .pressure switches for oteelromag nolle roHof 
valve found outside Tech Spec soipolnt tolerance limits Caused by faulty snap action 
dual control limit switch Switches rocalihr W/890306 Hr. 

WELCH.J , EENIGENBURG.E Commonweallh Edison Co 09/03/06, 6pp 40020,326 
48820 330 
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89031306OJ LtR BOfltHOD-nn 1 ijiU‘»|Km (<'il a ,i( |iv sir-ini tiunug uri 

t^GrvDlli^gD lest Cause <1 hy mcfiicri iJ sn^nal pi favl <i|i oo IHM I ! Work Hcipji si 
gencralocJ W/flgWOO Jti 

MAGROwn EGNJGLNnUFibE U.mmnrrtoalth f disoii ( u -ipp 

•18821 3?.1 4flD2| 277 

09O315OD99 LEO 89 00^1 ODon <naifv» rlnul mj('LUi>ri ul K l S inlii ycssi'P 

djf* to ^cakl^g test valve OLfunofM'ausi'iJ tv liMik m Jrsl fiij mfcl vHlvi‘ lfij('rtnm 
slopperl New lesi rig will bo buiSI w/lalii’h fo iiulic..sl<' posslion"' W/>l'ilHlV Id 
aniLEY.S, EENICjENQURG.E ronwTKKiwo.^lll) t iIimhU'o ’ipf) 

^UB71 2D2 

6903210021 LER 89 009 00 on 80020'!, <<f<)Ufi V p;ininiy rnniiiintiient I'-olfltini') 
occurfotj jsolatinq isolalion condeFTsfr irein renrinr vo^jscH iiuscd tiy spi/nous i‘iCla 
tioa ‘Signal during valving oporalion'^rvonl revrowi'ri w/prrsoPin*’J W78‘J[) 110 Jtr 
MOY.ME EEMIGENBURGE ComincnwcMltti Edison To nOy'DVin -Ipp IfPin? Wt'J 
48982 192 

8903220073 LER 89 OlOOOon B902I1 unuxperlrd Group V primary Lonlainrm'nl isola 
don ocajrreri isoFatjnq CDndenser from rcdClor vosscIC aiispfl hy injrlrtiuilU’ l.ibnling 
& lack ol 1o dt>1ad co\in«*U’d W/ftOO.MO td 

MOY M E , EENiGENnURG E Common wealth Edison {"o 9^703/10 "rpp 48993 921- 
4B99J325 


V, Operator ExamrnatJons 

8903220159 G^inefic Ltr 69 03 1o atl power reactor licensees & applirnnls for OL rrr np 
era lor licensing nail exam sclicJnlp Sve lisl enr! 

VT'FIGASA Associate Director for rroj«->fh> fPoal 670411) 89/03/24 CoJisokfilled 
Edison Co of New York Inc 54pp 49005 00 1 «1 <1005 058 


DOCKET 50-238 NUCLEAR SHIP SAVANNAH 


P Operating license slago documents & corrospondonce 

8903240035 Applicalron lor amend to Liccnso NS l revising Tnrh Spors 
WALDROP.CG. DAVIS JJ Soul h Carolina. Slate 0l 89/0?/ 27 ADAMS A NRC No 
Delnilcd Aflifiadon Given 4pp 49030 292-49030 295 


R Periodic operaifnfi reports & related correspondence 

8903236057 Requests ackol receipt of nrmeal survey rep 1 for License NS 1 
WALDROP,CG Soulh Carolina, Slalo of 89/03/14 NRC - No Dolailotl Al filiation 
Given 2pp 49020 096 49028 129 

- 8903230682 Forwards “Annual Survey Ropi NS Savannah “ 

WALDROP.CG Soulh CaroTrna Slalo of 89/02/28 NRC No Defailod Aldfialion 
Given 3pp 4902B 098 40028 129 

”89 03 23006 6 ' 'Annua I Sun/e y R epi , NS Savann a h JLO M oni l oring R c pi . Dire cl R a d la I ion 
Sufvey.ContaminaUon Survey Resulls 8 Environ Sample Analysis Re pi .00032 1-22 " 

' Soulh Carolina, Siatool 66/03/22 29pp 49020 101-49028 129 


DOCKET 50-244 ROBERT EMMET GINN A NUCLEAR PLANT UNIT I 


F. SecurltYr medical, emergen cy & fire proicctlop plans 

8903020621 Cfandes & suppis 690106 rcsponso to violations noted in Insp Rcpl 50 
244/88-22 Subsequonl to 881005 & prior 10 inidal rcsponso. manual valve 431CA 
loeked lO closed positior* A added lo lockod valve program 

MECREDY.RC Roche s for Gas S Electric Cor p 09/02/17 RUSSELL.WT Region 1, 
ore Gf me Director 15pp 40690 000-48690 022 

8903090301 Ad/isos that 880012 Rov 23 1o security plan consistonl w/ provisrons of 
l0CFnB054{p) & accoplaWe 

SELLA WY.RR Region I. Ofc of Ihe Dircclor 03/02727 MECREDY.RC Rochostof 
Gas & EfecineCorp 3pp 48000 170 46500 172 

8903210303 Forwards Safely Insp flepl 50 244/69 Of on 80D1O1 0205 Wore mgt alien 
tion needed in radio logically controlled aroas 

BETTE NHAUSEN.L Rogvon 1 , Ofc of the Dffcc^loi 8S/O3/06 MECREDY.R Roches 
lorGas & Eloclrio Corp 2pp 48994 135 40094 143 

”8903210307 Insp Ropt 50-244/ 09 01 on 090101-0205 Major areas rnapocted plan! 
opera tions.ESF sya watkdowii.survciHanco.mninL radiological 

conlrolsecurily,mchn;cal/Gngmeeringsuj)porl,safetyas5Qssmcn1/qunlityvcrili(;atian& 

pwKKlic tepis 

COWGILl.CJ Region I. Ole of llio Director 89/03/01 7pp 40994 137 40994 143 


H. Qenoral carreepondence 

8903100274 CommonI opposing proposed ruto 1t)CFR50 ro ensuring offeclivoness of 
mainJ programs for nuclear power plants Proposed rule may be de in mental to safety 
hy discourag^^ng polenliallV superior mam I praclicos 

WECREDY.RC Rocheslor Gas & e/ecl/ic Corp 09/03/01 CHILK.SJ Offme ol iho 
Secretary of Iho Commission 2pp 40006 324 46606 325 


X Insurance A Ijideninlty Inform a lion 

8902270612 Forwards ondorsemonls lo lisled NELfA & MAELU policies & certifjcates 
OCONNOR.DJ Marsha McLennan, Inc 08/01/13 DINITZ.I Office of Nuclear Reac- 
tor Rogula1(Oi>. Direclor (Post 07041 1) f25pp 4858 5 055-4B585 t/D 

0903090177 AdviSes that 890213 submtllal of financial mfo for 1D89 salisfios loqiiiro- 
menls of 1OCFRl40,Soci(on 140 21 which roqurros rT>ainl of apprraved gun ran loo of 
payment of deferred premiums for oach opera ling reactor own<H/ over fOO MWo 
NASH, O A Policy Devolopmenl & Technical Supporl Branch (PosI 070411) 09/03/ 
01 BASER, D J Rochester Gas 8 Elec Inc Corp ip 4080 1 222-48001 222 


P OpcraUng license stage documents & correhpondcrice 

6903130193 Dist us^ps a<MI irMitjin>m( ills util plau’if u/i OfifVdtiility ol liiitiinr* (jfiyf^n 
HUxilifiF/ foodWritiv piiiiippf'r rt'qut'Hl Opcvalor'* provirh rj w/.i<lifl quidjoi r. jor rampli 
ariLo w/ I<‘r h ,1 4 2(i I 

MFf HLDYHC Horhosicr Gas 8, t k-t Inc (^nrp Murrv/O/ HUhSFM W I Hi qion 1. 
0\c ol flio Din nor Ip 168 SO 'tO 1 'Ifiri'k) 'JO I 

6993Q10164 Forwards npplit <ilion for .unnnil lf> lirrnsr* Dl'H IH iin otpoialinq steam 
goiiioralor lubr’ 8 sl(’r‘v<> ri pdir (rii<‘un into I«'ih Spocs t nlnrifi will iir iisrui (funni) 
»^niirii} 1 989 steam nnnornlor insp 

SMiTH.n I- Rnrhrsti r Gus & Llrrlrir C-oi|; 69/02/16 STAIllf-t. NHf> No fVtaiind 
Allllt.ilioii Givt-ri Ip 411645 23? UU)45?1‘J 

•-8903010169 Applicalion for amend lo lir<‘r»so DPR HI pLii »nrj shsim qi'ni'rutor hibn & 
sloovG repair cnlnria in f or h Spc< s 

SMiTtfRE Hochoblcr Gas 8 Fluctrir Corp 04/02/16 2pp 4Hf,4') 2 I'i 4Hb45 234 

”890-3010172 Proposer! T-i'cli Spj'cs ro stPiim tjrmor.itor tiilir' A sloovr’ rojinir < rilrvM 

• nonheslor Gas ^ FJucInc Corp 89/02/16 5pp 48640 ?'|8 4H64'> ?'t9 

Q9D3010216 Forw<ir((s revised piopnsod chanijr's lo Torh Sp»»(s ro toslinq of 
sniibhf rs,uso rf siructural siif>ports inslisirf of srutibors & ('Kdiirfiiiq sloain iiunoratof 
snubbf>rs from functional loshrii) 

SMITH, n C RochesU’r Gas & Elootnc Corp 09/02/16 STAHLEf. Pro|i'Ct Diroctoralo 
I 1 2pp 48648 261 40640?// 

--8903010221 proposed Trrh Spors ro limilinq condilicn for oporcilion for snutibers & 
inset vi(,o insp of high eriorqy piping oulsido roiifairirni’nl 

• Flochostor Gas & Elortrir Corp 00/02/16 15pp 48{i48 ?()0 4n(j4fi 27/ 

0903000020 Forwards appficalion for amend to Licoribu DPR 10 umdifyifu] control rud 
irvsqrlion limils for C^yclo 19 

SMITM.RE Rochcslcr Gas Eloririr { orp 0<J/O?/?4 SIAH1L< NIK. No DataiU'if 
Aflilialion Given Ip 40742 206 4 6742 231 

- 8603000032 Application lor amend to license DPR HLuulhoririmj mod of r-oirtrol rorf 
insurlron fimils for coriarn porlion of Cycle 19 

SMITH, ne Roc busier Gab & El oclfic Corp 89/1)2/24 ?pp 48/42 20/ 48/42 260 

-eoOSO&OOSS Proposed Tech fipuc Figure 3 10 I, Conlrol f^od fnscriiori I imils vs t.ore 
Power ’’ 

' Rochosier Gas ■& EleClfic Corp 09/02/24 4p|i 48/42 209 48/4? ?12 

”8903080049 "RGload Safely FvnkMlion RE Ginna Nudonr Plant ('yclo 19 ' 
SKARITKA.J WcstjnghousePuclric Corp 89/02/20 lf)pj> 40/42 213 18712 ?J1 

8903150153 Extends invilalion lo altond peripheral sleeve (lomonslration projrr I to be 
held on 890331 nl plant Dolailed schodulcs & agenda lo ho provirferl sliurlly 
MECREDY R C Rochosier Gas & Efcclnc Corp 09/Ovl/O2 DocurnenI Conirol Branrll 
(Documonl Conirol Desk) STAHLEC NRC No Dotnilerl Affilinlion Given In 
40660306 46860 300 

0903200413 Forwards prop ri clary WCAP-llfl02 & nonjtropriPlnry WCAP It 803. 'RE 
Gjnna Evaluation for teho Vibration Induced Fatigue ' Fivafualion idr>ntilred 20 tiihns- 
suscoptiblQ lo rupUrro WCAP 11002 withhold (rof lOCFR? 790) 

MECREDY.RC Rocho&tor Gas A fcfeciric Corp 09/03/03 RUSSCIL.WT Region l. 
Ole of Iho Director 3pp 40953 260 48954 099 

”6903200425 Requosis lhat propriGiary WCAP 11002, "RF Ginna Fvalualion of Tube 
Vibralion Induced FaUguo.’* bo wilhhold from public rfisclusure |rel l()(!rR2 790 (IjK 4)) 
WfESEMANN.R A Wostmiihousr Electric Corp O0/U4/O7 MUR I f Y.T Offiro of Nu 
e/oar Roacior RoguPalion, Direclor (F^osl 87041 1) lOpp 40053 203 40<J5'l 292 

”8903200427 Nonpropnotary “RE Ginna Evalualion for Tube Vibration Induced En 
liguo” 

CONNORS H J , FRICK.T M . HALL.J M WoslinGliQusd Elorinc Corp WCAP 11003 
60/04/30 I70pp 40953 293 48954 099 

0903160297 Forwards Amend 32 to License DPR 10 & safely uvniunlion Amend modi- 
fios Tech Specs to rolloct appropriate titles for corporate posilions having fospohsibil- 
ily lor ovornll plant safety 

STAHL E.C R Projocl Diroclorale 1-3 09/03/00 MECREDY.R C Rorhusler Gas A 
Elect rPG Corp 4pp 40807 324 46687 347 

”8903160299 Amend 32 10 Licen‘>G DPR IG.modifymg Tccfi Specs id roffrcl appropn- 
nto lilies for corporate positions having responsibility for overall plan! safely & plant 
operating review com mil (do 

WESSMAN.fl H Project Directorate i 3 69/03/08 IQpj) 40UO7 328 48087 345 

‘-8903 160302 Safely evaluation siipporting Amend 32 to License DPR- 18 
' Office of Nuclear Re.nclor Rcgulalion, Dircclor (Post 0704111 80/03/08 2pp 
48807 346-48007 347 

8903200282 Advises lhal 800104 response to Generic Llf 80 17 on loss of DHR mools 
ltr intont ro expedilious actions Si mpJifind quick closure of oquipmenl hatch shouiri bo 
tcsiod A verdiod to assure hatch meets closure criloria 

STAHLE.C Projeci Oirccforalo 1-3 69/03/13 MECREDY.RC Roclmslor Gas A Efec 
Iric Corp 4pp 40D65 032 46965 035 

6993240004 Forwards corrected Tech Spec Pago 4 14 2 to ulil 890216 opplicalioh for 
amend lo License D PR-1 8 ro visual insp accoplanco criioria for snubbers 
MECREDY.R C Rochester Gas & Eloclric Corp 89/03/14 STAHLE.C NRC - No De- 
tailed Affiliation Given ip 49039 245 49039 246 

”0903240086 Proposed Tech Spec Page 4 1 4-2.corfGcling lypo in visual insp criteria fur 
snubbers 

• Rochester Gas & Efociric Corp 69/03/14 Ip 49039 246 49939 246 

8903230432 Forwards SER accepting ATWS design 
STAHLE.C Projeci Diracforafo I 3 09/03/16 MECREDY.RC Rochoslor Gas A Elec 
trie Corp 2pp 49022 225 49022 236 

'•6003230436 SER ro compliance w/ATWS rule I0CFR50 62, “Roquiremonls for Ro 
dud ion of Risk from ATWS Events for Light Water Coolod Nuclear Power Plants * 

' NRC- No Do tailed A llifialion Given 09/03/16 12pp 49022 227-49022 ?38 
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8903160296 Gonoric Lir 09 02 lo all holctcrs of OLs & LPs for nucloar power rcaciors ro 
aclions lo improve detoclion of counlorfoil & Irauffulontly markelod producis Svc libl 
end 

VARGApS A Associale Diroclor for Projecis (Post 870'111) 09/0J/2I Consoltdaled 
Edison Co of Now York. Inc 57pp 48960 001 40960 057 


0, Inspection reportSi IE Bulletins & correspondence 

B902280552 DiscussGS 890ll0>t1 don^onstration for insp of reactor vessels Computer 
based ultrasonic testing sys & now focused transducers Iwvo capability for more real 
Istic & accuralo flow dimensioning than beam spread correction used In past 
STAHLE.C Project Diroctoralo b3 80/02/ 14 MECREDY.R C Rochoslor Gas & Elec 
trie Corp 3pp 48624 165 48624 159 

-8902280553 Discusses 890110*11 meetings ro nozzle sizing study Most accuralo 
sizing obtained by collecting data of edgo cnffracled waves from goomotrlc oxtremilios 
of Haw. 

G1ESKEJ H Sandia National Laboratories 80/01/13 HUM, MR Malerlals Engineer- 
ing Branch 2pp 48624 158 48624 159 

B903010164 Forwards application for arr.nnd lo Liconso DPR-18. Incorporating steam 
generator tube & sleeve repair criteria into Tech Specs Criteria will bo used during 
Spring 1989 steam generator insp 

SMITH, R E Rochester Gas & Electric Corp 89/02/16 STAHLE.C NRC - No Ootallod 
Affiliation Given Ip 40645 232*48645 239 

8903010216 Forwards revised proposed changes to Tech Specs re testing of 
snubbers, use of structural supports Instead of snubbers & excluding steam generator 
snubbers from functional testing 

SMITH, R E Rochester Gas & Bectric Corp 89/02/16 STAHLE.C Project Direcloralo 
1*1 2pp 48648 261-48648 277 

.*8903010221 Proposed Tech Specs ro limiting condition for oporation for snubbers & 
InservIce insp of high energy piping outside containment 
* Rochester Gas & Electric Corp 89/02/16 15pp 48648 263 48648 277 

8903020621 Clarifies & suppis 090106 response to violations noted in tnsp Rept 50 
244/00*22 Subsequent to B81005 & prior to initial rosponso,manual valve 4318A 
locked In closed position & added to locked valve program 

MECREOY,RC Rochester Gas & Electric Corp 09/02/17 RUSSELL, WT Region I, 
Ofc of the Director 16pp 48690 000*40690 022 

8902170112 NRC Info Nolico 09 020, "WeJd Failures in Pump of Byron-Jackson 
Design '* Svc list end 

ROSSI, CG Division of Operational Events Assessment fPosl 870411) 09/02/24 
Consolidated Edison Co of Now York, Inc 106pp 40572 043 48572 140 

8902210351 SuppI I to NRC Info Notice 80 073, "Olroction Dependent Leak Character* 
isllcs of Contolnmonl Purge Valves ” Svc list end 

ROSSI, CE Division of Oporaltonal Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of Now York, Inc 102pp 40509 001*48580 110 

8902210564 NRC Info Notice 89 021, "Changes in Porformanco Characteristics of 
Molded Case Circuit Breakers ’’ Svc list end 

ROSSI, CE Division of Onoralional Events Assessment (Post 070411) 00/02/27 
Consolidated Edison Co of Now York, Inc 104pp 48570 032 48570 137 

8902270166 NRC Info Notico 09 022, "Quostlonablo Certification of Fasteners" Svc list 
end, 

ROSSI, CE Division o( Operational Events Assessment (Post 070411) 89/03/03 
Consolidated Edison Co. of Now York, Inc. I05pp. 48732,001 40732 106 

8902280104 NRC Info Notice 09 023, "Environ Qualification of Litton Voam GIR Series 
Electrical Connectors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc 106pp 48723*030 40723 143 

8902280162 NRC Info Notice 89 024, "Nudear Criticality Safety" Svc list end 
CUNNINGHAM, R.E. Division of Industrial & Medical Nudoar Safely (Post 070720) 
89/03/06 Consolidated Edison Co of Now York, lr>c 96pp 48700 252 40700 346 

8903160532 DIscussos objectives of util program to confirm prossurizor surge lino ther- 
mal strati Neat ion integrity.per NRC Bulletin 88*01 1. 

MECREDY.R C Rochester Gas & Eleclnc Corp 09/03/06 STAHLE.C NRC - No Do 
tailed Affiliation Given 4pp 46858 223*40858 226 

8903210303 Forwards Safety Insp Rept 50-244/89 01 on 890101-0205 More mgl alien 
tion needed in radiologicaliy controlled areas 

BETTENHAUSEN.L Region 1. Ofc of the Director 60/03/06 MECREDY.R Roches 
ter Gas & Electric Corp. 2pp, 40094,135*48994*143 

-8903210307 Insp Rept 50 244/89 01 on 800101 0205 Major areas Inspected plant 
operations.ESF sys waIkdown.Burvelllanco.maini, radiological 

coni rol, security, lech nice I /engineering support, safety assessment/quality verification & 
periodic repts 

COWGILL.CJ Region 1, Ofc of the Direclor 89/03/01 7pp 48994 137-48904 143 

0903010207 NRC Info Nolioe 09 026, "Instrument Air Supply to Safely-Related Equip- 
meni " Svc list end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 09/03/07 
Consolidated Edison Co. or New York, Inc, 105pp 48741 053-4B741 158 

6903020165 NRC Info Notice 60*027, "Limitations on Use of Waste Forms & High In* 
legrily Containers for Disposal of Low Level Radwaste " Svc list end 
GRE6VES.J T Division of Low Levol Waste Management & Decommissioning (Post 
870413) 89/03/00 Consolidated Edison Co of Now York, Inc 117pp 46700 114* 
48790-231. 

8903200025 Ack receipt of 8901 27 Itf informing NRC of steps taken lo correct violations 
noted in fnsp 50-244/08*24 

DURR,J.P. Region 1, Ofc of Iho Direclor 89/03/08 MECREDY.R C Rochester Gas & 
EleclrfcCorp 2pp 48970 250 48970 265 

8903080372 NRG Info Notice 89*026, "Weight & Clr of Gravity Discrepancies for Copes* 
Vulcan Air-Operated Valves " Svc list encT 

ROSSLC.E Division of Operalional Events AssoasmonI (Post 870411) 89/03/14 
Consolidated Edison Co of New York, Inc 107pp 40895 001*40895.100 


8903240064 forwards corrocled Tech Spec Pago 4 14 2 (o util G 902 16 application for 
amend lo License DPR 10 ro visual insp acceptance cnlorra for snubbers 
MECREDY.R C Rochester Gas & Elociric Corp 89/03/14 STAHLE.C NRC - No De 
tailed Affiliation Given Ip 49039 245 49039 246 

'•8903240066 Proposed Tech Spec Pago 4 14 2, correcting typo in visual insp crilena for 
snubbers 

• Rochester Gas a Electric Corp 09/03/14 ip 49039 24G-49039 246 

8903090021 NRC Info Nolico 89 029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Svc list end 

ROSSI, CE Division of Operaltonol Events Assessment (Post 870411) 09/03/15 
Consolidated Edison Co of Now York. Inc t06pp 40B70 053-48670 169 

8903090133 NRC Info Nolico 89 030. "High Temp Environs at Nucloar Power Pfanis " 
Svc list end 

ROSSI, CE Division of Operational Events Assossmonl (Post 070411) 89/03/15 
Consolidated Edison Co of Now York. Inc 1 06pp 48895 1 10-4B69S 215 

G903160427 NRC Info Notice 89 031, "Swelling & Cracking of Hafnium Control Rods" 
Svc list end 

ROSSLCE Division of Operational Events Assessment (Post G 70411) 89/03/22 
Consofidalod Edison Co of Now York, Inc 102pp 4Q9B6 001-40QB6 103 

8903170419 NRC Info Notlcs 09 032. "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post C70411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 48092 0 44-40 9 92 147 


R. Periodic operating reports & related correspondence 


8903140059 "Semiannual Radioadivo Effluent Roleaso Rept " W/09030t Hr 
MECREDY.R C Rochoslor Gas & Electric Corp 60/12/31 22pp 40057 336 
48057 357 

B902270392 Monthly oporallng rept for Jan 1980 for RE Ginna Nuefoar Power Plant W/ 
690210 Ur 

DODQE.RE, MECnGOY.nC Rochester Gas & Electric Corp 89/01/31 6pp 
48506077-40506 002 

8903210456 Monthly operating rept for Feb 1989 for RE Girina Nuclear Power Planl 
DODGE.RE Rochoslor Gas & Eloclnc Corp 80/02/28, Spp 48984 005 48984 011 


8, Reportable occurrences, LERs & related correspondence 


8903150048 PNO 1 89 Of 2A on 890223, liconsoo omployoo found lo bo contammaled w/ 
liot particles on exiting liconsee facility Order Issued by stnto.slnitling down facility 
until licensee makes mods to monilonng equipment & proceefures 
MCGRATH, J Region t. Ofc of the Director GO/02/23 Ip 40GCO 300 48860 309 

8903020522 PNO 189 012 on 090223, individual exiling facllUy protoctod area found to 
bo contaminated w/Co 60 Slate of NY plans to invosllnate origin ol contamination & 
determine if followup aclions nocoasory by Neutron Producls.lnc 
DRAGOUN.T, MCGRATH, J Region 1, Ofc of the Director 89/02/24 2pp 
40669 341*46669 342 

8903080098 Part 21 root ro crimping indontor component not machinod lo proper di 
monsions causing loo) to bo out of calibr specs Qualified tool furnished by vendor as 
roplacomonl for dofoctivo Horn Crimping tools salisfaclonly tested 
SMITH.RE Rochoslor Gas & Electric Corp 60/02/28 MURLEY.TE Office of Nucle- 
ar Roaclor Regulation, Direclor (Post 87041 1) 3pp 48766 216*40760 216 


V. Operator Examinations 


8903220383 Advisos that roqualification program evaluation scheduled for wk of 
890610 End list of rof malls requested Assignment of simulator operator 21 days prior 
to oxarrt (fate also roquoslod 

ESELGROTH.PW Region 1. Ole of iho Diroclor 69/03/14. MECREDY.R C Rochos 
tor Gas & Electric Corp 7pp 49006 283 49008 289 

8903220169 Generic Lir 89 03 to all power reactor liconsoos & applicants for OL re op 
orator licensing nail oxam schodufo, Svc list end 

VARGA.S A Associate Diroclor for Pro/ecis (Post 6704 1 1 ) 69/03/24 Consolidated 
Edison Co of Now York, toe 64pp. 49005 001 49005 056 


DOCKET 50*245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plana 


8902280331 Advises that util 880527 Rev 5 lo physical sec urrtv plan & Rev 7 lo guard 
training & quali(icati(»n plan consistent w/provisions of IOCFR50,54(p) & acceptable 
BELL/CMY,RR Region 1. Ofc ollho Director 89/02/17 MROCHKA.E Northeast Nu 
clear Energy Co (subs, of Norlhoast Utilities) 4pp 46636 1 1 1 *46636 114 

8903090026 Advisos that due dale for submittal of CRDR summary rent. Including 
schedule lor reaotulions of human onginooring discrepancies. postponed from 600228 
to 891030 due to commitmont to implement new emergency operaling procedures 
MROCZKA.E J . SEARS.C F Norlhoasl Nuclear Energy Co (sutis Ol Northeast Ulili 
ties) MROCZKA.E J Northeast Utilities 89/02/28 Documoni Control Branch (Docu 
ment Control Desk) 3pp 4G801 042 48801 044 

0903140664 Forwards Safeguards fnsp Roots 50 245/89*01.50*330/69 02 & 60 423/ 
89*01 on 690130*0203 No violations notec} 

BELLAMY.RR Region 1, Ofc of the Director 80/03/02 MROCZKA.E J. Northeast 
Nuefoar Energy L » (subs of Norlhoasl UlKilies) 3pp 40034 081*48034 092 



30 DOCKETED ITEMS 


-B903 140670 Partially dcleied Insp Repls 50 245/8‘) 01,50 336/89 02 & 50 423/89 01 
on 890130 0203 (ref 10CFR73 21) No noncompliances noted Major areas 
Inspected security program plans & audils & dotecliort & assossmeni aids 
LANCASTER.WK Region 1, Ofc ot tho Director 89/02/28 9pp 46B34 084 
4B8G4 09? 

8903160282 Forwards fnsp Repi 50 245/89 02 on 890 1 10 0213 No violations or unsafe 
plant conditions noted Detail 6 of ropt discusses application of NRG GDC & facility 
SEP to reactor bldg lo torus vacuum breaker biilierJIy valvos 
0ETTENHAUSEN,C Region 1, Ofc of tho Director 89/03/00 MROC2KA.E J North 
east Nuclear Energy Co (subs of Northeast Utilities) 2pp 4GB87 222 4B0B7 244 

-8903160286 Jnsp Ropt 50 245/89 02 on 8901 tO 0213 No violations noted Major 
aroas ins peeled plant operations, physical security, licensee response to 10CFR21 ropt 
involving Umitorque motor operatOfs.LERs & commitleo activities 
MCCAfiE.EC Region 1 . Ofc of tho Director 89/03/06 21pp 48887 224-4BB87 244 

8903200251 Forwards Rov 8 to physical security plan End withheld (ret 10CFR2 790(a) 
& 73 21) Rev does not decrease effectiveness ol physical security plan 
MROCZKA.EJ Noflhoast Nuclear Energy Co (subs of Northeast UHIdics) 
MROCZKA.EJ Northeast Utilities 8Q/03/14 Document Control Branch (Document 
Control Desk) Ip 48965 046 48965 046 


H. General correspondence 

8902230566 Responds to 6B12Q6 Hr raising question whether nuclear pollution from fa 
Climes could travel lo Charleslown,Rt NRu assessment concluded that potential of fa 
cilily operation having radration effect on Charlestown extremely romoto 
RUSSELL, WT Region 1. Ofc of Iho Director 89/02/08 SHERWOOD.R Affilialton 
Not Assigned 4pp 40568 205-48560 212 

- 8902230567 Forwards constituent, R Sherwood 001206 Hr Inquiring about possibility ot 
radraHon conlaminalion downwind from facilities Response requested 
CHAFFE,JH Senate 88/12/19 ZECH,UW Commissioners 2pp 4G568 200 
48568 212 

8903100336 Comment opposing proposed rule lOCFRSO re effeclivonoss of matnl pro 
grams for nuclear power plants Proposed rule on maint will not improve malnl m 
plants nor improve safely or reliability of plants Proposed rulo much too vague 
MHOCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Nu 
clear Energy Co (subs ot Norlheast Ulililios) MROCZKA.E J Northeast Utilities 80/ 
02/27 Docketing & Services Branch 12pp 48806 334 48806 345 

8903210102 Comments on proposed Rev 3 lo Reg Guido 1 0, "SQlectlon, 
Destgr>, Qualification, Testing & Reliability of Diesel Generator Unis Usod as Onsilo 
Electric Power Sys at Nuclear Power PJanls ” Reg guide docs not provide flexibility 
MROCZKA.E J Conneclicul Yankee Atomic Power Co, MROCZKA.E J Northeast Nu 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Ulililtos 89/ 
03/08 MEYER.dL Regulatory Publications Branch Bpp 46990 120 48900 135 

8903280075 Comment on proposed Rov 3 to Reg Guido 1 9 ro sotcctlon 
design, qualification.testing & reliability of diesel genoraior units usod as or^sito oloclric 
power sys at nuclear power plants 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Norlhoosl Nu 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilltios 89/ 
03/08 MEYER.DL NRC • No Detailed Affiliation Given 8pp 49144 050 49144057 


P. Operating license stage documents & correspondence 


8902270041 Forwards Rov 2 to probabilistic safety study update Advises that study 
update Will be integral pari of ulil response to Generic Llr 88 20 W/lhreo oversizo fig. 
uros end 

MROCZKA.E J , SEARS, CF Norlheast Nuclear Energy Co (subs of Northeast Ulill 
ties) MROCZKA.EJ Northeast Utilities 80/02/10 Documont Control Branch (Docu 
mont Control Desk) 250pp 48582 054-48503 065 

8903090026 Advises that duo dale (or submittal of CRDR summary repl, including 
schedule for resolutions of human enginoering discrepancios, postponed from 800228 
to 091030 duo lo commiimont to implement new emernency operating procedures 
MROCZKA.E J , SEARS.Q F Northeast Nuclear Energy Co (subs of Norlheast Utllj 
lies) MROCZKA.E J Norlheast Utilities 09/02/28 Documonl Control Branch (Oocu 
ment Conirol Desk) 3pp 40801 042 46801044 

8903090010 Forwards addi Info on boratlex assemblies utilized in unit spent fuel pool 
racks, per NRC request Single sheet of boraflox used for each side of fuel colls 
MROCZKA.E J , SEARS, C F Norlheast Nuclear Energy Co (subs of Norlhoasl Ulifi 
tios) MROCZKA.EJ Northeast Ulililres 69/03/01 Document Control Branch (Docu 
ment Cor^trol Desk) 5pp, 48001 214 40601 210 

8903170433 Forwards Info re radwastes at plants, Including radwasto vol projections for 
Class A.B & C & mixed waste (or 1990-1994, ostimalo of prosont radwasto storage 
capacity & estimate for expansion of storage capacity 

MROCZKA,EJ Norlhoasl Nuclear Energy Co (subs of Norlhoast Ulililios) 
MROCZKA,EJ Northeast Ulililios 89/03/08 LINSCOTT.SK ConnocttcuL State of 
7pp 48953 246 46953 252 

8903200173 Forwards Amend 28 lo License DPR 21 & safely evatualjon, Amend clad 
fiQS Info re insp Inlervals & esleblishes critoria for snubbers that may bo exempted 
from being counted as Inoperable 

BOyLe.ML Project Directorate 14 89/03/08 MROCZKA.EJ Northeast Nuclear 
Energy Co (subs of Northeast Ulililios) 3pp 48970 315 46970 323 

-8903200177 Amend 20 to License DPR 21, revising Tech Specs to provide clarifying 
info for determining required insp Intervals & establish criteria for snubbers that may 
be exempted from being counied as inoporoblo 
STOLZ.JF Project Diroclorato I 4 89/03/08 5pp 40070,318 40970 322 

-8903200163 Safely evaluation supporting Amend 26 to License DPR 21 
• Olfico of Nuclear Reactor Regulation, Director (Post 870411) 89/03/08 3pp 
48970 323.46970 323, 


6903270299 Application for amends to Licenses DPR 6l,DPR-2t,DPR 65 & NPF 
49, changing Tech Specs ro administrative controls & organizational charts, par Gonoric 
Llr 88 06 

MROCKZA.E J Connecticut Yankee Atomic Power Co MROCKZA.E J Northeast Nu 
clear Energy Co (subs of Norlheast Utilities) MROCKZA.E J Northeast Utilities 89/ 
03/13 Documonl Conirol Branch (Document Control Desk) 4pp 49055 159- 
49065 196 

-8903270309 Proposed Tech Specs re admimslrnlivo controls & organizational charts 
‘ Connecticut Yankee Atomic Power Co 89/03/13 34pp 49055 163 49055 196 

8903160296 Generic Llr 89 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions to improve detection of counlerfeil & fraudulently markotod products Sve Itsl 
end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/21 Consolidated 
Edison Co of Now York, tnc 57pp 48960 001-48960 057 

8903280037 Forwards inventory repl for hazardous chemicals prosont at facility in quan 
titles exceeding mm threshold established in 40CFR370 20 

MROCZKA.EJ Northoasl Nuclear Energy Co (subs of Northeast Ulililios), 

MROCZKA.EJ Norlhoasl UtililiGs 09/03/21 Document Control Branch (Document 
Conirol Desk) 13pp 49110 350 49110 362 

8903200202 Forwards addl info on Boroflex poison use in now spent fuel racks.por NRC 
890314 tplcof> request 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Ulililios) 

MROCZKA.EJ Northoasl Utitilios 09/03/22 Document Control Branch (Document 
Cor^lrol Desk) 5pp 49076 001-49076 005 


Q. Inspection reports, IE Bulleljns & correspondence 

8902170112 NRC Info Nolico 09 020. "Wold Failures in Pump of Byron Jackson 
Design " Sve list end 

ROSs1.CE Division of Operational Events Assossmonl (Post 870411) 00/02/24 
Consolidated Edison Co of Now York, Inc 106pp 48572 043 48572 148 

D9022103B1 SuppI 1 lo NRC Info Notice 80 0?3, ''Direction Dopendonl Leak Charoclor* 
Istics of Containment Purge Valves " Sve list end 

ROSSI, CE Division of Operational Events Assossmonl (Post 8/0411) 00/02/27 
Consolidated Edison Co of New York, Inc 102pp 48509 001 48589 1 10 

8902210564 NRC Info Notice 09 021, "Charujos in Performance Characteristics of 
Molded Case Circuit Breakers " Sve list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co ot New York, tnr 104pp 40578 032-40578 137 

8903030047 Forwards repl detailing status of each open item noted In Juno 1988 rogu 
laiory offeclivoness review Ropt withhold (ref lOCFn2 790) 

MROCZKA.EJ Northeast Nuclear Energy Co (siib'i of Norlhonal Utililloa) 
MROCZKA,EJ Northeast Ulililios 89/02/27 Documonl Control Branch (Documonl 
Control Desk) Ip 48691 357-40691 357 

8903090342 Responds to NRC Bullolin 88 007, SuppI 1 "Power Oscillations in (3WRs" 
Unit 1 completed addl procedure revs ro GE interim stability recommendations offoc- 
livo on 890201 & stability boundaries will bo roovalualed 

MROCZKA.E J , SEARS.C F Norlhoast Nuclear Energy Co (aubs of Norlheast lllili 
lies) MROCZKA.EJ Northeast Utilities 09/02/28 Document Control Branch (Dccu 
monl Control Desk) 4pp 48758 350 48758 353 

8903140664 Forwards Safeguards Insp Repts 50-245/89 01,50 336/80 02 & 50 423/ 
80 01 on 890130 0203 No violations notod 

BELLAMY, RR Region I, Ofc ol tho Director 80/03/02 MROCZKA.EJ Norlhoasl 
Nuclear Energy Co (subs of Norlheast Uliiilioa) 3pp 48834 081-40034 002 

-8903140670 Partially deleted In^ Repts 50 245/89 01,50 336/89 02 a 50 423/89 01 
on 690130 0203 (ref 10CFn73 21)No noncompliances noted Major areas 
inspected security program plans a audits & detection & absosamont aids 
LANCASTER.WK. CAMERON.DF. KEIMIG.R R Region 1, Ofc ot tho Difoclor 80/ 
02/28 Opp 48G34 084 48834 092 

8902270156 NRC Info Notice 89 022, "Quoslionablo Certification of Fnslonors" Sve liRt 
enci 

ROSSLCE Division of Operational Events Assessment (Post 870411) 89/03/n:} 
Consoltdalori Edison Co of Now York, Inc 105pp 4073? 001 48732,100 

0002280104 NRC Info Nolico 09 023, "Environ Qualification ol Litton Voam CIR Sorloa 
Electrical Connectors " Sve list end 

ROSSI, CE Division of Oporalional Events Assessment (Post 0/0411) B0/03/QI1 
Consolidated Edison Co of New York. Inc 106pp 48/23 038 40723-143 

8902260162 NRC Info Notice 89 024. "Nuclear Criticality Safely " Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 67072 OJ 
89 / 03/08 Consolidated Edison Co of Now York, Inc 96pp 40700 252 40/00 346 

8903010207 NRG Info Notice 09 026. "Instrument Air Supply lo Safety Related Equip 
rnont " Sve list end 

ROSSLCE Division of Oporalional Evonls Assossmonl (Post 870411) 89/03/07, 
Consolidated Edison Co or Now York, Inc 105pp 40741 053 40741-158 

89Q3020165 NRC Info Notice 89 027, "Limitations on Uso of Waste Forms & High In- 
tegrity Containers for Disposal ol Low Level Radwasto " Sve list onci 
QREEVES.JT Division of Low Level Waste Mnnanemont & Decommissioning (Posi 
870413) 89/03/08 Consolidated Edison Co ol Now York. Inc 1l7pp 48790 ltd 
4879B 231 

8903160282 Forwards Insp Ropt 50-245/89 02 on 890110 0213 No violations or unsalo 
plant conditions noted Detail 6 of rept discusses application of NRC GDC & faCiUtv 
SEP to reactor bldg to torus vacuum breaker butterfly valves 
8ETTENMAUSEN.L Region 1. Ofc of tho Director 89/03/08 MROCZKA.EJ NoflU 
east Nuclear Energy Co (subs ol Norlheast Utilities) 2pp 4Q8B7 222 48887-244 

--B803180286 Insp Ropt 50 245/89 02 on 890110 0213 No violations noted Major 
areas inspected plant operations.physlcal security, licensee rosponso to 10CFn21 rept 
involving Umitorque motor operalors.LERs & commitlee adivdies 
MCCABE.EC Region t, Ofc of the Director 89/03/06 21pp 48887 224-48807 2A1 
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$903200173 Forwards Amond 20 1o License DPn-21 & sa(Gly ovatualion Amend clari- 
lios info re insp inforvals & esloblishos cnlcria lor snubbers lhal may bo oxomplod 
from being counled as moporabte 

BOYLE M L PfOiccl Diroctoralc I 4 B9/03/00 MROCZKA.E J Norllioasl Nuclear 
Energy Co (subs of Norlhoasl Utilities) 3pp 4Q970 3t6 40970 323 

..$903200177 Amend 28 to License DPR 21, revising Tech Specs to provide clarifying 
info for determininq required insp miorvals & establish criteria tor snubbers that may 
bo exempted (rom being countoci as inoparabfo 

STOLZ,JF Project Diroctoralc M 89/03/08 5pp 40970 318 40970 322 

*•8903200183 Saloty evaluation supporting Amond 26 to Licenso DPR-21 
* Office of (Vuefoar Reactor Regufation, Diroctor (Post 070411} 09/03/00 3pp 
40970 323 40970 323 

89030B0372 NRC Info Notice 89 028. “Woighl & Clr of Gravity Discrepancioa for Copes- 
Vulcan Air Oporalod Valves “ Sve list oncT 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 09/03/14, 
Consolidated Edison Co of New York. Inc 107pp 48095 001-48895 109 

8903090021 NRC Info Notice 89 029. ''Polonlial Failure o1 ASEA Brown Roveri Circuil 
Breakers During Seismic Event " Sve list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/15, 
Consolidated Edison Co of Now York. Inc lObpp 48870 053-40870 169 

B903090133 NRC Info Notice 09 030, ’'High Temp Environs at Nuclear Power Plants*' 
Sve list oncl 

ROSSLCE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidalod Edison Co of New York Inc I06pp 40095 1 10 40B05 215 

6903220099 Forwards Insp Repls 50 245/09 03 & 50 336/80 04 on 890213 17 No vio 
f aliens no led 

BEILAMY.RR Region 1, Ofc of tho Director 89/03/15 MROCZKA.EJ Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 49008 216 49008 223 

-8903220105 Insp Ropts 50.245/09 03 & 50 336/09 04 on 000213 17 No violations 
noted Major areas inspected Unit 2 refueling outago activilies,Unlt 1 rofueUng oulnge 
preparation aclivilios & station ALARA practices 

THOM AS, W, SHANBAKY.M Region 1. Ofc of tho Diroctor 09/03/15 6pp 
49000 210 40008 223 

8903210421 Responds to NRC Bulletin 00 010, ‘'Nonconforming Molded Case Circuit 
Breakers *' List of In stock items w/inodel numbers & mfg names oncl 
MROCZKA.E J Northeast Nuclear Energy Co (suds of Northeast Utilities) 
MROCZKA.E j Connecticut Yankee Atomic Powor Co mROCZKA,E J Northeast Util* 
itios 09/03/16 Document Control Branch (Documonl Control Desk) 14pp 
48977 163 48977 176 

6903160427 NRC Info Notice 09 031, "Swelling & Cracking of Hafnium Control Rods " 
Sve list end 

ROSSl.CE Division of Oporfllionnl Events Assessment (Post 070411) 00/03/22 
Consolidated Edison Co of Now York, Inc 102pp 40906 001*46906 103 

6903170419 NRC Info Notice 09 032, '‘Surveillance Tostino of Low Temp Overpressure 
Protection Sys '* Sve list end 

ROSSl.CE Division of Operational Events Assessment (Post 070411). 00/03/23 
Consolidated Edison Co of Now York, Inc 104pp 48002 044 40992 147 


R. Periodic operating reports fk related correspondence 


6903030367 '‘Maddam Nock Plant & Millstone Station Units 1,2 & 3, Annual Rept for 
1000" W/090221 Itr. 

MBOCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Norlhoosl Nu 
clear Energy Co (subs, of Northeast Utilities) MROCZKA,E J Northeast Utilities 00/ 
12/31 529pp 48667 281.40660 090 

8903100351 "Milestone Nuclear Powar Slation.Unils 1,2 & 3 Semiannual Rndioactivo 
Effluents Reloaso Ropt.Jul Doc 1900*' W/000220 Ur 

MROCZKA.E J , SEARS.O F Northeast Nuclear Energy Co (subs o( Northeast Utill* 
lies) 80/12/31 04pp 48813 270 40013 362 

8902240097 Monthly operating ropt for Jan 1989 (or Millslono Unit 1 W/0002t3 Ur 
NEWBURGH.Q , SCACE.S E Northeast Nuclear Energy Co (subs of Northeast Ullll 
lies) NEWBURGH.G Northeast Ulililios 00/01/31 5pp 48583 270 40503 277 

8903200224 Monthly operating rept for Feb 1909 (or Millstone Unit 1 W/090310 Ur 
NEWBURGH, G , SCACE.S t Northeast Nuclear Energy Co (suba ol Northoast Utill 
ties) 09/02/20 5pp 40065 315-4B965’319 


S. Reporfabfe occurrences^ (.ERs & rsfafed correspondence 

0903 130263 LER 89 002-00 on 890202,fallurG to meet Tech Spec 4 5 c t h ro (oedwator 
coolant Injoclion (FWCI) sys surveillance testing concluded Cause Involved inlorprola* 
lion of term rWCj subsystems Procudure will bo created W/600301 Itr 
LINOSAY.E j . SCACE.S E Northeast Nuclear Energy Co (suba of Norlhoasl Ullll 
lies) SCACE.se Norlhoasl Utilities 09/03/01 3pp 40020.055 48820 057, 

8903130300 LER 89 001*00 on 8 90 131. re ported RWCU ays may not Isolate during small 
break IQCA duo to questlonablo environ qualification Sys immediately isolated & 
design change processed to provide addl sya isolation W/099302 Hr 
MURPHY.K E . SCARE.S E , CLEMENT.C H Norllteasl Nuclear Energy Co (subs of 
Northeast Utilities) 86/03/02 4pp 4QB32 021*48032.024 


V. Operalor Examine (Ions 


8903220159 Generic Ltr 69 03 to all power reactor licensees ^ applicants for OL re op* 
orator licensing nat I exam schedule Sve list end 

VARQA.SA Associate Director for Projects (Post 670411), 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp, 49005 001*49005.056 


DOCKET 50*247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emorgancy & fire protection plans 

0902010021 Requests that oncl FEMA rept on 000322 exorcise & 860329 romedmi drill 
be sent to licensee 

TRAVERS, WD Emergency Preparedness Branch 09/01/19 EBNEfER.SD Region 
1, Ofc ol the Director 2pp 48815 062.46015 208 

Q90310Q437 forwards FEMA ropt on 880329 remedial activities lor plant, indicating defi 
cioncy ro emergency broadcast sys procedures idenlilied durirrg BB0322 oxerclso 
BELLAMY.RR Region I. Ofc of tho Director 09/02/22 BRAM.S Consolidated 
Edison Co of Now York, Inc ?pp 40815 060 40815 061 

09Q3080300 Advises thot 800502 request tor oxccplion to protection factor requlremont 
(or primary emergency operations facility concerning expansion ol facility (rel NUREG 
0737.Sunp| 1) conditionally acceptable 

CAPRA.B A Project Directorate \ 1 80/02/20 BRAM.S D ConBolidaiod Edison Co of 
Now York, Inc BRONS.J C Now York Power Auilionty (formerly Power Authority ol 
tho Slate of Now York) 4pp 48748 334 48740 337 

8903210314 Revised omorgency plan for Indian Point Units 1 & 2 W/ 890307 Ur 
BRAM.S G Consotidaterf Edi-son Go of New York. Inc 89/03/0? 51 pp 48983 202 
40983 252 

0903140236 Final response to FOIA foquest (or documents Forwards App A 
documents App A documents also available m PDR 

GRIMSLBY.OH Document Control Branch (Document Control Desk) 89/03/09 
HAWKINS, M Impoll Corp 2pp 48875 082 40075,083 

**8903140289 Informs of planned regional participation In emergency exercises for 
FYG9 Tontativo schedufo of acliviltos listed 

RUSSELL, W.T Region 1. Ofc of the Director 08/11 /04 Region 1, Ofc of the Dircc 
tor 22pp 46875 086 48875 107 

890327036$ FonwardB Rev 4 to "Fire Protection Program Plan " 

0RAM.se Consofidatod Edison Co of Now York, fnc 09/03/13 Document Control 
Branch (Oocumorrt Control Desk) 2pp 40054 tZl^ABOBSOII 

.*8903280016 Rev 4 to "Fire Protection Program Plan " 

• Consolldatod Edison Co of New York, Inc 09/03/ 13 255pp 49054 123 49055 01 1 


H, General corrospondonce 

0903100391 Comment opposing proposed rule 10GFR50 re ensuring oKccUvoness of 
malnl programs (or nuclear power plants Supports NUMABC position Proposed rule 
will iiinder important mltlatlvos to Improve maint 

BRAM.S B Consolidated Edison Go ol New York, Inc 89/02/24 CHtLK.SJ Officoof 
tho Socrolary of tho Commission 2pp 40806 245 4QB06 246 


J. Insurance & Indomnlty Information 

8002270612 Forwards ondorsomonts lo listed NCLIA & MAELU policies & corlificatos 
OCONNOR.DJ Marsh & McLor^nan, Inc 89/01/13. DINITZ.I Oflico of Nudoar Roac 
tor Regulation, Diroctor (Post 070411) t25pp 4658S 055 40505 179 


P. Operating license stage documents & correspondence 

$902230423 Advises that WCAP-1097?.Suppl 1, "Addl Info In Support of Technical Jus 
tlllcalion for Eliminating Largo Primary Loop Pino Ruptures as Structural Design Oasis 
for Indian Point Unit 2, withheld (rot I0CFR2 ?0O),por 8901 12 roquost 
SLOSSON.MM Project Diroctormo I 1 89/02/15, WIESEMANN.R A Woslinghouso 
Electric Corp 5pp 48568 235 46568 230 

B903130345 Responds to Qonoric Llf GO 14, "Instrumont Air Sys Evaluation'* Util will 
oxpand air sampling program to inefudo addl sample locations & samples for parlicu* 
latos & hydrocarbons, 

ORAM, SB Consolidated Edison Co of Now York, Inc 00/02/17 Documonl Control 
Branch (Oocumont Control Desk) 5pp 4B02t’349 4802 1353 

B902230S23 Summary of 000217 meeting w/uiil in Rockville, MD ro licensing 
issues Mooting anondn oncl 

BRINKMAN, D.S. Project Directorate 1 1 89/08/21 Project Directorate 1*1 4pp 
4857} 030 4057 P030 

0903080200 Forwards safety evaluation supporting licenseo elimination of dynamic el* 
foots ol postulated primary loop plpo ruptures from design basis 
BniNKMAN,0 S. Prajoct Olrecloralo 1*1 00/02/23, BRAM.S B Consolidated Edison 
Co of Now York, Inc 2pp. 48730: 107-4 8739.2 10 

-8903060206 Safety evaluation supporting licensoo ollmlnation of dyrramic ollects ol 
postulated primary loop pipe ruptures from design basis 
" NRC . No Dolallod Affiliation Given 89/02/23 12pp. 40730 199 48739 210. 

8903160042 Forwards response to request for addl info ro 88D030 application to amend 
License OPR 26,(ncorporatinn Woslinghouso optimized fuel assombllos Plant opti* 
mizod fuel assembly nuclear design similar to LOPAR nuclear design 
BRAM,S B Consolldatod Edison Co of Now York, Inc 09/03/03 Document Control 
Branch (Oocumenf Control Desk) 6pp 48871 224.40871,228. 

8903160043 Cfarllics 680030 application for amond to Uconso DPR 26, allowing fuel 
design iransltton to Woslinghouso 15x15 oplimizod fuel asaemblv fuel through revs to 
appllcabla plan! operating irmilallons.offectiva w/Cyclo 10, 

BRAM.S B Consolldatod Edison Co of Now York, Inc 09/03/03 Oocumont Control 
Branch (Document Control Desk) 2pp 48871 30&.4$871 310 

-8903150161 Proposod Tech Specs.clarifyjng 880930 application for amend to License 
(jPR-2G, allowing fuel design transillon to WesUnghouse 15x15 optimized fuel assom- 
biles fuel through revs to applicable plant opofaling IlmltallonB 
‘ Consolidated Edison Co of New York, Inc 80/03/03 Ip. 48871 310 40B7T31O 
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8903150233 Intgrnis ru!,ponst? to Gi'‘noric LIr 06 1/ ro loss of DHR moels intoni ol 
Gone nr Ltr 08 17 w/respeci to e^pcdilrous actions 

BRINKMAN DS Proit’Ll Directorate 1 t 89/03/09 BRAM.SB Consolidated Edison 
Co otNc^ York Inc Ppp 48858 206 16858 211 

8903210171 Forwards requesi for sddi info re steam generator tube rupture accident 
analysis based on util 880930 & 690110 requests lor license amend to increase au 
thorized poAor level ol plant to 3 083 4 MWI 

eniNKMANDS Projecl Directorate M 89/0J/t3 BRAM.S B Consolidated Edison 
Co of New York Inc 6pp 48982 296 46982 301 

8903230104 Notification of 890412 meeting w/utit in Rockvtllo.MD lo discuss proposed 
license amend for spent fuel pool reracking 

BRINKMAN DS Project Di redo rale H 89/03/14 CAPRA R A Project Directorate I 
I app 49022 316 49022 350 

8903160296 Generic Ltr 59 02 to all holders ol OLs & CPs for nuclear power reactors ro 
actions to improve defection ol counterfeit & fraudutontly marketed products Sve Nsl 
end 

VARGAS A Associate Director for Projects (Post 870411) 89/03/21 Consoirdaled 
EdisonCo ol New York Inc 57pp 48960001 48960 057 

8903280330 Forwards summary of 890125 meeting repl in King of Prussia, PA lo discuss 
util progress & accomplishments re improved inservtco testing 8 root cause analysis 
programs 

WENZfNGER.EC Region 1. Ofc o1 Ihe Director 89/03/21 BRAM.S Consolidated 
Edison Co of New York fnc 2pp 49076010 49076 1 12 

-8903260337 Summary of 890125 meeting w/ufil in King of Prussia.PA to discuss Ih 
censeo progress & accomplishments re improved insemce testing & root cause anal 
ySJs programs 

SWETLANDPD Region 1, Ofc of the Director 89/03/19 Region 1. Ofc of the Direc- 
tor 125pp 49076012 49076 112 


O Inspection reports. JE Bulletins & correspondence 

8902240059 Approves proposed steam generator msp program for upcoming 1909 refu 
eling outage at facility Recommends that visual exams of secondary side for foreign 
objecis & loose parts for external damages to tube be conducted at next outage 
BRINKMAN.DS Project Directorate 1 1 89/02/16 BRAM.S B Consolidated Edison 
Co of New York Inc 4pp 48567 007-46587 010 


8903020165 NRC (nfo NoIicg 89 02/, LifniiatimVi (jn tlsrr of Wnsto I orriv, A Mnjli In 
tegnly Conlainers for Disposal of I ow 1 ovni Radw/i'ilcr Sv< list oru I 
GREEVES.JT Division of Low Lovol Wasto M<u>njrorii(rnt A lint otrirnissionjiifj (Pird 
B704I3) 89/03/08 Consolidalod Edison Co of Now York, fnc 11 /p/r 4fJ/% U4 
48798 231 

8903060372 NRC Info Notice 09 020, ‘ Wright A (Ar of Cirnvriy Disf rojiiliu inr, lor Ckipnn 
Vulcan Air Operaled Vatvos ' Sve lisl onci 

ROSSI.CE Division ol Opr'rational Evonis Assnssmonl (r^ofil li/0411) flO/Oil/M 
Consolidated Edison Co of Now York Inc 10/pp .Jmi'tbOOl 48H0M00 

8903090021 NRC Info Nolfco GO 029. 'Polonlinl f oifufo of ASEA Brown nnvdri Cirunl 
Breakers During Seismic Evonl *’ Sve lisl end 

ROSSI.CE Division of Oporolional Evonls Assessmonl (f^ist 8/0411) (]')/01/1*i 
Conso'tdaled Edison Co of Now York, Inc lObpp 48870 053 4fin/0 180 

8903090133 NRC Info Notice 89 030. "High Temp Environs ol NucUmr f’owor Plofiiq ' 
Sve list end 

ROSSI.CE Division of Oporalional Events Abse&srnoni (f»osl 870411) ntJ/0’J/l*> 
Consolidalcd Edison Co of Now York. Inc lOGpp 48805 1 10 48895 215 

09O322OOD6 Forwards Safety fnsp Hopl 50 247/89 0/ on 1190213 17 No violnlmn 
noted 

BELLAMY.R R Region I, Ofc of llio Diroctor 89/03/15 BRAM.S Consolidaipii 
Edison Co of New York. Inc 2pp 49006 012 49000 024 

-8903220092 Safely Insp Repl 50 24//89 07 on 000213 1/ No violalions noted Mnjnr 
areas Inspected radiological controls pronrnni on sito 

O'CONNELL, P. SHER0INI.S. SIIANUAKY.M Ruglon 1. Ofc of thn Director 89/03/ 
14 lipp 49006 014 49006 024 

8903220203 Forwards safety evaluation & EGG SO /036. 'Todinfcnl I vnfualion Bonl 
on Second 10 Yr Inlervol Inservtco Insp Progrnni Plan Itullnri Point Sintion.tfnil 2 ' 
Concludes that program meets roqulromonls of lOtifRSO 55a 
CAPRA.RA Project Direcloralo f t 89/03/16 BRAM.S B CorisoJItlnidd rdison Co ol 
New York. Inc 3pp 40004 1 10 49004 194 

- 8903220207 Safety ovalualion supporting liconsoo second 10 yr Inlnrvnl Insorvicu insn 
pfMram plan ^ 

* Office of Nuclear Reodor RoguIniJon. Oirertor (Poat 870411) 89/03/(0 Klim 
49004 113-49004 122 ' 


8903130360 Clarifies 86t228 submittal entitled. 'Steam Generator Tube Inservice Insp 
Program " Using hillside insp ports on steam generators 22 & 23.visual & photograph 
ic exam will be made of flow slots tn uppermost support plate 
BRAM.S B Consolidated Edison Co of New York, Inc 89/02/21 Document ConlroJ 
Branch (Document Control Desk) 3pp 48820 257-48820 259 


-8903220211 "Tochnicaf Evaluation Ropl on Suconil 10 Yr Intofval Insorvlco Insr f’rn 

g ram Plan Indian Poinl Slalion Unit 2 " 

flOWN.B W . MUDLIN.J 0 EG&G Idaho, Inc (buh‘i of Inc ) BROWN.ffW 

Idaho National Engmoorfng Laboratory 88/07/01 NRC No Ooloilod Affiliation Cnvun 
72pp 49004 123 49004 194 


8903070083 Forwards Insp Rept 50 247/88 27 on 880912-16.101 M4 & B90103 86 No 
violations noted 

GALLO R M Region 1 Ofc of Ihe Direclor 89/02/22 BRAM.S Consolidated Edison 
Co of New York, fnc 2pp 48763 182 48763 198 


89031G0427 NRC fnfo Nolico 80 031, 
Sve list oncI 


'Swolling & CJrnckIng of I Infnium Control flocla ' 


ROSSI.CE (^vision of Oporakonnl Evonh Atisnssmonl (Post fi/04tl) U9/0:Ni>.> 
Consolfdaled Edison Co of Now York, Inc lOPpp 40080 001 401188 103 


-8903070085 fnsp Repl 50 247/88 2/ on 880912-16,1011-14 & 890102-06 No viola- 
tions noted Major areas inspected followup of three allegations & reviewed provenlivo 
of contractor personnel.training & quahfication 
^^pp^ 46763 184 the Director 89/02/17 


6903170419 NRC fnfo Notice 89 032, “Gurvoilfanco Touting of low romp Ovorpriissuo’ 
Pfoleciion Sys Sve list end r i » 

ROSSLC E (^vision of Onoralionat Events Asuousmont (PobI 0/0411) 89/01/21 
Consolidatod Edison Go of Now York. Inc 104j)p 48002 044 48002 147 


^Oelign’^SvcksUn^d Byron Jackson 

ROSSI CE Dvision of Operational Events Assessmenl (Post 870411) 89/02/24 
Consolidated Edison Co of New York. Inc 106pp 46572 043 48572 148 

8902210351 Suppt 1 lo NRC Info Notice 88 073, "Direction Dependent Leak Character- 
istics of Containment Purge Vahres " Sve fist end 

cSfsIlidaLSn" C°o ofWk'r loatp 

ToZ^Cas^DrcAeake” Charac.e«sl,c8 o( 

Operational Events Assessmenl (Post 870411) 89/02/27 
Ck)n50lidaled Edison Co of New York, fnc I04pp 48578 032 48578 137 

Molice 89 022. 'Ouestionable Certification of Fasteners '* Sve list 

sl“lfs?end <>' LUton-Veam CIR Sanaa 

Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co or New York, Inc t06pp 48723 038 48723 143 , " 

8903150046 Responds lo NRC Bulletin 88 011, ‘ Pressurizer RiimA i Tw^ai i 

B,a«h llLS'SS, ‘"“"''O' 

(esponse to NRC 881230 llr re violations noted in Insp 

‘“SinIhTm n"? n®‘'“ ®® Salely " Sve list end 

89/03706 Consd,Lte?o°n'(5'^„?’M 

Supply to Sately Retalerf Equip 

SdaL soH Co jr 


04 D 


R, Periodfc operating reports A related corrosporufonco 

®®RRAM & Wasto plsjjp'ml RrrpLJuI Dot lOIJfl " W/890301 llr 

48877 320 Edison Go of Now York, Inc 00/12/31 fjOpp 4887/2112 

®^foMSVo?nTudt%'^°^ operating ropl for Jan 1080 & rov lo ropl for Doc 1H8« 

Edison Co of Now York, fnc OO/OP/ib NRG No Dofailod 
Affiliation Given Ip 48670 040 48670 055 inu ummiou 

48670 054^ ConsofidatGd Edison Co of Now York, Inc 80/01/31 6pp 48670 0-! 

|.PP 

BRAM.S B Consolidalod Edison Co of Now York, Inc 09/02/20 DoLurnont Conird 
Branch (Documom Control Desk) (p 40053 254 40000 2 G 7 uOLumunn.oniroJ 

-8903140172 ''Personnol Whole Body Exposures for CYOO '' 

Consolidated Edison Co of Now 'f'ork, Inc 00/12/31, Ip 48053 255 481)53 255 

-89M140176 "Number of Personnol & Mon F^om By Work & Joli fuftcHon" 

Consolidated Edison Co of Now York. Inc 08/12/31 2pp 40053 250 40053 25/ 

S. Reportable occurroncos, LERb A related correspondence 

^ teUf ^0«u^[SfCausod°''h2°®2«^‘^^ gnsoouB radioaclivo gas ro 

SVVETLANO.P Region 1, Ofc of Iho Director 89/03/00 Ip 48854 225 48054 225 
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9903230093 ^ pO‘'^il>j|ilv ASt () ‘lOli’iuml fuliifn sjiiin(| on h-iU'Cl valves 

may tliseiKiaqr Iroin soleruml Mur fosulliiuj in limhage Intlially roporloij on 
flOO HO Holt! Uiqs plareil on all aflrrled valves ^ v,ilv(*s fiHumcnl lo mft) on BQ02I6 
HRAM S n t. onsolitlaiocJ Fihsgn lo of N(>w Yofk Im »*)/()3/in HUSSEl L W 
Region 1 Olo ol llu' □ucclot Jpp 0')? 1‘I0JJ‘) 

9903270100 I EH RO 00 1 00 on BOO.MI all equil'nionl supplied irom 400 voll ac vilal bus 
3A inarivoftenllv i1(>ene/qizei1 Haustsl by toss nl haltery tharger ?i while peilorminy 
proODlane work Relay rack work slopped & leshni} poflonneii W/0003iri Hr 
KOUTOUZISJH drams LI t onsolidaled I di-.on Co of New York. Inc OU/03/16 
-Ipp 1f;G 4D04‘> 159 


V Operator Examinations 


-G903I00215 SiJiiifnafy ol meeling w/Prol Loss Conlrol.nlil A HHC al plant Silo 

re rr‘soUilioii of lindings diirmn App R insp ol oul ol sve sale sbultiowr* uquipmanl in 
hi(|li radiation areas 

LAHNI.CM Sarijonl & Lundy Inr. nD/02/<J7 Sargont & Lundy Inc fpp 4flf]0?3l5 
4H1192 319 

8903160322 Advises ihat 09022a Rev 26 lo plant securdy plan consistonl w/provistons 
ol lOCrnM) 'jaip) & accnplaWo 

GREGCnun Region 3. Ole of Iho Difcclor 09/01/02 DLISS.HE CommonwGallh 
EdisorrCo Gpp 4901020849010299 

8903210069 Revised EPJPs, including Rev 11 to ED 9A & Rov fl to ED 14, ‘Estimaling 
Thyroid Dose from Maasuremonls ol I-I3t in Milk '* 

* Common wealth Tcfison Co 09/03/03 13pp 40930 24 G 409B0 258 


9902230105 Advises lhal wrillcn exams & opeinling tests scheduled lor wks ol 090515 
1 9 S 22 & 26 Rcl matls ro reaclor/senior roactor oporniof licensing oxams listed on 
onci should be provided by 890315 , 

ESELGROTHPW Region 1 Ole ol the Director 09/02/15 BRAM,S Gonbolidaloil 
Edison Co ol New York Inc 1 1pp 48555 164 48555 174 


8903210017 Nolilios ol change in licensed senior operalor slalus Enel withhold (rol 
10CFR2 790(n)(6)> 

BRAM,S B ConsoNdatod Edison Co ol New York. Inc 80/03/06 Documonl Conlrol 
Branch (Document Control Desk) 2pp 48989 090 409D9 100 

8903220159 Gensric Ltr 89 03 to att power roactor liconsoos & applicants lor OL ro op 
era lor li cansing nail exam scherlulo Sve list end ^ . 

VARGA.SA Associate Director lor Pro|ocls (Post 8/0411) 89/03/24 Consolidalod 
Edison Co of New York, Inc 54pp 49005 001 49005 056 
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F S&curlly, medical, emergency & fire protection plans 


8903210269 Advises lhal Rev 5b lo plant emorgoncy plan consistent w/ provisions of 
10CFR50 54{q) & acceplablo Approval ol emergency a clton IdvgIs (EAL) does not pro 
elude additions to upgraded EAl s rosulling trom NRC review ol {locommssioning 
GRCCiER.LR Rogian 3, Ole ol the Director 89/03/08 REED.C CommonwGallh 
Edison Co 2pp 4B0B4 04?-4fli)64 043 


H, General correspondcnco 

8903080083 Comment opposing proposed rules lOCPRSO & 55 ro oduc & exporianco 
requiromonls for senior ronclor operators & supervisors Altornativcs provide no en 
Jioncemrtnt of reactor safety & reduce oxporienco level of senior oporalors 
MATRIS.S Affiliation Not Assigned 00/02/22 Dockeling & Sorvicos Branch Ip 
48745 242 48745 242 

B903000119 Comment opposing proposed rules 10CFR50 & 55 re educ & oxpenonco 
roquiremonts for senior reactor oporalors & supervisors Both allornatives would 
reduce to nothing number of reactor opor«ilors advancing to senior operalor 
STACV.DJ Commonwoatlh Edison Co OD/02/22 Docketing & Services Branch Ip 
48745 246-48745 246 


8903140027 Rov 5 lo EPIP EG 10. ’ Ofifailo Porsonnol & Voliicio Conlaminalton Monitor 
inn at Relocalion Clrs for Nuclear Slnlion Evncucos ’’ 

GOLDEN.JC Commonwealth Edison Co 09/01/31 Opp 40057 202 48057 290 


8903080060 Responds lo NRC 890103 Hr ro violations noted in Insp Ropls 50 237/00* 
to & 50 249/OB 12 Procedure 3 3, ‘‘Control of Transient Combiistiblo Areas & No 
Smoking Areas ’ revised by fire marshall & lire proloclion engineer 
BLISS, H E Commonwenllh Edison Co 09/02/01 DAVJS.A D Region 3. Ole ol the Dl 
roc-lor 4pp 48768 019 48760 022 

6002230166 Rev 15 lo procedure distribution item lor DEOPs 200,200-1, 200-2,200 3 & 
200-4 (low chart W^no oversize drawing 

• Commo-nwaallh Edison Co 89/02/03 2pp 40S07 001 48507 00? 


8903010241 Revised emergency plan implemonling procedures, including Rev 1 1 lo Pro 
ceduro ED 9A, "Cafculalion Rodloiodmo In Conlainmont.'* Rov II to Procedure ED- 
90, "Calculation lo Almosphero" & Rov 11 fo Procedure ED 1 1. "Eslimalmg " 
FERGUSON, D, GOLDENJC , Dl PONZIE.M E Commonwealth Edison Co 89/02/14 
78pp 48647 005 48647 163 

8903010211 Application for amends lo Licenses DPR- 19 & DPR‘25.rovisino fire prolec- 
llon liconsB conditions & Tech Specs por Improvomont program Tech Spec action 
plan & Gonoric Ltrs 06 10 & 88 12 

SILADYvJA Commonwealth Edison Co 69/02/22 MURLEYJE Office of Nuclear 
Reactor Rcgulalion, Director (Post 8704 1 1 ) 3pp 40645 265 4D645 362 


•B9 030 102 67 Proposed Tech Specs re limiting conditions lor operation for lire protoc 
lion sys 

* Commonwealth Edison Co 09/02/22 lOOpp 40645 268 48645 362, 


8902230472 Rov 2 lo Emergency Plan Implomonling Procedure DSSP 100 A2/B2, “Mol 
Shutdown Proceduro Path A2/B2 " 

• Commonwealth Edison Co 89/02/26 55pp 40570 173 48570 227 


8902230478 Rov 3 to Procedure DSSP 100 E. "Hot Shutdown Procedure * Path E '* 
• Commonwealth Edison Co 80/02/28 17pp 46579 014-48579 030 


8902Z304B4 Rov 6 lo Emergency Plan Implementing Proceduro EPIP 200-20, ‘’Control 
Room Evacuation /Safe Shutdown (Primary Rosponsibllity * Oporaliona Director) " 

* Commonwoallh Edison Co 89/02/26 56pp 48578.139 46578 196 


8903080211 Forwards Safety Insp Rept 50-249/80 04 on 600604-890208 & forwards 
notico of violation 

COOPER.RW Region 3. Ofc ol Iho Director 89/02/28 REEO.C Commonwoallh 
Edison Co 2pp 40741 311-48741 318 


8003000142 Commonl opposing proposed rules 10CFR50 & 55 ro educ & oxparionco 
roqulromenls lor sontor reactor operators & supervisors Allernalivos provide no en- 
hancoment of reactor safoly & reduce oxporionco level of senior operators 
GULOS.J Alfillation Not Assigned 89/02/22 Dockoling & Services Branch Ip 
48745 250-4674 5 250 

8903080165 Comment opposing proposed rules 10CFR50 8 55 ro educ & oxporionco 
roquiromonts for sonbor roactor operolors & supervisors Alternative provides no en- 
hancement ol roactor saroty 8 will reduce oxporionco level of senior operators 
MORROW.G Affiliation Not Assignod 89/02/22 Docketing & Services Branch Ip 
40745 256-48745 2S5 

8003080432 Comment opposing propoaod rules 10CFR50 & 55 ro oduc & experience 
roquiromenis for senior roactor operators & supervisors at rudoarpowor plants 
FAGCHINA.RE Affiliation Nol Assigned 09/02/22 Dockofmg & Services Branch Ip 

40744 166-40744 '166 

8903080479 Comment opposing proposed lules 10CFR50 & 55 ro oduc & oxporionco 
foqulromonls lor senior roactor oporalors & supervisors at nuclear power plants Both 
allornalivos do not provide onh&ncomont of roactor safely 

KAPCHINSKE.M Aflilinllon Nol Assigned 00/02/22 Dockoling & Sorvicos Branch 
ip 48745 142-48745 142 

8903080494 Comment opposing proposed rules lOCrRSO & 55 ro oduc & oxporionco 
roqulromonls lor senior roactor operators & suporvisors ot ruclonr power plants 
* Affiliallon Not Assigned 69/02/22 Dockoling & Sorvicos Branch Ip 48744 154 
48744 164 

8903080030 Comment opposing proposed rules 10CFRGO & 55 ro educ & oxporiof^ce 
roquiromonts for senior roactor oporalors & supervisors Pfoposod rule alternatives 
would reduce to nothing roactor oporalors advancing lo senior oporator 
PUTYL,R Affihalion Not Assigned 89/02/27. Dockoling & Services Branch Ip 

40745 221-40745 221 

B9030B0036 Comment opposing proposed rules 10CFR60 & 55 ro educ & exporionco 
roqulromonls for senior reactor operators & supervisors at nuclear power plants. 
ClUFFINI.LA Commonwoallh Edison Co 89/02/27 Docketing & Services Branch 
Ip 40745 236-40745 235 

8903080096 Comment opposing proposed rules 10CFR50 & 55 ro educ & experience 
roquiromenis for senior roactor oporalors & supervisors Boih alterr^ativos would oven 
lunlly reduce to nothing roactor operators advancing lo senior operator 
MOHR.T Affiliation Not Assigned 89/02/27. Dackefhg & Sorvicos Branch, 2pp 
4874 6 243 4074 5 244 


-8903060214 Notice ol violation from insp on 880604-090208 Violation noted licensoo 
did not adequately protect penetration X-tl4, which leads to combustible drywoll 
llner.re suiting In lire in drywell on 880604 

COOPER.R W Region 3. Ofc of the Diroctor 09/02/20 Ip. 40741,313 48741 313 

-8903080218 Insp Rept 50-249/80 04 on 880604-890200 Violation nolod Major areas 
Inspected licensee actions re fire in drywoll expansion gap which occurred on 800604 
HOLME S.J. GARDNER.RN Region 3, Ofc ol Ihe Director. 09/02/28 Bpp 
46741 314-48741 318 

8903090194 Forwards Rev 26 to security plan Rev withheld, 

* Commori wealth Edison Go 89/02/26 NRC - No Detailed Alfilialion Given, Ip 
40781:199*40781 199 

B9O328O105 Revised EPIPs.includmg Rev 6 lo ED 5, Rev 13 lo ED 6, Rev 11 to ED 
lO.Rsv 0a lo ED-14 & Rov 6 to ED 26 

MALKEWIC2,AJ Commonwealth Edison Co 09/02/20, 12Bpp, 49076 113- 
49076 240 

8903100208 Advises that util plans lo Install finoar heal detection in & around affected 
cable trays & nsers.per App R during next refueling outage currently scheduled to 
begin in Nov 1989 

S)LADY.JA Commonwealth Edison Co 89/03/01 MURLEY.TE Ollice ol Nuclear 
Reactor Hogulalion. Director (Post 07041 1) 2pp 46002 313-48002 319 


8903080160 Comment opposing proposed rules 10CFR50 i 55 ro oduc 8 experience 
foqulfomenls for senior reactor operators & auporvlaors AllornaUvos provlUa no en- 
hancement of roactor safety & rcduco experience level of senior operators 
CARLSON.O Affiliation Not Assigned 80/02/27 Docketing & Sorvicos Branch Ip 
40745,254-40745 254 

8903060172 Comment opposing proposed rules 10CFR50 & 65 re education & experi- 
ence roqulromonls for senior roactor operators & supervisors Alternative provides no 
enhancement of reactor safety A will reduce exporionco level of senior operators 
HICK.J Affiliation Not ABBignad QO/02/27 DockeflOQ A Services Branch Ip 
48746 250 4e745'259 

8903080491 Comment opposing proposed nrles lOCFRSO & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants Proposed rules provide no enhancernenl of reactor safely 
THEESFElD.TL Alfilfellon Not Assigned 09/02/28, Docketing & Services Branch 
ip 48744^66 48744.155. 

8903080807 Comment opposing proposed rules 10CFR50 & 65 re educ & experience 
requirements for senior reactor operators A supervisors at nuclear power plants Rule 
will cause career siagnaiion & animosvty among opeiaiors 

GOODIN,R C CommonwoeUh Edison Co 89/02/28. Docketing & Services Branch 
Ip 48745 J 28-48745 120. 
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a9030B05<J2 Comment opposiHQ proposed rules lOCFRSO & 55 re educ & expencnce 
requirements ^or senior reactor operfliors & supervisors Attorralives provide no en 
hancement of reactor safely & will reduce expenonce fevel of senior operators 
PALANYKJS Af (ilia lion Not Assigned 89^03/01, DocJtetjng S Services Branch Ip 
48744 111-48744 111 


J fosurancc & indemnity Information 

8903150140 Informs of onsite property damage insurance fn force at plants 
RICHTER.M H Commonwealth Edison Co 89/03/09 Documont Conlrol Branch (Doc 
umenl Controf Desk) ip 48871 345 48871 345 


P. Operating license stage documents A correspondence 

8902240141 Application for amends lo Licenses DPR- 19 & DPR*25, revising adminlstra 
live controls Section 6 0, per Generic LIr 8B 06 to incfude removal of organizational 
figures 

CHRZANOWSKI.R Commonweallh Edison Co 89/02/17 MULLEfl.D Office of Nu- 
clear Reactor Regulation, Diroclor (Post 970411) 2pp 48500 O26’4850O 071 

-8902240142 Proposed Tech Specs, changing admin Istralivo controls Seclion 6 0, per 
Generic Ur BB 06, to include removal of organizational figures & position change from 
radiation chemlslry lechnlcian to radiaClon prolection technician. 

* Commonwealth Edison Co 89/02/17. 44pp 405BO 028-40580071 

8902200361 Advises of withdrawal of 081005 proposed amend to Tech Spoc admims- 
traliva controls Seclion 6 Request being withdrawn due lo finalizalion of major reorga 
pization 

CHRZANOWSKLR Commonweallh Edison Co 89/02/21, MURiEYJE Office of Nu 
clear Reactor Regulation, Pirector (Post 870411) 2pp 40633 227*48633 220 

8903010211 Appllcatron for amends lo Licenses DPR 19 & PPR-25,revising fire protec- 
tion license conditions & Tech Specs par improvement program Tech Spec action 
□fan A Generic Lire 86- 1 0 & 0 0 1 2 

SILADY.J A Commonwealth Edison Co 69/02/22 MURLEY.T E Office of Nuclear 
Reactor Regufalion, Director (Post 87041 0 3pP 4a646*2B5 48645,362 

-8903010267 Proposed Tech Specs re limiting conditions for operation for fire protec- 
lion ays 

* Commonweallh Edison Co, 89/02/22. lOOpp 40645 260.46845 362 

6903070072 Requests analysis of Allegalian RIII88A.0147 described In End I re fit- 
nass for duly fssu© within 45 days of Hr receipt End withheld (ref 10CFR2.790) 
NORELfUS,C £ Region 3. Ofe of the Director 89/02/22, REED.C. Commonwealth 
Edison Co Zpp 48741 001*48741002 

8903100192 Submits addi fnfo re proposed amend lo 4 kV undervoHage settings ECCS 
to run intermittently during normal plant operation if room temp eKceeds set point 
SlUDY.JA. Commonwealth Edison Co 39/02/26 MURLEYJE, Office of Nuclear 
Reactor Regulation, Director (Post 870411), 1p 40804*099-48804 099 

6903100119 Forwards corroded Rev 54 lo Topical Root CE-1 A, ”QA Program for Nu- 
cloar Generating Stations/' incorporallng Pages 1-38 & t-44. 

RICHTER, M H Commonweallh Edison Co 89/03/01 Document Control 6 ranch (Ooc* 
umenl Control Desk). Ip 40008,252*48600 253. 

-8993100138 Corrected Rev 54 to "QA Program for Nuefear Generating Stations, “ In- 
corporating Pages t 38 A 1 44 

SHEWSKWJ Commonwealth Edison Co. 09/01/27 10pp. 40BO8‘254.488O8 263. 

6903210119 Provides update of NRC current position re acceptabiflty of uso of ASME 
Code Case N 411, "Aflernalo Damping Values for Solsmfc Analysis of Cfass 1,2 & 3 
Piping A Alternate Seismic Evaluation Cntojla "* 

MULLER, D R, Projecl Direclorato 111*2. 09/03/01. 8LlSS,H.E Commonwealth Edison 
Co Bpp 48983:1 67-4 BOea- 172 

8903240261 Confirms Q90323 meeling in Oten Ellyn,IL to discuss util quality verification 
program,per 890210 Itr 

GRiEENMAN,E.O Region 3, Ofo of Iho Oireetpr. 89/03/03, REED,C, Commonwealth 
Edison Co. 3pp 4fiOa0.O43-49O36O45 

8903160056 Ack receipt of 890127 submiltal of Rev 54 to QA Topical Rept CE-1- 
A.Program continues to satisfy requirements of 10CFR50,App B 8 acceptable 
WRIGHT, Q.C Region 3, Ofc of the Di/eclor 69/03/07. REED,C. Commonwealth 
Edison Co, 2pp. 46893:108 48893 109. 

8903200289 Notice of consideration of Issuance of amends lo Licenses DPR 20, DPR* 
30, DPR 19 & DPR 25 & proposed NSHC determination & opportunity for 
hearing Amend revises Tech Spoc Seclion 6 0, "Administrallve Controls '* 
SHEMANSKLPC, HOSS.TM.. SIEQEL,B.L Project Directorate lli*2 69/03/09. 11pp. 
48071 ■073-48971. 003, 

8903220514 Forwards Wyle Lab Test Rem 17019*01 re simulated 3 yr testing of Mobi 
lux Ep.0.EP-1,EP2 8i Mobilegrease 20.TeSt program demonstrated that MwiI grease 
samples performed required funcUons during aging, 

SfLADY,aA Commonweallh Edison Co. 80/03/09. MURLEYJ.E. Office of Noefear 
Reactor Regulation, Director (Post 070411). 2pp. 40005*100 49005:271, 

-8903320521 "Nuclear Environ Ouafificalion Test Program on Mobil Greases for Lfml* 
torque Actuators " 

SMITH, D., JOHNSON/.R., HIGHT.Q.W. Wyfo Laboratories. 17019*1, 89/02/08 
149PP 49005*111 49005:259 

-8903260241 Rev 0 lo "Ouallficatfon of Mobif Oil Co Greases Mobilux EP-0,EP*1,EP*2 
& Mobitgrease 26." 

‘ Sargent A Lundy, Inc, 000 042827 ROO. 86/02/20, 12pp. 49005:260*49005:271. 

890327003S Ferwards supplemental Info in form of revised pages clarifying flued head 
anchor reassess meni program. Transmittal documents clarification ^ovfded during 
call in form of revised pages. 

SILADV.JA. Commonweallh Edison Co. 69/03/15. MURLEY.T E. Office of Nuclear 
Reactor Regulation, Director (Post 670411), 8pp, 49058<300*49056:307, 

8903270004 Noliffcalion of 660320 meeting w/utit in Rockville, MD to discuss util pro 
posed 4 kV undervoltago trip setpoint 

SCGEL.B.L. Projaci OTrectOfate f<j.2. 89/03/17 MULLER, D R. Project Directorate III* 
2 3pp 49055, 320*4 9055’322. 


8903160296 Generic Ltr 09 02 lo all holders of OLs & CPs for nudear power readers ro 
acitons to improve dsleclion of couniorfeil & Irauduionlly markatod products Sve list 
end 

VARGA,SA Associate Director for P/ojecis (Post 870411) B9/03/21 Consolidated 
Edison Co of Now York. Inc 57pp 48960 001-40960 057 


Q, Inspectfon reports, IE Bulletins & correspondence 

8003080068 Responds lo NRC 890103 Itr re violations nolod in Insp Ropls 50 237/88 
10 & 50-249/08-12 Procedure 3 3, ‘'Control of Transient Combuslible Areas & No 
Smoking Areas" revised by frro marshall 8 fire protection engineer 
BLISS.H E Commonwealth Edison Co 89/02/01 DAVIS, A 0 Region 3, Ofc of the Dr 
roctor 4pp 40760 019 40763 022 

8932280263 Provides supplemental info in response to NRC insp of fiued head anchor 
assessment program Confirms that shear & tension loads combined by shear friction 
provisions of ACT-349 code & related App 0 

JOHNSON,! M Commonwealth Edison uo 09/02/21 MURLEY.T E Office of Nuclear 
Reactor Regulation, Dtrector (Post 8704 1 1) 3pp 46524 248 40624 250 

8902280248 Forwards Insp Repls 60 237/89 03 & 50-249/89 03 on 890105-0203 Nc 
viotations noted 

GREGER.LR Region 3, Ofc of the Director 09/02/22 REED.C Commonwoalih 
Edison Co 2pp 48624 303 48624 310 

-8002280260 Insp Repts 50-237/89 03 & 50 249/89 03 on 890105 0203 No violations 
noted Major areas inspected radiatron protection program during oulago 
Including, external exposure control & personnel dosimetry & personnel contominalion 
events 

MILLER.DE, SCHUMACHER.M Region 3, Ofc of the Director 89/02/21 14pn 
48624 305 48624 318 

B602170112 NRC InfO Notice 69<020, "Weld Failures in Pump of Eyron-Jockson 
Design " Sve fist end 

nOSSLCE Division of Operational Events Assessment (Post 870411) 09/02/24 
Consolidated Edison Co of Now York, Inc t06pp 40572.043 48572 148 

8902210361 SuppI 1 to NRC Info Notice 80 073. "Direction Dependant Leak Character- 
istics of Containment Purge Valves " Sve fist end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 09/02/27 
Consolidated Edison Co or New York, Inc 102pp 48589,001-48509 110 

8902210664 NRC fnfo Notice 89 021, "Changes In Performance Charac teas tics of 
Molded Case Circuit Breakers " Sve fist end 

ROSSf.CE Division of Operallonal Events Assessment (Post 870411) 09/02/27 
Consolfdated Edison Co of Now York, Inc t04pp 48570 032-48578 137 

6903060058 Provides aupplomental response to NRC Bulletin 88 004 re evaluation veri- 
fying current minIflow rates suffreiont lo ensure no pump damage from few ilow 
operation Pump vibration fovels during min (low 2 3 times higher than full flow 
RICHTER.M H Commonwealth Edison Co 09/02/27 Document Control Branch (Doc 
umenl Control Desk), 5pp 40736 243 48735-247 

66030B0211 Forwards Safely Insp Rept 50 248/89 04 on 800604-890208 & forwards 
notice of violation 

COOPER, RW Region 3, Ofc of Ihe Director 09/02/28 REED.C Commonwoalth 
Edison Co 2pp. 48741 31 1-40741 310 

-89030B0214 Notice of violation from insp on 080604 8902 08. Viol at Ion noted liconseo 
did not adequately protect penetration X-114, which loads to combustible drywell 
finflr.fe8ul1ing In fire in drywell on 080804 

COOPER, RW. Region 3. Ofc of Iho Director 00/02/20 Ip 48741.313-48741 313 

-8903060218 Insp Rept 60-249/89 04 on 080604 09O2O8.Vfolatlon noted Major areas 
Inspected.llcansao actions ro fire fn drywell expansion gap which occurred on 680604, 
HOLMES, J., GARDNER.RN Region 3. Ofc of Iho Dfrector. 89/02/20 6pp, 
48741.314 40741*318 

8903100200 Advises that util plans to inaiall finoar heat detection In & around affected 
cable trays & risers, per App R during next refueling outage currently scheduled lo 
begin fn Nov 1069 

SILADY.J A. Commonwealth Edison Co. 09/03/01. MURLEYXE Of free of Nucloar 
Reactor Regulation. Director (Post 870411] 2pp. 40802*313 40802.319 

-6903100216 Summary of 890202 moallng w/Prof Loss ControLutii & NRC at plani wlo 
re resolution of findings during App R insp of out of- sve safe shutdown equipment fn 
high radiation areas 

LAUNI.C.M Sargent & Lundy, the. 80/02/27. Sargent & Lundy, Inc. 3pp. 48802:316 
48802-319, 

6902270168 NRC Info Notice 69 022, "Oueslionable Certifrcatlon of Fasteners." Svc fist 
oner 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 00/03/03. 
Consolidated Edison Co of New York, Inc 105pp 48732 00 1*48732: 106 

6902280104 NRC Info Notice 89 023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors." Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. oi Now York, Inc I06pp 48723.030*48723-143 

6903090 4 SB Forwards response lo NRC Bulletin 6B*0O7.Suppl 1 ro actions taken to 
ensure that safety limit for plant min critical power ratio not viola ted. Stability regions of 
proposed new fuel designs wilt bo reovatuated for stable oporalion 
RICHTER, M.H Commonwealth Edison Co 89/03/03. Dpcumenl Control Branch (Doc- 
ument Control Desk). 6pp 40801:100-48801:185 

0902200182 NRC Into Notice 89*024, "Nuclear Criticality Safely" Svc list end. 
CUNNINGHAM,R,E. Division of Industrial & Medical Nuefear Safely (Post 870729). 
80/03/06 Consolidated Edison Co of New York, fne fiOpp, 48700*252-48700.346 

0903010207 NRC Info Notice 09 026, "fnslrumani Air Supply lo Safety-Rofated Equip- 
ment." Svc list end. 

ROSSI.C.E. Division oi Operational Events Assessment (Post 670411). 89/03/07. 
Consolidated Edison Co. of Now York, Inc, lOSpp 48741-053 46741:150 
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^9030201 65 NRC Into Nolico 89 027. ' Umilaltons on Use ot Waste Forms & High In- 
legrity Containers for Disposal of Low Level Ratiwasie " Svc list end 
GHeEVES.J T Division of Low Level Waste Management & Decommissioning (Post 
870413) 09/03/08 Consolidated Edison Co of Now York. Inc UZpp 40790 114 
48798 231 


-8903090102 Insp Ropls 50 250/89 02 & 50 2 51/89 02 on 890117-20 Violations 
noted Major areas inspected licensee actions re roquiremonts of radiological emergen 
cy plan & implomenlirig procedures during 890107 incident re RCS leak on Unit 3 
KREH.JL, RANKIN.WH Region 2. Ole of the Diroclor 89/02/14 8pp 48000 281- 
40800 287 


8903080372 NRC Info Notice 89 028, “Weight & Ctr of Gravity Discrepancies for Copes 
Vulcan Air Opomted Valves “ Svc list oncT 

ROSSI, C E Division of Oparational Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, fnc 107pp 48895 001-48095 109 

0903090021 NRC tnfo Notice 09 029, “Potential Failure of ASEA Brown Boven Circuit 
Bro-akers During Seismic Event “ Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 80/03/15 
Consolidated Edison Co of Now York, Inc 106pp 48870 053 48870 169 


8903090133 NRC Info Notice 89 030, “High Temp Environs at Nuclear Power Plants” 
Svc lisl end . . ^ 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 80/03/15 
Consolidated Edison Co of New York, Inc lOGpp 48095 1 10 48895 215 


3903270233 Responds to NRC Info Nolice 88 002, "Torus Shells W/ Corrosion & De- 
graded Coalings In BWR Containments" Summary of relevant prolecis for various 
uflls successfully employing underwater allornative to draining vessel end 
STUART, CO SG Pinney Co 89/03/15 ROSSI, CE Division of Operational Events 
Assessmonl (Post 87041 1) 9pp 49056 023 49056 031 

0903180427 NRC Info Nolico 09 031, “Swelling & Cracking of Hafnium Control Rods " 
Svc list end 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of New York, tnc 102pp 48986 001-48986 103 

0903170419 NRC Info Notice 89-032, "Surveillance Tealing of Low Temp Ovorprossuro 
Pro lectio n Sys “ Svc list end 

ROSSLCE Division of Operational Events Assosament (Post 870411) 89/03/23 
Consolldaled Edison Co of New York, Inc 104pp 48892 044-48992 147 


R, Periodic operating reports & related correspondence 

0902280406 "Effluent & Waste Disposal Semiannual Repl Jul Doc 1988 " W/G90206 Ur 
EENIGENBURG.E Commonwealth Edison Co 80/12/31 16pp 48624*161- 
4a624-170 

0903090160 Forwards corrected radioactive effluent rept for Jan June 1988 Final data 
for Sr 69,Sr*90,F6 SS.tntIum & gross alpha Included. 

EENIGENBURG.E Commonwealth Edison Co 89/02/13 Document Control Branch 
(Docum ant Control Desk) Ip 487B5 043-40785 074 

»S90309013B "Corrected Effluent & Waste Disposal Semiannual Ropt for Jan- Juno 
1900." 

* Commonwealth Edison Co 88/06/30. t6pp. 4Q785 044 48785 074 

89031 404 SO Forwards occupational radiation exposure portions of plants operating repts 
for 198B,per Reg Guide 1 16 

RESCEK.F Commonwealth Edison Co 69/02/22 DAVIS,A B Region 3, Ole of the 
Diroclor. Ip. 4a8S3'2 18-46053 243 

*>6903140480 Forwards occupational radiation exposure ropt for 1980,por Reg Guido 
1 16. 

EENIGENBURG.E Commonwealth Edison Co. 89/02/06 OAVIS.AB. Region 3, Ofc 
-Ol the Ptrector Ip 4aB53‘228 48653*231 

**6903140461 “Occupational Personnel Radiation Dosos for 1988 " 

* Commonwealth Edison Co. 88/12/31 3pp. 40853*229 48863:231. 

8903220239 Monthly operating repts for Feb 1669 for Dresden Nucleor Power Station 
Units 2 & 3.W/890301 Ur 

PARAMORE.Q, EENIGENBURG.E. Commonwealth Edison Co. 89/02/28. 34pp. 
49048,076-40048. 109 


S. Raporlsble occurrences, LERs & related correspondence 

6902240267 LER 88-006 01;on 800329, HPCI area temp swilchos tripped Caused by In* 
slrumenl selpolnl drifLTask force to review instrument configuration & calibr methods 
establlshQd.Addl lesling & augmented insps ol temp performed W/6001 26 Ur. 
JAGKSOKR., EENtGENBURQ.E Commonwealth Edison Co. 89/01/26 7pp 
49580 072*48500.078. 


V. Operator Examinations 

89032201 69 Generic Llr 89 03 to all power reactor licensees & applicants for OL ro op 
erator licensing nett exam schedule. Sve (1st enct. 

VARQA,S.A. Associate Diroclor for Prolecis (Post 870411). 89/03/24. Consolidated 
Edison of New York, (no. 64pp. 40005 001-49005.056. 
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F. Security, msdical, emsrotney & (Ire proloctlon plans 

69030 100B6 Responds to violations noted In Insp R^ts 50-250/88-37 & 60-251/68* 
37.Coff active actio nsiProcedure O-ADM-16.2, “Fire Brigade Program," revised to re- 
quire monthly verification ol fire brigade member ollgibitity. 

dONWAY.W.F, Florida Power A Ught Co 89/02/21 Document Control Branch (Docu- 
ment Control Desk). 3pp. 46637.165 48637*167. 

6003090099 Forwards Insp Repla 50-250/89 02 A 50 251/89-02 on 8901 17*20 & notice 
of vlolallon, 

ERNST.M.L. Region 2, Ofc of the Director. 89/02/24. CONWAY, W.F. Florida Power A 
Light Co. 2pp 48600:277-48000*287. 

**9903090099 Nolico ol violation from insp on 8901 17 >20. Violation noted* licensee failed 
to promplly classify event Involving Unit 3 RCS leakage greater than 50 gpm & to 
make Urnely notification to State of PL & NRC. 

ERNST.M.L Region 2, Ofc ol the Director. 89/02/24. 2pp 46800 279-48600 260 


8903270344 Forwards Insp Repts £0 250/89 03 & 50-251 /89-03 on 890206 10 & notice 
of violation (NOV) NOV A details of insp repts withhold 

STOHR.J P Renton 2, Ofc of Iho Director 69/03/15 CONWAY, WF Florida Power & 
Light Co 2pp 491 10 091 491 10 093 

-8903270347 Insp Repts 50 250/G9 03 & 50 251/69-03 on 890205 10 Violations 
noted Major areas inspected access control lo prolocted vital areas, records & 
repts, compensatory measures & protection of safaguards info 
TILLMAN, A Region 2, Ofc of the Diroclor 89/03/88 Ip 491 10 093 491 10 093 


Q. Adjudicatory correspondence 

8903170001 Petitioners amended request for hearing & petition for leave lo intervene ^ 
Petition should bo granted so issues raised re rev of plant pressure /temp limits can 
be reviewed by AS LB W /supporting documentatiori & Certificate of Svc 
LORION.J Center for Nuclear Responsibility LORION,J Lodon, J 7/189 B227 09/ 
02/17 Commissioners 22pp. 46812 098-40012 1 19 

8903170270 Licensee response to politioners amended request for hearing & petition 
for leave lo Intervene * Duo lo petitioners r\ot proferring eclmissible contontlen,8902t7 
request should ba denied W/Supporting documentation & Certificate of Svc 
FRANTZ.SP Florida Power & Light Co FRANTZ.S P, Newman & Hollzlnoor #IQ9 
8238 89/03/03 Atomic Sofety and Licensing Board Panel 51pp 40611,129 
48811 180 

8903220030 NRG Staff response to emended request for hearing & petiUon for leave lo 
intervene of Ctr for Nuclear Rosponsiblllly & J Lorion * Conlenllons 1 & 2 should bo 
rejoctod as matters in controversy In procoecfmg Cortificalo of Svc end 
MOORE. J.E Assistant General Counsel lor Hearings /1 189 8271 09/03/09 Atomic 
Safely and Licensing Board Panol 14pp 48872*237-48072 2B0 

8903230031 Submits proposed scheduto for consideration by Board.por 89(>119 
order W/Ciortificala of Svc. 

FRANTZ.SP Florida Power & Light Co FRANTZ.SP. Newman A Holtz Ingor (^189 
6280 89/03/13 COTTER.P, BRIQHT.G 0„ HARBOUR, J Atomic Safely and Llcens 
Ing Board Panel 4pp 4B8G9 062-46889 065 

8903230046 Licensee response lo petition for loavo to make statement by T Saporllo * 
Roquosis Board to adhere to Board 090217 nolico of oral argument W/ Cor till cal e of 
Svc. 

FRANTZ.SP Florida Power & Light Co FRANTZ.SP Newman A HolUInner //IQD 
0290. 89/03/13, Atomic Safety end Licensing Board Panel 4pp 4M80*321- 
48800*324 

8903230117 Advises that II hearing determined as nocess ary, recipient petUion for loavo 
to make statement will be granted lr> accordance w/limltod oppoarancG slatemoms in 
10CFR2 715 W/Corlificatc of Svc Served on 890316 

COTTER, B.P. Atomic Safely and Licensing Board Panel #109 8293 09/03/15 
SAPORITO.TJ. Affiliation Not Assigned 2pp 40880 2 30 >4 868 8 *240 

0903290186 Forwards V Stello 661105 Ur to Senator L Chiles & WJ DIrcks 81 1008 
memo to Chairman Palfadino re differing prof opinion of D Gasdokas on pressurized 
thermal shock, per Board 000321 roquost W/Certl(fcato ol Svc 
FRANTZ.SP FlorWa Power A LIghI Co FRANTZ.S.P, Newman & Hollzinaor. A' 189 
8352 09/03/23. COTTER. B.P , ORIQHT.QO, HARBOURJ Atomic SafQly and U- 
censing Board Panel, 42pp 48009*146-40900 187. 


H. General correspondence 

8993080201 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nucloar power mania. Rufomaking will cause delay in furlher maFni 
enhancement as licensee backtrack to assure proscriptive compliance. 

GRIFFIN, BL Florida Power A Ught Co 60/02/22. ZECH.L.W. CommlsslonofS. 3pp 
48745*268-48745.270. 

8903130229 Requests NRC Comments on end corrospon donee from TJ Saponto 
FASCELL.D 8. House of Rep 89/01/23 KENNEDY, J. Congressional Atrairs. 2pp. 
48620*132-40820 136 

-0903130242 Expresses concerns ro resolving safety Issuos at plant. 

SAPORITO,TJ. Aflilialion Not Assigned 60/01/19. STELLO, v. Ole ol Ihe Executive 
Director for Operallons, 6pp. 40820*137*48820.147. 

-8903060014 Forwards poiiilonor requests lor disallowance of llconseo to bring Unit 3 
A 4 reactors critical.until both internal A NRC safely Invesllgation completed 
CHANDLER, LJ. AssislanI General Counsel for enforcement. 89/01/12. MURLEY.T.E 
Office of Nuclear Reactor Regulation, Diroclor (Pest 070411). 2pp. 48820:148 
46820160. 


P, Operating license stage documents A correspondence 

6901050230 Forwards response to 681201 Itr forwarding Hr from D hfammondlreD re- 
Quesliog Info re effecia of otant on environ & aUernatlve power sources 
STELLO, V, Ole of Iho ^ocultvo Direclor lor Oporalions. 60/12/27. GRAHAM.B. 
Senate 13pp 40095*250-4 8005:276. 

6902280542 Submits stalus ol util actions In response (o performance onhancoment 
program.Two of 9 findings re sIx-shIft vs ffve-shllt operation A drawing update will bo 
closed by Oct 1990 A 690601 .respectively. 

CONWAY.W.F Florida Power A ulghl Co. 89/02/18. Document Control Branch (Docu- 
ment ConIfOl Desk). Ip. 46633*108^.48633:100. 

8903090396 Forwards response to 600106 request for addi info ro emergency power 
sys enhancement pro [eel Responses to listed questions A ail requests dealing w/ 
emoruency diesel oeneralor qualificadon tesling will be provided by 800320. 
CONWAY.W.F. Florida Power A LIghI Co. 89/02/24. Documont Control Branch (Docu- 
ment Conbol Desk) 39pp, 48702:290-40782*337 
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B933O0O355 Notiltcation o1 8^3030*) mrotinq w'ulil in Flockvillo MD lo fJiscuss plani plans 
foF f RA 

EDISON, GE Proiccl DiFrrtornIe II i B‘l/03/'01 BFRKOWHN PfO| 63 Cl DjK'Cloralt' 11 
2 2pp 18768 000 18768 010 

a903 140129 Responds lo issues ariLfrossod in UOOJJO 8 0207 ItfS ro aflegalions of o/n 
ployec di scrim I nail on & harassmoni which aru ronsidefoil siippls lo patilion Rcviow in 
dicales no roetf for immocfrate suspension of 01 l)eforo aclion taken 
MURLEY T E Office of Nuclear RtMClor Requlalion Direclor (Post 370411) 89/03/ 
06 SAPORITOJ J Affilialion Nol Assigned 3j]p 4B814 063 48834 065 

0903240343 Contjrms 8-90302 Idle on le 8903 16 mql mceling to dJSCuss significant pro 
rammatic issues Proposed agenda end 

RNST,ML Rcgi-anS Ole o1 Ihe Djrecloi 89/03/07 CONWAY.W F Florida Power & 
Lighi Co 2pp 49039 262 43039 265 

-8903240344 Notice of Significant Meeting w/util on 890316 m Miami, FL to discuss sig 
nficant prograinmalic issues 

CRLENJAK R V Region 2. Ofc of Iho Director 89/03/07 Region 2, Ofc of the Direc 
lor 2pp 40039 264 49039 265 

8903150342 NotificaiiDn of 890314 meeting w/utihn Rockvillo.MD to discuss plant plans 
lor PR A 

EOlSON.GE Projocl Diiedorale ft 2 89/03/09 MURLEY.T . SNIEZEK.J . 

MIRAGLIA.F NRC * No Detailed AffifiaUon Given 3pp 48876 270'48B76 272 

e-QO 31 70402 Forwards response to Generic Ltr 60-14, Instrument Air Supply Sys Prob 
ferns Atfecliing Safety Related Equipment " Upgrades lo insirumeni air quality include 
installation ol cteclnc atr compressors ■& row air dryers 

CONWAY .WF Florida Power 8 Light Co 69/03/10 Document Control Branch (Docu 
merit Control Desk) Bpp 48-953 217-48953 224 

8903210051 Advises lhat program for prove ntion of boric acid corrosion al plant accept 
able & issue considered dosed per Generic Ltr 88-05 Trip rept re audil team 690201 
02 visit to plants one I 

EDISONG E Project Directorate II 2 89/03/10 CONWAY.WF Fforida Power a Light 
Co 9pp 48979 030 48979 038 

&90323'0189 Forwards final draft of revised Toch Specs for review & certification of 
consistency Requests lhat ultl verily that each spec in current Tech Spec accounted 
for m Tech Spec by direct transfer & subslifulion of STS 

EDISON.G E Project Di/ecforat© U-2 89/03/14 CONWAY.WF Florida Power & Lrghl 
Co 375pp 49030 190 49031 260 

6903230277 Informs of plan to suppi RETRAN topical rept as early as May tSdOSuppI 
wril present generic methods applicable lo all ubt unils & will support plant improve 
monts al St Lucie lo implement reactor trip reduclton activities 
CONWAY.WF Florida Power & Light Co 8-9/03/14 Document Control Branch (Oocu 
menl Control Desk) 2pp 49029 251-49029 252 

0903160296 Generic Ltr 69 02 lo all holders of OLs & CPs for nuclear power reactors re 
actions lo improve defection of counterfeit 6^ fraudulently marketed producis Sve list 
end 

VARQA.SA Associate Direclor for Projects {Post 870411) 89/03/21 Consolidated 
Edison Co of New York. Inc 57pp 48960 001 48960057 


Q. Inspection reports, IE Bullelins A correspondence 

8902270491 Forwards Insp Repts 50 250/88 40 & 50-251/88 40 on 881223 
890127 No violations or deviations noted 

WILSON, BA Region 2, Ofc of the Director 89/02/16 CONWAY.WF. Florrda Power 
& Light Co 2pp. 48 5 87 196-48587 207 

-8962270494 Insp Repts 50 250/88 40 & 50 251/88-40 on 881223-800127 No viola- 
tions or deviations noted Major areas Inspected monlhly surveillance 
observations .monthly mainl observe Irons, ESP walkdowrs^operatlonaf safety & plant 
events. 

BLITCHER.nC. MCELHINNEYJ F . SCHNEBLI.GA Region 2, Ofc of Ihe Director 
89/02/10 lOpp 48587 108 48587 207 

8903010086 Responds to violations noted in Insp Repts 50 250/88 37 & 60-251/88- 
37 .Corrective actions Procedure O-ADM-16 2, "Fire Brigade Program.” revised lo re- 

a uire monthly verifit:ation ol fire brigade member eligibilily 
ONWAY.W F Florida Power & Light Co 80702/21 DocumenI Cenirol Branch {Oocu 
merit Control Desk) 3pp 40637 165 48637 167 

8903090353 Forwards Insp Repts 60 250/89 05 a 60 251/89 05 on 890130- 0203 No 
violations or deviations noted, 

JULIAN, C A Region 2, Ofc of Ihe Director. 89/02/22 CONWAY.WF. Florida Power & 
Light Co 2pp 46798 317-48798 329 

-8903090356 Insp Repts 50 2 S 0/89 05 A 50-261/89 05 on 890130 0203 No violations 
or deviations noted Major areas inspected repfacement & repair of reactor vessel 
bottom mounted laslrumenlation conduits at seal tables & NDE records 
NEWSOME.RW. BLAKE.JJ. Region 2, Ofc of the Direclor. 89/02/13 lipp 
48793 319 46798 329 


0902210351 Suppi 1 lo NRC Info Nolico 8Q 073, "Direction Dopondonl Loak Characlor 
istics of Containmoril Purge Valves " Sve lisl end 

flOSSI.ee Division ol OporaUonal Events Assossmonl {Post 8/0411) 89/02/27 
Consolidated Edison Co of Now York, tnc I02pp 4BSfl9 001 48589 1 10 

8902210564 NRC Info Notice 80 021, "Changes in Performance Characlerislics of 
Molded Case Circuit Breakers" Sve list end 

ROSSI CE Division of Operational Events Assessmont {Post 870411) 89/02/27 
Consolidated Edisor^ Co of New York, Inc 104pp 48S70 032 48570 137 

8903140292 Forwards Insp Repis 50-250/09-01 & 50 251/89 01 on 89D10D-13No vio 
lations or deviations noted Unrosolved item idonlifiod in rept will bo pursued during 
future insps 

BELISLE.A Region 2 Ofc of the Director 89/02/28 CONWAY, W F Fforida Power & 
Light Co 2pp 48058 093 48858 1 04 

-8903140297 fnsp Repis 50 250/89-01 & 50 251/60 01 on 890109 13 No violations or 
deviations noted Major areas inspoctod previous open items, currant mods & MX 
piping sys 

CHOUrC, CARRION.RP, BLAKE.JJ Region 2. Ofc ol Iho Director 89/02/21 
tOpp 46856 095 48058 104 

6903150460 Forwards Insp Ropls 50 250/89 04 & 50 251/69 04 on 690130 0203 No 
viola lions or deviations noted 

JULIAN.C A Region 2. Ole of the Direclor 09/03/01 CONWAY.W F Fforida Power & 
Light Co 2pp 48071 236 46B71 242 

-8903150482 Insp Repts 50 250/09-04 & 50 251/89 04 on 890130 0204 No violations 
noted Major areas inspected proposed soil & foundation preparation & concrete place- 
ment for addition of emergency diosol gonoralors, including results of losling 
HARRIS.jn, CONLON.T Region 2, Ofc of Iho Direclor 89/02/26 5pp 4887 1 238- 
46871 242 

8902270158 NRC Info Notice 69 022, "Quoslionable Certificatior» of Fasteners ’’ Sve Hal 
end 

ROSSI, C E Division of OporaUonal Events Assessmont (Post 670411) 60/03/03 
Consolidated Edisor^ Co of New York, Inc 105pp 46732 Q01 40732 106 

8902260104 NRC Info Notice 69 023, "Environ Qualification of Litton Voam CIR Senes 
Electrical Connectors " Sve list end 

ROSSI, CE Dwision of Operahonal Evenls Assessment (Post 070411) 69/03/03 
Consolidated Edison Co of New York, Inc t06pp 48723 036 46723 143 

8903080132 Responds lo violations noted in Insp Repts 60 250/80-39 & 50 251 /SO- 
SO Corrective actions plant night orders issued to plant operations to omphasizo that 
single clearance should he used lo crealo work boundary & not multiple clearances 
CONWAY.WF Fforida Power & Light Co 09/03/03 DocumenI Control Branch (Doc u- 
menl Control Desk) 6pp 46741 306 46741 310 

OOO-JI 00394 Responds to NRC 890201 notreo of violation & proposed imposition of civil 
penalty ro security violations Nuclear security corporate manager will rept directly lo 
author until plant shows sigmficanl improvomont 

CONWAY.WF Fforida Power & Ltcht Co 89/03/03 LIEBERMANJ Document Con- 
trol Branch {Document Control Desk) 3pp 48804 003*48004 005 

8902260162 NRC Info Notice 89 024, "Nuclear Criltcahly Safety ” Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870720) 
69/03/06 Consolidated Edison Co of Now York, Inc 96pp 48700 252 48700 346, 

8903150106 Responds to NRC Bulletin 68 01 1, "Pressunzar Surge Line Thermal SIralilj 
catign " Insps of surge lines did not identify gross dlscernlbre distress or structural 
damage In lines.Includirw piping, pipe supports and anchor bolls 
CONWAY.WF Florida Power & Light Co 89/03/06 Document Control Branch (Docu 
ment Control Desk) 5pp 4BB59 119-46659 123 

8903010207 NRC Info Notice 89 026, "Insirumeni Air Supply lo Safely Related Equip 
menl " Sve list end 

ROSSLCE Division of Operational Evenls Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of Now York, Inc 105pp 48741 053-48741-158 

8903020165 NRC Info Notice 89 027, "Limilations on Use ol Waste Forma & High in 
tdgr4y Containers for Dl sposai of Low levsi Radwasle ” Sve list end, 

GREEVES.JT Division of Low Level Waste Management & Decommissioning (Post 
8704 13) 89/03/08. Consolidated Edison Co. of Kew York, Inc 117pp 48798-1 14- 
48708-231 

6903060372 NRC fr>fo Notice 89-028, "Weight & Clr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves " Sve list encT 

ROSSI, CE Division of Operattonaf Events Assessment (Post B70411) 69/03/14, 
Consolidated Edison Co of New York, Inc 107pp 48695 001-48805-109 

690399D021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Bovori Circuit 
Breakers Ounng Seismic Event ” Sve list end 

ROSSI, CE Division of Operational Evenls Assessment (Post 870411). 89/03/15, 
Consolidated Edison Co of New York. Inc. 106pp 48870.053-48870 169 


6902170112 NRC Info Notice 89 020, "Weld Failures in Pump of Byron Jackson 
Design ” Sve list end 

HOSSI.CE, Division of Oparalionial Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York. Inc I06pp 48572043 48572,148 


8903090133 NRC Info Notice 89-030, "High Temp Environs al Nuclear Power Plants ” 
Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edisort Co of New York, Inc 106pp. 40895-110-48895*216 


8903090095 Forwards Insp Repis 50 250/69 02 & 50-251/89 02 on 6901 17-20 & notice 
of violation 

ERNST.ML Region 2. Ofc of the Director 89/02/24 CONWAY.WF. Florida Power & 
Light Co 2pp 48800 277-48800-287 


8903270344 Forwards Insp Repis 50-260/89-03 & 60 251/89 03 on 890206 10 & notice 
of violalion (NOV) NOV & delaits of Insp repts withheld, 

STOHR.J.P RegTon 2, Ofc of the Director 89/03/15 CONWAY.WF. Florida Power & 
Ughi Co 2pp 49110,091 491101003 


■8903090099 Notice of violation from insp on 8901 17-20,Vio1alion noted- licensee failed 
to promptly classify event involving Unit 3 RCS lesKaae greater than 50 gpm & lo 
make timely nolificalion lo Stale of FL & NRC 

ERNST.M L Region 2, Ofc of the Direclor 89/02/24. 2pp 48600 279 48800 280 


-6903270347 Insp Repts 50-250/89 03 & 50-251/89 03 on 090206-10. Violations 
noted Major areas inspected access conlrol lo protected vital areas, records & 
rapis.compensalory measures & protection of safeguards info 
TILLMAN.A Region 2, Ofc of Ihe Director 09/03/08 Ip 49110,093 49110.093, 


-89030^102 Insp Repis 50-250/69-02 A 60-251/89-02 cn 890117-20, Viofalions 
noted Major areas Inspected licensee acllons re requirements of radiological emergen- 
procedures during 890107 incident re RCS ieak on Unit 3 
KREH,J.L, RANKIN, WH Region 2. Ofc of the Director 89/02/14 6pp 48800 281- 
40800 207 


8903230426 Ack receipt of 890303 Hr & payment ol civil penally In amouni of $100,000 
proposed by NRC on 890201 Corrective actions described in attachment lo Hr re- 
viewed a appear to be adequate if agaressively & fully implemented. 

LIEBERMAN,J Ofc of Enforcement (Post B70413), 89/03/20 CONWAY, W F Florida 
Power & Light Co 1p 49030159 49030159 
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Q903 160427 NRC Info Notice 6U 031, 'Swelling & Cracking ol Hafnium Control Hods ” 
Svn lilt unci 

ROSSI, CE Division of Oporaiional Evonls Assossmont (Posl 070411) 63703722 
Consolidalcrt Edison Co ol Now York. Inc 103pp 40966 001 4&0(Mi 103 

0903170419 NRC InlQ Notice 89 032, Survcitinnce Testing ol Low Temp Overpressure 
Protection Sys ' Sve list onci 

ROSSI.CE Division ol OpDraiional Evonls Assessmeol (Post B/Oill) 09703/23 
Consolidated Edison Co of New York, Inc l04pp 40992 044 40902 147 


R Periodic operating reports & related correspondence 

8903100271 "Somlanmial Racliooclivo Efiluoot Reloaso Ropt Jul Doc 1988 ' W/ 09030 2 
Itr 

CONWAY, WF Florida Power & Light Co 00712/31 40pp 48020 031 48028 070 

8903160464 ’ Annual Nonradiologicat Environ Monilonng Repl, lODB"' W7B90309 Hr 
CQNWAY.WF Florida Power & Light Co 00/12/31 2pp 400 07 359-48807 360 

8902230427 Monthly operating ropts for Jan 1989 (or Turkey Point Units 3 & 4 £ 
St Lucio Units 1 & 2 W/0902 1 3 Itr 

BONETf.D M . CONWAY ,W F Florida Power & Light Co 09/01/31 1 7pp 48568 142- 
48580 fSO 

0903240172 Monthly operating ropts for Feb 1089 for Turkov Point Units 3 & 4 & SI 
Lucie Units 1 & 2 W/Q90314 Itr 

BONNETT.DM. CONWAY.WF FloncJa Power A Light Co 89/02728 17pp 
49030 306 49030 322 

89031 SQ078 Forwards select sys assessment progress summary for Fob 1988, per NRC 
860812 order 

CONWAY .W F Florida Power A Llgftt Co 89/03/09 Documonl Control Branch (Docu- 
ment Control Desk) 2pp 4Q860 327-4QQ60 028 

89031700B1 Fonwards Integrated schedule monthly summary for Fob 1989 Extension 
for completion of mod to air start motor upgrade until complotton of omorgoncy power 
sys onhancemonl program reguesfod Extonsion would rosotvo procurement issues 
CONWAY.WF Florida Power A Light Co 89/03/09 Documonl Control Branch (Docu 
menl Control Desk), 4pp 48894 210 4QB94 222 

8903220020 Ack receipt of 890126 Itr ro draft olfluont info for 1007 No comments of- 
fered 

CONWAY.WF Florida Power A Light Co. 89/03/15 TiCHLERJ L Brookhoven Na- 
tional Laboratory Ip 49004 240 40004'24e 


S. Reportable occurrences, LERs & rotated correspondence 

8902280007 LER 09 001-00 on 890110,Qmorgoncy diesel generator (EDQ) B A intake 
cooling water pump 3A out of sve during same limo Caused by operability tost being 
performed EDQ roturnod to sve on 890110 A pump chocked W/OOOZOO Hr 
LyONS.E, CONWAY.WF Florida Power A Lighl Cd. 69/02709 4pp 40626 044 
46626047 

8902280316 LER 60 OOO'OOon 890124,controt room vontilation sys shift to roclrculalion 
mode during channel chock occurrad.Causod by Haw fn design of radial Ion monitor 
circuit modulo Work instruction revised W/Q90Z22 Hr. 

LYONS.E. CONWAY.WF, Florida Power A Light Co 09/02/22 4pp 40620 101- 
48626,104 

8902280628 Special reptfire protoctlon sys impaired for greater than 7 clays On 
fiSOfie.rust holes noted on Fire Door 67-2 On 890iai,ropalr required for ihermolog 
fnsufatfon Caused by lime deterioralton.Rro patrols ostabksned 
CONWAY.W.F Florida Power A Light Co B9/02/23 Document Control Branch (Oocu- 
ment Control Deak) 2pp 48991 017-4BO91 918 

8903080277 Special ropt.on 8601GO.maln steam fine radiation monitor Inoperable lor 
grealor than 7 days Caused bv lri ability to obfoln proper rcs^onso from Cs 137 stick 
source A Kr*85 check source during reptaGement of damageci cable A detector 
CONWAY, W F Florida Power A Lignt Co. 89/03/01. Document Control Branch (Docu 
menl Confrol Desk). 3pp. 48748 364-48748.356 

690323D203 LER 80 004 00 on 690210, re actor trip occurred Caused by defecllvo proco 
dure during steam generator protection channel testing Procedure OP U004 1 revised 
10 correct Qrror9,w7(i903i3 Hr, 

MOWREY.C,. CONWAY.WF. Florida Power & Lighl Co 69/03/13 4pp. 46020 24$- 
49028 248 

8903210386 LER 89 005 OO.on 8&021 5, auxiliary feedwater How automatically fnl Hated 
following attempt to start steam generator feedwater pump Caused by wiring error on 
starting circuit relay Wiring error corrected W/8 003 17 ttr 

MOWREY.C, CONWAY.W.F Florida Power A Light Co 09/03/17 4pp. 48904*141- 
48904 144 

8903280104 Special rephnonfunctfonal lire barrier penetration not returned to functional 
status within 7 days Caused by plant rnoefs Detector operability verified A lire watch 
patrols ostablishea 

CONWAY, W F Florida Power A Lighl Co. 89/03/23 Documonl Control Branch (Docu- 
ment Control Desk) 2pp 49074.140 49074,141. 


V. Operator Examinations 

8611080162 Forwards proprietary list of plant personnel holding licenses at planLpor 
request List withheld. 

WOODY, CO. Florida Power A Light Co. 86/19/23 GRACE.J N Region 2, Ofo of tho 
Olroctor, 2pp. 38480 21 1 -38480 21 1 

8903220189 Generic Ltr 69-03 to all power reactor llcen&eos A applicants (or OL ro op- 
erator tfcenslng natf exam schedule. Sve list end 

VARQA,8.A Associate Director for Projects (Post 970411). 89/03/24, Consolidatad 
Edison Co of Now York, tnc 64 pp. 49005 001-49065.059 
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F Security, medical, emergency A fire protection plans 


6903010986 Responds to violalioris noted m Insp Ropts 50 250/00 37 A $0 251/88- 
3/Gorieclivo actions Procrdiiro 0 ADM 162, "Fire Brigade Program." revised to re- 
qiiiio monthly verification ol tiro briqado member oligibihty 

CONWAY.W F Florida Power A Light Co 89702/21 Documonl Control Branch (Docu- 
ment ConUol Desk) 3pp 46G37 165 4fJ637 167 

8903090095 Forwards Insp Ropts 50 250/89 02 A 50 251 /BO 02 on 890117-20 & nolico 
at vtolatian 

ERNST, M L Region 2, Ofc of tho Direcloi B9/02/24 CONWAY.W F Florida Power A 
Light Co 2pp 48800 277 48000 287 

- 8903090102 Insp Repts 50 250/00-02 A 50 251/89 82 on 890117-20 Violations 
noted Major areas inspected ficonsco actions ro requiromanls of rndiotogicnf emergoni 
cy plan A fmplomonling procoduros dutmn 890107 tncidanl ro RCS feaH on Unit 3 
KREH.J L Region 2, Ofc of tfio Difoclor 80/02/14 6pp 4BOOO 281-4QB00 287 

8903270344 forwards tnsp Bopls 50 260/80 03 A 50 251 /Q9 03 on 090206 10 A nolice 
ol violation (NOV) NOV A dolaits ol Insp ropts withhold 

STOHR.J P Region 2, Ofc ol Iho Diroclor 69/03715 CONWAY.WF Florida Power A 
Light Co 2pp 49110 091 40110 093 

-0903270347 Insp Repts 50-250/09 03 A 50 251/09 03 on 890206-10 V(Olalion.s 
noted Mafor areas In s poet cd access control to protected vital areas, records A 
rcpis.compcinsatory measures A protoclion ol snlonuards info 
TlLLMAN,A Rogion 2. Ole of Iho Diroctor 89/03/00 1p 491 10 0D3-491 10 093 


Q Adludicalory correapontienco 


8903170001 Pell Honors amondod request for hoaring A poinion for lonvo to irvloivono * 
Polilion should bo granted so issues raised ro rev of plant prossiiro/Joirp limils can 
bo fQviowod by ASLB W /supporting documonl ation A Corlillcato ol Sve 
LORION.J Center for Nuclonr Rosponsibikty LORION.J Lorien, J 7)109 6227. 00/ 
02/17 Commlssionors 2Zpp 40012 098 48812,119 

0903170278 I Icons Qo rosjponso lo potltior;or8 amended ronuoat for hoQilng A petition 
for leave to Intorvono * Duo lo pelilconers not proferring admissible conlchTlon.699217 
request should bo denied W/SupporUng documentation & Cortlficalo ol Sve 
FRANTZ, S P Florida Power & Light Co FRANTZ.SP Newman & Hollzingsr //IQO 
8236 09/03/03 Atomic Safety and Licensing Board Panel $lpp 48611 129 
48011 too 

8003220039 NRG Staff rosponso to amondod request for hoaring A petition ler loavo to 
Intorvono ol Ctr for Niicloar Responsibility A J Lonon * Conlonlions 1 A 2 should bo 
fojoctod m matlors in conirovorsy in procooding CorlHicato of Sve and 
MOORE, JE Assislanl Qonoral Counsol for Hoarings 7)189 6271 89/03/00 Atomic 
Sofoly and Licensing Board Panel 14pp 48872 237-48872 250 

6903230031 Submits proposed schedule for considoralion by Board, por 0DO119 
order W/Coitlflcalo of Sve 

FRANTZ.SP Florida Powor A Light Co, FRANTZ, S.P Nowman A Hollzmgor 7/169 
6209 00/03/13 COT TER. P, Oni.QHT.QO . HARBOUR. J Atomic Safety and L Icons- 
Ing Board Panel 4pp 40089 062-48669 065 

0803230046 Liconsoo rosponso to pofiffon tor foavo to mako s(atemont by T Sapor ito * 
Requosta Board to adhere lo Board 800217 noliCQ of oral argument W /Cor Ulicalo ol 
Sve 

FRANTH,SP Fforida Powor A Lighl Co FRANTZ.SP Nowman A HoHzlnger. )/109 
0200 00/03/19 Atomic Safely and Licensing Board Panol 4pp 48688 321. 
48860 324 

6903230117 Advises that i1 hooring determined as necosaary.reclpiaht petillen for leavo 
to mako statement will bo gran led In accordance w/limltod apneo ranee statomenls in 
10CFR2 715 W/Corlilieaie of Sve Sorvad on 890316 

COTTER.BP. Atomic Safety and Licensing Board Panel /7169 0203 89/03/15. 
SAPOniTO.TJ A1 fl II alior^ Not Assigned 2pp 480BO 230 4B8B8 240 

6903290185 Forwards V Slollo 861105 Hr lo Senator L Chllos A WJ Dircks 011008 
momo 10 Chairman Pailadino ro dilforing prof opinion of 0 Basdohas on prossurizod 
thermal shock, por Board 899321 request W/Cortificate of Sve. 

FRANTZ.SP. horida Power A Light Co FRANTZ.SP Nowman A Hollzingor 
8352 60/03/23 COTTER.BP, QR1QHT.QO, HARBOUR.J Atomic Safely and LI 
censing Board Panol 42pp 46999; 148-48990;t 67 


H. Genera) corraspondenco 


8903060201 Comment opposing proposed ruto 10CFR50 re ensuring elfoctivonoas o 
maint programs for nucloar power planlB Rulemaking will cause delay In further main 
onhancemont as licensee baoktraok to aasuro proscriptive compllanco 
QR1FFIN.B.L Florida Power A Light Co. 69/02/22. ZECH.LW Commlaslonors 3pp 
48746 200-40745 270 

8903139229 Requests NRC comments Oh one I correspondanco from TJ Sapor! lo. 
FASCELUDB House of Rep, DO/01/23. KENNEDY, J Congroaalonal Affairs. 2pr 
40620 132 46820.130. 

-8903130242 Expresses concorns re resolving safety Issues at plant. 

SAPORiTO,TJ. Atiiitation Not Assigned 89/01/10. srELLO,V. Ofc of tho Exocutiv 
Director tor Operations. 6pp 486Z0't37-46820.t47 

-8903060014 Forwards petitioner requests for disallowance of liconsoe to bring Unit 
A 4 reaclora critlcal.untit both Internai A NRC safoty Investigation completed 
CHANDLER.L J. Assistant General Counsel for Enforcemont 00/01/12 MURLEY.TI 
Office of Nuclear Reactor Regulation, Director (Post 8704 tiL 2pp, 48 820; I4i 
48820 160 
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P Opwatlng lieense stage documents S corrt»p«B<len«e 

8901050230 Forwards response let 381201 Hr forwarding Ur from D Hammondtree re* 
guesling info re affecls of plant oo environ & GRAHAM 0 

STEILO.V Ofc of the EicocuUve Direclor for Operatfons 38^12/27 
Senate t3pp, 46095358 480S5 276 

99022B0542 Submits slates of util actions m fesponso 
program Two of 9 findings re six-shift vs fwe-sblli opeiafion 8 drawing update win do 

Oocumentcon.™. Branch (Docu- 

men I Control Desk) 1p 48633 1 08-48633 108 

8903090308 Forwards response to 890106 request for 'rLuaalsXalina'w/ 

aya enhancement project Responses to listed questions ^ w 

erneroenev diesel gar^erator qualification testing wfll to provided by &^20 
CONWAY WF Florida Power & Light Co 69/02/24 Document Conlro! Branch fDocu 
ment Control Desk) Sgpp 48782 299 48782 337 

8903030355 NotiflcalJori of B90309 meeting w/uHl in Rockville, MD to discuss plant plans 

M18CIN.GE Projaot Direclorale 11-2 B9/C3/01 BEflKOW,HN proleci Directorate II 
2 2pp 48768 009 48768 010 

8903140129 Responds to issues addressed In 890130 & 0207 Itrs ® 2 

ptoyae discnmination & harassment which are considered suppis to petition Review in 
dlcates no need for Immediate suspension of Oi hetore aclion raxen Ao/n-i/ 

MUPLEYJE Office of Nuclear Reactor Regulalion, 80/03/ 

06 SAPORiTO.TJ Affiliation Not Assigned 3pp 48834 063-48834 065. 

8M3240343 Confirms B90302 te!con re B9Q316 mgl meeling to discuss significant pro 

L^Regirn^Ofc 89/03/07 CONWAY*WF. Florida Power & 

Light Co app 4903e'282.49039 265 

8903150342 Notifwallon of 890314 meeling w/util In Rockville, MO to discuss plant plans 
EDISON.OE Pfojacl DIreclorafe 112 

WIRAGLIA,F. NRC ' No Delalled Affiliation Given 3pp 48876 270 48B76 272. 

8903170402 Forwards response to Generic Hr 86-14, "Instrument Air Supply Sys Prob 
lem& Affecting Safety-Related Equipment " Upgrades to Inslrumenf air quality Incfudo 
installation of electric air compressafs & new air dryers 

CONWAY.W F. Florfda Power & Light Co 89703/10 Document Control Branch (Docu- 
ment Control Desk) 6pp 48953 2174B953 224. 

8903210051 Advisee that program for prevention of bode add corrosion ai Plant accept- 
able & fsaue conaldef0dre1o5ed,par e oner ic Ltr aBOsTnp rept re audit team 690201- 

EDI^N%^*?fo[«?'Direclorala II-2. 69/03/10 CONWAY.WF Florida Power 6 Light 
Co. 9pp* 48979.0^0-48979038 

8903230199 Forwards final draft of revised Tech Specs for review & cerllficellon of 
consfsfency Requests that efif verify that each spec In current Tech Spec accounted 
(Of In Tech Spec by direct transfer & substitution of STS ^ „ «, , , 

EDISON, G E Project Directorate fl-2 89/03/ 14 CONWAY.W F. Florida Power & Light 
Co 37Spp 49030.190-49031:260. 

8903239277 Informs of plan to auppi RETRAN topical rept as early as Ma)r 1989Suppl 
will present geneno methods applwable to all ulil units A will support plant improvo 
iTients at Si Lude to Implement reacior Inp reduction ectivilles. 

CONWAY, W F, Florida Power A Light Co 89/03/14, Document Control Branch (Docu 
meni Control Desk) 2pp. 49929,251-49029 252. 


8903160296 Generic Llr 89-02 lo all holdera of OLs 8 CPs for nuclear power reactors re 
aolfona to Improve detection of counterfeit 8 fraudulently maiketed productsSvc Wsl 
end 

VAR6A,SA. Aseoctale Director for Projects (Post 870411). 89/03721. Corvsolldated 
EtifSon Co. of New York, foe 57pp, 469€0 00 1-46960*057. 


Q. Inspection reports, IE Builetini k correspondence 


8902270481 Forwards Insp Repts 59-250/80-40 & 50 261766-40 ort 681223- 
6901 27. No viola lions or delations noted. 

WfLSON.B A Region 2, Ofc of the Dfreclor. 89/02/16. CONWAY, W,F. Florfda Power 
AUghlCo 2pp 40587: t06*4e687*207. 

-^902279494 Insp Repts 50-250786-40 8 50-251768-40 on 88 1223-0901 27. No viola- 
tions or d^tfons noted.Ma(or areas Inspecled rnonthly surveillance 
observations, monthly maint observe ti on s,ESF walKdown8,opefalionar safety & plant 
events. 

6UrCH€:fl,H.C„ MCELHINNEY.TF, SCHNEeil.GA. Region 2. Ofc ol the Olfoclor. 
89/02/10. 10pp. 46587:190-48587.207- 


890301998$ Responds to violations noted fn In^ Repis 50-250/06-37 a 50 251/88- 
37.CorTective actfons;PrcK0dure O-AOM-18 2. "Fire Brigade P/ogram/’ revised to re- 
outre menthfy verification of fire brigade member eligibility 
COfWAY,WF.Fk)rids Power aUghl Co, 89/02/21 Docui 
menl Control Desk) 3^. 46637; 185-48637:1 67 


Document Control Branch (Docu- 


8903090353 Forwards Insp Repts 50-250/89 05 & 80-251/89 05 op 990130- 0203 Ho 
violatiDns or devfattpns noted 

JULIAN, C A. Redion 2, Ofe of the Director. 99/02/22 CONWAY, W.F Florida Power & 
Ujhf Co. 2pp, 4«706*3f 7-40798:029. 


--ifiOaOMSM Insp Repts 50-250789-05 & 60-251/89-05 on 890130-O2O3.Nl> vlotafions 
or deviations noled.Ma)or areas Inspected, replacement & repair of reactor vessel 
bottom nraunted InstrumentaUon conduits at seal tat^s $ NOE records. 
N6WSOME,R.W., eUKE.J.J. Region 2, Ofc of the Director. 00/02/13. Itpp. 
48798.319 48798:329. ^ 


MgtlWiia NRC Info Notice 894)20, “Weid Faliufes In Pump of Byron-Jackson 

SvQ fiOCip 

ROSSI, CE. Division of Operational Events Assessment (Post 0704111 B9/02/24. 
Cofisolldated Edison Co. ©(New York, Inc. 106pp 4857 2 043 -4657 2; 148, 


8903090095 Forwards Insp Repis 50-250/00-02 & 50 251789 02 on 890117-20 8 notice 
of violation 

ERNST.M L Region 2. Ofc ©f iKo Direclor 89/02/24 CONWAY.W F Florida Power & 
Light Co 2pp 40800 277-40800 287 

--6903990102 Ir^sp Ropts 60 960/&g 02 & 50-251/89 02 on 6001 17-20 Violations 
noted Major areas inspected ticonaee actions re requirements of radiological emergen 
cy plan d impfemonfing procedures during 690107 incident re RCS leak on Unit 3 
kREH.J.L, RANKlN,Wff Region 2, Ofc of the Director 89/02/14 6pp 48800 281- 
40800 207 


89022193SI SuppI 1 to NHC Info Notice 88-073, '* Direction Dependent Leak Character- 
istics of Containment Purg^e Valves " Sve frsJ enci 

ROSSI, CE Division of operalional Events Assessment (Post 870411) 89/02/27 
Con&olfedaled Edison Co o( Now York, Inc, 102pp 40589 001-48589 110 

&S02210564 NRC Info Notice 89 021, ’’Changes in Performance Characteristics of 
Molded Casa Circuit Breakers Sve list end 

ROSSI.CE Oivialon of Operational Evente Assessment fPosl 8704 11) 69/D2/27 
Consofidaicd Edison Co of New York, Inc. t04pp. 46578 032-48578 1 37 

8903140292 Forwards I nap Repts 60-250/89 01 & 50-251/89 01 on 890109-13 No vie 
lahons or deviations noted, Unresolved item identified in rept will ba pursued during 
future Insps 

BELISLE,A Region 2, Ote of tha Director 89/02/26 CONWAY,W.F Florida Power & 
Light Co 2pp 48858 093 40858 104. 

-0903149297 Insp Repts 50 250/89 01 & 50-251/89 01 on 890109-13 No violalions or 
deviations rvotodMalor areas inspecled previous open itema.current mods & HX 

CARRION.RP, BLAKE,JJ. Region 2. Ofc of the Director 09/02721 
lOpp 4B8SB 005-48856 104 

$909160469 Forwards Insp Repis 6(>-25O/09-O4 & 50-251/89 04 on 8901 30-0203 No 
Violations or deviations nolad, 

JULIAN.C A, Region 2. Ofc of the Director, 89/03/01 CONWAY.W F. Florida Power & 
Light Co 2pp 4B871 236-48871 242. 

-6903150482 Insp Repts 50-250/89 04 & 50 251/60-04 on 6901 30-02 04. No violations 
noted Major areas Inspected proposed soil & foundatfon preparation & corner ela place- 
ment (or addition of emergency diesel generators.lnduding /esults oJ lesUng 
HARRIS,J,R . CONLON.T. Region 2, c5fc ol lha Direclor 89/02/29 6pp 48871:230- 
48671.242 


B00S27O1SB NRC Info Notice 69 022, ' 'Cue stion able Certiflcalbn ol Fasteners" Sve list 
encl 

ROSSI.C.E Division ol Operalior^al Events AasasemenV (Post 870411) 89/03/03. 
Consolidated Edison Co of New York, Inc. tOSpp. 49732.001 4B732’106. 

BB022B0104 NRC Info Notice 80-023. "Environ Qualification of LiUon^Veam CIR Series 
Electrical Connectors " Sve list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidated Edison Co of New York, Inc. 106pp 40723.038 48723:143 

8903000132 Responds to violations noted In Insp Repts 50-250/88-39 k 50-251/88- 
OO.Correclivo actions plant night orders issued to plant operations to emphasize that 
single clearance should be used (o create work boundary Bi not multiple clearances. 
CONWAY^W F. Florida Power 4 Light Co. 09/03/03. Document Control Branch (Docu- 
ment Control Desk). 6pp 4874 1 ’30 5-4 B7 41 310 

8903100394 Flesponds to NRC 690201 notice of violation & proposed Imposition of civil 
penally re security vIotatlons.Nuclear security corporate manager will rapt directly to 
author until plant shows significant Improvement ^ ^ _ 

CONWAY*W.F, Florida Power A Light Co. 89/03/03. UEBERMAN.J Document Con- 
trol Branch (Document Control Desk). 3pp 4 880 4- 003-4 660 4. 005 

6902280182 NflC Info NoHce 80-024, ’'Nuclear Crittcalily Safely." Sve list enci 
CUNNINOHAM.R E Division of Indualrial A Medical Nuclear Safew (Post 870729). 
89/03/06, Consolidated Edison Co of New York, tnc 96pp. 48700 252 4 8700.346 

890316010$ Responds to NRC Bultelin 66-01 1, "Pressurizer Surge Line Thermal StratifI* 
callon." Insps of surge lines did not fdenllv gross discermbte distress or structural 


Document Control Branch (Docu- 


damage In lines, Incluoinfl plpino.plpo supports and anchor bolts 
CONWAY, W.F. Florida Power A Light Co. $9/03/06. 
meftt Control Desk), Bpp 48859:11 9- 48859: 1 23 

B9030 10207 NRC Info Notice 89 026, "Instrument Air Supply to Safely-Related Equip' 

ROSSI, clE.'^Oi^Son qf Operational Events Assessment (Post 8 70411), 89/03/07, 
Corisoiwal^ Edison Co. of New York, Ino, 105pp. 40741.053-48741 168. 

600302016S NRC Info Notice 89 027, ^'Limitalions on Use ol Waste Forms A High In- 
legrily ConleloefS for Disposal of Low Level Radwasie." Bve ttsUi^l, 

QREEVeSJT Division Of Low Level Waste Management A DeoommlssjonlM (Post 
070413). 89/03/06. Consolidated Edison Co, ol New York, ino. Ii7pp. 48798*114- 
46796:231. 

8906000372 NRC lf>lo Notice 99-028. "Weight A Cfr of Qravlly Discrepancies lor Copes- 
Vulcan Alr-Qperaled Valves." Sve list encT. caiMfiA 

ROSSI, CE. Dlvlston ol «^ralicma1 Events Assessment (Pos^^ 89/03/14, 

Consdidatad Edison Co. of New Yoi^ Inc. 107pp. 4889S.0O1-4B695,t00, 

8903090021 NRC Into Notice 09-020, "Potential Failure of ASEA Brown Boveri Circoit 

Breakers During Seismic Evenl." Sve list end. mo/nnyiA 

ROSSI.aE. DMskwi of Operalional E'/ents Assessment (Post 0/0411). 89/03/15. 
Consolidalad Edison Co olNew York. Inc. 10^. 40070 053-46870.169. 

6903090133 NRC Info Notice 89*030, "High Temp Environ-s at Nuclear power Plants." 

ROSSLCE?^ Division of Operalional Events Assessmwl (Post 67W i f ). 89/03/16, 
Consolldaled Edison Co. oINew York, Inc loi^ 40605:110-48895:215. 

890337'0344 Forwards Insp Repts 60-260/69-03 A ^-251/09*03 on 890206-10 A notice 
Light Co 2 pp, 49 110:091-491 10.093 
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-8903270347 Insp Ropis ‘50*250/89 03 & 50-25 W89 03 on 890206 10 ViolalioriB 
noted Major areas inspected access control to proieclod vital areas.rocorcts & 
rents .com pons a lory measures & protection of safeguards into 
TILLMAN .A Region 2, Otc of tho Diroclor 09/03/00 Ip 491 10 093 401 10 093 

8903230426 Ack receipt o! 890303 Hr & payment of civil penally in amount of $100,000 
proposed b/ NRC on 090201 Corrective actions dosonbed In atlactiment to Ur ro- 
viowod & appear (o be adequate if aggressively & fully impfementod 
LIEBERMAN,J Ofc of Enforcemsnl (Post 870413) 89/03/20 CONWAY. W F Florida 
Power & Light Co Ip 49030 159 49030 159 

0903160427 NRC Info Notlco 89 031, '‘Swelling & Cracking of Hafnium Control Rods " 
Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 09/03/22 
Consolidated Edison Co of New York, Inc 102pp 48986 001 4B90b 103 

8903170419 NRC Into Notice 89 032, "Survolllance Testing ol Low Temp Overpressure 
Prolecllon Sys " Svc Ifsf end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 40992 044 48992 147 


R. Periodic operating reporte & related correspondence 

6903100271 “Semiannual Radioaclivo Effluent Release Rept Jul.poc 1 966 “ W/8Q0302 
Hr 

CONWAY.W.F Florida Power & Light Co 88/12/31 40pp 48828 031-40028.070 

6903160464 "Annual Nonradlologlcal Environ Monitonng Rept, 1900," VV/890309 Ur 
CONWAY,W.F Florida Power & Light Co QB/ 12/31 2pp 48887 359-48887 360 

8902230427 Monthly operating repts for Jan 1989 for Turkey Point Units 3 & 4 & 
St.Lucle Units 1 & 2 W/8902T3 Hr 

BONETT,D M., CONWAY, WF Florida Power & Light Co 89/01/31 t7pp. 40560.142- 
4856B 160 

8903240172 Monthly operating repis for Feb 1989 for Turkey Point Units 3 & 4 & SI 
Lucte UfMfs 1 S S W/a90314 lU 

BONNETT,DM, CONWAY, WF Florida Power & Light Co. 09/02/20 17pp 
49038’306 49038 322 

6903150078 Forwards select sys assessment progress summary (or Feb 19 88, per NRC 
060812 order. 

CONWAY.W.F Florida Power & Ugh l Co B9/03/09 Document Control Branch (Docu- 
ment Control Desk) 2pp. 40060.327-48860 328. 

S9D3170061 Forwards fnfograled schedule monthly summary for Feb 1989. Extension 
for completion of mod to air start motor upgrade until compleiion of emergency power 
sya enhancement program requesfed,Exlensfon would resolve procuremenl fssues. 
CONWAY ,WF, Florida Power & Light Co 89/03/09. Document Control Branch (Docu- 
ment Control Desk). 4pp 400g4!2f9-40894'222 

8903220020 AcK receipt of 090126 Hr re draft effluent info for 1987 No comments of- 
fered. 

CONWAY, WF. Florida Power A Light Co 89/03/15 TICHLER.JL. Brookhaven Na- 
tional Laboratory, Ip. 49004.248-49004*240 


S. Reportable oocurr6nces> LERs & related correspondence 

8610030181 LER 06-018 00i860B24 .auxiliary feedwater flow control valve failed to open 
fully.Caused by pressure conversion module lormlnal w/corroslon that resulted In high 
electrical realstance.Termlnal cleaned W/ 860924 Hr. 

SALAMAN.Q,, WOODY, C.O. Florida Power A Light Co 06/09/23. 3pp 30002 357- 
38002 ^ 359 . 

8002280528 Special repl’llre proteotton sys Impaired for greater than 7 days^On 
8901 18, rust holes rwled on Fire Door 67*2.0n 8901 21, repair required lor Ihermolog 
insulatian.Cau$ed by lime deterloratlon.Ftre patrols established, 

CONWAY, W.F, Florida Power & Light Co. 00/02/23. Document Control Branch (Docu- 
ment Control Desk) 2pp 40991,01 7-40901 018 

B903O80277 Special ropt.on 8901 30, main steam tine radiation monitor Inoperable for 
greater than 7 days Caused by fnabfifly to obtain proper response from Ca-137 stick 
source A Kr-d5 check source during replacement of damaged cable & detector, 
CONWAY.W.F, Florida Power A Llglit Co. 09/03/01. Document Control Branch (Docu- 
ment Control Desk) 3pp, 40748i354 •40748-356 

8903200022 LER 69-00 f -00 ;on 890209 .emergency diesel generator Inoperable w/RHR 
4B out-o(-8vo.Caused by miscommunlcation between operations personnel. Procedure 
O-OSP-023.1 revised to require operability ot required equipmeht.W/&903l3 Ur. 
LYONS.E., CONWAY, WF. Florida Power A Light Co. 09/03/13. 4pp. 40970 267- 
48970260. 

8903280104 Special rept. nonfunctional fire barrier penetration not returned to functional 
status within 7 days.Caused by plant mods.DetectDr operability verified A fire watch 
patrols establlsheo. 

^NWAY.W.F. Florida Power A Light Go, 69/03/23 Document Control Branch (Docu- 
ment Control Desk). 2pp. 49074;U0-49O74,141. 


V. Operalor Examlnatfont 

8811050182 Forwards proprietary list ol plant personnel holding licenses at plant, per 
request. List withheld. 

WOODY, C.O. Florida Power A Light Co, 08/10/23 QRAC:E,J.N, Region 2. Ofc of the 
Ofrector, 2pp. 30460:21 1-38400:21 1 

890322Q188 Generic Ur 89-03 to all power reactor lK:ensee8 A applicants lor Ot re op- 
eralor licensing Rati exarn schedule. Svc iiat end, 

VARGIA,S.A Associate Director for Prqfects (Post $70411) 89/03/24. Consolidated 
Edison Co, of New York, Inc. 54pp. 4 900S. 00 1-40005.056. 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F Security, medical, emergency A fire protection plans 

0903140027 Rev 5 lo EPIP EG 10, "Offsite Personnel A Vehicle Conlamlr^ation Monllor- 
ing at Rolocation Ctrs for Nuclear Station Evacuees “ 

GOLDEN. JC Commonweallh Edison Co 89/01/31 9pp 40657 282-48857 2D0 

0903 160344 Revised EPIPs.includmg Rev 2 to QEP 710 0, "Training Program" A Flov 2 
to QEP 710 T2, "Training Requirements Matrix for GSEP Positions “ 

SCHMtDT.KA Co mmonwoallh Edison Co 89/02/23 4pp 4BQ79 242-46B79 245 


J. Insuronce A Indemnity Information 

69031 &01 40 Informs ol onsite property damage insurance in force at plants 
RICHTER, MR Com mo n weal Ih Edison Co 89/03/09 Document Control Branch (Doc- 
umontConIrol Desk) Ip 46071 345 48871 345 

6903200163 Forwards Endorsomonts 203 A 204 to NELIA Policy NF 43, Endorsomenlb 
177 & 178 to MAELU Policy MF-22. Endorsements 1 15 A 1 16 to NELIA Policy NF-107 
A Endorsemonls 90 A 99 to MAELU Policy MF 64 

OSTER.J Commonwealth Edison Co 89/03/20 DINlTZ.l Document Control Branch 
(Document Control Desk) t3pp 49063,175 49063.167, 


P, Operating (iconse stage documents A correspondence 

6902270374 Application lor amends to Llcensos OPR-29 A DPR-30.chanQinfl Tech Spac 
Section 0 0,por Generic Ltr 68-06 to include removal of oroaniTatlonal figures 
CHH2ANOWSK1.R Commonweallh Edison Co. 89/02/21 MULLER, D. Oflico Of Nu- 
clear Reactor Regulation, Director (Post 870411) 2pp 48506 273-40506*320, 

-6902270376 Proposed Tech Specs re administrative controfa. 

' CommonweaUn Edison Co 09/02/21 46pp. 40506 275- 48586 320. 

6902280351 Advises ol withdrawal ol 001005 proposed amend to Tech Bpao adminis- 
trative controls Section 6. Request being withdrawn due to finalization of malor reorga 
nfzatfon 

CHRZANOWSKl.R Commonwealth Edison Co. 89/02/21, MURUEY.TE. Office of Nu 
clear Reactor Regulation, Director (Post 070411) 2pp. 4B633’227-48633-220 

89030 10230 Forwards "Quad-Cities Neutron Radioassay Maasuremenl Guidelines - 
SpenI Fuel Sforacid Pool." 

JOHNSON,! M. Commonweallh Edison Co 80/02/22. MURLEYJ.E. Office of Nuclear 
Reactor Regulation. Director (Post 070411), 1p. 40659 344 4065Q*3BO. 

-8903010236 “Guidelines (or Neutron Radioasaay Moaauremenls at QuadCiilea Unit 
One Spent Fuel Storage Pool." 

* Commonwealth Edison Co. 89/01/31 6pp 48659 345 4B659 350 

8903910374 Forwards "Effluent A Waste Disposal SGmlar>nua1 Jul-Doc 1983'' A 
Rovs 6 A 7 to “Quad Cities Station Proceas Control Program for Processlnn of Radio- 
active Wet Waste'* 

BAX,R L. Commonwealth Edison Co 89/02/22. Document Control Branch (Document 
Control Desk) Ip 4$e47‘2Q0 48647 304. 

-8903010421 “Quad Cities Station Process Control Program (or Processing Radioaclivo 
Wet Waste" 

* Commonwealth Edison Co. 00/12/31, 14pp. 40647:324-48647 337 

8993100389 Forwards safety evaluation accepting util roaponso lo Qonorlo Hr 83* 
23,Uom 2 f (Pad 2) re vmhr Interfaco program. 

ROSS,T.M. Fro act Directorate 111-2. e9^2/22 BLISS, H,E. Commonwealth Edison Co. 
3pp 48804£l 51 -46604*156 

-6993100390 Safety evaluation accepting util response to Generic Ltr 83 *2$, Hem 2.1 
(Part 2) re confirmation that interface established w/NSBS vendor or w/vendoKs of 
componente of reector kip sys. 

* Office ot Nuclear Reactor Regulation, Director (Post 870411). 89/02/22. Opp 
48694; (54-488(74; 166 

6903100496 Forwards Amends 115 A 111 lo Licenses DPR-29 A OPR-3Q. respect Ivoly 
& enfety evaluation Amend delotos snubber ksling from Tech Specs. 

ROS3,T. Pfoloot Direclorale 111*2 89/02/22 BLISS, H E. Commonweallh Edison Co, 
3pp, 40603, 327-4 80O3'30O, 

-e9C3 100502 Amends 115 A 111 to Ucenses DPR-29 A DPR-30, re spec lively, deleting 
snubber listing Irom Tech Specs 

MULLER, D.R Project Dfroctorate 111 2. 69/02/22. aQpp. 40803.330.46603:360. 

-89031Q050S Safety evaluation supporting Amends 115 A 1t1 to Llcensos DPR-29 A 
DPR*30.r6Spoollvely. 

ROSSJ, Project Dlrectorato llj-2. 89/02/22. 2pp. 4 880 3i3 50 -4 68 03:3 60. 

8903100119 Forwards corroded Rev 64 to Topical Rept CE-I-A, "QA Program for Nu- 
clear Generating Stations," incorpofaling Pages 1-38 A 1-44. 

RICHTER«M H. commonwealth Edison Co. 86/ 03/01. Documant Control Branch (Doc- 
ument Control Desk). Ip. 40608:252-48806.253 

.*090310013$ Corrected Rev 54 lo "QA Program (or Nuclear Genorailng Stations/* In* 
corporaling Pages 1-38 A 1-44. 

SHEWSKI> J. Comiwonwealth Edison Co. 80/01/27. 10pp. 48000*264*40008*263. 

$9032101 19 Provides update of NRC current position re acceptability ol use of ASME 
Code Caso N-411, "Aiternate Damplno Values for Seismic Analysis of Class 1»2 A 3 
Piping A Alternate Seismic Evaluation Criteria;’ 

MULLER.D R, Project Ofrectorale lH-2 89/03/01. BLISS, H.E. Common wealth Ediison 
Co. 6pp. 4S903: 167-48983* 172. 

$903240261 Confirms 890323 meeting irt Qlen Ellyn.lL lo discuss util quality verification 
program,per 890210 Hr. 

QREENMAN,E.Q. Redon 3, Ofc ol the Okactor. 89/03/03. REED.C. CTommon wealth 
Edison Co. 3pp. 49039.043 49039 046 . 
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e903l6'Q05e Atk fcctjipl ol biibrtiiticil of ^4 Id DA T«i|>i<,il (I t 

A P/Ggr.im conlmups to saiisfy icquiromcnls ol tOl.f P*iO App h S al\ itiIhIjI^' 
WRIGHT G< Region 3 Ofc of Iho Diioctur H'l/’OVt)/ UN (U i ommoriWiMHfi 
Fciisoii C'o 2fip <18093 108 .inB<J3 100 

B-dG32002fi9 Nolicr oi consulciation ol is'iuance ol .imoruK In tii.eii‘i«*s DPH DPR 
30,DPR 1*) & DPR 25 & proposed NSl-K dt Irnniiuilioti A opparliioily lor 

ifiearoig Amend revrses Tech Spec Section 6 0, Atlinimslialivr t onlrok 
SHEWANSKLPC. ROSS T M . SIEGEL Q L Projti-t Ui roc tor ale 89/01/09 1 Ipp 

da97l 073 13971 003 

13903220S14 Fonvards Wyle Lab Test Repi 1/019 (II ro c(irin)lalr<il 3 yr tesling ol Mobi 
lux BP0.EP'l,EP 2 & Mobilogrense 2UTesl program ilfnionsliatail lhal Mulnl grr.ise 
samples porlorrried reguijed funcirorrs dun n gaging 

SILADYJA Commanwealth Edison Co 80/03/09 MUnLfY.T F Oltire ol Nuclear 
Reactor Regulation. Director (Post 870411) 2pp 1(3009 108 430()b271 

0032 2052 1 ’ NucCoar Er^viron OualilicatiQn TesI Proiiram on Mobil Greases lor hmi 
Iprqua Actuators " 

SMITH.D. JOHNSON.FR. MIGHT GW Wylo Latjoratonus 17010-1 H9/Q2/08 

IdOpp 49005 111-49005 259 

-fL9032B0241 Rgv 0 to ''Oualili cation of Mobil OiJ Co Gronsos Mohilux CP 0,EP-1.EP 2 
& Mobilgroase 28 “ 

* Sargsril & Lundy, Inc CQDO42027 R00 89/02/20 12pp 49005 280 49005 271 

BQ03270D35 Forwards supplam-onlal info in form ol revised pages clarilying flued head 
anchor reassessment program Transnniltal documcnls clarification provided during 
call in form of rovisod pages 

SILADY.JA Commonweallh Edison Co 00/03/15 MURLEYTF Olfice ol Nuclear 
Reaclor Regulation, Oircclot (Post 87041 1) flpp 40058 300 49056 307 

8003161)296 Generic Hr 89 02 10 all holders of OLs & CPs lor nuclear power reactors ro 
actions to improve delection ol cotnlerfeit 8 Iraudulontly marl'-elccf products Sve list 
onci 

VARGA,SA Associate Director for Projects (Post 870411) 09/03/21 Consolidated 
EdisorkCo ol Now York. Inc 57pp 4B060 001 48060057 


O. Inspecllon reports, IE Biillelfns & corresperkdence 

Q9D2200371 Forwards meteo/ological data requested to assist in resolution of manors 
idontifred In Insp Repis 50 254/38 05 & 50 265/33 05 & LER 07 025 re ai/ fjllralion 
units, per 690124 request 

JOHNSON,! M Commonwealth Edison Co 89/02/17 MURLEY.TE Of Itco ol Nuclear 
Reaclor Regulalion. Drroclor (Post 870411) I55pp 4B630 259 48631 091 

3902260263 Provides supplemental info in response to NRC insp of llucd head anchor 
ass-os smenl program Confirms lhal shear & tension loads combined by shear-frtction 
provisions of ACT 349 code & related App B 

JOHNSON.1M Commonweallh Edison Co 8^/02/21 MURLEY,TE Ofheo ol Nuclear 
Roactor Regulation, Director (Post 870<411) 3pp 48624 248-48624 250 

8903010090 Forwards fee in amount of $125,000 in response 10 890123 order imposing 
civil monolary penally Viola lions noted Unit 2 operated for approx 6 monlhs while 
emorgency diesel generalor 1/2 incapable of performing intondod funcUon 
DELGEORGE.LO Commonweallh Edison Co 89/02/22 UESE«MAN,J Ofc of En- 
Forcomeni (Post 870413) 2pp 46644 073-48644 074 

6902170112 NRC fnfo Nolica 69 020, '‘Wold Faituros In Pump of Byron Jackson 
Dosign " Svo lisl one! 

ROSsf.CE Division of Operational Even.ts Assessment (Post 070411) 89/02/24 
Consolidated Edison Co of New York, fnc 106pp 48572 043 48572 148 

6902210351 Suppi 1 to NRC fnfo Notice 80 073, “ODrection Dependonl Loak Characler- 
Islics of Containment Purge Valves “ Sve list end 

ROSSI.CE Divislion of Operolional Events Assessmeni (Post 670411) 89/02/27 
Consolidaled Edison Co, of New York. Inc l02pp 48589 001 48589 1 10 

6902210564 NRC Info Notice 89 021, “Changes in Performance Characteristics of 
Moftio^d-Caso Circuit Breakers " Sve list end 

ROSSJ,CE. Division of Operalioral Events Assessment (Post 870411) 89/02/27 
Cunsofidalod Edison Co. of New York, Inc 104pp 48578032 48578 137 

690306 0056 Provides supplemental response io NRC Bulletin 80 004 re evaluation veri- 
fying current mmiflow rales sufficient to ensure no pump damage from tow flow 
operation Pump vibration levels during min flow 2*3 limes higher than full flow 
niCHTER,M H Commonwealth Edison Co 80/02/27 Document Control Branch (Doc- 
u merit Control Desk) 5pp 46735243 46735 247 

6903090276 Forwards Safety Insp Repts 50'254/6g 05 & 50 265/89-05 on 690206- 
1 0 No violations noted 

GREGER.LR Region 3, Ofc of the Director 09/02/28, REED.C Commonwealth 
Edison Cg 2pp. 46783334 46763 347. 

-9903090277 fnsp Repis 50-254/89-05 S 50 265/09 05 on 890206 10 No violations 
noted Major areas Inspected chemistry program, including procedures, organization & 
training & radiological environ monitoring program & QC/QA program in lab 
HOLTZ MAN.fl B , SCHUWACHER.M C Region 3. Ofc of the Director 89/02/27, 
Igpp 48783 336 48783 347. 

6902270158 NRC Info Notice 09 022, “Queslionablo Coilificalion of Fasteners ” Sve list 
one! 

ROSSI.CE Division of Operaiional Events Assessment (Post 870411) 89/03/03 
Consolidated EdisonCo or New York, Inc 105pp 46732 001-48732 106 

6902290104 NRC Info Notice 89-023, ''Environ Qualification of Litton-Veam CIR Series 
Elactrical Connoclors.” Sve lisl end 

ROSSI.CE Division of Operaional Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Ce or New York, Inc lOBpp 48723 036-48723 143. 

8993090458 Forwards response to NRC Bulletin 86-007, Suppi 1 re actions taken to 
onsure thal safely limit for plant min cntical power ratio not violated Stability regions of 
pr-oposed new fuel designs wHI bo reevaluated for stsble operation 
RICHTER.M-R Commonwealth Edison Co 89/03/03 Dccumonl Control Branch {Doc- 
ument Cenifol Desk) 6pp. 48801 160-48601 185, 


8902280162 NRC Info Nolite 69 024, ' Nuclear Criltcalily Saloty ‘ Sve list unci 
nJNNINGMAMRf Division of Industrial A Medical Nuclear Safety (Post B70/20) 
69/03/06 Con'iOlidfllrrJ Edison Co of Now York, Inc 96pp 4U700 25? 40700 348 

0903010207 NR(' Ir^lo NoIicq 89-026 “Instrument Air Supply to Saloty Related Equip 
monl “ Sve list end 

ROSSI CE Division of Operational Events Assessment (Post 070411) 09/03/07 
ConsGliitalf ft r<lison Co of New York, Inc 105pp 48741 053 48741 15B 

8903020165 NRC Into Nolico 89-027, '"Limitations on Use ol Waste Forms & High In 
li*gritv Containors lor Disposal of Low Level Rad waste " Sve list end 
LiRFCVLS.JT Division of Low Ldvol Wasle Management & Decommissioning (Post 
0/0413) 09/03/06 Consolidalod Edison C-o of New York. Inc 117pp 40798 114 
4B790 23 1 


8903210083 Forwards Insp Repis 50*254/09 06 & 50-265/89 06 on 090214 17 No vto 
lations noted 

GRECER.LR Region 3. Ofc of the Director 89/03/08 REED.C Commonwealth 
Edison Co 2pp 48980 230 40980 237 

“B903210091 Insp Repl<t 50 254/09 06 & 50 265/89 06 on 890214-17 No violations 
noted One potential contamination control weakness noted Major areas 
inspected radiation protection program, includ'ing organizalion & mgl controls & 
AlARA 

SCHUMACHCR,M C , MILLER.D E Region 3. Otc of the Director 09/03/07 6pp 
40980 232-48980 237 


6903000372 NRC Info Notice 89 028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air Operated Valves " Sve list encT 

ROSSI CE Division of Operational Events Assessment (Post 870411) 09/03/14 
Consolidated Edison Co of New York. Inc 107pp 48895 001 40895 109 

6903090021 NRC Info NoUco 89 029, ’'Potential Failure of ASEA Brown Boveri Glrcuil 
Breakers During Seismic Event *" Sve lisl end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/15 
Consolidated Edison Co of New York. Inc 1C6pp 48870 053 46870 169 

0903090133 NRC tnfo Nolle© 89 030, "High Terikp Environs at Nuclear Power Plants " 
Sve list end 

ROSSI.CE Division of Oporalional Evools Assessment (Post 070411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 48895 110 48895 215 

8903160427 NRC Info Nolic© 89 031, *' Swelling & Cracking of Hafnium Control Rods " 
Sve list end 

ROSSI.CE Division of Oporalional Events Assessmenl (Posl 870411) 89/03/22 
Consolidated Edison Co of Now York, Inc 102pp 46966 001 48906 103 

8903280278 Fonvards Exam Repl 50 254/OL-89-01 of exam administered on 890206- 
10 

WfllGHT.GC Region 3. Ofc ol the Director 89/03/22 REED.C Commonweallh 
Edison Co Ip 49065 220 49066 093 

-8903260289 Exam Ropt 50 254/OL-89 01 on 890206-10 Exam results all candidates 

R assed both wrilteri & operating exam 

EJFELT.GM, MILLER, R, CARROL, C Region 3, Ofc of the Director 89/03/22 
224pp 49065 2 21 49066 093 

8903170419 NRC fnfo Notice 89 032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Sve list end 

ROSSI.CE Division of Operational Events Assessmenl (Posl 070411) 69/03/23 
Consolidated Edison Co or New York* Inc 104pp 48992 044*46992 147 


R. Periodic operating reports & related correspondence 


8903010374 Forwards “Effluenl & Waste Disposal Semiannual R(yjt JuLDec 1988" & 
Revs 6 & 7 to "Quad-Cilies Station Process Control Program for Processing of Radio- 
active Wet Waste " 

0AX,RL Commonweallh Edison Co 89/02/22, Document Control Branch (Documonl 
Control Desk) Ip 46647 288-40647 3t>4 

-8903010392 "Eflluent & Waste Disposal Semiannual Rept Jut Dec 1988 " 

* Commonweallh Edison Co 88/12/31 13pp 48647 289 48647 304 

-8903010421 "Quad Cilies Station Process Control Program for Processing Radioactive 
Wot Wasle" 

* Commonweallh Edison Co 88/12/31 14pp 48647 324 48647 337 

6903140450 Forwards occupalior^al radiation expoaur© portions of plants operating repis 
for 1908, per Reg Guide 1 16 

RESCEK,F Commonwealth Edison Co 89/02/22 DAVIS, A B Region 3. Ofc of the 
Director Ip 48853 218-48853 243 

-B9031406S0 Forwards occupational radiatior> exposures for 1986, per Reg Guide 1 16 
BAX.R L Commonwealth Edison Co 89/Q2/01. DAVtS.B Region 3, Ofc of the Direc- 
tor Ip 48853 236-48853 239 

“8903140653 "Occwaliona! Personnel Radiation Doses Repl for 1988" 

* Commonwealth Edison Co 80/12/31 3pp 46053 237*48853 239. 

8903220137 Monthly operaling repis for Feb 1989 for Quad Cities Nuclear Power 
Station W/e9030t Ur. 

DEELSNYDER,L. ROBEY.RA Commonwealth Edison Co 89/02/20. 25pp 
49007.116-49007 140 


8903220305 Forwards listing ol changes, tests & experiments completed during month of 
Feb 1089 

ROBEY.R A Commonweallh Edison Co, 89/03/01. Office ol Nuclear Reactor Regula- 
tion. Director (Post 870411) 13pp 489 93'2fl9-4 8993 301. 
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S Rcporlnblo occiirroncGs, LERs & rolatod correspondence 

Q9022QQ371 forwards moloorologicnl daia rcquosicd lo assibl in robotuuon fiianpr*i 
KionnfKifl in Insp Rupls 50 254/flQ05 & 50 265/00 05 & LER 07-025 ro air filtration 
iinit^ptv 090121 rogucsl 

JOHNSON I M Commonwt-altli Edison Co 89/02/17 MURLEY.T □ Oflico o1 Nucloor 
noatlor Rfijiilation Diroclor (Post 87041 1) 155pp 48690 259 40631 091 


V Operator Examinations 

8903200278 Forwards Exam Rcpt 50 254/OL 09 01 of exam adminislerod on 090206* 
10 

WRIGHT, GC Region 3. Ole of the Director 89/03/22 REED.C CommonwGalll i 
Edison Co Ip 49065 220 49066 093 

••8903200289 Exam Repl 50 254/01-80 Ot on 090206 10 Exam rGSuHsall candicfales 
passed both wriUen & operating exam 

NEJFELT.G M , MILLER, R , CARROL.C Region 3. Ofc of Iho Director 89/03/22 
224pp 49065 221 49066 093 

0903220159 Generic Hr 89 03 lo all power reactor licenseos & applicants for OL ro op- 
erator licensing nail exam schedule Sve hsl end 

VARGA.S A Associate Director for Protects (Post 870411) 89/03/24 ConsolidalGd 
Edison Co of Now Yorlr, Inc 54pp 49005 001*49005 056 


DOCKET 50*255 PALISADES NUCLEAR PLANT 


F, Security, medical, emergency & ftre protection plans 

0902 230468 Rov & aoprovai summary for Rev 4 to Emergency Implementing Procedure 
El 6 1 3, ' Proloclivfl Action Recommendaiions (or Offsilo Poputaiion ” 

RIDLEY,J Consumers Power Co 89/02/02 7pp 48568 195 40560 201 

8902230473 Rov 2 to Atlachmonl 2 to Procedure El- 15 2. "Quarlerly Gommunicalions 
Te$i Tolephono Number Verdications " 

* Consumers Power Co 09/02/13 3pp 48622 147-48622 149 

8902240010 Rev 11 lo Allachment 4 of EPIP El 3, "Emergency Support Contact List " 

* Consumers Power Co 89/02/13 2pp 48579 176 4B579 177 

8902280532 Rov 6 to /^p 0 to emergency plan 

* Consumers Power Co 89/02/17 lipp 40624 232-4D624 242 

B902280S36 Rov 13 to Atlachmonl 1 to EPIP El 2 1. ’'Eoiorgency Notification 

* Consumers Power Co 89/02/17 2pp 40624 230 48624 231 

8903080031 Ack receipt of 890120 Itr Informing NRC of slops taken lo correct viola Hor^s 
noted in insp of License DPR 20 NRC has no further questions re Violations I & 
M A Violation II 0 ro emergency liohtmg.por App R.considerod appropriate 
DAVIS, A 0 Region 3, Qfc of me Director 89/02/20 HOFFMAN.OP Consutnors 
Power Co 2pp 40741 348 48741 358 

8903140565 Forwards Safety Insp Rept 50 255/80 03 on 0901 10 0213 No violations 
no led 

AXELSON.W L Region 3. Ofc of the Director 09/03/03 HOFFMAN.D P Consumors 
Power Co 2pp 48033 271-40833 206 

-890314Q688 Insp Rept 50 255/89-03 on 6901 10 0213 No Violations nolod Major 
areas inspoctod actions on previously idontifod items, plant 
oporations^maint, surveillance & security Two violations noted for LER review for which 
no notice issued 

ULIE.J M . SCHAPKER,J F . 0URGESS.B L Region 3, Ofc of the Direclor 09/03/01 
14pp 48033 273.48033 206 

8903270358 Editorial changes lo Emorgoncy Plan Implementing Procedure El-11, Rov 5, 
"Deter ml nation of Extent of Core Damage" 

CLARK,A D , RIDLEY ,J Consumers Power Co 89/03/06 7pp 49056 270 49050 2B4 

8903270410 Temporary Chango Notice TCN £1-86 006 lo covorsheol o1 Rov 1 to Emer- 
gency Implementing Procedure El-7 10, "Post-AccidonI Sampling, Radioactive Gaso 
OU5 Effluent Monitoring '* 

RIDLEY Consumers Power Co 89/03/06 4pp 49110 240-49110 243 

8903270258 Forwards ulil response to open item Identified in 09Ot86 Insp Rept 50 255/ 
80-24 Response withhold (ref 10CFR73 21) 

BERRY.K W Consumors Power Co 89/03/17 Documonl Conlrol Branch (Oocumonl 
Control Desk) Ip 49054 042 40054-042 


L Financial information 


8903270305 "CMS Energy 1988 Annual Repl " W/B0O321 Ur, 

ANDERSEN.A , MCNISH,T A CMS Energy Corp 88/12/31 DENTON.H R Oflice of 
Nuclear Roaclor Regulation. Director (Post 870411) 45pp 49055 197-49055 241 

8903060169 Forwards application lo amend License DPR.20 lo rnfiGcl Iransfer of own- 
erstvp of plant from ulil lo Palisades Generating Co 

BERRY.K W Consumers Power Co 89/02/27 Document Control Branch (Document 
Control Desk) Ip 48759 007 48761 283 

-8903060191 "Documents Pertaining lo 881 207 Salo of Palisades Nuclear Power Planl 
to Bechtel Asset Purchase Agreement," re transfer of plant ownerstiip to Palisades 
Generating Co W/lwo oversize drawings 
* Consumers Power Co 89/02/27 1,Q50pp 48759 025 48761 203 


J. Insurance A Indemnity Information 

6903020172 Forwards Endorsement 4 to MAELU Certificate MW'24 & NELIA Certificate 
NW'87 

FROUNFELKER,R Consumers Power Co 09/01/17 DINlTZj NRC - No Oelallod Af- 
filiation Given 3pp 48673 265 48673 267 


6903020192 I orwnrds Fnilorsornunt 10 to NCLIA Corlificalo N 20 A MAELU Ccrlificatn 
M 20 

rnOUNI ELKER R Consumars Power Co 89/01/17 DINiTZ.l NRC No Detailed At 
liEintion Given 3tjp 4Bfi/j l /2 406/3 174 

8903020272 Forwards Eiidorspmonts 102 & 103 lo NELIA Policy NF 179 & Bndorso 
inontB 80 & 09 to MAELU Policy MF 50 

FROUNFELKCR.n Consumers Power Co G9/01/17 D1NITZ,1 NRC - No Dolaile-d Af 
filiaiion Given 5pp 46674 307 40674 311 

8903160070 Forwards Endorsomem 104 to NELIA Policy NF 179 & Endorsomonl 90 to 
MAELU Policy MF 50 

ROBERTS.MW Consumers Power Co 09/03/08 DINITZ.I NRC No Dot ailed Alfifi 
alron Givon app 4B0O4 344 40004 346 


K Ulillty Final Safety Analysis Report (FSAR) A amends 


6611070188 Forwards Rov 2 lo updatod FSAR for Palisades plant, incorporating 
changes mado to plant or procoduros doscribod in FSAR & all other oppIlcablQ info 
conlamoct m licensing submittals made to NRC through Apr 19B6 
BUCKMAN.FW Consumors Power Co 86/10/31 Office of Nuclear Roaclor nogula- 
lion. Director (851 125 87041 1) 2pp 3B526 1 17 38525 294 

-661 1070224 Rov 2 lo updated FSAR for Palisades Plant W/7t ovorsizo figures 
* Consumors Power Co 86/10/31 17Gpp 38526 119 30525 294 


P. Operating ifeonso stage documents A eorrespondonce 


8610 2 70099 Forwards revised application for amend lo Llconso DPR 20, changing Tech 
Specs lo roficet proposed inslailaiion of now spool fuol pool storage racks 
DEnRY,KW Consumers Power Co 86/10/16 Office of Nucloar Roaclor Regulation, 
Diroclor (651125 6704 11) Ip 30359 145 30359 259 

-8610270105 Revised application for amend lo License OPR 20, changing Tech Specs 
to reflect proposed inslallatien ol now spont luol pool storage racks 
DEWITT,nB Consumors Power Co 06/10/16, Spp 30359 1 47-30359 156 

-8610270107 Proposed Tech Spocs.foflecting proposed installation ol new spont fuol 
pool storage racks 

” Consunrors Power Co 06/10/16 103pp 30359 157 38359 259 

0902240324 "CyclQ 8 Slarlup Physics Tosl Repl " W/89021 7 It/ 

P/VCKARO.GC, HOLLOWELL.T E , nnsCH.R R Cor\sumcis Powor Co 89/01/31 
18pp 40 500 137.46500 154 

8902270467 Forwards list of offectivo pages for annual page vorificahon of plant FSAR 
•MCKNIGHT, EM Consumers Powor Co 09/02/09 NRC No Dolailod Affillalion 
Givon 35pp 40584 210 40564 246 

8902280004 Ro^onds lo Gonoric Llr 06.14, "Inslrumont Air Supply Sys Problems Af 
feclmp Safety Related Equipmoni " Air sys quality will be maintained by predotermmod 
& period ic acliwilios control program A opcraling procoduros 
BERRY.K W. HOFFMAN.D P Consumers Power Co B9/02/20 Document Control 
Branch (Document Control Desk) 4pp 48628058 48626 061 

8903060169 Forwards application to amend Llconso DPR 20 lo reflect Iransfer of own 
ership of plant from ulil lo Palisades Gonoralinjj Co 

BERRY.K W Consumors Power Co 69/02/27 Documonl Conlrol Orancli (Oocumonl 
Confrof Desk) fp 46759 007 4876 1 283 

-6903060170 Application for amend lo Llconso DPR 20 ro transfer of planl ownership 
to Palisades Generating Co 

HOFFMAN.D P Consumors Power Co STONE.RH Palisades Gonorating Co 69/02/ 
23 1 1 pp 48759 008 48759 0 1 8 

-8903060172 Proposed Tech Specs ro transfer of plant ownorship lo Palisades Goner, 
aiing Co 

" Consumors Power Co B9/02/23 6pp 48759 010 48769 024 

-8003060101 "Documents Pertaining to 881207 Sale of Palis ados Nuclear Powor Plant 
lo Oechiol Asset Purchase Agroemont," ro Iransfor of plant ownership lo Ptillsados 
Ganeralmg Co W/lwo ovorsi 20 drawings 
• Consumors Powor Co 89/02/27 l.OBOpp 40750 026 48761 283 

8903270302 Submits updaio lo action items supporting 0BO52 1 confirmatory actiorr llr ro 
dtosol floneralor.tubo oil tomp A switch Items schoduloU lor 1060 refueling outage but 
nol completed 

JOIINSON.BD Coriisumors Powor Co 09/03/20 OocumenL Conlrol Branch (Docu 
nnenl Conlrol Desk) 5j)p 49055 063 49055 007 

8003160296 Generic Ltr 8Q 02 to all holders of OLs & CPs for nuclear powor reactors ro 
fictions to improve dotociion ol counlorfeit A fraudulently markoled products Sve list 
oncJ 

VARGA, S A Associalo Director for Promcls (Post 0704 1 1 ). 09/03/81 Consolidated 
Edison Co of Now York Jnc 57pp 40960001.40960 057 


O. Inspection reports, )E Bulletins A correspondence 


8902240290 Responds to NRC 090118 llr ro violations noted in Insp Rept 50-255/80- 
ao Corroclive actions invosligaiion into C-22 panel throe wire lormlnalions performed 
which Idontiflod that connections repiosenled on appropriate drawings 
BERRY.K W Consumers Power Co B9/02/17 Docii mo nt Control Branch (Documonl 
Conlrol Desk) 21pp 46572 011 48572 031 

6902170112 NRC Info NoUco 09>O2O. "Wold Failures In Rump of Byroa-Jacksqn 
Design " Sve list on cl 

ROSSI, CE Division of Oporalional Events Assessment (Post 870411) 00/02/24 
Consotidatod Edison Co ol Now York. Inc tOBpp 48572 043 46572 140 
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6903090035 Discusses stearn generator isstj^js, status & pi a ns, per NRC 090210 sLoam 
genarator tube rnsp at plant Due to extensive amount of mellograptiy woik.quaEificalion 
of WIZ'ia rnsp process will nol do compfetec# until Dec 1969 

eORDINE.TC Consumers Power Co fl9/02/2<l Document Control Branch (Docu 
ment Conlrol Desk) epp 46782 354 45792 359 

89l)2Zt035l SuppI 1 to NRC Info Noitce 89 073, ’ Direction Dependent Leak Character 
LStics of Containmont Purge Valves " Sve tisl end 

ROSSI, CE Diviston of Operational Events Assessment (Post 870411) 89/02/27 
Consofidaled Edison Co of Now York. Inc t02pp 48589 001-49589 l to 

8902210504 NRC ^nfo Notice 99 021. "Changos m Performance Characlensitcs of 
Molded Case Circuit Breakers ’’ Sve list end 

ROSSI.CE Division of Operational Events Assessment <Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 104pp 48578 032 48578 137 

89030B0031 Ack receipt of 090120 Itr rnforming NRC of slops taken to correct violations 
noted in insp of License DPR 20 NRC has no further questions re Violations I & 
II A Violairon II B fo emergency lighling.pe; App Reconsidered appropriate 
DAVIS, A 0 Region 3. Ofc of ine Director 09/02/20 HOFFMAN.DP Consumefs 
Power Co 2pp 4 8741 34 B 48741 358 

9903100401 Responds to NRC 881200 Hr on Insp Repl 50 255/86 19 rC unresolved 
items concerning focal feak rate lest methodology 

BERRY.KW Consumers Power Co 89/02/28 Document Control Branch (Documonl 
Control Desk) 2pp 49804 018 48804 019 

8903090412 Confirms 890307 enforcemoni conference to discuss safely significanco of 
installation of mod performed on various control room penetrations whii^ may have 
rendered control room ventitatian sys incapable of mealing safely function 
GREENMAN.EG Region 3, Ofc of the Director 89/03/(11 HOFFMAN.DP Consum 
ers Power Co tp 48799 357-48799 357 

8903080260 Responds to NRC Buflolin 86 01 1. "Pressunzer Surgo Lino Thermal Stratifi 
cation ” C E Owners Group will perform preliminary bounding ovafualion o1 surge fines 
using actual data colfocted from C E plants by 890701 

8ERRY.K W Consumers Power Co 89/03/02 Document Control Branch (Document 
Control Desk) 3pp 40743 005-4B743 007 

8903140522 Forwards Safely Insp flepl SO 255/89 02 on 890110 0206 One potential 
viofation being reviewed for possible enforcement actions 

GREENMAN.EG. Region 3. 0/c of the Director 09/03/02 HOFFMAN.DP Consum 
ors Power Co 3pp 48833 262 49933 270 

-8903140532 Insp Ropt 50 255/09 02 on 800110 0206 Major areas inspected followup 
& reportable events One potential violation re 10CFR50 59 review of mod 
idenlifiod Unresolved item concerning opcrabilily of conlrol room HVAC sys also 
noted 

BURGESS, BL Regions, Ofc of the Diroclor 80/03/02 6pp 48833 265-4B033 270 

8902270168 NRC Info Notice 99 022, '“Qu-Gslionabto Cer1ificalior> of Fasteners" Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/03 
Consolidated Edison Co. of Now York, (nc tOSpp 48732 001*40732 106 

8982280104 NRC fnfo Notice 89 023, "Environ QuaMicatJon of Lillon-Voam CIR Senes 
ElQCtrical Conneclors " Sve list end 

ROSSI,CE Divisioni of Oporationat Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc lOfipp 4D723 038 4a723’143 

8903140665 Forwards Safely tnsp Ropt 50'’255/09>03 on 600110 0213No violations 
noted 

AXELSON.WL Region 3, Ofc of Iho Director. 89/03/03 HOFFMAN.DP. Consumers 
Power Co 2pp 40833 271-48633 286 

■•8903148669 (nsp Rept 60 255/89 03 on 890110 0213 No violations rioted Major 
areas mspecied actions or> proviouslv idontifod Items , plant 
operatic ns.mainLsurveillance & security Two vjolalrons noied for LER review for which 
no notice issued 

ULIE.J M , SCHAPKERJ F, BURGESS.D L Region 3, Ofc of Iho Director 89/03/01 
14pp 40833 273 46833 286 

8902280162 NRC fnfo Notice 89 024, "Nuclear Cnticafily Safety" Sve list end 
CUNNINGHAM, R,E Division of Industrial & Medical Nuclear Safoly (Posl 070729) 
89/03/06 Consolidated Edison Co of New York. Inc QCpp 48700 252-48700 346 

8903010207 NRC fnfo Nolfce 89-026, "Jnslrumenl Air Supply 1o Safoty*Rolatod Equip- 
ment "Sve list end 

ROSSI.CE Division of Operational Evor^ts Assessment (Posl 070411) 89/03/07 
Consolidated Edison Co of New York, Inc I05pp 48741 053-48741 156 

8903020165 NRC Info Nol ice 89-027, *' Lint Kel ions on Use of Waste Forms & High In 
legrity Conlainora (or Disposal of Low Lovol fladwaate** Sve list oncf 
GREEVES,J.T Division of Low Level Waste Manaeemont a Decommissioning (Posl 
870413) 80/03/08 Consolidalod Edison Co. of Now York, fne 117pp 48708 114 
48708 23 1 

8903080372 NRC Info Nolice 80 028, "Weight & Ctf of Gravity Discrepancies for Copes 
Vulcan Air-Oporalod Valves." Sve list oncT 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411) 89/03/14 
Consolidated Edison Co of New York. Inc l07pp 46895 001-40895 109 

0 903090021 NRC Info Notice 69 020. "Polonlial Failure of ASEA Brown Bove/i Circuit 
Breakers During Seismic Event "Sve list oncf 

ROSSI, CE Division of Operaliojval Evonla Assessmonl (Post 870411) 39/03/16, 
Consolidated Edison Co of New York, Inc I06pp 48670053 48070 169 

OSOSOflOISS NRC Info Notice 89-030, "High Te-mp Environs at Nuefaar Power Plarkts '' 
8 VC list end 

ROSSI, CE Division of Oporalionaf Events Assessment (Posl 870411) 89/03/16 
Consolidated Edison Co of Now York, Inc, 106pp. 48895 110-40895 215 

B903270258 Forwards utif response to open Item Idenlified in 890106 Insp Ropt 50 265/ 
88-24, Response wilhhold (ref t0CFR73 21) 

BERRY.KW Consumers Power Co 89/03/17 Document ControJ Branch (Document 
Conlrol Desk) Ip 49054 042-49054 042 


8903260189 Ack receipt of 090217 Itr informing NRC of steps taken to correct violations 
noied in Insp Rept 50 255/08-20 Revised response should include evaluation of lack 
of full Ihicad engagement (or 3-wtro termination 

MILLER, HJ Region 3. Ofc of the Director 89/03/20 HOFFMAN.DP Consumers 
Power Co 3pp 49074 239-49074 262 

8903160427 NRC Info NoUce 89 031. "Swelfing & Cracking of Hafnium Control Rods" 
Sve list end 

ROSSI.CE Division of Operafional Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of New York, Inc 102pp 48986 001 48986 103 

8903170419 NRC Info NoUco 89 032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Sve fisl end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co ot New Yor)<, )nc 104pp 4 BD92 044-48992 147 


R. Periodic operating reports & related correspondence 


8903100253 "1-980 Annual Oporaling RepLOccupational Exposure" W/090228 Mr 

* Consumers Power Co 80/ 12/31 4pp 48804 030-48804 033 

6903000075 Forwards "Semiannual Radioactive Effluent Release & Waste Disposal 
Ropt (or Jul Dec 1988” & revised "Semiannual Radioactive Eff/uent Release Rept (or 
Jan-June 1988" w/aclual data for estimated values for May & June 1988 
JOHNSON. 0 D Consumers Power Co 89/02/28 Document Conlrol Branch (Docu- 
ment Conlrol Desk) ip 4 8766 038-48768 062. 

-9903080161 "Semiannual Radioactive Effluent Released Waste Disposal Ropt for Jul 
Dec 1960 " 

* Consumers Power Co 88/12/31 1 2pp 48768 039 48768 053 

-8903080164 Revised "Semiannual Radioactive Effluent Release Rept for Jan-June 
1988 " 

* Consumora Power Co 08/06/30 app 46768 054-48768 062 

8903230400 Monthly operating repl for Feb 1969 (or Palisades Nuclear Plant W/090306 
Hr 

MLYNAREK.MfS, GORALSKI.G Consumers Power Co 89/02/28 5pp 49030 160 
49030 165 


S. Reportable occurrences, LERs & related correspondence 


9903070012 PNO 111-89-014 on O9O2t0,plan1 operator observed leakage (rom primary 
cooling sys ihrough drain lino into primary sys drain tank Lines being removed & 
capped downstream from dram valves Effort expected to be completed by 890222 
BURGESS.0. AXELSON.W Region 3. Ofc of the Director 89/02/21 Ip 48763 037 
48763037 


8903030501 LER 69-001-00 on 890127,primary coolant sys leak rate determination not 
completed, per plant Tech Specs Table 4 2 2, Item 8 Caused by in progress plant 
derate Leak rale determination completed & evaluation ongoing W/890227 itr 
K02UP.es. JOHNSON.BD Consumers Power Co 89/02/27 6pp 48694 002- 
48694 007 


8903270278 LER 69 003 00 on 89021 0.plar^t cooldown from hot shutdown condition Ini 
haled duo to primary coofanl sys leakage through cold leg drain valves Dram lines 
capped downslroam of loop tsolalion valves W/&90320 Hr 

KOZUP.CS. JOHNSON, BD Consumers Power Co 89/03/20 6pp 49056 000- 
49056 013 


8903270346 LER 66 036 01 on 86093 O.di SCO vered that sve water capacity of sve water 
pumps below requirements in FSAR Caused by inadequate sys design & installation of 
unqualified replacomenl impolfers Testing to be conducted W/890323 Itr 
KOZUP.CS. JOHNSON.BD Consumers Power Co 89/03/23 5pp. 49110 070- 
49110 074 


890327035T LER 88 032 01 on e60825xomponent cooling water (CCW) flow less than 
specified In FSAR Caused by Ihrollling of HX outlet valves Analysis to determine 
a(.tual flow requirements for CCW sys compfetod. W/890323 Itr 
KOZUP.CS. JOHNSON.BD Consumers Power Co 89/03/23 4pp 49056 356 
40056 359 


8903270355 LER 84-022-02 on 840S26.conlalnmanl bldg air temp discovered at greater 
Ilian 104 F value assumed in main steam line break & LOCA analysis.Temp of 13B F 
measure in containment dome on 830704 Operating procedure revised W/890323 Hr 
KOZUP.CS. JOHNSON.BD Consumers Power Co 89/03/23 4pp 49055 055- 
49055058 


8903270377 LER 68 004 0-2, on 8601 1 3,deter mined that 14 of 24 main steam safety 
relief valves oulside Tech Spec acceptance criteria re set pressure Caused by selling 
valves near fringes of tolerance band Tech Spec change submrtied,W/69032d Mr 
KOZUP.CS, JOHNSON.BD Consumers Power Co 89/03/23 3pp 49055 070- 
49055 072 


8903270379 LER 84-021-01 on 84091 0.primary coolant pump P-50C shut down due to 
failure of all seals except vapor seal Caused by failure of bolts & pins coupling pump 
shaft (o impelfer & internal pump wear Vendor procedures upgraded W/890323 Mr 
KOZUP.CS, JOHNSON.BD Consumers Power Co 89/03/23 3pp. 49110 077- 
49110.079 


V Operator Examinations 


8903220159 Generio Hr 89 03 to all power reactor licensees & applicants for OL re op- 
erator licensIriQ natl exam schedule Sve list end 

VARGA, S A Associate Director for Pfo[ects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York. Inc 54pp. 49005001 49006 056 
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F. Security, medical, emergency & fire protection plans 

0902270149 Forwards Insp Bopls 60 259/08 27,50-260/80-27 & 50 296/03 27 on 
880023 890106 No violations or deviations noted 

MCCOY.FB Region 2. Ofc of the Oiroctor 89/02/13 KINGSLEY.OO Tonnossoo 
Valley Authority 2pp 48505 335*48585 353 

-8902270154 Insp Repis 50 259/00*27,50 260/08 27 & 50 296/8 3 27 on 0B0B23 
890106 No violations or deviations noted Major areas mspocted seismic 
qualifications, cleanliness controls, fire protection.surveillance loslmg & mstiumenlalion 
LONG.AR, LITTLE.WS Region 2, Ofc of the Orrecior 09/02/13 17pp 48585 337* 
40585 353 

8903090225 Advises that 081207 Rev 1 to radiological emergency plan consistent w/ 
provisions of 10GPR5Q 54{q) & acceplablo 

MCCOY,F R Region 2, Ofc of the Director 89/02/23 KINGSLEV.O 0 Tennessee 
Valley Authority 2pp 48800 269 48800 260 

0903090401 Informs of 890531 rescheduled date for radiological emergency plan exer* 

GRIDLEy,R Tennessee Valley Aulhority. 09/03/02 Regaon 2, Ofc of Iho Director 
2pp 48800158 48000 159 

8903220006 Forwards Rev 10 to physical security & contingency plan Rev withheld (ref 
10CFR73 21) 

QRIDLEY.R L Tennessee Valiev Authority, 89/03/10 Document Control Branch 
(Document Control Desk) 2pp 49003 300*49003 309 

8903270274 Rev 4 to EPIP*5, "General Emorgoncy,” Rev 3 to EPIP-t7. "Emergency 
Equipment & Supplies" & Rev 1 to EPfP 16, "Tornado Emergency Procedtiro,” 
GRtDLEY.R Tennessee Valley Authority 09/03/17 30pp 40054 083*49064 120 


J. Inaurance & Indemnity Information 

8002270297 Forwards Endorsement 89 to MAELU Policy MF*e6 & Endorsement 103 to 
NELIA Policy NF-198 

SAMUELS, JL Marsh & McLennan. Inc 09/01/31 DINITZ.I Office of Nuclear Reac- 
tor Regulation, Director (Post 870411) 3pp 48587 316-48587 318 


P. Operating license stage documents & correspondence 

8902240029 Responds to 870831 request for oxemplion from cniicalily monitoring ro 
quiremonls of i0CFR7O24 to receive .possess & use SNM as reactor fuol Exomplion 
unnecessary since previous exemptions have not expired 

HERMANN,R A Ofc ol Special Projects (Pre 001231) 68/05/1 1 WHITE.S A Tonnes- 
see Valley Authority 2pp 48503 317*48583 310 

6902140261 Forwards complete fisting of 107 updated employee concorns special pro* 
gram aubcatogory ropts 

GRIOLEY.R L Tennessee Valloy Authority 09/02/06 Documonl Control Branch 
(Document Control Oosk) 6pp 46901 001-48931 045 

“0902140276 Rev 2 to TVA Employeo Co.ncorns Special Program Subcategory Rapt 
15200, "Housekeeping," consisting of Vof 1, "Const Calegoiy ’ 

HUFF.GR Tonnessee Valley Authority 16200 V01 R02 07/04/27 20pp 48905 295 
48905 322 

“8902140290 Rev 2 to TVA Empfoyoa Concorns Special Program Subcategory Repl 
16300, "Const Equipment." consisting of Vol 1, "Const Category." 

PEOPLES, HO Tennessee Valley Authority 15300 VO I R02 07/04/27 27pp 
40906 323*40905 349 

“8902140329 Rev 3 to TVA Employee Concorns Special Program Subcalegory Ropt 
17100, "Mechanical," consisting of Vol 1, "Const Category " 

GIBBS,RR Tennessee Volley Authority 17100 V01 R03 07/06/18 223pp 

48905 3BO-48906 211 

“0902140334 Rov 3 to TVA Employee Concerns Special Program Subcalegory Ropt 
11100, "Hangers /Support 5." consisting of Vot 1, "Consl Category " 

BROWN, DR Tennessee Valley Authority 11100 V01 H03 07/08/17 159pp 

48904 042-48904 200 

••6902140338 Rev 2 to TVA Employee Concorns Spocial Program Subcalegory Ropt 
10100, "Soils," consisting of Vol 1, "Const Category" 

HOWARD,JL Tennessee Valley Authority 10100 V01 fl02 87/05/20 91pp, 
48001 ’007-48901 097 

“8902140345 Rev 2 to TVA Employee Concerns Special Prograni Subcalegory Ropt 
11200, "Worimfan/Work Control," consisling ol Vol 1, "Consl uategorv " 

HIIFF.GR tennessoo Valley Authoray 11200 V01 n02 87/00/02 131pp 

40904 201 •48904-333 

“8902140349 Rev 1 to TVA Employee Concerns Special Program Subcalegory Rept 
17300, "Insirument Line Installation re Const,” consisting of vol 1, "Consl Category" 
STONE, WM Tennessee Valley Authority 17300 V01 R01 07/07/30, 141pp 

48906 212 48906 362 

“0902140352 Rev 4 to TVA Employee Concerns Special Program Subcategory Rept 
19100, "Electrical Equipment," consisting ol Vol 1, "Coast Category " 

RUSSELL, JR Tennessee Valley Aulhorlly 19100 V01 R04 87/07/24 39pp 
48900.353*48907-030 

“8902140367 Rev 2 to TVA Employee Concerns Special Program Subcalegory Rept 
19200, "Conduit & Cable Tray," consisting of Vol 1, "Const Category ” 

RUSSELL, J.R Tennessee Valley Authority 19200 V01 n02 87/07/20 t3epp 

48907 031-40907 166 

“8902140366 Rev 2 to TVA Employee Concerns Special Program Subcalegory Repl 
16100, "Damage/Const Control," consisllr^g of Vol I, "Const Category” 

HOWARD, JL Tennessee Valley Authority 16100 V01 R02 87/06/02 iMpp 
40906: 181-48906-294 


“8902140375 Rev 2 to TVA Employee Concerns Special Program Subcategory Rept 
10200, ‘"Concrelo," consisting -of Vol 1, "Const Category" 

GIBBS, Rfl Tennessee Valley Aulhorily 10200 V01 R02, 07/06/12 214pp 

48901 098 4 8901 311 

“8902140381 Rev 3 to TVA Employoe Concerns Special Program Subcategory Ropt 
10300, "Coaling & Paint," consisting of Vol 1, "Const Category" 

MCDONALD.EC Tennessee Valloy Aulhority 10300 VOl ROD 07/07/24 63pp 
46901312 40902014 

“8902140388 Rov 3 to TVA Employee Concerns Special Program Subcategory Repl 
10500, "Dolerioration of Pormanenl Facililies," consisting of Vo) 1, "Const Category" 
GIBBS.RR Tennessee Valley Aulhorlly 10500 V01R03 07/06/11 59pp 40902.164* 
40902 222 

“8902140401 Rov 4 to TVA Employoe Concorns Special Program Subcalegory Rept 
10600, "BolUng (Cor>st),'’ conslstlnig of Vol 1, "Const Category " 

GIBBS.RR Tennessee Valley Authority 10600 V01 R04 §7/06/20 70pp 40902 223- 

48902 293 

“8902140412 Rev 3 to TVA Employoe Concorns Special Program Subcalegory Ropt 
10800, "Structural," consisting of Vo) t, " Consl Category" 

BROWN.RM Tonnessee Valloy Authority 10800 V01 R03 87/05/20 45op 

48903 001 40903 045 

“8902140414 Rov 3 to TVA Employee Concerns Special Program Subcalegory Rept 
10700. "Instrument Tubing," consisling of Vol 1, "Consl Category " 

GIBBS.RR Tennessee Valloy Aulhorlly 10700 V01 R03 87/06/05 66pp 48902 204 

48902 350 

“8902140420 Rev 3 to TVA Employoo Concerns Spocial Program Subcategory Ropt 
10900. ■"Cable," consisting ol Vol 1. "Const Calogory " 

RUSSELL, JR Tennessoo Valloy Authority 10900 V01 R03 87/08/13 354pp 

48903 046 46904 041 

“8902140426 Rov 2 to TVA Employee Concerns Special Program Subcategory Repl 
10400, "Embeds," consisting of Vol l, "Consl Catogory " 

RUSSELL, JR Tonnossoo Valley Authority 10400 V01 R02 07/00/06 149 pd. 

40902 015 48902 163 

“8902140436 Rev 2 to TVA EmpJovoo Concerns Spocial Program Subcalegory Ropt 
1 1 300, "Anchorrmos," consisting of Vol 1 , "Consl Calogory," 

RUSSELL, JR Tennessee Valloy Aulhority 11300 V01 R02 07/08/06 200pp 

48904 334 40005 180 

--8902140450 Rev 5 to TVA Employoo Concerns Spocial Program Subcalegory Ropt 
24600. "Design Calculallons," consisling ol Vol 2, "Englnoorlng Calogory" 

BROWN, WR Tonnesaoe Valloy Aulhorlly 24600 V02 R05 88/01/15 lOapp 

48012 353 48913 099 

“8002149472 Rov 3 to TVA Employee Concorns Special Program Subcalegory Ropt 
25000, "Civil /Slrucluraf Design A Pipo Whip Restraint Design," consiatinp of Vol 2, 
"Engine oring Calogory ” 

RUSSELL, JR Tonnessee Valfoy Authority 25000 V02 R03. 08/03/21 OOpp 

48913,100 40913 180 

“8902140474 Rov 2 to TVA Employoo Concerns Spocial Program Subcategory Ropt 
24200. "Elocirical Separation.” constsling of Vol 2, ''Engineering Category" 
RUSSEIL,JR Teiifiossco Vafloy Aulhonly 24200 V02 IT02 87/10/28 64pp 

40912 064 40012 117 

“0902140483 Rev 4 to TVA Employee Concorns Special Program Subcalegory Ropt 
24500, "Incorporation ol Roquifomonls.Commllmenls & Exporlonce In Ooslgn," con 
stsling of Vol 2, "Engineering Calogory " 

BROWN.WR Tonnesaoe Valloy Aulhomy 24500 V02 R04 07/12/03 230pp 
48912 118 48912 352 

“8902149494 Rev 6 to TVA Employeo Concerne Special Program Subcategon^ Repl 
22900, "Instrumontalion & Conlrol Design," consisling ol Vol 2. "Enginoorlng Caiogo 

DAMON.DL Tennessoo VaHoy Aulhoiity 22900 V02 R05, 00/01/25 314pp 
48010231*4.3911.184 

“8902160009 Rev 3 lo TVA Emafoyeo Concorns Special Program Subcologory Rent 
23000, "HVAC Design, " consisling of Vol 2, ‘'Enginaoring Calogory" 

BROWM.W.R Tonnossoo Valley Authority. 23000 V02 n03 87/11/05 72pp 

48911 105 48911.256 

“6902160023 Rov 4 lo TVA Employoo Concerns Spocial Program Subcatonoiy Ropt 
23100, "Flfo Pfoteclton Dosigr),'’ consistfng ol Vol 2, "Enginooring Category,'^ 
OODDS,J, Tennessee Valley Authority 23100 V02R04 87/12/03 lODpp 4B91t.2B7- 

48912 004 

“09O215O'O36 Rov 4 to TVA Employeo Concerns Spocial Program Subcategory Rept 
23300, "ERCW Piping," consisting of Vol 2, "Engineering Category " 

BROWN.WR Tonnossoo Valloy Authority 23300 V02 ffO-4 07/11/26 50pp. 

48912,005 48912 063 

“0902160060 Rev 2 lo TVA Employoo Concerns Spocial Program Subcategory Ropt 
22400, "Raceway Support Doaign,'' consisting of Vol 2. "Enginooring Category. 

• Tennessoo Valley Authority. 224G0 Vf32 R02 87/10/20 46pp 46g09;350 
48910 034 

“8902150057 Rev 6 to TVA Employee Concerns Special Program Subcalegory Ropt 
20900, "Q List " consisling of Vol 2, "Engineering Category " 

FRANE,J J Tennessee Valley Authority. 20900 V02 R05 80/01/06. 59pp 40D0B-1O7- 
48908:165 

“09021 60064 Rev 3 lo TVA Employeo Concerns Special Program Subcategory Repl 
21000. "Environ Quallficatton,” corrslsitno of Vol 2, '‘Engineoring Calogory " 
DAMON.DL Tennessee Valloy Authority 21000 V02 R03 87/11/05 60pp 

46908 166 48900.215 

“0902160071 Rev 3 to TVA Employee Concerns Special Program Subcalegory Rept 
21200, "Pipe Support Program, cotisistlng of Vol 2, "Engineering Calegory. 

PETERS, A Tennessee Valloy Authority. 21200 V02 R03. 87/12/03 73pp. 48008 216- 
48908,208 ^ 
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>»B9Q21 50001 Rgv 2 lo TVA Empfoyeo Corccrns Special program Subcatogory Flepi 
2130D, '‘tloclncal Tosling & PMfininp," consi&ling of Vol 2. ‘Enninconnn Calegory" 
^^^Tonnossoo Valley Aumoriiy 21300 V02 ff02 Q7/l!/f0 70pp 4800a 259- 

-8902150009 Pgv 3 lo TVA Employee Concerns Special Program Subcalogory Rept 
20400, "Engipporjug Orgamralion a Opornting Procod tires,’" consisitng of Vol 2 , ‘'En- 
gineering Calcgory 

^ TennassGo Valtey Anhority 20400 V02 F103 07/12/22 MOpp 48907 167- 

48907 315 

-0902150094 Rov 3 to TVA Employoe Concerns Special Program Sub category Repl 
20600, “As Qurlt RcconcrtiQlionr <:onsisiing of VeJ 2, “Engineering Calegory 
' TennoiiSoo Valley Aullionly 2OG00 V02 n03 87/iO/26 55pp 48307 316 

4fi90ftO09 

-8902150104 Rov 3 lo TVA Employee Concerna Special Program Subcategory Repl 
2OBO0, “Human Fa dors," consisting of Vol 2, “Engineering Category ’* 

• Torvncasco Valley AulboriVy 20fl00 V02 R03 87/11/10 96pp 4B908OH) 

48908 IG6 

-8902160112 Rev 3 to TVA EmployGo Concerns Special Program Subcategory Ropi 
22B00, “Oallofy Support Design," consisting of Vol z, ' 'Engineering Category ”■ 

' TonnossoQ Vnlley Authority 22500 V02 R03 87/12/03 41pp 48910 035- 

48910076 

-0902150121 Rov 3 to TVA Employoo Concerns Special Program Subcaiegory Rept 
226D0. "301511110 Intoraclion Doaign," consiaiingof vol 2. “Engineering Category'* 

• Tonnessoo Valley Aulhonly 22600 Voa R03 87/11/10 82pp 48310 076 

48910 167 ^ 

•■8902160126 Roy 3 to TVA Employea Concerns Special Prograrp Subcategory Repl 
22600, “Uni strut Suppo/1 Doslgn," consisting of Vol 2, “Engineering Category “ 
MATYAS.AA Tonnossoo Vnlloy Aiithorily 22000 V02 R03 87/11/24 73pp 

40910 158-48910 230 

-8902150130 Rev 0 lo TVA Employee Concerns Special Program Subcategory Repl 
21000, “Pipe Siross Cafculatlona," consisting of Vol Z. "Engmeering Calegoiy ’* 
PETERS, A TonnossQG Valley Aulhonly 21000 V02 R03 88/01/20 I27pp 

40908 359 48009,126 

-8902150102 Rov 4 to TVA Employoo Concorns Special Pro gram Subcalegory Repl 
26000, ' 'Flushing & Piping Valve Dosign,” consisirng of Vol 2. *^Enginoerjng ualogory 

• Tonnoasoo Valley Aulhonly 26000 V02 R04 87/12/03 102pp 48913 283 

48tH022 

•*8902160193 Rov 4 lo TVA Employoo Concerns Special Program Subcalegoiy Repl 
26500, “Elodrlcol Safely A S/ft Dosign, “ consisting of Vol 2, "Enainoo/ino uatogory ** 

• Tonnossoo Valley Authority 28500 Vt)2 R04 88/01/12 t42pp 40914 023 

40914.184 

-0902150197 Rov 6 to TVA Employee Concerns Spoefaf Program Subcalegory Repl 
2QGC0, “Raceway & Cable Sys Design," consisting of Vol 2, ^Engineering Calegory." 

^ Tonnes soo Valloy Aulhorliy 26Q00 V02 R05 87/12/10 l07pp 48914 165- 

40914'271 

-09O21BO2O4 Rov 4 lo TVA Employoo Concerns Special Program Subcalegory Ropt 
25500, “Supporl WoleJ Dosign," consisting of Vol 2, "Enginooring Category" 

PETERS A tonnossoo Valloy Aulhority. 25500 V02 R04 87/12/14. d4pp 40913*189 
48013 202 

-8902150214 Rov 3 lo TVA Employee Concorns Spocral Program Subcalegory Repl 
22000, “Supporl Design Qonoraf," consisting of Vol 2, "Engineering Category" 
PETERS, A tonnossoo Volley Autlionly 22000 V02 R03 87/10/26 eSpp 40909 1 26- 
46900 212. 

-3992I5Q216 Rov 4 lo TVA Employoo Concorns Special Program Subcalegory Ropl 
22JO0, "Pipe Support Design," consisting of Vol 2. "Engmooring Category," 

PETERSA Tennoasoo Vairay Aulhorliy 22100 V02RO4 07/12/14 aopp 40909 213- 
4Q900 202. 

-0902150228 Rov 3 lo TVA Employoo Con earns Speciar Program Subcalegory Ropl 
22300, "inslfumont Sunporls Design,*' con sisifng of Vol 2. “Engmoerjng Category '* 

• TonnoBsoo Valley Aulhorliy 22300 VOg R03 87/M/24 57pp 46909 2 &3- 
4Q900 349. 

-8902160249 Rev 1 lo TVA Employoo Concorns Special Program Subcategory Ropl 
31200, "Socunly," conslalinn of Vo) 3, "Oporallons Category.'^ 

HOOKS,P, nUSSElL,JR Tonnossee Vnlloy Aulhonly 31200 V03 R01 87/07/24 
I30pp 48018 000 48918 217 

-0902150276 Rflv 2 to TVA Employoo Concorns Special Program Subcatogory Rept 
01300, "Miscellaneous," consislfna of Vof 3, "Oporallons Calogory " 

ATKfNSON,n J . niCHABOS,J , ElllOTT.W T TonnesBOO Valloy Authority 3f30(> V93 
R02. 07/08/07 114PP 48918 2I0>48918 331 

“0992160206 Rov 1 lo TVA Employoo Concorns Special Program Subcalegory Rept 
300Q0, "Eanlnoorlng," conBlsIlng o( Vol 3, “OpeiallonB Gatogory " 

ADAMS, Q . RICHARDS, J Tonnossoo Valloy Aulhorhy 30900 V03 ROl 87/07/24 
eipp 409)7 124 40917 107 

-agosieosafr Rov 2 to TVA Employoo Concorns Spoclaf Program Subcalegory Repl OP 
31000. "Opora1lons/Oporatlortal,''consi3l[ng of vol 3, "Oporallons Category" 

' TonnoasOG Vallov Aulhorliy OP 31800 V03 fl02 07/03/07 t17pp 48917 160 
48917 304 

-69021503SO Rov I to TVA Empfoyoe Concerns Spocial Program Subcatogory Repl 
31100. "Hoallh Pltysics "conslaltno of Vol 3, "Opcralfons Caiegory " 

RUSSELL, J.R, SUTT.R. Tonnossoo Valloy Aulhonly 31100 V03 ROl, 87/07/29 
144pp 40917*305 40010 007 

“8992150360 Rov t IQ TVA Employee Concorns Spocral Program Subcatogory Repl 
30700, "Niicfepr Power Silo Prof) ra in/ ProcoUur os," consisting of Vol 3, "Operallons 

GUNi®S,R Tonnossoo Volley Aulhonly- 30700 V03 ROL 87/OD/ll 217pp 
40916 O94-409193I1. 


- 09021S0368 Rov 2 lo TVA Employee Concerns Specral Program Subcalegory Ropl 
30800, ’ Mamt." consisting of Vol 3. “Operations Category " 

SUTT.R J, WRITE, TW ^nnessoo Valley Aulhordy 30800 V03 R02 87/00/04 
173PP 48016 312 48917 123 

-0902150305 Rov 3 lo TVA Employee Concerns Special Program SubcalMory Repl 
30100. "Mechanrcal Equipment Refiabiliiy/Oesign," consisting of Vof 3. "Operations 
Calugory “ 

BROWN.WR Tennessee Valley Aulhonly 30100 V03 R03 87/09/17 149pp 

48914 2/2-40915 058 

-8902150392 Rev 2 lo TVA Employee Concerns Special Program Subcalegory Rept 
30200, "Elecirlcaf & Communlcalfons.” consisting of Vof 3. "Operations Catego^ " 
BROWN.WR Tennessee Valley Authority 30200 V03 R02 87/09/11 lOipp 

40915 059 48915 160 

-0902150401 Rev 2 to TVA Employee Concerns Special Program SubcalMory Repl 
30300, ■“Insirumonlalron & Radiation Monitoring,'’ consisting of Vol 3, "Oporalions 
Category " 

BROWN.WR Tennessee Valley Aulhorliy 30300 V03 R02 87/00/07 74pp 

48915161 48915 234 

-0902160406 Rev 1 to TVA Empfoyoe Concerns Special Program Subcategory Repl 
30400. "Cables & Conduil," consisting of Vol 3, “Operalions Category “ 

ELLIOT.WT Tennessee Valfey Authority 30400 VOS ROl 87/00/11 80pp 

48915 236 46915 314 

-8902150414 Rev 1 to TVA Employee Concerns Special Program Subcalegory Repl OP 
30500, "Accessibllily,” conaisling of Vol 3, “Oporalions Category “ 

TOUCHSTONE, C W Tennessee Valley Authority OP 30600 VOS ROl 07/08/27 
63pp 4BS15 315 40016 017 

-0902150418 Rev 2 lo TVA Employea Concerns Special Program Subcategory Rept 
30600, "Fire Protection," consislmg of Vol 3, "Operations Category " 

TOUCHSTONE.C W Tennessee Valley Aulhonly 30600 V03 R02 87/08/27 76pp 

48916 018 48916093 

-8902150430 Rev 2 to TVA Employee Concerns Special Program Subcalegory Final 
Repl 40800, "Training," consisting of Vol 4, "Mat! Control Category" 

HENSLEY.aj Tennessee Valley Aulhonly 40800 V04 R02 87/05/20 7Bpp 
40921 047-48921 124 

-8902150430 Rev 4 to TVA Employee Concerns Special Program Subcatogory Ropl 
<10400, "Storage & Handling," consoling of Vol 4, "Mall Control Caiegory " 
RUSSELLJR Tennessee Valley Auitionty 40400 V04 fl04 07/12/23 153pp 

48919 130^0919 290. 

-8902160463 Rev 3 to TVA Employee Concerns Special Program Subcatogory Repl 
40500, “Mat) fdenlification," consisting of Vol 4, "Mall Conirol Category" 

RUSSELL.JR Tennessee Valloy Authority 40500 V04 R03 87^9/15 114pp 

40919 201-48920 041 

-89021 $0464 Rev 2 to TVA Empfoyee Concerns Special Program Subcategory Repl 
40600, “Quality of Matl," consisting of Vol 4, "Matl Control Category " 

BROWN.WR. Tennessee Valley Aulhonly. 40600 V04 R02 87/06/11 57pp, 

40920 042-48920 100 

-8902150473 Rev 2 to TVA Employee Concerns Special Program Subcategory Final 
Repl 40700. "Procedural Conirol," consiBting of Vof 4, "Mall Control Calegorv “ 
PROFFITT.RA, SMITH.FK Tennessee Valley Authority 40700 V04 R02 07/12/24 
307pp 46020 101-46921 046 

-89021 S04 78 Rev 2 lo TVA Employee Concerns Special Program Subcatagory Final 
Repl 40200. "Purchasing & Requlsilloning," consisling ol Vot 4, “Mall Conirol Calego- 

RuSSELL.J R Tennessee Valley Authority 40200 V04 R02 $7/08/06. 77pp 
46910 332-46919.047 

-8902150463 Rev 3 to TVA Employee Concerns Special Program Subcategory Final 
Ropl 40300, *’Matl Control * Installation," consisting of Vol 4. ‘^Mall Conirol category." 
OVVEN.D.R Ter^nessee Valley Authority 40300 V04R03 87/11/16 80pp 48919.048- 
40910 137 

“8902160161 Rev 4 to TVA Employee Concorns Special Program Subcalegory Ropl 
sot 00. "Site Specific Welding," consisting of Vol 5. "Welding Category " 

BROWN WR. Tennesseo Valtey AulhonW. 50100 V05 R04 87/ 12/29 55pp 
48921.125 48921 179 

-8902 1601 68 Rev 4 to TVA Employee Concerns Special Program Subcalegory Rept 
50200, “Bellofonte Nuclear Plant," consisting of Vof 5, "Wefding Category '* 
BROWN.WR, Tennessee Valley Aulhorliy 50200 VOS R04 87/12/20. 67pp 
4892V180 46921 248 

-$902180171 Rev 5 lo TVA Employee Concerns Special Program Subcalegory Rept 
50300, “Sequoyah Nuefoar Plant," consisting of Vol 5, "Welding Category," 
SCHOFIELO.R, BROWN.WR Tennessee Valley Authority 50300 W5 R05 $8/01/ 
04 90pp 40921247-48921.344 

.-8902160176 Rev 4 to TVA Employea Concerns Special Program Subcalegory Rept 
60400, "Site-Speciflc Welding Subcalegory Repl," consisting of Vol 5, "Welding Caie- 

inS WN,W R Tennessee Valley Authority 50400 VOS R04 86/03/22 219pp 
48921 345 48922 202 

“6902160342 Rev 4 1o TVA Employee Concerns Special Program Subcalegory Rept 
70500, "Equal Employment Opporlunlty," consisting of Vol 7, ^'Mgl & Personnel Caie- 

^ijSsell,j fl Tennessee Valfey Aulhonly 70500 V07 R04 88/01/06, 75pp. 
48923042*46623 116 

-8902210001 Rev 6 to TVA Employee Concerns Special Program Subcategory Repl 
71900. "Pay.” cofislsling of Vol 7, "Mot fl Personnel Category?’ 

LONQ.JE, BROWN.WR Tennessee Valley Authority 71900 V07 R05 87/05/17 
50pp. 46925 258 48925 306, 



DOCKETED ITEMS 45 


''Q902210Q03 Ri'V ^ ki TVA I inplovi ( ofUi'rns Spriuil FVocirnni fiiil)Ltit(>(;oty H<'pl 
7r?000 FVrsoruu'l Hoi tniK tons>wlini| ol Vol / M(jl /i PorsoiVK'l C'aUuiorv 
EVANS f‘K TrnnosMn' Valli'v Aiilhonly /,’OOa VD/ MlH Mpp 

-m'K’o Ma 

-Q902210011 Rtw t’ Id IVA I niplovt’o iawni'rris SpiTiiil Profjraiii Siilpi tnt<‘(;orv Rc^pl 
72100 Vrloran Pa'lori'nn' \ i>n‘^is1intj ol Vol / Mql & fVrsonni'l t dti'ijOry 
BROWN, Wn 1»>nti(>ss»>i' Valli'y Aulliorily /2I00 VO^ ni>2 07/0’)/ 1^ GOpp 
40925 'M 1 t0020 050 

-0902210010 Rev A lo IVA I mployt’D i onrerns Spocicil Protjrcini Siibcnti'qory Rupl 
71700 Pf’rsDnnrl Ouatittcalioiis, coiimsIiiui ol Vol 7 Mql & Pcvsonni'K.dlcqDry ” 
BROWN, WR Tonnosspo Vnllry Aiithtjrdy 71 700 V07 H04 fl77OG/?0 lOIpp 
40925 047 40025 1 17 

-0902210029 Rrv 4 lo TVA F mployti** Lontrrns Sprciat Pfoqrani SuliralOqiory Hopl 
71000 KiiiploymtMM cDnsislitiq of Vol 7 Mql & Porsoniiut Cdtogmy " 

UONG.J E Tonnonsoc Vnlloy Aulhonty / IBOl) V 07 1^04 fl0/O?717 llOpp 

48925 140 40925 257 

-0902210030 Ruv ') lo TVA Fniployt'p ronLcnis Spocial FVocjfani SuljrfUOqory nept 
71400, Driajs," consisling of Vol 7 Mql & Personnel Caiogoiy 
GIBBS R n tennessco Vnllry Aulhonty 71400 V07 R03 07/05/ KI 2npp 40924 251 
48024 279 

■8902210052 Rev 5 lo TVA Employpo (,orrornb Sporral Pfogram SuhralQqory Rept 
71000 ' ProOiJClivily, ' consisting of Vol 7 ‘'Mgl & Pnrsonncl Caloqory ' 

RUSSELL, JR Ti’nncssor Valley Aulhonly 71000 V07 ROS 80/02/1 B OBpp 

40924 017 40924 1 14 

-8902210065 Rov 4 to TVA Employco Concorns Special Program Suhcalegory Rep I 
7i 100 "Malls,'' consisting of Vol 7, “Mgl & Personnel Caicqoiry " 
nuSSELl,Jn Tonnossro Valley Authority 71100 V07 R04 87/12/03 4lpp 

48924 115 40924 155 

-8902210070 Rov J to TVA Employee Concorns Special Proiiram Subcaleqory Rept 
71200, 'Miscellaneaus. consislinq of Vol 7» 'Mgt & Personnel Caloqory 
RUSSELL, JR lonnossoc Valley Aulhonly 71200 V07 n03 87/05/13 37pp 

40924 156 48924 192 

•0902210095 Rov 3 lo TVA EmpToyoe Concerns Special Program SuUcategory Repl 
71300, "Modical,' consisting of Vol 7, ' Mgt & Personnel Caloqory " 

BROWN, WR Tennessee Valley Aulliority 71300 V07 n03 07/05715 5Dpp 

48924 193 40924 250 

-8902210146 Rov 3 lo TVA Employee Concerns Special Program Suhcalogory Ropl 
70100, 'Subjournnymon," consisting ol Vol 7, "Mql & Personnel Calogory ’ 
RUSSELL.JR Tonnossoo Volley Authority 70100 V07 R03 87/05/13 34pp 

40922 203 48922 236 

•8902210162 Rev 5 lo TVA Cmployoo Concerns Special Program Subcalogory Repl 
70200, "Work RuIog.” consisling of Vol 7. "Mgt & Personnel Category " 

BROWN. WR Tennessee Vnlloy Auihorily 70200 V07 R05 87/05/15 OOpp 

40922 237-40922 323 

■6902210204 Rov 3 lo TVA Employee Concorns Special Program Subcalogory Ropl 
70300, "Work Schedulos," consisting of Vol 7, Mgt & Personnel Calogory " 
RUSSELL,JR Tennessee Valley Authority 70300 V07 R03 87/05/13 33pp 

40922 324 48022 366 

■8902210221 Rev 4 lo TVA Ernployoo Concerns Special Program Subcalegory Ropl 
70400, "Ovoftlmo," consisting of Vol 7, ‘’Mgt & Personnel Calogory " 

RUSSELL.JR Tonnessoo Valley Authority 70400 V07 1104 07/05/13 4epp 

48922 357-40923 041 

■8902210232 Rov 5 lo TVA Employee Concerns Special Program Subcalegory Repl 
70600, "Mgt Tochnlquoa." consisting of Vot 7, "Mgt & Personnel Category’’ 

LONG.LN, RUSSELL.JR, Tonnosseo Valley Aulhonly 70600 V07 R05 88/02/18 
I50pp 48923 117 48923 266 

•8902210240 Rev 3 lo TVA Employee Concerns Special Program Subcalegory Repl 
70700, "Organization,” consisting of Vol 7. "Mgt & Porsonnol Category " 

DROWN.EA Tennessee Valley Authority 70700 V07 R03 07/05/13 OOpp 

48923 267-48923 304 

■8902210248 Rev 6 lo TVA Ernployoo Concorns Special Program Subcafopory Ropl 
71500, "Employee Programs.” consisting of Vol 7, "Mgt & Porsonnol Calogory. 
ROBERTSONJ L . RUSSELL.JR TennosSQO Valley Authority 71500 V07 R06 60/ 
02/18 68pp 40924 280 4B924 361 

-8902210270 Rov 5 (o TVA Ernployoo Concerns Special Program Subcalegory Ropl 
71600. "Labor Relations," consisting ol Vol 7, "Mgt & Porsonnol Calenory” 
RUSSELUJR Tonnossoo Valley Authority 71600 V07 R05 88/02/18 46pp 

48925 001-40925 046 

■8902210276 Rov 4 to TVA Employee Concerns Special Program Subcalogory Bepl 
70000, "Morale." consisting of vol 7, "Mol & Personnel Category “ 

ROBERTSON, T. RUSSELL,J R Tennesseo Valley Authority 70000 V07 R04 80/02/ 
10 38pp 40923 305 48923 342 

•B9022 10279 Rev 3 to TVA Ernployoo Concorns Special Program Subcalegory Repl 
70900, "Public Safety Svc.” consisting of Vol 7. "Mgt & Personnel Category 
GIBBS, RR Tennessee Valley Aulhonly 70900 V07 R03 87/05/13 35pp 48923 343- 

48924 016 

•8902210305 Rev 6 lo TVA Employee Concerns Special Program Subcalegory Rept 
80600. "General Mgt & Policy " consisting ol Vol 8, "'QA Category " 

BROWN,W.R Tennesseo Valley Aulhonlv B0800 V08 R06 OB/03/09 B2pp 
48928 330-48929 060 

■8002210308 Rev 6 to TVA Employee Concorns Special Program Subcategory Ropl 
80200, "Insp," consisting ol Vol 0, OA Category ” 

BROWN.WR Tennessee Valley Aulhonty 80200 VOB R06. 88/03/18 193pp 

48926 185 48927*018 

'B902210322 Rev 7 to TVA Ernployoo Concerns Special Program Subcalogory Rept 
80300, "OA PofSonneL" consisting of Vol 8, "QA Category " 

SACCO.R A Tennesseo Valley Authority 80300 VOG R07. 88/03/26 202pp 

48927 019 4B927 220 


— 090*5210327 Fhv h lo fVA Employ on Coricorn*; Special fVogram Subcalegory Ropl 
8G400 Nonccinformnnco Conirol & Correrlive Achon.” consisting of Vol 8, * QA Cnt 
t'qary 

OFtOWN.Wn, HALVERSON RD Tonnosbco Valley Authority 00400 VOfi R06 00/ 
03/11 24npp 40927 221 40920 110 

-9902210330 Rov h to TVA Employco Concerns 5>poual Program Subcalogory Repl 
801 HO OA Mql & Policy, ’ consislmtj of Vol 0 OA Category " 

GMAYTC T*>npiossGe VaUoy Aulhonly 80100 VOfi HOb 08/03/18 I34p(> 

48‘»2e05l 489Pfi 104 

“B9022 10339 Rov 1 lo TVA Ernployeo Concorns Special Proornni Subcalegory Repl 
80500 Docuniont Conirol & Rncofcls ’ consistmg of Vol 8, OA Calogory ’’ 
GLIYN.TA, BORWN.Wn Temnosseo V alloy Authority 80500 VOS B04 88/03/ IH 
2^7ijp 48928 1 1 I 40028 337 

-0902210379 Rov 2 lo TVA Einployoo Concerns Special Program Subcatt-yory Repl 
61000, ' Unsnfo CoiHlitions,” copsisling ol Vol 9 Industrial Safoly Calogory " 
JOYCE,JW Tonnossou Valley Aulhonty 91000 V09 R02 87/02/23 70pp 

-limO 195 48930 272 

-8902210305 Rov 2 to TVA Employee Concerns Spocidl Program Subcalegory Ropl 
91100, "Dofocuvo/lnadcquate Equipmunl,” fonsisimg of Vol 9, "Incluslrinl Safely Cal- 
ugory " 

ROGERS, T lonnessee VaMoy Authority 91100 V09 R02 07/02/23 OOpp 

40930 273 40930 302 

-8902210403 Rov 2 to TVA Employee Concerns Spocml Program Subcalegory Rept 
91200 *'lndu Sinai Flygione F’racUcp ' consisting of Vol 9, ' Industrial Safoly Calogory ’ 
IIODGES.JC lonnossQQ VoLloy Aulfiority 91200 VOO R02 87/02/23 I04pp 

48930x303 4 093 1 045 

-B902210432 Rov 2 lo TVA Employoc Concerns Special Program Siibcaloqory Repl 
90400, ‘Proiccbvo Equipment, consisling of Vol 9, "Industrial Safety Category " 
RUSSELL.JR Tonnosseo Valley Aulhonly 90400 VOO R02 87/02/23 46pp 

48929 181 409t'9?28 

-8902210439 Rgv 3 lo TVA Cmployoo Concerns Special Program Subcalogory Repl 
90500, "Lifo Safety," consisting of vol 9, "Induslngi Safoly Calogory " 

RUSSELL.JR TennossGo Valley Aulhonly 90500 V09 R03 67/02/23 49pp 

40920 227 40920 275 

-0902210440 Rov 2 lo TVA Empfoyoo Concerns Special Program Subcalegory Rept 
90600. "ElLClncal ’ consisting of Vol 6. "Industrial Safety Calenory ” 

RUSSELL, JR TennossoG Valloy Aulhonty 90600 VOO tt02 fl7/0?/23 R4pp 

48920 2/6 4B929 359 

-0902210449 Rov 2 lo TVA Ernployoo Concorns Special Program Subcatonory Ropl 
90700. “Design ro Industrial Safoly.” consisting of Vol 9. "Imki'ilrial Snfoly category " 

RUSSELL.JR Tonnossoo Valloy Aulhonly 00700 VOG R02 67/02/23 G3pp 

46929 360 48930 059 

-8902210454 Rov 2 lo TVA Ernployoo Concerns Special Program Subcalegory Ropl 
90000. ' Cmomoncy Equiprnonl & Pfanl Rosponso to CmorqenciG'?,’' consisting of Vol 
9, "Industrkil Safely Calogory ” 

RUSSEIL.JR Tonnossoo Valloy Aulhonly 9Q000 V09 R02 07/02/23 60pp, 

48930060 46030 118 

-090 2210458 Rov 2 to TVA Ernployoo Concerns Special Program Subcalegory Ropt 
90900, "Walking & Working Surfaces,"’ consisling of Vol 9, "industrinl Safely Calego- 

C^RAY.DK Tonnossoo Vnliloy Aulhonly 00000 VOO R02 87/02/2x1 76pp 48930 119- 
40930 194 

-89 02210461 Rov 4 to TVA Employee Concerns Special Program Subcalegory Ropl 
00100, "Mgt Ql Safety,” consisting of Vol 9, '"Industrial Safety Category " 

LOGAN.SQ Tonnossoo Valfoy Aulhonly 90100 VOO n04 67/02/23 120pp 

40929 061-48920 180, 

0902270149 Informs of changes in ubi senior nuclear mgl PP Carior now silo licensing 
manager, JU McAoolly rosignad from TVA. effoclivo on 800127 & NC Kazanas now 
VICO presldenl 

KINGSLEY.OD Tonnossoo Valloy Aulhonly 69/02/14, CRUTCHPIELD.D NRC - No 
Detailed Aflillaiion Given 2pp 48580 256 48580 257 

8902200005 Summary of 800201-03 & 06 moollngs at silo ro oloclrical cabto Insiahaiion 
& ampacity issues & action plan for closure AlTondonca rosters & list of mnior items 
which TVA is to accomplish as port of rosolulion of cable issuo one! 

MORAN, OH TVA Projocts Division 89/02/15 TVA Projects Divisron 2flpp 
46627 137-406P7 164 

8902200466 RQsponds to NRC 800122 safely ovalualion ol ATWS altcrnalo rod injoc- 
tion & recirculAlior^ pump trip ays Util conlinues to endorse position that addi equip 
menl &/or mfg diversity not neodod 

GniOLEY,n Tonnosseo Valley Aulhonty 89/02/21 Document Conirol Branch fCocu 
menl Control Desk) 2pp 46625 168 46626 169 

6903020379 Forwards response to Generic Ltr DO- 14, ‘"Instrumonl Air Supply Sys Prob- 
loms Affecting Safety Related Equipment" 

GRIDLEY.R Tonnossoo Valloy Aulhonly. 89/02/23 Document Conirol Brar^ch tOocu* 
moni Control Desk) 27pp 48673 268'40673 204 

0903130660 Noliilcalion of 899307 moating w/ulll In Rockvilto.MO to dtscuss TVA pros- 
enlaiton ol cable separation issuo rosotulion methodology 

MORAN.DH TVA Projects Division 09/02/28 BLACK.S Asshtar^l Direclor for 
Projects 3pp 40633 203-46633 205 

89'Q3100Q23 Summary ol 890216 meeting w/ulll tn Rockville, MD re TVA slatislical molh- 
odology on oteclr leal cabte sepamlion Agenda & list of altendeoa end 
MORAN.DH TVA PrcjeclS Division, 89/03/01. TVA Projocls Division t2pp. 
4QB04 082-46894 093 

0903220520 Summary ol 090307 moo ling w/llceosoe In Rockvilio.MD lo discuss licons- 
OQ proposed methodology for cable separallon Allendanco rosier listed In Enel 1 & 
licensee viewgraphs in end 2 

MORAN.DH TVA Projects Division 89/03/14 TVA Pro| 0 Cls Division lOpp 

40005 076-49006 085 
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03032001 l-B Forwards 'Mainl Improve to gjiI Program, ‘ Books 1 & 2 Improvemeni pro 
qram cfesigrod to cv-alualo oxisling act^vitiss.idcnlify neodcd rmprovomools & manage 
clwngos ihroiigh impleniGnlaiion Program 65 ’’o coiTiplalo 

GRIDLEV H Tonnosseo Valley Aulhority 89/03/15 Document Control Branch (Docu 
mont Control Desk) 3pp 48954 328 48956 220 

-8903200123 Mainl Improve men I Program, ’ Books 1 & 2 
SESSOMS.RO. CAMPBELL G Tennessee Valley Aulhonly 89/02/01 500pp 

48954 331 48956220 

8903210300 Forwards Rav 1 to ‘ Opeiabililj/ Cnlena for Evaluation of Lower Drywell 
Access Platforms * 

GRIDLEV'.R Tennessee Valley Authority 89/03/15 Document Control Branch (Docu 
mont Control Desk) 2pp 48994 204 46994 216 

-B903280342 Rev 1 1o Design Criteria BFN 60 C-?302, “Oporation Critoria for Evalua- 
tion o1 Lower DryweIC Access Platforms “ 

GAINES.RE, RUPEflTJR. MGCALL.J K Tonnosseo ValCoy Aulhonly 69/02/22 
I2pp 48904 206 40994 216 

8903230106 Discusses NRC concerns re supplomontal DCRDR summary re pi, did 
COIIOODoterminalion of restart applicabtliiy of human engineerjng disciopancios per 
SuppI 1 to NliREG 0737 sooms qtjes!4onabf0 Meeting to discuss concerns will bo 
called 

black, S Assislant pireclor for Prefects 69/03/17 KINGSLEY.O D Tonr^essee 
Valley Authority 4pp 49022 351-49022 354 

fl'90323()112 Ack receipt of ulil 890214 Hr re nolilioation of senior nuclear power mgt 
changes Within TVARav lo corporolo nuclear performance plan should bo submitted 
Within 6Q -days to provide mochanism for NRC review of changes 
LIAW.B D TVA Projects Division 89/03/17 KINGSIEY.O D Tennessee Valley Au 
tliorily, 6pp 49048 t92 49043 197 

6903240011 Responds to request for add! info on rust in lower containment spray 
header (LCSH) of Unit 2 Nozzles in ICSH removed & outboard isolation valve 
repaired List of commitments end 

GRiDLEY.R Tennosseo Valley Authority 89/03/17 Document Control Branch (Docu 
nient Control Desk) 4pp 49039 1GB-49039 101, 

8903169296 Generic Ltr 89 02 to all holders ol OLs & CPs for nuclear power reactors ro 
actions to improve detection of counterfoil & fraudulcnlly marketed products Sve list 
end 

VARGA, S A Associate Director for Projecia (Post 870411) 89/03/21 Consolidaled 
Edison Co of New York, (nc 57pp 40960 001-48960 057 


0 Inspection reports, IE BuIIoDas & correspondence 

B9D2270130 Forwards Insp Ropts 50-259/86-33,50 260/68 33 & 50 296/88 33 on 
081 101-30 RepL tdentiftes aclivlties that appeared to violate NRC requirements but are 
not Cl led 

MCCOY ,FR TVA Projects Division 89/02/13 KINGSLEY, OD Tennessee Valley Au 
Ihonty 2pp 48506 109 485B8 138 

-8902270130 fnsp Ropts 50 259/88 33,50-260/80 33 & 50-296/88 33 on 8B1101- 
30 Violation noted Major areas Inspected operational safety 
vorificalJon.mods,sufvoilPancQ observe lions.sys rolurn lo svc.slalus of lOCFRai repls 
& ROs 

CARPENTERED R . LITTLE.WS Region 2, Ofc of Iho Director 89/02/13 2Cpp 
49506 m 48588 138 

0902270149 Forwards Insp Repis 50 259/99 27,50 260/06-27 & 50 296/88 27 on 
090923 090106 No violations or devialions noted 

MCCOY, FR Region 2. Ofc cf Ihe Director 09/02/ 13 KINGSLEY,OD Tennessee 
Valley Authority 2pp 46595 335 48585353 

..8902270164 tnsp Repis 50 259/88 27.50 260/ 89 27 & 50-298/68 27 on 860823- 
990106 No violalrons or deviations noted Major areas Inspoctod seismic 
qiialifica1fons,cloanljnes3 controls^Lre protcc1ion,survoil[ancd testing & Instrumentation 
LONQ,A n . ELROO.S . IGNATONIS,A. Region 2, Ofc of Iho Director 89/02/13 17j)p 
49505 397-48585 353 

0902260500 Forwards safely evaluations supporting 8801 15 request for relief from 
ASME Boiler & Prossure vossol Coda Section Xf ro insorvico Insp of power plant 
componenls 

aLACK,S TVA Proiecls Division 09/02/14 KINGSLEY.OD Tennessee Valley Au- 
thority 4pp 4C624 1 40-40624 151 

.-8902280511 Safely evaluation supporllng Request H S.rcliof from ASME Boiler A Pros- 
sure Vessel Code Section XI re Enservice insp of nuclear powor plant components 
Including.hycfroslalic losling requiromenls for Class 2 piping & components 
* Ofc 01 Special Projects (Pro 891231) 90/02/14 Bpp 48624 144 48624 147 

-8903030419 Safety evaluation supporlinjp Requost H-t2 ro Class 2 piping & compo 
nenis of 185 hydraulic control units in CRD sys 

‘ Ofc of Special Projects (Pro 681231) 00/02/14 4pp 48624 1 46 4B624 151 

0903060137 Forwards corrected Insp Repis 50-259/08-32,50-260/06 32 & 50 296/88 
32 on 901001-31 & nolice of violation Response to notice of violation extended 30 
days 

MCCOY, FR Assistant Direclor for fnspsclron Programs 69/02/17 KfNGSLEY.OD 
TennossBo Vallay Authority 2pp 48739 349-46740 030 

-0903060139 Corrected Hr rorwardmg Insp Repis 50-259/86-32, 60 260/88 32 & 50- 
296/89 32 on 081001.31 & nolle a oT violation 

MCCOY, F R Assistant Director for Inspection Programs 89/02/02 KINQSLEY.O D 
T annas see Valley A u Iho rd/ 2pp 40739 351-40736 352 

-8993060144 Notice ol violation from insp on 68 100 1-31, Violation noted reactor bldg & 
rofualing floor ventilation radiation monitor calibr & functional lest not performed on 
861017 

MCCOY.F R Assistant Director for Inspection Programs 69/02/02 2pp. 48739.363- 
46739,354 

-0903060147 Correctod Insp Repts 60-259/08-32,50 260/80 32 & 50 296/66 32 on 
86 loot -3 1 Violations noted Major areas Inspected oporalfonal safely 
vonficaliort.surv&illancQ obaervalior>,m-ods,sys return to sve & ROs 
CARPENTER.D R , LITTLE.W S Region 2. Ofc of the Difoctof 89/02/01 a6pp 
48739355 4Q740 030 


8902170112 NRC Info NoUco 89 020. 'Weld Failures in Pump of Byron-Jackson 
Design'’ Sve lisi end 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1) 09/02/24 
Consolidated Edison Co of Now York, Inc lOGpp 48572 043-48572 148 

8902219351 SuppI 1 to NRC Info Notice 88 073, “Diroclion DopondonI Loak Characlor 
Isitcs of Conlalnmonl Purge Valves ’ Sve list end 

ROSSI, CE Division of Operational Events Asses^iment (Post 070411) 69/02/27 
Consolidated Edison Co of Now York, Inc 102pp 48589 001 40509 110 

B902210564 NRC Info Notice 09 021. "Changes in Performance Characl oris ties of 
Molded Case Circuit Sroakors " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 69/02/27 
Consolidaiod Edison Co or Now York. Inc 104pp 4B576 032-40576 137 

8903100269 Responds lo NRC 890130 Ur re violations noted in Insp Roots 50-259/69 
04,60 260/89 04 & 50 296/09-04 Corroclive actions now 1QCFR50 69 instructions mi- 
ll atod addressing adminislratlvo errors noted 

FOX,C H Tennosaeo Valley Aolhonly 09/03/01 Document Control Branch (Docu 
menl Control Desk) 32pp 48806 1 1 1-40806 142 

8003200343 Forwards Insp Repts 60 259/89 05,50 260/09 05 & 50 296/69 05 on 
890130 0202 No violations or deviations noted 

MCCOY, FR Assistant Dlroclor for Inspection Programs 89/03/01 KINGSLEY.OD 
Tonnossee Volley Aulhority 2pp 48971 064 48971072 

“8903200346 Insp Repts 50 2 59/8D 05.50-260/89 05 & 50 296/80 05 on 890130 
0202 No violations or deviations noted Major areas inspeclod Goneric Ltr 88 01 & 
NUREG 0313,Rov 2 program tfnptomentation.procodure view & observation of work 
COLEY.JL, BLAKEjJ Region 2. Ole of the Director 89/02/21 7pp 48971 066 
40971 072 

B903220482 Advises that response lo NRC Bulletin 08-004, "Potonliat Safety* Related 
Pump Loss'* complete for Unit 2 only Schedule for responses for Units 1 & 3 expect- 
ed withm 30 days 

BLACK.se Assistant Director for Projocls 80/03/01 KINGSLEY.OD Tennessee 
Vallay Aulhoaly 4pp 49003 025 40003 02B 

8992270158 NRC fnfo Nolico 09-022, ’'Questionable Certification of Fasteners '* Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/03 
Consolidaled Edison Co of Now York, Inc 105pp 48732 001-40732' 106 

8902200104 NRC Info Nolico 89 023, ‘‘Environ Qualification of Litton-Veam CIR Sonos 
Electrical Connectors*' Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 69/03/03. 
Consoladatod Edison Co of Now York, Inc 106pp 48723 038-46723 143 

6982280162 NRG Info Notice 99 024, "Nuclear Cnticaliiy Safety " Sve list end. 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870720) 
89/03/06 Consolidated Edison Co of Now York, Inc 96pp 48700 252-48700 346 

8993100320 Confirms that util plans to implement GE [nicrim stability recommendations 
boforo startup.por NRC Bullohn 60 007, SuppI 1 

GRIDLEY.R Tennessee Valley Authorily 09/03/06 Document Control Branch (Docu 
mont Conlrol Desk) Ip 48010 213 46810 213 

B903010207 NRC Info Notice 80 026. ‘'Instrument Air Supply to Safely Related Equip- 
ment ’* Sve list end 

ROSSI.CE Division of Operalionat Events Assossmem (Post 870411} 69/03/07 
Consolidaled Edison Co of Now York. Inc 105pp 4B741 053-40741 150 

8903'020165 NRC Info Notice 09 027, *'Limi1ations on Use of Wasfo Forms & High In- 
lognly Containers for Disposal ol Low Level Radwasta " Sve list end 
GREEVES.JT Division of Low Level Waste Management & Decommissioning (Post 
070413) 89/03/00 Consolidaled Edison Co of New York, Inc 117np 40790 114- 
48706 231 

6903080372 NRC Info Notice 89 020, "Woiglit & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operaled Valves ’* Sve fiat end 

ROSSI, C.E, Division of Oporatronal Events Assessment (Post 070411) 00/03/14 
Consolidated Edison Co of Now York, Inc 107pp 48895 001 40895*100 

8903090021 NRC Info Nolice 09 029, ‘'Polenlial Failure of ASEA Brown Boverl Circuit 
Breakers During Seismic Event “ Sve list end 

ROSSf,CE Division of Operational Events Assessment (Post 870411) 09/03/15 
Consolidalod Edison Co of Now York, fnc 106pp 48870 053 40870 169 

8903090133 NRC fnfo Notice 89 030, "High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 69/03/15 
Consolidated Edison Co of New York, Inc 106pp 48895,110 48895 215 

8903270233 Responds to NRC lr>fo Notice 88 082, "Torus Shells W/ Corrosion & De- 
graded Coatings In BWR Containments" Summary of relevant projects for various 
utils successfully employing underwater alternative to draining vessel end 
STUART.CO SQ Pinnoy Co 80/03/16 ROSSI, C.E Division of Operational Events 
Assessmonl (Post 870411) 9pp. 49056 923 49056 031 

8903210367 Responds to NRC 090202 Hr re violations noted In insp Repla 50-259/80- 
32,59 260/88-32 ■& 50 296/88-32 Ulil initiated detailed evaluation of surveillance 
program, including surveillance instruction scheduling, performance & adequacy 
GRfOLEY.R Tennessee Valley Authorily. 89/03/16 Document Conlrol Branch (Docu 
menl Control Desk) 6pp. 48960.188-48980 193 

8903180427 NRC Info Nolice 89 031, "Swelling & Cracking of Hafnium Conlrol Rods" 
Sve list enc) 

ROSSI.CE Division o( Operational Events Assessment (Post 870411) 89/03/22 
Consoliffated Edison Co of New York, Inc 102pp 46966 001-48966 103, 

8903170419 NRC Info Nelice 09-032, "Surveilfanco Testing of Low Temp Overpressure 
Protection Sya ” Sve lisl encL 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co ol New York, Inc 104pp 46992 044-48992‘147 
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Periodic operating reports & related correspondence 

8903180190 Monthly opcialmg repts for Jan 1989 lor Browns Forry Niiclo<ir Plant W/ 
89030P Hr 

CAMP8ELL.G G . RATLIFF, S A . CAMPBELL.G G Tennossco Valley Aelhordy 89/01 / 
31 72pp 40060 125 40060 195 

6903100142 Forwards "Semiannual Radioactive Efiluent Release Repi Brown'i Ferry 
Nuclear Plant (BFNl EKIuont & Waste Dibposat Semiannual HepLJul Dec 190B ^ 
"Semiannual Radioactive Changes to BFN ODCM” & rev of BFN process control 
program 

GRIDLEY.R Tennessee Valley Authority 89/03/02 DoLument Control Branch (Docu- 
ment Contra I Desk) 2pp 48828 071-40020 212 

•'8903100152 "Somiannual Radioactive Effluent Release Re pi Browns Forry Nuclear 
Plant Jul Dec 1900” 

LEE.BE Tennessee Valley Authority 80/12/31 74pp 40028 073 48620 146 

‘•8903100188 "Semiannual Radioactive Effluent Release Ropt Browns Ferry Nuclear 
PlanlChangos lo ODCM ” 

* Tennessee Valley Authority 86/07/20 43pp 48828 147-40620 109 

“8903100160 "Radioactive Effluent Release Repl Browns Ferry Nuclear Plant Rev of 
Process Control Program " 

* Tennessee Valley Authority 89/03/02 8pp 48828 190 48826 212 


8 Reportable occurrences. lERs & related correspondence 

8903090310 NPDES noncompliRnca nolilication on 890117, discharge serial number 
107 for Unit 3 exceeded the daily maximum of 100 mg/I 

SCHMIERBACH.M Tennessee Valley Authority 89/01/31 Alabama, Stale of 12pp 
40798 264-46708 285 

8902240120 LER 08 032-01 on 8809 14, discrepancies discovered in electrical cable 
classifications & cable routings Indicates violation of requirements Caused by Inad 
equate design control Design program improved significantly W/6902t 5 Ur 
WILLARD.SC. CAMPBELL.G G Tennessee Valley Authority 89/02/07 5pp 
40621 115-48621 119 

6903060009 Summary of Operating Reactors Events Meeting 89 08 on 690222 Atlen* 
dee list & events discussed & significant elements of events end 
LANNING.WD, Events Assessment Branch 89/02/23 ROSSI, CH, Division of Oper- 
ational Events Assessment (Post 07041 1) 13pp 48735 239 46735 242 

B9031002S7 LER 89 003 00 on 690131, design of suppression pool vacuum roiiof ^ys 
may not meet curreni single failure criterion for primary containment Isolation Caused 
by not considering criterion in original design for Mark 1 plants W/890302 Ur 
WILLARD.SC, CAMPBELL.G G Tennessee Valley Authorily 89/02/20 4pp 
46802 335 48802 338 

8903160017 LER 89-002-00 on a90208.bufiQd raw cooling wator dischargo pining bo 
Iwoon reactor bldgs & circulating water discharge conduil not solsmlcally 
qualiliod Caused by design error Corrective action evaluated & Implemonted W/ 
860310 Ilf, 

JONES.S.B , CAMPBELL, G G Tennessee Valley Authorily 89/03/10 6pp 
48692 320 48892 324 

S903160072 LER 89'004 00 on 8902D9,discoverQd that level in condensate storago 
tank decreased from 26 7 ft to 10 1 ft Probably caused by mechanical (ailuro of con- 
densate head tank heat trace Heat trace repaired W/890310 Itr 
JONES.SB, CAMPBELL.G G Tennessee Valley Authority 89/03/10 $pp 
40809 356 46889 359 


T. Hearing transcripts on nen-antitrust msUers 

6903030010 Forwards Iranscript of 890217 meeling between NRO & TVA ro seismic 
Issues at plant 

GEARS, GE TVA Projocls Division 89/02/23 TVA Projects Division 3pp 49691 181- 
18091 332 

“09030300 12 Transcript of 890217 public meeting w/util In Rockville, MD re open aeis 
mlc criteria issues Pp 1-147 

* Commissioners 89/02/17 I49pp 48691 184 48691 332 


V. Operalor Examinations 

8903220159 Generic Ltr 89 03 to all power reactor licensees & applicants for OL re op 
erator (iconsing naff exam schedule Sve (ist encf 

VARGA.SA Associate Director for Prolecls (Post 970411) 89/03/24 Consolidated 
Edison Co of New York. Inc 64 pp 49006 001-49005056 
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F. Security, medfeat, emergency 4 ffre proteeffon plans 

0902270149 Forwards Insp Repts 50 -2 59/ 88-27 ,50 269/86-27 & 50 296/88-27 on 
680823-8901 06. No violations or deviations noted 

MCCOY.FR. Region 2. Ofc of the Director 88/02/13 K1NGSLEY.O D Tonnessoe 
Valley Authorily 2pp 48585.335-48585 353. 

“8902270164 InSp Repts 50.259/88 27,50-260/86 27 & 50 296/08'27 on 089823- 
890106 No violations or deviations noted Major areas Inspectedsoismtc 
qualification 5 , cleanliness controts.lire proteclion^surveillance testing & instrumentation 
LONG.AR. LITTLE, WS, Region 2, Ofc of Iho Director 69/02/13 17pp 48595*337- 
48585*353 

8903090225 Advises that 881207 Rev 1 to radiological emergency plan consistent w/ 
provisions of l0CFR50 54(q) 8 acceptable 

MCCOY.FR Region 2. C>fc of the Director 99/02/23 KINGSLEY, OD Tonnesseo 
Valley Authority 2pp 48600 269-48800 260 


8903130547 Responds to concorns in areas, including development & impte mentation o1 
omergoncy ope rail ng inslmclions & evaluation a1 coniammeni vonling procedures 
notod in Insp Rupl 50 260/88-200 

GRIOLEY.R Ten ntssseo Valley Aulhorily 09/02/28 Document Conlrel Branch (Docu- 
monl Control Oosk) 3pp 48621 172 40621 174 

8903090401 Informs oi 890531 reschodulod dale for radiclogtcnl emorgoncy plan exer- 
cise 

GRIDLEY.R Tennosseo Valley Authority 89/03/02 Region 2, Ofc of the Director 
2pp 40800 158 4Q8Q0 150 

89031 30S35 Submits addi guidance re NRC requiromonts lor laulity Tech Specs re App 
R safe shutdown Gqinpmont.per util submtiat & subsequent withdrawal Of Tech Spec 
Chango 249 

BLACK.SC Assistant Director for Protects 09/03/03 KINGSLEY ,OD Tennossoo 
Valley Authority 4pp 48819 354 48819 357 

8903100368 Nolilication of 890315 mooting w/uhl m Rockville, MD to discuss App R 
safe shutdown Tech Specs 

GEARS.QE Assistant Director for Pro;ecls 09/03/06 BLACK,S TVA Rrojocis Divi 
Sion 3pp 40804 116 48004 118 

8903200153 Forwards comments on App R safety ovaluaiton & safe shutdown 
instructions, including Rov 0 to 2 SSI 002 

GRIDLEY.R Tennossoo Valley Authority 09/03/10, Documoni Control Branch (Oocu- 
menl Control DosK) 17pp 48940 056 4B940 072 

--890320O166 Roy 2 to 2-SSt 001, "Safe Shutdown Insiruclion” 

SWINDELL, J E Tennosseo Vntloy Authority 89/01/25 900pp 40940 073-40943 031 

“8003200158 Rev 0 to 2-SSl 002, ”Safo Shutdown Insiruclion " 

SWINDELL, JE Tennosseo Valley Authority 89/02/21. 1.600pp 46943 032- 

489^8 19d 

8903220006 Forwards Rov 10 to physical security & contingency plan Rov withhold (rot 
tOCFR73 2n 

GRIDLEY.R L Tonnessoo Valley Authority 09/03/10 Document Control Branch 
(Doci/rveni Confrof Desk) 2pp 4 to)3 308-48083 380 

8903270274 Rov 4 to EPIP-5. "Gonoral Emorgoncy," Rov 3 to EPIP 17, "Emorgoncy 
Equlpmoni & Supplies" & Rov t to EPiP-16, "Tornado Emorgoncy Procedure” 
GRIDLEY.R Tennessee Valley Authority 89/03/17 36pp 49054 083 49054 120 


P. Operating llcenBo slago documents & corrospondence 

8902240029 Responds to 870631 request for oxsmplion from cnlicolily nionilonng re 
quifomonts of 10CFR70 24 to recoivo.possoss & uso SNM as roacler IuqI Exemption 
unr^Qcessary since previous exemptions have not oxpirod 

HERMANN.R A Ofc of Special Projocts (Pro 8Qt20{) B8/05/1 1 WHITE.S A Tennes- 
see Valloy Authorily 2pp 4B583 317-40663 3t0 

8902140261 Forwards comptole listing of t07 updated omployoo concerns spocinl pro- 
Q^ram subcategory ropls 

GRIDLEY.R L Tonnessoo Valley Authorily 00/02/06 Document Conlrat Branch 
(Documof^l Control Desk) 6pp 46901001-46931 046 

“8902160161 Rov 4 to TVA Employoo Concerns Special Program Subcalegory Ropt 
50100, "Silo Specific Woldinn.*' consisting of Vol 5, "Welding Calogory ” 

BROWN.WR Tennosseo Volloy Authority 60100 V05 n04 07/12/28 56pp 

40921 125 40921 179 

0902270148 Informs of changes in util senior nucloar mgi PP Canor now silo licensing 
manager.JL McAnatly resigned from TVA, offeclivo on 890127 & NC Katanas now 
vice prosldoni 

KINQSLEY.OD Tennosseo Valley Authority 80/02/14 CRUTCHFIELD.D NRC No 
Oolailed Affiliation Givort 2pp 46588 256 40588 257 

8902280005 Summary of 890201-03 & 00 meetings at site ro oloctncal cablo tnslallailon 
& ampacity Issues & action plan lor closure At lendanco rosiors & list of major Homs 
which TVA is lo accomplish a*j pari of resolution of cable Issue onci 
MORAN, DH TVA Projects Division 09/02/15 TVA Prolecls Division 20pp 
48627 137‘48627 164 

8902280247 Confirms agroomenf? reached w/NRC during 000202 & 09 moohngs ro 
electrical cablo ampacity Util plans to incorporalo Div of Oporaling Roactors gutdolinos 
into environ qualification pconrarn at facility 

GRIDFUY.R Tonnessoo Vnlfoy Aulhority 69/02/21 DocumonI Control Branch (Docu 
menlConlrol Desk) 4pp 40624 195*40624 lOB 

8902280486 Responds lo NRG 800122 safely avaluallon of ATWS allornalo rod injec 
lion & recirculation pump Irip sysUhl contmuos lo ondorao position that add I oquip 
ment &/or mfg diversity not needed 

GRtDLEY*n Tonnessoo Valley Authority 80/02/21 Document Control Branch fDocu 
moniConifol Desk) 2pp 46826 166 48625 160 

8903020090 Forwards list of submittals noedod from fVA lo support NRC docisions ro 
unit siatlup.lnfo noodoct includes, program description of lloxiblo conduit rovlQw.rovisod 
Tech Specs for safe shutdown & fined ropt on instrumonl Bonslnn line 
BLACK.S Assistant Difoclor for Proiocls 00/02/22 KtNGSLEY.O.D Tonnossoo 
Vatloy Authorily 7pp 48669 133 48669 130 

8903020370 Forwards rospohso lo Generic Hr 88-14, 'Tnalrument Air Supply Sys Prob- 
lems Alloc ting Safely-Relalod Equipment " 

GRIDLEY.R Tennessee Valley AutlioMy 89/02/23 DocumonI Control Branch f Docu* 
ment Control Desk) 27pp 48673 268 46673 294, 

6902280239 Notification of 890314 mooting w/ulil In Rockvillo.MD /o EECW clay pipe 
headers • technical resolutions 

GEARS.G E TVA Projocls Division 89/02/24, BLACK.S TVA Projocts Division 3pp 
46627 354 4862? 350 

8903080169 Application lor amend lo Licenso DPR‘52, correcting Tech Spec Table s 
4 1 B.4 2 B & 4 2 F for calibr frequencies 

nAY,MJ Tennosseo Valtoy Authority 89/02/24 DocumonI Conirol Branch (Docu- 
menl Control Desk) 2pp. 48741 '270 40741*207 
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. U9030a0159 PropOSt>(1 Ti'th hpCi labri’H \ ^ n \ ? H & A ? ^ fi> calibr 
‘ Tonnossets Vatlt?V Auttiontv flO/D 2 /'r’‘l 1 *'.pp \\\7\ \ 2!? \ 2\i>7 

$903080122 PrQVPCfP'i cofooL linns to Ihivin.il n^pivlu.id luMit rs si/iiir] rrtlrrui submilCofJ 
by TVA fl80‘)?3 llr Uasoci on :in itpplh cvalualions 8t tfisriisstons \v/mr)lor oporalod 
valvo mlgs TVA issiictJ qu.iiily info rt'pl lo spoc ily iist< (< rnU-ria 
GF1IDLEVR Tcnru’sst'tJ Valloy Aullmrav [>ofiirnon1 C<nn1ro1 Brdnrti inocu 

nienl Control Cos K1 2fp ‘tftMJ-llDI •Ul/«n(lt)? 

a9030BOl<13 Inform^) tliril TVA will not corCify tornphanro w/ lOCFn'j-tl 4*J on .js 

provsously srhcdijlotf Dcferniool r(M|(iostoil tinlil tT)01?0 tluo to ptant mods & docir- 
mentation nol complotP oi rciuty S l<» allow tu w nuil to assess pioejfain 
GRIDIEY P Tonnossco VnIk'V Aulhorily fl<J/ 02/211 Do^utiirnt (^onlrol Bf<iricli (Dorii- 
menl Conirol Dosl^) 2pp ^^1 742. 13 7 1B74? I[m 

890313Q6B0 Nolificfltion of D‘10 10-7 mrotinij W'lilri in HnckvHto MD to cfiscuss TVA prcS' 
fl-ntation ol cabto soparalion issno rosoUilion nR'llintlofociy 

won AN D H TVA Projccls Cjvision B0/03/2B EILACK.S Assisianl Pirrrlor lor 
Projects 3p;) 48833 203 48B33 205 

89O3T00Q23 Summary ol 890216 nif>otiMy w7ijt)l in fiockvillc* WD ro TVA statistical moth 
odology on eteclncal cable soparation Agenda & list of allondcos onci 
WORAN.OH TVA Projects Division »i)703/0t IVA Projocls Division I2pp 
40804 QB2-4 8804 093 

0903130535 Submits addl guidance re NPC rcquiremenls for facility Tech Specs ro App 
Pi safe sinildown oquipiitenl.prr util siibmiltii! & biibsogrirnl withdrawal of Tech Spec 
Change 249 

BLACK,SC Assislanl Djfcclor for Projects 8Q/03/03 KINGSLEY, OD Tennosseo 
Valley Aiilhorily 4pp 40019354 48IM9357 

0903100368 Notification of DOOIIS mecling wyulit in Reckvillo.MD to discuss App R 
safe shutdown Tech Specs 

GEARS.G E AsBislanI Oireclor for Projects 89/03/06 BLACK, S TVA Projects Divi 
Sron 3pp 48804 116 4BB04 lift 

8903160325 Notifies cl civil calculation reviews proyram audit on 099JI3 24 in 
Knoxvilfe.TN Objeclivo ol team audit & NIlC & contractor personnel participating idon 
Ijfied in end 

BLACK, S Assistant Director for Projects S9/03/07 KINGSIEV.OD Tennessoo 
Valloy Aulborily 3pp 46079 239 4QB79 241 

6903150204 Ncltficalion of 890314 mr'Oliny w/ulil in Rockville WO to discuss facility 
cable separation * stalistJcal sampling 

W GRAN, OH Assislant Director for Projects 09/03/09 BLACK S TVA Projects Oivi 
Sion 3pp 48860 329 48060 331 

8903220520 Summary ol 690307 mealing w/licensDO m Rockville, WD to discuss licorvs* 
eo proposed melhodology for cable Hoparation Allrndancc rosier listed in End 1 & 
licervsoo vicwgrapbs in End 2 

WORAN.DH TVA Projects Division 89/03/M TVA Projects Division lOpp 
49005 076 49005 085 

8903200110 Forwards ' Wainl Improvement Program” Books 1 & 2 Improvement pro- 
gram designed to evarirato oxisting ac1ivdBe&,E(rQnlify needed improvemonts & manage 
changes through impfementalion Program es"*! complete 

GRIDIEY.R Tonncssco Valloy Aulhorily 89/03/15 Document Con irol Branch {Dec u 
ment Conirol Dosk^ 3pp 48954 328 48050 220 

-8903200123 •'Mairil Improvomoni Program ” Books 1 A 2 
SESSOWS.no, CAWPBELL.G Tennossoo Volley Authority 89/02/01 500pp 

48954 331-48956 220 

8903210300 Forwards Rov 1 to ' 'Operability Criteria for Evaluation of Lower Orywell 
Access Plat-forms '' 

GRIDLEY.R Tonnessoo Valley Authority 69/83/15 Document Conirol Branch {Do cu 
men! Control Desk) 2pp 48994 204 46994 216 

--89032B0342 Rov 1 to Design Criteria BFN'50‘C-7302. •'Operation Criteria for Evafua- 
lion of Lower Drywell Access Platforms ” 

GAINES,RE, RUPERT.JR. MCCAILJK Tennessee Valley Aulhorily 89/02/22 
12pp 48994 206 46994 216 

8903230106 Discusses NRC concerns re supplemental OCRDR summary repi, dtd 
881 109 Determination of restart applicability of human engineering discroj^andes per 
SuppI 1 to NUREe0737 seems quastionabro Mealing to discuss concerns will bo 
called 

BLACK, S Assistant Director lor Projects 89/03/17 KINGSLEY.OD Tennessee 
ValCey Authority 4pp 49022 351-49022 354 

8903230112 Ack receipt of util 390214 Itr re notilication of senior nuclear power mgi 
changes within TVA Rev to corpora le ruefear performance plan should bo submitted 
within 60 (fays to provide mechanism for NRC review of changes 
LIAW.BD TVA Projocts Division 89/03/17 KfNGSLEY.OO Tennessee Valley Au 
Ihonty 6pp 49046 192-49046 197 

8903240011 Responds to request tor addi Info on rusl In lower ccnlainment spray 
header fLCSH) of Unit 2 Nozzles in LCSH removed & outboard isolation valve 
repaired List of commitments end 

GRIOLEY,R Tennessee Valloy Aulhofity 89/03/17 Documer)! Conirol Branch (Docu- 
ment Conirol Desk) 4pp 49039 168 49039 191 

8903240022 Responds to NRC quesiions from 890202 meeting re electrical cable am- 
paci^ program 

GRIDLEY.R TonnsBseo Valloy Authority 89/03/17 Document ConUol Branch (Docu- 
ment Conirol Desk). 21pp. 49030 107-49039 t27 

0903160298 Generic Llr G9-02 lo all holders ol OLs & CPs for nuclear power readers re 
actions to Improve detection of counterfeit & fraudulently marketed products Sve list 
end 

VARGA, S A Associate Diroclof for Projects fPosl B7Q41I) 89/t>3/2l Consolidated 
Edison Co of New York, Inc 57pp 40980001 4B960057 

8903270359 Forwards results of 681124 26 & 1220 secondary containment leak rate 
(SCLR) toals.per Tech Spec 6 9 2 8 

GRIDLEY.fl Tennessee Valley Authority 89/03/21 Document Conirol Branch (Docu- 
ment Control On sk) 7pp 49055 285 49055 291 


Q Inspection reports, IE Bulletins 8 correspondence 

8902270130 Forwards Insp RepN 50 259/8Q 13 50 260/00 33 & 50 296/00 33 on 
oai 101 3()Rf'pt idonlilit's. actwitios Ihnt appeared lo violate NRC requirements but are 
not citerf 

Mt.cOY F R fVA Prtijt'cls Division 80/02/13 KINGSIEY 0 0 Tennessee Valloy Au 
Ihonty 2pp 48588 109 48508 1 38 

-6902270138 Insp Ropls 50 259/8B 33 50 260/00 33 & 60 296/80 33 On 001101 
30 Viotalion noled Major areas mspeclod operatiofial satoty 

venfication.niods.surveillancp obsorvations sys relum to sve, status ot tOCFR21 ropls 
&BOs 

CARPFNTFR.Dn . LITTIE.WS Region 2 Ofc of the Director 89/02/13 20pp 
4!J'i8n 111 48608 138 

8902270149 Forwards ir^sp Rnpls 50 259/80 27,50 260/80 27 & 50-206/80 27 on 
080023 890106 No violations or deviations noted 

MCCOY FR Region 2 Ofc of the Director 89/02/13 KINGSLEY, OD Tennessee 
Valloy At ithorily 2pp 48565 335 40585 353 

-B902270154 tn'.p Repls 50 259/08 27.50 260/80 27 & 50 296/08 27 on 880823 
nootOGNo violations or deviations noted Major areas inspected soismir 
qualiticaiions.cloanlinoss conlrols.firo protection, surveillance testing & mbtrumontaticn 
lONG.A R . ELROD, S , IGNATON(S,A Region 2. Ofc ol the Director 89/02/13 17pp 
48505 337 48585 353 

8902260500 Forwards sately ovaluatrons supporting 880115 request for relief from 
ASME Boiler & Pressure Vossel Cede Section XI ro msorvice insp of power plant 
•compononts 

BIACKS TVA Projects Division 89/02/14 KINGSLEY,0 D TonnosbOG Valloy Au 
Ihorily 4pp 40624 140 48624 161 

-89022B0S11 Salely evaluation supporltnq Request H 3, relief from ASME Boiler & Pres- 
sure Vessel Code Section XI re insorvico insp of nuclear power plant components 
including hydrostatic testing requirements for Class 2 piping & componentb 

* Ofc of Special PfOjOcts (Pre 881231) 89/02/14 8pp 48624 144 48624 147 

-8903030419 Safety evaluation supporting Requosl H 12 re Class 2 piping & compo 
nonls of 185 hydraulic control units in CRD sys 

* Ofc of Special Projects (Pro 081231) 89/02/14 4pp 48624 140 40624 151 

0903060137 Forwards correclod Insp Repls 50 259/86 32.50-260/08 32 & 50-296/80- 
32 on 881001-31 & notice of violation Response lo notice of violation oxtondpd 30 
days 

MfjCOY.FR Assistant Director for Inspection Programs 89/02/17 KINGSLEY, OD 
Tennessee Valley Authority 2pp 48739 349 48740 030 

-8903060139 Corroctod Hr forwarding Insp Repts 50-259/88 32. 50-260/00 32 & 60 
296/DQ 32 on 801001-31 A nolico of violation 

MCCOY, F R Assistant Director for Inspection Programs 89/02/02 KINGSl EY.O D 
Tennessee Valley Authority 2pp 48739 351 48739 352 

-8903060144 Notice of violation from insp on 801001 31 Violation noted reactor bldg & 
rofurfing floor vonlifation radiation monitor calibr & functional lesl not performed on 
801017 

MCCOY.fr Assislant Director for Inspcclton Programs 09/02/02 2pp 48739 353- 
48739 354 

-8903060147 Corrected Insp Repta 60 259/00 32,50-260/80 32 & 50 206/88 32 on 
881001 31 Violations noted Major areas inspected operational safety 
verification, surveillance observation, mods, sys return lo sve & ROs 
CARPENTER.DR, LITTLE.W S Region 2. Ofc of the Director 09/02/01 06pp 
48739 355 48740 030 

8902170112 NRC Info Nolico 89 020, "Wold Failures in Pump of Byron-Jackson 
Design '' Sve list end 

ROSSI.C E Division of Operational Events Assessment (Post 07041 1) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043-48572 140 

6902210361 SuppI 1 to NRC Info Notice 88 073, "Oireclion Dependent Leak Character 
islics of Containment Purge Valves ” Sve list end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 09/02/27 
Consolidated Edison Co of New York, Inc 102pp 48689 001 48589 1 10 

6902210564 NRC Info Notice 89 021. "Changes in Performance Gharacter islics of 
Molded Case Circuit Breakers " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/02/27 
Consolidated Edison Co of Now York, Inc t04pp 48570 032-48578 137 

8903130547 Responds lo concerns In areas, indudmp development & implementation of 
omergoncy operating Inslructlons & evaluation of containment vonting procedures 
noteo ir» Insp Repl 50-260/08-200 

GRIDLEYpR Tennessee Valley Aulhomy 89/02/28 Document Conirol Branch (Oocu- 
monl ConiroJ Desk) 3pp 48821 172-48021,174 

8903100289 Responds to NRC 8901 30 Hr re violations noted In Insp Repts 50-269/09 
04,50-260/89 04 A 50 206/89-04 Corrective actions new 10CFR50 59 Instructions ml 
Haled addressing adminislrative errors noted 

FOX.CH Tennessee Valley Authority 89/03/01 Document Conirol Branch (Docu 
menl Cenlrol Desk) 32pp 40806 1 1 1-48806 142 

6903200343 Forwards Insp Repts 50-259/89 05,50-260/89-05 & 50 296/89-05 on 
600130 0202 No violations or deviations noted 

MCCOY.F R Assistant Director for Inspection Programs 89/03/01 KINQSLEY.O 0 
Tennessee Valley Authority 2pp, 40971 064 4B971 072 

-8903200346 Insp Repts 50.259/69 05,50-260/89 05 & 50-296/89 05 on 890130- 
0202 No violations or deviations noted Major areas inspected Generic Ltr 08 01 & 
NUREG 0313,Rev 2 program impfementation, procedure view & observation of work 
COLEY.JL, BLAKE, Jj Region 2, Ofc of the Girecior 89/02/21 7pp 48971*066 
48971 072 
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0903220482 AUvisus that response lo NRC Hultohn 08 004 , Polonlial Salely Helaiod 
Pump Loss’ complom lor Unit 2 only Schoclula lor respo-nsob lor Units 1 & 3 PKpecl- 
t*d within 30 days 

BLACK, SC Assistant Diroctor lor Proiccts 80/03/01 KINGSLEYOD fennossco 
Valfoy Aolhorily 4pn 40003 025 49003 028 

8902270158 NRC Inlo Notice 89 022 Ouoslionablc Cortilication ol Fasteners ' Sve list 
end 

ROSSI. CE Division ol Operational Events, Assessment (Post 070411) 09/03/03 
ConsolirJaled Edison Co of Now York, trkc 105pp 48732 001-40732 10R 

8902280104 NRC Info Notice 89 023 ' Environ Qualification ot tilton Veam CIR Sorios 
Eleclrical Conneclois ” Sve list encl 

ROSSLGE Division of Oporaltonal Events Assossmonl (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc I06pp 48723 03B 48723 143 

8903130535 Submits addi guidance re NRC requirements lor facility Tech Specs ro App 
R safe shutdown equipment, per util submittal & subsequonl withdrawal of Tech Spec 
Change 249 

BLACK, SC Assistant Director for Projects 89/03/03 KINGSLEY,OD Tonnossou 
Valley Authority 4pp 4BB19 354-48019 357 

8902280182 NRC Info Notice 89 024. "Nucloar Cfilicahty Safety'’ Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nucloar Safely (Post 870729) 
89/03/06 Consolidated Edison Co ol Now York, Inc 96pp 48700 252 48700 346 

0903100320 Confirms that ulil plans lo inwlomeni GE interim stability recomnnendations 
belora slarlup,por NRC Bulloiin 88 007 Suppl 1 

GRIDLEY.R Tennessee Valley Authority 89/03/06 Documonl Control Branch (Docu' 
mom Control Desk) Ip 48810 213 48810 213 

8903010207 NRC Info Notice 89 026, "Instrumenl Air Supply to Safolv Related Equip 
mem ” Sve list encl 

ROSSICE Division ol Operational Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of Now York. Inc lOSpp 4874 1 053 48741 158 

8903020165 NRC Inlo Notice 69 027, “Limilalioris on Uso of Waste Forms & High In- 
togrity Containers lor Disposal ol Low Level Raclwaste ” Sve list end 
QREflVES.J.T Division ol Low Level Waste Managemont & Decommisaloning (Post 
870413) 00/03/08 Consolidated Edison Co of New York. Inc I17pp 48798 114 
46796 231 

8903080372 NRC Info Notice 80 028, "Weight & Ctr of Gravity Discrepancbos for Copes- 
Vulcan Air-Operated Valves '' Sve list encl 

ROSSI, CE Division of Operational Events Assessmont <Posl 870411) 89/03/ 14 
Consolidated Edison Co of New York, Inc 107pp 48895 001 40895 109 

8903090021 NRC Info Notice 89 029, "Potenliat Failure of ASEA Brown Bovort Circuit 
Breakers During Seismic Event " Sve list oncl 

ROSSLCE Division of Oporatlonal Events Assossmont (Post 870411) 00/03/15 
Consolidated Edison Co of New York, Inc lOOpp 48070 053 40870 169 

8903090133 NRC Inlo Notice 89 030, "High Temp Environs at Nuclear Power Plants " 
Sve list oncl 

ROSSLC.E Division of Oporatlonal Events Assessment (Post 870411) 89/03/16 
Consolidated Edison Co of New York. Inc, lOQpp 48005 110 46895 215 

8903270233 Responds to NRC Info Nolice 88 082, "Torus Shells W/ Corrosion & De- 
graded Coatings In BWR Containments '• Summary ol relevant projecls for various 
utils successfully employing underwater alternative to draining vessel end 
STUART ,CO SQ Pm nay Co 89/03/15 ROSSI, CE. Division ol Oporalional Events 
Assessment (Post 87041 1) 9pp 49056 023 AQOSO 031. 

6903210367 Responds to NRC B90202 Itr re violations noted in Insp Bepts 50-259/88 
32,50-260/88-32 & 50-296/88-32 Ulil Initiated detallod evaluation of surveillanco 
program, in eluding surveillance instruclion schoduling.porlormanco & adequacy 
GRIDLEY.R. Tennessee Valley Authority 89/03/16 Document Control Branch (Docu- 
ment Control Desk) Bpp 40980 108 48980 193 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods'” 
Sve f(s( end 

ROSSI, CE Division of Operational Evenis Assessment (Post 070411) 69/03/22 
Consolidated Edison Co of New York, Inc 102pp 48986 00 1-4B9S6 103 

8903170419 NRC Info Notice 89-032. "Surveillanco Testing of Low Temp Overprossuro 
Protection 8ys " Sve list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) dO/03/23 
Consolidated Edison Co of New York. Inc 104pp 48992 044 46992 147. 


B. Periodic operating reports related correspondence 

8903150190 Monthly operating repts for Jan 1989 for Browns Ferry Nuclear PlanlW/ 
690302 Itr 

GAMPBELL.G Q , RATLlFF.S A , CAMPBELL .G G Tennessee Valley Authority 89/01 / 
31 72pp 48860 126 48860,195 

8903100142 Forwards "Semiannual Radioactive Effluent Release Ropl Browns Forry 
Nuclear Plant (BFN) Ellluenl & Waste Disposal Semiannual RepLJul-Doc 19B8. 
"Semiannual Radioactive Changes lo BFN ODCM" & rev of BFN process control 
program. 

GRIDLEY.R Tennessee Valley Authority 89/03/02 Document Conlrol Branch (Docu- 
ment Control Desk) 2pp 48028 071-40628*212 

-8903100152 "Semiannual Radioactive Efiluenl Release Ropt Browns Forry Mucloar 
Plant Jul Dec 1988 " 

L EE, S E. Tennessee Valley Authority 80/12/31 74pp 48820 O73-40B28 146 

-8903100188 "Semiannual Radioactive Effluent Release Rept Browns Ferry Nuclear 
PlanLChanges to ODCM ” 

* Tennessee Valley Authority, 88/07/20, 43pp 40828 147-40628 189 

-8903100180 "Radioactive Effluent Release Repi Browns Ferry Nuclear Plant Rev of 
Process Conlrol Program " 

* Tennessee Valley Authority 89/03/02 8pp 48028,190 48628 212 


S Reportable occurrences, LERs & rotated correspondence 

8902270117 LER 88 050 00 on BBl214,nrulron source movc’iTiQnl butweon units spent 
fuel pools performed w/o mm standby gas troalmcnt sys tram tochnically 
opeinblo Caused by failure to track opGrabHily slams Procedure rovjsed W/89020T Itr 
ALfSTiN.SW, CAMPBELL, GG Tciinossco VaflOy Authority 89/0 1/2G 4pp 
48500 1Q5 4850B 100 

8903090310 NPDES noncomplianco notification on 890117, discharge serial number 
107 for Unit 3 oxceodod the daily maximum ol 100 mg /I 

SCMMIERDACHM Tpnnossen Valley Authority 89/01/31 Alabama, State ol I2pp 
48798 254 48798 265 

8902240109 LER 89 002 00 on 090 120, automatic doprossiiriialion sys accumulator 
pre^ssuro switch supports not soismicatly qualitied Caused by inadequate design & 
const praclicos Design & const practices upgraded W/690217 Hr 
WILLARD, SC CAMPBELL GG Tennessee Valley Authority 89/02/17 4Dp 
40621 152-40621 155 

8902280123 LER 06-016 01 on 80l209,unptar\ned manual start ol RHR pump 
occurred Caused by porsonrrcl error Labeling of RHR local controls will bo corrected & 
licensed personnel will review event W/D90224 lir 

NAVE.E D , CAMPBELL.G G Tennessee Valley Authority 89/02/21 4pp 40633 004 
48033 007 

890306QOD9 Summary of Operating Reactors Events Meeting 89 08 on 800222 Alien 
doe list ■& events discussod & significant ctomcr^ls of events encl 
LANNING.WO Events Assossrnenl Branch 09/02/23 ROSSLCE Division of Opor- 
alional Events Assossmonl (Post 070411) 13pp 48735 230 46735 242 

8993130496 LER 89 003 00 on 890203, discovered that sciam function for source range 
monitors not operational & two (umpers Installed m reactor protection sys logic not 
removoil Caused by personnel error Jumpers romovoci W/090303 Itr 
WILLARO.se, CAMpaELl.GG Tennessee Valley Authority 89/02/28 4pp 
48029 357 40820 360 


T. Hearing transcripts on non-antltrust matters 

8903030010 Forwards transcript ol 89021/ mooting belwoon NRC & TVA rc seismic 
issues at plant 

GEARS, GE TVA Proiec Is Division 89/02/23 TVA Projects Division 3pp 40691 101- 
46691 332 

-8903030012 Transcript ol 890217 public mooUng w/ulil in Rockville, MD ro open sols 
mic crilorla issues Pp 1-147 

* Commissioners 09/02/17 149pp 48691 184 48691 332 


V. Operator Examinations 

8903220150 Genonc Ltr 89 03 to ail power reactor licerisoos & applicants for OL re op 
orator licensing trail exam schedule Sve list oncl 

VARGA, S A Associate Director lor Proiecls (Post 07041 1J 80/03/24 Consolidated 
EdisoriCo of Now York, Inc 54pp 49005 001-49005 05$ 
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F. Security, medical, omergenoy & lire protection plane 

8903010275 Rovisod Plant Emergency Procedures, consi sling ol Rev 6 to PEP‘401 & 
Bov 22 lo PEP-301 W/89|)221 lU 

MORROW, M C . JOHNSON, R . MORGAN, R E Carolina Power & light Co. 09/02/21 
Qpp, 48845 1 85 40645 202 

8903100429 Forwards Insp Ropt 50 261/69 04 on 090130 0203 No violations or devi 
atlon^ noted 

DEGKER.TR Region 2. Ofc of Iho Director 09/92/24 UTLLY.EE Carolina Pov/er &. 
Light Co 2pp 48603 220 48Q03 236 

-8903100443 Insp Rept 50 261/89 04 on 890130-0203 No violations or deviations 
rioted Major aroas Inspected radiological elliuenta, chemistry & health physics prac- 
tices associated w/spont fuel transfer operations 

HUGHEY.C A , KAHLE.J B Region ?. Ofc ol Iho Director 89/02/23, 8pp 46D03 231- 
48803 238 

8903210272 Forwards SALP Ropt 50-261/88 29 for Jul 1007 Oct 1088 SALP 690124 
meeting summary & presentation slides end. 

ERNST.M.L Region 2. Ofc ol the Director 89/02/28 UTLEY. E E Carolina Power & 
Light Co 44pp 40085 '068-46066 154 

-8903210320 Final SALP Ropt 50 261/08 20 for Jul 1 087 Oct 1008 
" Region 2, Ofc of the Director 89/02/28 43pp 40986’ 1 12-48965 164 

e'903150104 Rev 8 to Plant Emergency Procedure PEP 101 , Rev 23 lo PEP 301 & Rev 7 
to PEP-4 01 ,W/ 800309 Hr 

MORGAN.R E Carolina Power & Light Co 89/03/06 10pp. 48850 808 48859 1 15 


H, General corrospondence 

8902260201 Requosts that Shoaron Hams corrospondenco be sent to fisted address & 
that A Upchurch rg HB Robinson Plant be dolelQd from NRC dislfibulion list 
HOLLAND, E A Triangle J Council of Govornmonls, NC 89/02/03 ADENSAM.EG. 
NRC No Detailed Aflihation Given tp 40627 177 48627 177 


J. Insurance 8 Indemnity Information 

8903270309 Final response lo FOIA request for records App A records encl & available 
in PDR 

GR1MSLEY.DH Division ol Freedom of InformahOA & Publications Services (Post 
800205) 89/03/23 WfLLIAMS.OG JRA Associatos 2pp 
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■B903270312 Responds lo 890210 Itr ic <iinonded mdcmnily agroemonl w/ ulils to 
permil storage oJ spenl nucfear fuel FR no lice encP 

INGRAM F Pubfec Alfairs 09/02/22 SMITH JJ AlHialion Not Assigned 2pj» 


P Operating Ifcejiao stage documenls & correspondence 

6903090116 Submils ladiographic exam rnsults of qrowlh o1 microbiologically induced 
corrosion m wefds of svc waler sys piping (SWSP) from oxams of sefected welds in 
Jill & Oc1 1989 Replacemcnf of SWSP scheduled duung 1 990 oulaqe 
MORGAN.R E Carolina Power 8 Lighl Co 80/02/27 Oocumenl Control Branch (Doc- 
umGrtl Control Desk) 2pp 48780 015 016 

6903070205 Nolifpcalion of 800307 meeltng w/BWR Owners Group ir> Rockviljo.MD lo 
discuss Items of curreni interest Agenda end 

SHAO.LC Division of Engireermg & Systems Technology (Post 870411) 89/02/28 
MIRAGLIAFJ Associate Director for Inspection & Technical ABsessmoni (Post 
8704n) 8pp 40763 023 4B703O3O 

8903090136 Acfvfcses lhal 851016 & B90127 requests not lo add nonradiologica) environ 
prolecLionpfantoOLacceplablo 

LO.HH Pfojeci Directorate IM 89/03/02 UTLEV.EC Carolina Power & Light Co 
2pp 49783 064 46763065 

3903210324 Provides listing of results of util analysis for Sr-89, Sr-90,Fo 55 A Irilium in 
NRC spiked samples received on 690 1 03 

MORGAN, RE Carolina Power & Light Co. 89/03/02 KAHLE.J B Region 2. Ole of 
Ihe Oireclor ip 48993 173 46983 173 

8903140334 Provides ovalualion of plant requ'/emenls againsl slalion blackout rule 
10CFB50 63 using gutdanc© from NUMARC 07-00 ©xcopl where Reg Guitfe 1 155 
takes precedence 

MCDUFFIE, M A Carolina Power & LighI Co 09/03/03 Document Control Brandi 
(Documoni Conirol Oosk) 6pp 40055 354 48855360 

8903!0()117 Clarifies customer disclaimer notfco on ANF-SB 01, "HB Robinson Unit 2 
Cycle 3 SAR,” per 690221 discussion w/NBC & American Nuclear Fuels ro roslrlclion 
of public use of rept w/o wiitlen aulhorization by American Nuclear Fuels 
LOFLIN.LI Carolina Power & Light Co 89/03/14 MCKNIGHT, JC Documoni CpnUol 
Branch (DflcumenI Conirol Desk) Ip 48959 351*48959 351 

6963160298 Generic Mr 89-02 (o all holders of OLs & CPs for nuclear power roactors ro 
actions to improve detection of counterfeit & fiaudutenlly markoted products Svc list 
end 

VARGA,SA Associate Director for Pfq|ocls (Post 070411} 69/03/21 Consolidated 
Edison Co of New Yo/k, Inc 57pp 48960 001 48960057 


Q. Inspection reports, IE Bulletins A correspondence 

6902260036 Forwards Insp Repl 50-251 /ag 02 on 890109 13 & nolico of violation 
JULIAN.CA Regions, Ofc ol I h© Oireclor 69/02/14 UTLEY, E E Carolina Power & 
Light Ce 2pp 40627300 48627 312, 

-0902280041 Notice Of viefation from Insp on 8901 00*1 3Yiolalion noted* Rov 1 lo Pro- 
cedure CM D1D railed to Idenllfy vendor technical mnnuof ^ to prescribe accurate ac- 
coplance criteria causing svc water pumps to be operated In degraded moda, 

JLfLfAN.C A Region 2. Ofc of the Director 09/02/14 2pp 466^ 302 4e627’303 

-8902260046 Insp Rept 50-261/89*02 on 800109 13 Vfofalfon noted Major areas 
inspected resislenco tamp detector bypass elimination,, svc water piping replacement 
moos,main feedwater pump How testing & steam generator lube eddy current teal re- 
sults 

ECONOWOS,N. BLAKE.J Region 2, Ofc of Ihe Oireclor. 89/02/10. Bpp 48627.304- 
48627 312 

6903130194 Ack rccelpl of SAL P Root BO 261/68 29 for Jul 1967 - Ocl 1966 NRG rec- 
ommendalions in areas of ALARA prograrn.malnt & dovefopment of full scope of 
emergent Issues will help utit focus on improving performanco 
RICHEV.R B Carolina Power & Light Co. 89/02/20 ERNST, M 1. Region 2, Ofc ol the 
Director 2pp 48820 331*48620332. 

6963100481 Ack receipt of 690108 response lo 861208 request for info re Insp Rept 
50*251 /8B 30 Response acceptable for actions lo improve operatiori dept review for 
applicable Tech Spec aclion slaiemonts w/determinallon of Inoperable equipment 
RE YES. LA. Region 2, Ofc of Iho Director BB/02/21 UTLEY.EE Carolina Power & 
Llglit Co Ip 46604 094*48804 094 

896309DD79 Summanzes 690209 entorcament conference re unanalyzed loss of safety- 
related motor conirol ctrs, environ qualification defidencles & Introduotlon of hydrogen 
(nio station & Instrumenl air sys 

ERNST, M.L Region 2, Ofo of the Director 69/02/22. UTLEY, E-G Carolina Power & 
Light ca 81 pp 46781-044-48781 '104 

6903090060 Ack recQipl of 860915 & 0131 suppiemenlal responses Informing NRC of 
steps taken to correct violations noted fn Insp Repl 50-261/88-10. 

VERHELLf.D W Region 2, Ofc of Hi© Dkeclor, 89/02/22, UTLEY,EE. Carolina Power 
& Lighl Co Ip 48764.072-48784 072. 

6902170112 NRG Info Notice 89 020, "Weld Failures in Pump of Byron-Jackson 
Design ” SvG fist end 

ROSSI,CE Division of Operational Events Assessment (Post 870411} 89/02/24 
Consolldalod Edison Co. of New York, Inc 106pp 48572' 043 48572:148. 

6903100429 Forwards Insp Rept 50 261/89 04 on 6901 30-0203, No violalfons or devf 
ations noted 

DECKER .T.R Region 2. Ofc ol the Director 89/02/24 UTLEY, E.E Carolina Power & 
Light Co 2pp 46603 229*48803:238 

-6903109443 Ir^sp Rept 50*261/69-04 on 890130-0203 No violations or devlalions 
noted Major areas Inspectedradiologicel of fluents, chemistry & health physics prac- 
tices associated w/ spent fuel transfer operations 

HUGHEY, CA„ KAHLE.J.B Region 2, Ofc of the Diredor 89/02/23 Spp 46803:231- 
4BB03 238 

B9022103S1 Suppi 1 to NRC Info Notice 68-073, **Dir action Dependenl Leak Character- 
istics of ConlaInmonI Purge Valyas " Svc list end 

ROSSI, C,E. Division of Operational Events Assessment (Post 670411). 69/02/27, 
Consolidaied Edison Co olNew York. Inc 102pp 48689*001-46569.110 


6902210564 NRC Info Notice 89 021, "Changes in Performance Characteristics of 
Molded Case Circuit Breakers " Svc list end 

ROSSI.CE Divibion of OperationBi Evenis Assessment (Post 870411) 89/02/27 
Consolldalod Edison Co of Now York, Inc t04pp 48578 032 40578 137 

0903060216 Responds to NRC □ullctin 60 011, "Presurizer Surge Line Thermal Strahfi 
cation" Util parlicipalrng in program for parliai rosoluiion of Issue through Westing 
house Owners Group 

MCDUFFIE.M A Carofina Power & Light Co 89/02/27 Document Conirol Branch 
(Oocumnni Control Desk) 3pp 46768 156-48788 1 58 

8903210272 Forwards SALP Repl 50 261/00-29 for Jul 1967 - Oct 1988 SALP 890124 
mooting summary & presentation slides onci 

LRNST.M L Region 2. Ofc of the Director 89/02/28 UTLEY.E E Carolina Power & 
Lrghf Co 44 pp 40965 068 48086 154 

-9903210320 Final SALP Repl 50 261/80 29 for Jul 1987 Oct 1908 

* Region 2. Ofc of Ih© Director 00/02/28 43pp 46985 1 12 48985 154 

6903150492 Ack receipt of 090213 Hr informing NRC of steps taken lo correci violations 
noted in Insp Repls 50-324/88-33. 50-325/88 33 & 50 261/08-26 
ERNST.ML Region 2. Ofc of the Oireclor 89/03/01 UTLEY.E E Carolina Power & 
Light Co Ip 48871 360 46071 360 

8902270166 NRC fnfo Nolico 89 022. "Queslionabl© Certification of Fasteners " Svc list 
oncf 

ROSSI.CE Division of Operational Evenis Assessment (Post 870411} 89/03/03 
Consolidated Edison Co of New York, Inc 105pp 46732 001-48732 106 

0902280104 NRC Info Notice 89 023, "Environ Qualification of Litlon-Voam CIR Series 
Eleclrical Conneclors “ Svc list end 

ROSSI.CE Division of Operaiional Evenis Assessment (Post 870411) 09/03/03 
Consolidated Edison Co of New York, Inc 106pp 48723 038-48723 143 

8903240076 Forwards Insp Repl 50-261/89 06 on 690206 09 No violations or devi 
aflons nofed 

COLLINS. D,M Region 2, Ofc of the DIroclor 89/03/03. UTLEY.E E. Carolina Power & 
Light Co 2pp 49082 333 40082342 

-6903240063 Insp Rept 50-261/69-06 on 890206 09 Licensee identified item r© failure 
to follow procoduros for access Into radiation area noted, Major aroas 
Inspected procedures re transfer of spent fuel from spent fuel pool lo ISFSI. 
LAUER.M.T , POTTER, J P Region 2, Ofc of Ihe Director 89^3/03 0pp 49082 335 
4Q082 342 

8902280162 NRC fnfo Notice 89-024, "Nuclear Criticality Safely " Svc list end 
CUNNINGHAM.n E Division of Industrial & Medical Nuclear Safety (Post 870729) 
09/03/06 Consolidated Edison Co of New York, fnc 96pp 48700 252-4B700 346 

3903240326 Forwards Insp Reels 50 261/69 05 & 72-0003/69 01 on 690131- 0203 No 
violations or deviations identified 

JULIAN.CA Region 2, Ofc of the Director 89/03/06 UTLEY.E E Carolina Power & 
Light Co. 2pp 49030,275 49039 2S2 

-6903240328 Insp Repts 50-261/89-05 & 72-003/09 01 on 690131-0203 No violations 
or dovlatfons noted Major areas inspected action on previous Insp findings, snubber 
surveillance program & activities re loading of spenl fuel 

LENAHAN.JJ, BELISLE.GA Region 2. Ofc of the Direclor 09/02/24 6pp, 
49039 277-49039 282. 

0903010207 NRC Info Notice 89 026, "tnsirument Air Supply to Safety-Related Equip- 
ment Svc list end 

ROSSI, C.E Division of Operaiional Evenis Assessment (Post 870411) 89/03/07 
Consolidated Edison Co oj New York, Inc 105pp 40741. 053-4B741'1 68. 

0903240160 Forwards insp Repl 50-261/89 01 on 890109-13 & notice of violation 
JULIAN.CA Region 2, Ofc of the Director 89/03/07 UTLEY.E E. Carolina Power & 
Light Co, 2pp 49037,3t1 49037.330 

-0903240163 Notice of violation from Insp on 8901 09-1 S.Violatlon noted* stroke time for 
cold shutdown valve PCV-1716 increased by more than limit of 60% during Sept 1980 
outage & corrective aclion not taken 

JULIAN.CA Region 2. Ofc of Ihe Direclor 80/03/07 2pp. 49037 313 49037.314. 

-6903240164 Insp Repl 50*261/89-01 on 890109*13 Violations noted.Major areas 
inspected.compleK surveillance, verificahon of containment integnty.lnservice 

tes1lng,loca1 Teak rale testing & licensee aclion on Bulletins 85 003 & 86-003. 
TINQEN.S , ZEILER.J , BELISLE.Q A Rogion 2. Ofc of the Director. 89/02/23, 16pp 
49037*316 49037*330, 

0903020165 NRC Info Notice 69 027, "Limitalions on Use of Waste Forms & High fn* 
tegrity Containers for Disposal of Low Leva) Radwasle " Svc list end. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
070413), 80/03/08, Consolidated Edison Co. ol (sTew York, Inc. 117pp. 40798.114- 
40798*231. 

0903220265 Forwards SER concluding that replacement of breakers on motor-control 
ofr acceptable for resolution of Issues fn safety sys functionat Insp. 

LO.R H Project Direclorate 11*1 89/03/13 UTLEY.E.E Carolina Power 0 Light Co. 
2pp 49020 268 49020 259 

**8903220200 Safety avaluatlon concluding that new Weslinghouse breakers Installed at 
facility adequately sized lo Interrupt worst case fault currents at Motor Conirol Ctrs 5 
& 6,per safety eys functional Insp 

• Office of Nuclear Reactor Regulalion, Direclor (Post 870411), 89/03/13, 2pp. 

49020.258-49020*259. ^ 

89O3O0D372 NRO Info Notice 89 028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated V/aBves." Svc list encT, 

ROSSI,C.E, Division of Operational Events Assessment (Post 870411} 89/03/14 
Consolldaled Edison Co of New York, Ino. 107pp 48895.001 48895:109 

8903099021 NRC Info Notice 80*029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 80/03/15 
Consolidated Edison Co of New York, fno. 106pp. 48870,053*48870 169. 
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8903090133 NRC Info Nol(co 09 030, High lamp Environs at Nuclear Pow/or PlanK 
Svc list end 

ROSSI, CE Division q( Oporntionai Evnnlb Assessment (Post OTO-ltl) 8'9/03/15 
Consolidntcil Edison Co of Now York, tnc lOljpp 40095 1 10 4BB95 215 

8903290160 Responds to violation noted in Insp Ropl 50 261/09 02 Corroctivo 
actions Corrective Mainl Procedure CM 010 revised on B9Q227 based on inadoqua 
CIOS found by review of prcceduro 

MORGAN, R E Cnrotina Power & Light Co 09/03/15 Docwmonl Control Branch (Doc 
ument Control Desk) 3pp 49Q04 106 4900*1 100 

8903240216 EN 00 051 A on 00Q6IO.notico of violation & proposed imposition of Civil 
penalties in amount of $50,000 issued, based on violation involving lalluro o1 
tOCFRSQ 46,App K 

TRQSKOSKI.W. LIEBERMAN J Olc ot Enlorcennonl (Post 870413). 09/03/17 tp 
49030 198*49038 198 

8903270187 Forwards order Imposinn civil monetary penalty in amount of S5O,0Q0Ag 
lions based on failuro of util 10CFR50,App K required evaluation modal to reflect most 
damaging smnlo lollur© re ECCS safety injection subsystem 

THOMPSON, R L Dop Exoc Dir for Nuc Malls Safeiy.Safeguarda & Operations Sup- 
port (Post 090205) 89/03/17 UTLEY, EE Carolina Power A Light Co 3pp 
49053 346-49053 35B 

-8903270189 Order impoamg ciyil monetary ponalw m amount of $50,000 
THOMPSON, H L Dep Exec Dir for Nuc Malls Safoly. Safeguards & Operations Sup- 
port (Post 090205) 09/03/17 Carolina Power & Light Co lOpp 49053 349 
49053 350 

8903160427 NRC Info Notice 00 031, ’‘Swelling & Craciring of Hafnium Control Rods" 
Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 070111) 09/03/22 
Consolidated Edison Co of New York, Inc 102pp 48966 00 1-4D0Q6 103 

8903170419 NRC Info Notice 09 032, "Survelllanco Testing ol Low Temp Overpressure 
Protection Sys." Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post Q70411) 09/03/23 
Consolidated Edison Co of New York, Inc 104pp 48992 044-48992 147 


R. Periodic operating reports A related correspondence 

8902230620 "1988 Personnel Exposure & Monitoring Rept " W/800216 Ur. 

MORGAN, RE Carolina Power & Light Co 80/12/31 3pp 4B555 367-48S55 359 

690301C420 "Effluont & Waste Oisposaf Semfannuaf Ropt for Jul Dec 1980,HB Robin- 
son Steam Electric Plant ■ Unit 2 W/000221 Ur, 

MORGAN, R E Carolina Power & Light Co. 00/12/31 75pp 40647.193-48647 287 

8903080156 Submits 1888 annual rept on primary coofanf fodirie spikes Coolant did not 
exceed 1 uCl/gram doso equivalent 1-131. 

MORGAN, R.E Carolina Power & Light Co 09/02/27 Document Conirol Branch (Doc- 
ument Control Desk) Ip 40748 357*40748 357 

6903200181 Monthly opfirallng rept for Fob 1909 for HB Robinson Steam Electric 
Plant W/8Q0310 Itr 

HAYNESWORTfl.V, MORQAN.R E Carolina Power & Light Co 89/02/25 Bpp 
4B0B3 1 32-40903 136 


S. Reportable occurrences, LERs & related correspondence 

6903210130 LER 89 002-00 on 09021 l.lbor mo well discovered leaking durmg low power 
physics testing due to crack in thermowell Caused by fallguo ImluroReducad 
thermowell insertion length Incorporalod into replacement ihornnowells W/800313 Itr 
LEGETTE.F L , MORQAN,R E Carofma Power & Ltahl Co 89/03/13. 8pp 48984.3 16- 
40984 323 


V. Operator Examinations 

8903220159 Generic Ltr 89 03 to ail power reactor licensees & applicants lor OL re op- 
erator licensing natf exam schedule. Svc lief end 

VARGA.SA Associate Director for Projects (foal 870411) 60/03/24. Conaolidalod 
Edison Co of New York, Inc 54pp 49005 001-49005:056. 


Y, Dry Cask Independent Spent Fuel Storage Installations 

6902210566 Forwards calculation packages & computer output for structural analysis of 
Phase II NUHOMB storage modules In support ol B901 09 license amond requesLRovs 
Include changing modelled connection between walls & foundaiions 
LOFLIN.L.I (Carolina Power & Light Co. 89/02/01. ROBERTS. Division of Industrial & 
Medical Nuclear Safety (Post 070729) 2pp. 48777. 157-46777’1 68 

6903100566 Forwards Amend 4 to License SNM-250 2, changing Pages 1 & 2 of license 
& Pages A-9 & A-16 of Tech Specs re removable beta A gamma contamination (Imda 
on dry shielded canister In App A Safety evaluation & notice of Issuance also encL 
ROUSE, L.C Fuel Cycle Safety Branch 89/03/02 UTLEY,E E, Carolina Power A Light 
Co. 2pp 46803:032-48803 051 

"8903100572 Amend 4 to License SNM 2602, changing removable beta A gamma con- 
tamination llrnits on dry shielded canister A surveillance requirements in App A. 
ROUSE, LG. Fuel Cycte Safety Branch 89/03/02 6pp 48003.034-48803.039. 

"8903100579 Safety evaluation supporting Amond 4 to License SNM-2502 
* NRC - No Detailed Afliliatlon Given. 69/03/02 Bpp 48803.040-48803 ;047 

-8903100583 Notice of Issue nee, environ assessment & finding ol no sfgnilicant Impact 
re Amend 4 to License SNM’2502, 

ROBERTS, J.P. Fuel Cycle Safety Branch 89/03/02. 4pp 48803.040-40803.051. 

6903240076 Forwards Insp Rept 60-281/89-00 on 8902 i06.09.Nq violations or devi- 
ations noted. 

COLL1NS.D,M Region 2, Ofc of the Director. 80/03/03. UTLEY.E.E Carolina Power A 
Light Co. 2pp. 46082 333-49002:342 


"6903240083 Insp Ropi 50 261/09 06 on 090206 OOLtcer^seo identified item ro failure 
to follow procedures for access mio radiation area noted Major areas 
inspcclQd piorcdurcs re transfer of spent fuel from spent fuel pool to ISESt 
LAUER.MT POTTER JP Region 2. Ofc of the Director 89/03/03 Bpp 49082 335 
40082 342 

8903230347 Forwards Amend 4 to License SNM 2502 lor msortion into ISFSI Tech 
Specs Amend changes removablo beta A gamma conlami nation limits on dry shield 
canister tn App A 

LOFLIN.L I Carolina Power A Light Co 89/03/15 NRC - No Dotailed AMillaiion Gwen 
3pp 49932 002 40032 104 

0903270397 Forwards Amend 5 to License SNM'2502,SER & categorical exclusion fnr 
receipt & storage ol spent fuol at ISFSI on site at plant Amend changes number of 
horizontal storage modules from 3 to 5 

ROUSE, LC Fuel Cycle Safely Branch 89/03/23 UTLEY.E E Carolina Power & Light 
Co 2pp 49110 160 49110 170 

- 6903270 39B Amend 5 to License SNM 2502, changing numl)er of horizontal storage 
modules frotn Olo 5 

ROUSE,LC Carolina Power A Light Co 09/03/23 4pp 49110 162 49110 165 

-B903270399 Safely evaluation supporting Amond S to License SNM-2502 
SCMNE1DER.J F Fuel Cycle Safely Branch 09/03/23 Ip 491 10 166 491 10 166 

-6903270400 Advises that 090109 requested rev to License SNM'2502 concerns minor 
equipment mod A does not involve changos In scope or typo of operatic ns authorized 
by ticorkSG Environ assossmont or EIS not warranted for action 
ROUSE, LC Fuol Cycle Safety Branch 09/03/23. Fuel Cycle Safely Branch Ip 
40110.167 49110 167 

-8993270402 Notice ol issuance of Amond 5 to Llcenso SNM 2 502, revising Tech 
Specs to change number of horizontal storage modules 
ROUSE.LC Fuel Cyclo Safety Branch 69/03/23. 3pp 49110 160 49110 170 
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F. Security, medical, emergency & fire protection plane 

8903100316 Advises that 090106 Rov 26 to physical securily plan consistent w/provl 
slons of 10CFR50S4CP) A acceptaWo 

GREGER.LR Ronlon 3, Ofc of the Director 69/02/27 MUSOLF,DM Northorn 
States Power Co 2pp 40004.001-40004 002 

8903200236 Forwards f)RR input to SALP 0 rept covering plant operation, emergency 
nroparednoss,Qnginoering/tochnicBl support A safety assessment /quality verification 
tor period Dec 1087 lo Fob 1088 

STEFANO,JJ. Project Drfooiofoto fff-f 03/03/ 13 GH^Et^MAN.EQ Assistant Drrocter 
for Region III & Region V Reactors 7pp 48965 021-46965.027 

B903240304 Forwards Safely Insp Rept 60-263/8907 on 090221-23 No violations 
noted 

GREGER.LR Roflion 3. Ofc of the Director 89/03/15 LARSON,CE Northern Slates 
Power Co. 2pp 49044 200 4Q044 205 

"6903240305 Insp Rept 50-263/89 07 on 890221*23 No violations nolod Major areas 
Inspoclod emorgcncy preparedness program, action on proviously idontifiod items A 
scenario devolopmont meeting w/llcenseo 

SMITH.MJ. SNELL, W Region 3, Ofc of the Director. 80/03/14 4pp 49044.202- 
49044,285 

6903240062 Advises that author 661213 Itr erroneously (deirtifiod Amend 58 as 04 to 
License DPR- 22 Amend concerns w/physlcal security plani 
STEFANO,JJ. Projocl Dlreclorato 1111 09/03/16, MUSOLF,OM. Northern Slates 
Power Co 3pp 49044.297 49044:209 


H. Cftrieraf correspondence 

89030S0460 Commont opposing proposed rules lOCFROO & 55 re oduc A oxperienoe 
requiremonta for sonlor reactor oporalors A supervisors ai nuclear power plants 
LARSON.CE Northern Stales Power Co 00/02/23. CHfLK,SJ, Office of the Secro 
lary ol the Commlaslon 3pp 48766*109 40765.1 1 1 . 


1. Financial Information 


8903130403 "1000 Annual Ropl W/890301 Ur. 

HOWARD, JJ.. BRUSVEN.AO. Norlhorn Slates Pov^er Co 80/12/31, 46pp 
40829 277-48820*326. 

6903200356 SuppI to Annual Rept. “Financial A Statistical Info.'* W/690313 Itr 
ISADAHUJ Norlhern Slates Power Co 08/12/31. 22pp 48971.023-40071 023 


P. Operating license stage documents A correspondence 

8902240422 Forwards FR notice ol Issuance of amend to License DPR-22 A opporlur 
W for hearing re BD8131 application. 

STEFAN0,JJ Project Directorate 111-1 09/02/10, MUSOLF.D.M, Norlhern Stau 
Power Co. 3pp, 48571.126 48571-132 

-.8402240427 Notice ol coriside ration ol issuance of amend to License DPR 22 A o 
portunity (or hearing. Amend revises Tech Specs to add 45,000 MWP/STU MAPLHC 
to extend current operating cycle through Aug 1969 
QUAYJ.B. Project Directorate lll-l, 80/02/10 4pp 486.7V129 48571 132. 

6902280363 Advisos that Rev 6 to oflsito dose calculation manual for pit 
acceptableper util 860626 submittal A end EGAG 861 206 Itr. 

STEFANOjj. Project Dlrectofate 111-1. 69/02/13. MUSOLF.OM. Norlhern Slal 
Power Co. 4pp. 48627*067 48627.076. 
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.{1^02020381 Farwcialb- Itr it.pt wr/aild 12 nd urn containing evalualion of ofisife dose 
calcualtion manual iiptiTted through flov 6 

‘SIMPSON FH FGS(j Idaho inc (subs of EG&G Inc) SIMPSON F B Idaho National 
Engi fleer II iq Liibora lory 08/12/06 RUTH.L NRG No Oelaifed Affifiation Given Gpp 
10627 071 18627 076 


8903160296 Gononc Llf 00 02 lo dll huldors of Ol s H G(‘s for mjc.lf'nf power roor toe. n* 
ncitonb lo improvo dcloclion of coLinlcrfeil & fraudulonlly inarkeUKi proilnf Is Sv( list 
end 

VARGA, S A Assonale Director for Pron'cls (Post 07041 1) OO/O'J/21 (.ons{ilHjaUir) 
Edison Co of Now York fnc 57pp 48060 001 4 HUGO OS/ 


6903060077 Ferwardb Amend 59 lo License DPR 22 A safely ovatuation Amend re 
vises miscellaneous administrative Tech Specs 

STEFANOJJ Project Diiecioraio lilt 89/02/16 MUSOLF.D M Northern Slates 
Power Co 4pp 46727 339 16727 355 

-0903060081 Amend 59 lo License DPR 59 revising Tech Specs lo clarify location for 
monitoring air&orno radioiodine 

□UAYJR Project Directorate ilM 89/02/16 lOpp 46727 343 48727 352 

-'8903060088 Safety evafualion supporting Amend 59 lo License DPR 22 
‘ Office of Nuclear Reactor Regulation, Direclor (Post 670411) 89/02/16 3pp 
48727 353 48727 355 

6902240159 Forwards addi info re high energy line breaks per 890125 request Special 
testing 8 analyses demonstrated operabiMy of ECCS sys (HHFI & core spray) for 
short term opera tiort w/o supply of normal ECCS room & equipmeni cooling 
MUSOLF.D Worihern States Pov^er Co 89/02/17 Document Control Branch (Docu 
ment Cor^trol Desk) gpp 48580 177 48580 185 

8992280335 Forwards response lo Generic Lit 68-14 * Insiftiment Air Supply Sys Prob 
ferns Affecting Safely Related Equipment ' Air quality verified by testing to meet or 
exceed mfg recommendations for all safely related equipment 
MUSOLF.D N-orihem Stales Power Co 69/02/17 Document Control Branch (Docu 
ment Control Desk) 4pp 40633249 48633 252 

6902280297 Forwards response to 861 128 request for addI info re oftecl of dc power 
supply failure on ECUS performance .including mods to 480 voll bus supplying LPCf 
valves 

MUSOLF.D Northern Slates Power Co 89/02/21 Document Control Brar^ch {Docu- 
ment Control Desk) 16pp 48644 097-40644 112 


0 Inspeclion reports, IE Bultotins & correspondonco 


8902170112 NRC Info Nofico 89 020, ’'Weld Foiluros m f^rmp at Ryron Jiickson 
Design “ Sve list end 

ROSSI.CE Division of Operational Events Assessmnnl (Post 870411) 89/02/24 
Consolidated Edison Co of Now York, Inc I06pp 40572 043 405/2 148 

8903000064 Responds lo NRC Bulletin 08 007,Suppl 1 GE tnliirim stability rorornmnn 
dations implemented Plant oporaling procedures revised to ensure that no cimbiguily 
exists re whon plant may enter Regions B & C.por GE rocommonilalions 
LAflSON.C E Northern States Power Co 09/02/24 Office of Nuclear Roaclor H(ii|ii 
lation, Director (Post 07041 1) 3pp 48768 349 40760 351 

8002210351 SuppI 1 to NRC Info Nolico 88 073, "Direclion DopondonI Leak (/harui ler 
islfcs of Conlainmont Purge Valves " Sve hsl onci 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411) 09/02/2/ 
Consolidated Edison Co of New York, Inc 102pp 48509 001-40589 1 10 

8902210564 NRC Info Notice 89 021, “Changes in Porformnneo Characlori'dics nl 
Molded Case Circuit Breakers " Sve list end 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411) 00/02/2/ 
Consolidated Edison Co of Now York, Inc 104pp 48570 032-40570 137 

8902270158 NRC Info Notice 89 022, “Quosiionablo Corlificalion of Fastonors " Svr IIhI 
enct 

ROSSI.CE Division of Operational Events Assossmonl (Post 070411) 09/03/0:1 
Consolidated Edison Co of New York, Inc 105pp 40732 001-48732 105 


8903130466 Forwards Amend 60 lo Lecense DPR 22 & safety evaluation Amend re 
vises Tech Specs lo correct error in existing Tech Spec Action Statement 3 7 B I b lo 
specify requiremenf for standby gas Irealmant sys & incorporate Tech Spec 4 7 A 2 d 
STEFANO.JJ Project Directorate lilt 89/02/28 MUSOLF.D M Northern States 
Power Co 3pp 46619316 48819 328 

• 6963130470 Amend 60 to License DPR-22.revising Tech Specs lo correct error in 
Tech Spec Action Statement 3 7 B 1 b lo specify requirements for standby gas treat 
ment sys & incorporate Tech Spec 4 7 A 2 d.inadver lenity deleted from Amend 55 
QUAyj Project Directorate lll-l 89/02/23 app 48819 319-48819326 

-'8903130474 Safety evafuation supporting Amend 60 to License DPR 22 

Reactor Regulation, Direclor (Post 870411) 89/02/28 2pp 

48819 327-40819 328 

8993140230 tnforms that verification of automatic depressurization sys design reviewed 
A agrees w/condusions Test should be performed at next appropnalo plant condition 
if design venficalion did noi include testing 

STEFANO.JJ Project Directorate IJl-1 89/02/28 MUSOLF.D M Northern Slates 
Power Co 2pp 4BB58 162 46858 163 

6903210152 Forwards application to amend License DPfl-22.changing Tech Specs re 
operations committee quorum requirorTients,lo Incorporate use of no more than two 
alternates ir> meetang quorum requirements 

P 69/03/07 Document Conitol Branch (Docu 

ment Conlrol Desk) 2pp 48984 290 49984 29B 

”8903210155 Application for amend lo License DPR-22.changing Tech Specs lo pro- 
vide provisions for use of no more than Iwo aCternates in meeting operations commit- 
tee quorum requirements 

MUSOLF.D Northern Slates Power Co 89/03/07. 3pp 46984 292-4B984 294 

Proposed Tech Specs re composilion A quorum requirements for oper- 
ations commillee ^ 

* Northern Stales Power Co 89/03/07 4pp 489B4 295-46984 298 

890223 meeting w/uW rn RockwIle.MD re plant DCRDR & 
tajnd du'niS'o DOTDR rewsw'*''*’*' * enameenng cJrsctepanclas 

«860*338'««6?02f‘ 89/03/09 PfO|ecl Orrectorale III-1 rt6p|> 

8903160234 Requests add) info re response to Generic Ur 88-14, “Instmmeni Air 
Supjjly Problems Affecting Safely-R elated Equipment," Item 2 re mainl 
® impfementing actions in 89021 7Tir needed ^ 

STEFANO.JJ Project Directorate IIM 89/03/09 MUSOLFDM Norihern 
Power Co 4pp 48886 209 46886212 iviuouLr.uM worinem Stales 

8903^0070 Clarifias aspects ol application of NRC approved reload melhodoloav for 

“o®*"-"' CO"''"' a^nch (Docu 

TapLHGR GE SnJS 

lion. Direclor (Post 8704 1 1) 2pp 49008 230 49008 231 ^ Reactor Regula- 

6903220257 Submils addi info re CRDR per 890223 meeiino Ulii corroded all human 
Musm p 1? Po'^ni'al ""P^l w plant ^ 

Branch (Docu- 

»™"e™sly .denliliad Amend SB as 94 lo 
^tcpaIiKT I concerns w/physi''al seconly plan ' 

S™ 3pp 4™Jf4S9r49K^^ ^‘^SOLF.DM NorlAam States 


6902280104 NRC Info Notice 89 023, "Environ Qualification of Litton Vonrn CjR Sorios 
Electrical Connectors " Sve fist encf 

ROSSI.CE Division of Operational Events Assossmonl (Post 070411) 80/03/03 
Consolidated Edison Co of Now York. Inc lOGpp 40723 03B-40723 143 

8902280162 NRC Info Notice 89 024, "Nucloar Criticality Safety " Sve list oncI 
CUNNINGHAM.R E Division of Industrial & Modreal Nuefoar Safety (Post 070729) 
89/03/06 Consolidatod Edison Co of Now York, Inc 06pp 40700 252 40700 346 

B9030 10207 NRC Info Nolico 09 026, "fnslrumonl Air Supply lo Safety Rofatod Equip 
ment ’ Sve list end * 

ROSSI.CE Division of Oporalional Events Assossmonl (Post 070411) 60/03/0/ 
Consolidated Edison Co of Now York, Inc 105pp 40741 053 40741 160 

8903020165 NRC Info Notice 89 027, “Limilalions on Uso of Wnsto Forms A High In 
Disposal of Low Levol Radwasto " Sve fist onct 

07nxi^F^Q/no9rt!l®'?r' Managomonl & Ooeommlssioninp (Post 

Consolidated Edison Co of Now York, fnc 117pp 4071)0 114 

4or 9o 231 

Forwaids NRR input to SALP 8 /opt covering plant oporollon, otnorooncy 
to?p^:?o‘d Oeo*X®o plbTsoe^^ aasassmont/qualily vonlicalion 

W«'Vpp'’%r 

f Opprational Events Assossmonl (Post 070411) 00/03/14 

Consolidated Edison Co. of Now York, Inc 107pp 40095 001-48000 100 ^ 

c "Po'onlial Failuro of ASEA Drown Bovorl Circuit 
Breakers During Seismic Event ’* Sve tist end wnuun 

ROSSf.C E [^vision of Operational Evenls Assossmonl (Post 070411) 00/03/ IS 
Consolidated Eoison Co of New York, Inc 106pp. 40870 053 40070 160 

^^SvchsiencV^^ Environs at Nuefoar Powor Plants •' 

Operalional Evenls Assessment (Post 870411). 09/03/16 
Consolidated Edison Co of Now York, Inc t06pp 48895 1 10-40095 215 

^wards Insp Repl 50 263/89 04 on 890213-28 & notice of violation 
Po.^fcS''-2pp"X4'6053Vo4^^^^^^^ LARSON, CE Norllrorn StatOB 

”8903240298 Notice of violation from msp on 890213-28 Vi of a lion nolod sominnmm! 
ousS'^e whicM t^^nPl'^nnocI) gaso 

GBEGEfl.lR Region 3. Ofc of iho Director 89/03/16. 3pp 49046 055«49046 057 

”8903240301 Insp Rept 50 263/89 04 on 890213 20 Violations noted Walnr 
inspected radwaste/transportahon program, including oroanlzalion 

cmitrols, training & quatifications. gaseous radwasto. I iqu?d radwasto & audits & apprais* 

Region 3, Olo ol the Director 89/03/1S I3pp 49046058. 

Forwards Saloly Insp Repl 50-263/89 07 on B9022l.23No violations 

QREQER.LR Region 3, Ofc of the Director 89/03/15 LARSON C F Mrtpihnrrs 
Power Co 2pp 49044 280-49044 285 t NOrlhorn Stales 

49^0™^B5’ ‘he D'^edor. 89/03/14 4pp. 40044 282- 



DOCKETED ITEMS 53 


8903230180 i iiiwnitls Ri'quiililicntiOii Cxnm RrpI ‘)Or><»1/Ol H‘l ()l on 10 Me 

qiicililiCt^iion proqrom assiqnaiJ overall ralirui o1 salisfnrlory Caincorns iiJuntiluHl v// 
protjtafii Kulinjinq hol Uaining senior reactor oporatois in all responsibililu’S 
WnitiMT CU» Region 3 Ole ol Iho Director 89/0 5/16 LARSON C F Northern Stales 
Power t o 5}}p 491)? 1 P79 40025 047 

' 8903230214 L xani Ropt 50 263/OL R9 01 on 890206 10 bnani resutls One senior ru 
actor opera lor laileii simulator exam & two reactor operalors tailoiil written ox am 
KEFITOriJ HARF.E PARRISH.M Region 3 Ofc ot the Dirortor 89/01/15 12bpp 
490r t 282 4 047 

6903160427 NR(1 Into Notico 09 031 ‘Swelling & CracKing of Hatniiim Control Rods” 
Sve list end 

ROSSl.CE Division ot Oporattonal Events Assessment (Post B704t1) 89/01/22 
Consofidatod Edison Co of fVew VorK, tne fU2pp 48986 001 48986 103 

8903170419 NRC Into NoHco 89 032, ‘SurvGillatico Tosling ol Low Temp Overpressure 
Protection Sys Sve list end 

flOSSI.C E Division of Oporattonal Events Assossmonl {Posl 07Q411) 09/OJ/23 
Consolidated Edison Co ol New York, Inc 104pp 48992 044 48992 147 


R Periodic operating reports & related correspondence 

6903090057 Forwards annual rept of occupaiionat radiation exposure & annual rept ol 
safely & roliof valve tailurcs & challongcs for 1D8B 

MUSOLF.D Northern Slates Power uo 09/02/24 Document Control Btandt (Docu 
muni Control Desk) Ip 48QQ1 030 48801 033 

"8903090062 ' Annual Rept ol Radiation Occupational Exposure ” 

‘ Norlhorn Slates Power Co 88/ 12/3 1 8pp 48801 031 48801 032 

"6903090066 'Annual Rept of Safely Valvo & Relief Valve Failures & Challongos tor 
1988 ” 

‘ Northern States Power Co. 88/12/31 tp 40801 033 40801 033 

0903140115 Forwards '’Effluent & Waste Disposal Semiannual Repi, Jul Dec 1980” & 
amend to disposal semiannual rept for Jan June 1988 Analyses for Sr 80 & Sr-90 not 
completed in time & will he included w/noxt somiannual rept 

FEY.F L Norlhorn States Power Co 09/02/20 Document Control Brancti (Document 
Control Desk) Ip 40857 293 48857 316 

”8903140120 "Effluent S Waste Disposal Semiannual RQpt.Jul-Doc 1008 " 

' Northern Slatos Power Co 00/12/31 15pp 48057 294 40857 308 

"0903140126 "Offsite Radiation Dose Assessment lor 1900 " 

' Northern States Power Co 08/12/31 4pp 48857 309 4 8057 312 

"8903140128 Amend to "Effluent & Waste Disposal Somiar^nual Ropt, Jan Juno 1908 " 
* Norlhern Slatos Power Co 88/06/30 5pp 40857 313*40857 316 

8903160027 Monthly operating rept for Feb 1989 for Monlicollo Nucicdf Gonerating 
Plant W/090309 Ur 

MYRABO,AL. MLISOLF.O Norlhern Stales Power Co 89/02/28 5pp 48084 3Q1- 
48004 355. 


S. Reportable occurrences, LERs & related correspondence 

G903200151 LER 89 003 00 on 8902D9,RCWU sys alarm received on high lomp from 
nonrogenerative I IX concurrent w/ automatic isolatiort ot sys Caused by failuro of ca 
pacifor in temp mdicalinn switch 12-99 Switch repaired W/fl903l0 Hr 
LaVAULE,T A. MUSOLF.D Northern States Power Co 89/03/10 4pp 40954 100 
48954 103 


V. Operator Exainlnallons 

8903230188 Forwards Requalificatlon Exam Rept 50 263/OL-80 01 on 800206 10 Ro- 
qualification program assigned overall rating of satlsfaclorv Concerns identified vr/ 
program, including not training senior roactor operators m all rosnonsibititios 
WRIGHT ,G C Region 3, Ofe Of the Director 09/03/16 LARSON, C E Northern States 
Power Co 3pp 49024 279-40O25 047 

"8903230214 Exam Rept 60 263/OL-89 01 on 890206 10 Exam results Ono senior ro 
actor operator failed simulator oxam & two reactor oporators failed wriUen exam 
KEETON.J , HARE.E , PARRISH.M Region 3, Ofc of the Director 89/03/16 126pp 
40024 202 49025 047 

8903220159 Generic Ltr 89 03 to oil power roactor licensees & applicants for OL ro op 
orator /rconsrng natl exam achedo/e Sve Irat end 

VARGA.SA Associate Director for Pro|ects (Post 07041 1) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp. 49005 001-49005 056 


DOCKET 60-266 QUAD-CITIES STATION, UNIT 2 


F, Security, medical, emergency & fire protection plans 

8903140027 Rev 5 to EPIP EG- 10, "Offsite Personnel & Vehicle- Contamination Monitor 
ing at Relocation Ctrs lor Nuclear Station Evacuees " 

GOLOEN.JC Commonwealth Edison Co 69/01/31 9pp 40867 202 48857 290 

8903160344 Revised EPfPs.fnofudtng Rev 2 to QEP 710 0, 'Training Program" S Rov 2 
to QEP 710 T2. “Training Requirements Matrix for GSEP Positions " 

SCHMIDT, K A Commonwealth Edison Co 89/02/23 4pp 48879 242 4 BD79 245 


J. Insurance & Indemnity Information 

6903160140 Informs of onsite property damage insurance in force at plnnls 
RICHTER, M H Commonwealth Edison Co 89/03/09 Document Control Branch (Doc 
umenl Control Desk) ip 46671 345-48871 345 


P Opernting license singe documents & corrcspendence 

0903200269 Noiico of ( on'siduratian of issuarue of amends to Licenses DPR 29,DPR- 
30 DPR 19 & DPR '.>5 & proposod NSlIC doterminalio-n & opportunity for 
tu- mini Amend revises 1 p< h Spec Section 6 0 ‘Adminislralive Controls ' 
SHLMANSKt.PC Proinct Uireclorato HI 2 89/03/09 I Ipp 4Q971 0/3 4B971 083 

8902270374 Afiplicaiion lor aniends to Licenses DPR 29 & DPR 30 changing Tech Spec 
StTlion 6 0, per Generic Ltr 00 06 to includo removal of organizational liguros 
CHRZANOWSKi.n Commonwealth Edison to 89/02/21 MULLER.D Office of Nu- 
ck'fir Reactor Regulation, Director (Post 8/0411) 2pp 48586 273 48586 320 

--0902270378 Proposed Tech Specs re adminislralivo controls 

* Commonwealth Edison Co 89/02/21 46pp 48586 275 48586 320 

6902280351 Advises of withdrawal of 881005 proposed amend lo Tech Spec adminis 
Irativn eonlrolb Soctior^ 6 Requosl being withdrawn duo lo finalization of maior reorga 
m^diorr 

CHRZANOWSKl.n Commonwealth Edison Co 89/02/21 MURLEY.TE OMico of Nu 
clear Reactor Regulation. Director (Posl 870411) 2pp 48633 227 48693 228 

0^03010374 Forwards ‘Effluent & Wasto Disposal Somiannual Repl Jul Doc 1908” & 
Rovb 6 & / to "Quad Cities Station Process Control Program for Processing of Radio- 
ar two Wet Wasto ' 

BAX.R L Commonwealth Edison Co 89/02/22 Dociuncnl Control Branch (Document 
Control Desk) Ip <18647 208 4B647 304 

- -89030 10421 ' Oiiud Cities Station Process Control Program for Processing Radioactive 
Wet Waste” 

* Commonwoallh Edison Co 80/12/31 t4pp 40647 324 48847 337 

0903100369 Forwards safety evaluation accepting ulil response to Generic Ltr 03- 
28, Item 2 1 (Part 2) ro vontfor intorfaco program 

ROSST M PfOlect Oiroctorale 111 2 80/02/22 BLISS, H E Commonwealth Edison Co 
3pp 48004 151 48804 156 

"8003100390 Safety evaluation accepting util response to Generic Ltr Q3 2Q,ltQm 2 1 
(Pari 2) ro confirmation that interfnco oslnbltshed w/NSSS vendor or w/vendors of 
components of reactor Inp sys 

* Office of Nuclear Roar lor Regulalion, Director (Post 870411) 89/02/2S 3pp 
48004 154 40804 156 

Q9D310049B Forwards Amends 115 a 111 to Licensos DPn-29 & DPR 30. rospoclivoly 
a safety evaluation Amond deletes snubber listing from Tech Specs 
ROSST Projecl Diroctoraio lll'2 89/02/22 DLISS.HE, Commonwoatth Edison Co 
3pp 48803 327 46803 360 

"6803100502 Amends 1 15 & 111 to Licenses DPR-20 & DPR 30,fespoc1ivoly. deloling 
snubber listing from loch Specs 

MUl I ER.Q R Proicct Diroclorato III-2 89/02/22 29pp 48Q03 330-48803 356 

"0003 looses Safety evaluation supporting Amends 115 & 111 to Liconsos DPR 29 & 
15PR 10,rospoclivo3y 

ROSSJ Proioci Oireclorato III 2 89/02/22 2pp 40803 359 48803 360 

8903100119 Forwards corroded Rov 54 lo Topical Rept CE t A, ”QA Program lor Nu- 
clear Gorreraling Stations," (ncomoraiinn Pages 1 3Q & 1-44 
RICHTER, M H Commonwealth Edison uo 80/03/01 Document Control Branch (Doc 
umoni Control Desk) ip 48808 252-48808 253 

"8903100138 Corrected Rev 54 lo "QA Program for Nuclear Generating Stations " in 
corporating Pages 1-30 & 1-44 

SHEWSKllWJ Commonwoallh Edison Co 69/01/27 tOpp 48000 254 4 8808 263 

8903210119 Provides update of NRC current position ro acceptability of uso of ASME 
Code Case N 411, ''Alturnato Damplnci Values lor SoismLo Analysis of Ciass 1,2 a 3 
Piping & Atlornalo Seismic Evaluation Cntoria “ 

MULLER.D R Pro|Ccl Directorate 111 2 09/03/01 DLISS.HE Commonwoallh Edison 
Co 6pp 40983 1G7 40983 172 

8903240201 Confirms 890323 meeting in Glen Ellyn, IL to discuss lilil quality vorilication 
program, por 890210 Hr 

GnlENMAN,EG Region 3, Ofc ol the Director 89/03/03 REED^C Commonwoallh 
Edison Co 3pp 491)39 043 49039 045 

8903160056 Ack receipt of 800127 submillal of Rov 54 to OA Topical Ropt CE 1- 
A Pfooram continues (o satisfy requirements of (OCFRSO.App B & accepfable 
WRtGflT,GC Region 3, Ole of the Director 89/03/07 REEO.C Commonwealth 
Edison Co 2pp 4B0<)3 108 48003 109 

8903220514 Forwards Wylo Lab Tost Ropt 17010 Ol ro simulated 3 yr testing of Mobl 
lux EP 0,EP 1.EP-2 & Mobllenmaso OB.Tesl program domonstratod that Mouil grease 
samples performed required functions during aging 

SIIADY.JA Commonwoallh Edison Co BO/fTs/QQ. MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 070411) 2pp 49005 108 49005 271 

"8903220521 "Nuclear Environ Qualification Tosl Program on Mobil Greasea for Uml- 
torque Actuators " 

SMITH, D Wylo Laboratories 17019 1 00/02/08, 149pp 49005 111 49005 269 

--B903280241 Rov 0 to "QualHtcaliQn ol Mobil Oil Co Groases Mobllux EP D,EP-.t ,EP-2 
& Mobilnronse 28 " 

* Sargoni ^ \ undy, tnc CQD 042827 ROD 89/02/20 t2pp 49005 260 40005 271 

89D3270036 Forwards supplemental info in form ol revised naoes clarifying (luod head 
anchor reasbossmoni program Transmillol documonls claraicailon provided during 
ca2 m form of revised pages 

SIL/\DY,JA Commonwoallh Edison Co 89/03/15 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) Qpp 49050 300 49056 307 

8903160296 Generic Ltr 89 02 lo all holders of OLa & CPs for nuclear power reactors ro 
actions lo improve dolecUon of counlorfoit & fraudulontly marketed products Sve Hat 
oriel 

VARGA,SA Asbociolo Director for Projects (Post 870411), 89/03/21, Consolidalod 
Edison Co of Now York, Inc 57pp 48960 001 -48DC0 057 



64 DOCKETED ITEMS 


O. InspGclloti roporls, IE Bulletins & cofrespondence 

■6902280371 Forwards meteorological data roqu€»s>IO(J to assist in resoluUon of rnatleis 
Kiu milled in fnsp flepis 50 254/B8 05 & 50 265/08 05 & LER 8/-025 #p air filtration 
uni Is per flQOlS-l request 

JOHNSON.IW Commonwealih Edison Co 59/02/17 MUFH.EYJE Olfico of Nuclear 
Reactor RGoufatian. Director (Post 07041 1) 155pp 45630 25D 46631 09 1 

8902280263 Provides supplomonlal info in response to NflC ir^sp ol fliifd head anchor 
a4&os-sment program Con It ms lhaf shear & tension loads combined by shear friction 
provisions of ACI-349 codo & relalod App B 

JOHNSON.IM Commonwealth Edison Co 69/02/21 WLIRLEY.TE Otfice of Nucloar 
Reaclor Regulation, Diroctor (Post 670411) 3pp 48624 246*48024 ?50 

6903010090 Forwards (eo in amount of $125,000 in response to 800123 order imposing 
civil mo-n.Qlary penalty Violations noted Unit 2 operaled for approx 6 months white 
amergnney diosol generator t/2 incapahio of performinQ intended fanction 
DELGEOnGE.LO Commonweallh Edison Co 09/02/22 UEBERWAN.J Ole ol En 
lorcerTlDnt (Post 870413) ?pp 48644 073*40644 074 

8902170112 NRC Info Notice 59 020, "Wetd Faifuros in Pump of Bynon Jackson 
Design ” Sve list end 

ROS&I.CE Oivision ol Operational Evenls Assessment (Post 070411) 89/02/24 
Consolidaled Edison Co of Now York, Inc lOBpp 46572 043 46572 14B 

8902210351 Suppt 1 to NRC Info NoUco 85 073. ’'Direct ion -Depen dent Leak Character* 
Isfjcs ol Conlarnmenl Puroo Valves " Sve list end 

ROSSI.CE Division of Ope/alional Evenls Asscssrnonl (Post 8/0411) 89/02/27 
Cor^sohdated Edison Co of New York, Inc 102pp 40589 001*40509 110 

8992210564 NRC Info Notice 09 021, “Changes in Performanco Oharactenslics of 
Molded Case Circuit Brookers '' Sve list end 

ROSSI.CE Division of Operational Events Assessment (Posi B704U) 69/02/27 
Consolidaled Edison Co of New York. Inc 1C4pp 46576 032 40570 137 

6003969056 Provides supplemanlal response to NRC Bulfetin 89 004 re evaluation veri 
fying curreni m1ni0ow rales sufticfent to ensure no pump damage from tow tfow 
oporalton Pump vibration fovols dunng min flow 2*3 limes higher than full flow 
RICHTER, M H Commor^woallh Edison Co 89/02/27 Document Conlrol Branch (Doc 
iimon.1 Conlrol Desk) 5pp 48735 243-46735 247 

0903090276 Forwards Safety fnsp Repis 50-254/89 05 & 60 265/09 05 on 890206- 
10 No violfltions noted, 

GREGER.LR Region 3, Ofc ol the Director 89/02/25 REED,C Commonwoallh 
Edison Co 2pp 40783 334-48783 347 

-5003090277 Insp Repts 50 254/09 05 & 50-265/89 05 on 890206 10 No violations 
noted Major areas inspected chemistry program, mcludino procedures, organizallon & 
training & radiological environ monitonnn program & QC/QA program In fab 
HOLTZMAN.RB,. SCHUMACHER,MC Region 3. Ofc of fho Director 09/02/27. 
12pp 48783 336 48703 347 

6902270150 NRC fnfo Nollco 89-022, "Questionable Cortificallon of Fasteners " Sve fist 

ROSSr.CE Division of Operational Evor^ls Assessment {Post 870411) 89/03/03 
Consolidated Edison Co oi Now York, Inc 105pp 4B732 001-48732 106 

89Q2260104 NRC Info Notice 89*023, "Environ Qualification of lilton*Veam CIR Sorias 
Eloctrlcal Connoctora/' Sve list onci 

ROSSf.CE Division of Operallonat Events A^so^sment {Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc loepp 48723 036*48723:143 

8003090458 Forwards response to NRC Bulletin 88*007, SuppI t ro acllons taken to 
onauro that safety limit for plant min critical power ratio not violated Stability regions of 
proposed new fuel designs will be reevaluated for stable operation 
RICHTER, MH Commonwealih Edison Co 89/03/03 Document Conlrol Branch {Ooc- 
umonl Control Desk] 5pp> 48601 180 4680 1 165. 

0902280182 NRC Info Notice BS 024, ’'Nuclear Criticality Safely " Sve list end 
CUNNINQHAM.R E Division of Indusiriat & Wedical Nuclear Safely {Post 870729) 
B9/03/06 Consolidated Edison Co of New York, Inc 96pp 48700 2.52*46700346 

89Q3910207 NRC Info Notice 69 026, “Inslrumonl Air Supply to Safety Related Equip- 
ment," Sve list end. 

R0SSI,CE, CHvision of Operational Evenls Assessmonl {Post B70411). 89/03/07 
Coasollcfated Edison Co oi New York, Inc 105pp 48741 853 48741 168 

6903020166 NRC Info Notice 69*027, "Limitations on Use of Waste Farms & High In* 
logrily Conialnera for Disposal of Low Level Radwaste " Sve list oncL 
aREtVES.J.T, Division of Low Level Waste Management & Decommissioning {Post 
670413) 69/83/08 Consolidated Edison Co of New York, Inc, 117pp 40790114* 
4670e‘23l 

8903210063 Forwards Insp Repis 50-254/89-03 & 60 285/80 06 on 890214- 17 No vio 
ratio r>3 noted 

GREGER.L.R. Rogion 3, Ofc of tho Director 89/03/08 REED.C Commoawaallh 
Edisori Co 2pp, 46960 230*46980 237. 

-6903210091 Insp Hopis 50 254/09 06 & 50*285/69 03 on e90214-l7.No violallons 
notodOna potonliar conlamlnatieni control weakness noted Major areas 
I nsp&cled radiation protection pro gram,inc(u ding organization & mgt controls & 
ALAHA. 

SCHUMACHER,MC, miller, DE Region 3. Ofc of Ihe Director 89/03/07 6pp. 
4D0B0 232-40080 237 

0903080372 NRC Info Nollco 09 028, "VYeighI & Ctr of Gravity Discrepancies for Copes- 
Vufean Afr-Operated Valves." Sve fist ©ncT 

rOSSLG.E, Division of Operational Evenls Assessment {Post 870411) 69/03/14 
Consolidaled Edison Co, ol New York, InC 107pp. 46895001-48805 109. 

0OO3D9OO21 NRC Info Notice B9 029, "Potential FaKuro of ASEA Brown Boveri Circuit 
Qroakors Durmfl Seismic Event," Svo list enef 

r 0S5I,CE Division ol Operational Events Assoasmonl {Post 870411) 89/03/16. 
(jonsoJ [dated Edison Co. of New York, Inc. 106pp. 48870 053-48670:169 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants" 
Syc iist end 

RtOSSI.CE Division of Operational Evenls Assossmenl {Posl 670411). B9/03/16 
Consolidated Edison Co or Now York, Inc t06pp 48895:110-48895.215. 


8903160427 NRC Inin Notice 89 031. "Swelling & Cracking ol Hafnium Conlrol Rods" 
Sve list end 

ROSSt.CE Division ol Operational Evor^ts Assessment (Posl 870411) 89/03/22 
Consolidated Edison Co of Now York, Inc 102pp 48986 001 -48906 103 

8903280278 Forward's Exam Rept 50 254/OL-OO 01 of exam adminislorod on 090206 

to 

WHIGHT.GC Region 3. Ofc of the Diroctor 09/03/22 REED,C Commonwoallh 
Edison Co Ip 49065 220 49066 093 

“0903260209 Exam Repl 50-254/01 69 01 on 090206-10 Exam fosulls all candidates 
passed both wriUen & operating oxam 

NEJFELT.GM, JORDAN.M Region 3. Ofc of tho Diroctor 89/03/22 224pp 
49065 221-49066 093 

8903170419 NRC Into Notice 09 032, "Surveillance Testing of Low Temp Ovorpressuro 
Protection Sys *' Sve ItSt end 

ROSSt.CE Division of OpBraltonal Events Assessment (Post 870411) 89/03/23 
ConsoPidatod Edison Co or New York, Inc 104pp 48992 044 48992 147 


R. Parlodtc operating roporta & related correspondence 

8903010374 Forwards "Effluent & Waste Disposal Somiannua! R(y>l Jul Dec 1908" & 
Revs 6 & 7 10 "Quad CUies Station Process Control Program for Procossing of Radio 
active Wet Wasto “ 

BAX.R L Commonwoallh Edrson Co 89/02/22 Document Conlrol Branch (Document 
Control Dosk) Ip 48647 20Q 48647 304 

-8903010392 "Effluent & Waste Dpsposal Semiannual Ropl Jul Dec 1D8Q " 

* Commonwaallh Edison Co 88/12/31. 13pp 48647 289*40647 304 

8903140450 Forwards occupational radiaClon exposure portions of plants operating ropts 
for 190 6, per Reg Guido 1.16 

RESCEK.F Commonwealth Edison Co 89/02/22 DAVIS, A B Region 3, Ofc of tho 
Director Ip 48Q53 218*40053 243 

-8903140650 Forwards occupational radpotion exposures for 1968, per Reg Guido 1 16 
BAX.RL Commonwoallh Edison Co 89/02/01 DA VIS, B Region 3. Ofc of tho Diroc* 
lor Ip 48053 238 48653 239. 

-8903140653 "Occupational Personnel Radiation Doses Repl for 1900 " 

* Comn^onweallh Edison Co 88/12/31 3pp 48063 237 48853 239 

6903220137 Monthly operating repts for Feb 1969 for Quad Cities Nuclear Power 
Station W/890301 )tr 

DEELSNYOEBX, ROBEY, R.A Commonwealih Edison Co 89/02/20 25pp 

49007116 40007*140 

6903220305 Forwards listing of changes, tests & experiments completed during month of 
Fob 1009 

ROBEY, R A Commonwoallh Edison Co 89/03/01 Office of Nuclear Reaclor Roguta- 
llort, Director (Post 67041 1) 13pp 48993 269*46993 301 


S. Reportable occurrences, LERs & related correspondence 


0902280371 Forwards motooro logical data requested to assist in resolution of matters 
Identifiod h Insp Repts SO 254/68 05 & 59 265/88 05 a LER 87 025 re air filtration 
units, poT 690124 teouoBl 

JOHNSON,! M Commonwealih Edison Co. 89/02/17 MURLGY.TE Office of Nuclear 
Rooctor Regulalfon, Director (Post 870411) 155pp 48630.259-48631 091, 

8903150378 LER 00-020-01 on 86121 4, deter ml nod that cahbr of level Indicator not com- 
pteted & on 890 105, dolor mined that source range monitor indicators did not have sur- 
VQlltancG procedures Caused by inadequate procedures W/B90302 Itr 
BUCKNELL.D, BAX.RL Commonwealih Edison Co 89/03/02 5pp 40873,349- 
48873 353 


V. Operator Examinations 


8903200278 Forwards Exam Rept 50-254 /OL-69 01 of exam administered on 690206 

to 

WRIGHT, G.C Region S, Ofc of (he Director, 09/03/22 REED.C. Commonwealih 
Edison Co Ip 49065,229 49066,093 

-8903280289 Exam Rept 50-254/OL-89-01 on 090206-10 Exam results all candidates 
passed both wntten & operating exam 

NEJFELT.G M., MtLLER.R , CARROL,C. Region 3. Ofc of the Director 89/03/22. 
224pp 49065,221-49066 093 

8903220159 Generic Ltr 89-03 to all power reactor licensees & applicants for OL re op- 
erator ticenslng nail exam schedule. Sve list end 

VARGA, S A Associate Director for Projects (Posl 070411), 89/03/24. Consolidated 
Edison Co of New York. Inc 54pp 490() 5.001 -49005 056 


DOCKET 50-266 POINT BEACH NUCLEAR PUNT, UNIT 1 


F, Security, medical, emer^dney & fire protection plane 


0903130010 Forwards public version of revised E PI Ps, including Rev 15 to EPIP 1.3, Rev 
6 to EPIP 3.1 & Rev 13 to EPIP 4 1 W/ DH Grimsioy undid reloaso memo. 

FAY,C W Wisconsin El&clric Power Co 89/02/21 Document Control Branch (Docu- 
ment Control Desk) 5pp. 48818-154*48810 314. 

-6903130622 Public version of Revised EPIPsJncluding Rev 16 to EPIP 1 3, Rev 8 To 
EPIP 3.1,Rev 13 lo EPIP 4 1 A Rev 3 to EPIP 4.2. 

* Wisconsin Etectrio Power Co 89/02/21 I68pp, 48010*159 46618 314. 
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0903240223 Advisos of acceptability of proposed scopo of participation & objcctivos lor 
plant B9D315 oxerciSQ 

GREGER.LH Region 3. Ofc of tho Director 00/03/01 FAY.CW Wisconsin Eleclric 
PowOf Co Ip 49039 176 49039 176 

0903140236 Final rosponsQ lo fOlA request lor cfociimenls Forwards App A 
documents App A documents also available in PDR 

GRIMSLEY.DH Document Control Branch (Document Coiilrol De^k) 89/03/09 
HAWKINS.M ImpeUCorp 2pp 48875 082 40876 083 

’-8903140279 Informs that Region tit required to participate in emorgency response ex- 
ercises on quartorly basis Approved oxera&os for FYQ9 Itsicd 
NORELtUS.C E Region 3, Ofc of the Director 88/08/15 Region 3, Ofc of tho Direc- 
tor 5pp 48876 t08 48875 112 

0903270201 Forwards Page 5D of plant security plan W/o end 
SCHIFF.LC Wisconsin Electric Power Co 09/03/13 NRC - No Delailoti Affiliation 
Given tp 49055 073-49055 073 

6903240290 Advises that Rovs 29 & 31 to emergency plan consistent w/ provisions of 
10CFR50 54(q) & acceplabiG 

GREGER.LR Region 3, Ofc of tho Director 89/03/15 FAY.CW Wisconsin Electric 
Power Co 2pp 49039 258-49039 259 


H. General correspondence 

8903010426 Comment opposing proposed rule 10CFR5O re effoclivenoss of malnt pro- 
grarns for nuclear power plants 

FAY.CW Wisconsin Electric Power Co 89/03/17 Docketing & Services Branch 3pp 
48670 108 48670110 

8903080039 Comment opposing proposed rules 10CFR50 & 55 re degree roquiremenl 
for senior reactor operator (S^RO) Unless grandfathoroci In next 4 5 yrs author to bo 
locked out of lob & eoes not intend spending 20 plus yrs as reactor operator 
VARGA, R Affiliation Not Assigned 89/02/22 Olltco of the Secretary of the Commis 
sion 2pp 48745.222-40745 223 


1. Financial Information 

8902270244 Fonwards ufif guarantoo of payment of retrospecfive pramiuras for linifs < & 
2 Certified util annual linanciat statements for yr ending 881231 & corflfied cash flow 
projection for 1989 end. 

REMMEUG. Wisconsin Electric Power Co 89/02/15 MURLEY.TE. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411) 19pp 48587’ 155-40587 173 


P, Operating license stage documents & correspondence 

B902240161 Forwards notice of consideralion of issuance of amend to licenses DPR- 
24 & DPR*27 under TACs 68862 & 6BB63 re nuclear fuel storage ©nrtchmanls 
SWENSON,WH. Project Directorate 111*3 89/02/15 FAY,CW. Wisconsin Eloclric 
Power Co 2pp 48583 361*48503 357 

••8902240167 Notice of consideration of issuance of amend to Licenses DPR-24 & 
DPR-27 & opportunity for hearing re changing Tech Specs to Increase U-235 content 
per axial centimeter for OFA fuel assemblies & to permit use of axial fuel blankets 
WAMBACH,T V. Project Directorate IIF3. 89/02/15 6pp. 48583 3B3-40583 357. 

6903010047 Advises that confirmation of environ qualification of neulon flux 
monitors, per Reg Guide 1,97 .delayed until first refueling outage offer Gamma-Metrics 
provides qualified items 

fAY.C.W Wisconsin Electric Power Co 69/02/17. Document Conlrot Branch {Docu- 
ment Control Desk). 2pp 48646. 102-46646' 103. 

8903010376 Responds to Generic Ur 66 14, *'tnstrument Air Sya Problems Affecting 
Safety Related Equipment'* Discharge control valves for two electric driven auxiliary 
feedwater pumps desfgned to fait open upon foss of Instrument air 
FAY,C.W Wisconsin Electric Power Co. 89/02/20. Document Control Branch (Docu- 
ment Control Desk). 5pp 48646.195-48046 199. 

8903030037 Application for amends to Licenses DPR-24 & DPn-27. consisting of Tech 
Spec Change Request 128, revising Item 3 b, ‘'Auxiliary Feedwater'' of Tech Spec 
Table 15 3 5*3, "Emergency Cooling '* 

PAY.C W Wisconsin Etectrlc Power Co. 09/02/24 Document Control Branch (Docu- 
ment Control Desk). 2pp 48716:001*46716 003 

**8903030067 Proposed Tech Specs re Item 3 b, "Auxiliary Feedwater/’ & Table 16 3,5- 
3, "Emergency Cooling " 

♦ Wisconsin Electric Power Co, 09/02/24 1 p 48716.003 48718 003. 

8903160286 Forwards revised Tech Spec p^e to 890224 application for amends to Li- 
censes DPR-24 & DPR- 2 7, con slating of tech Spec Request 128, per NRC 890301 
request Clarification of motor- driven auxiliary feedwater pump start provided. 

FAY.C.W. Wisconsin Electric Power Co. 09/03/03. Documanl Control Branch (Docu- 
ment Control peak). Spp. 48603 049 4B693.0S2 

•*6903160201 Revised Tech Spec Table 15 3 5-3 on emergency cooling, 

' Wisconsin Electric Power Co 89/03/03. 1 p 48893 O52.40fe'O52. 

8903170047 Forwards exemption from 1OCFR50,App K re injection method of low pres- 
sure ECCS Into upper plenum ol reactor In event of LOCA. 

SWENSON, WH. Project Directorate III-3. 89/03/00 FAY.CW. Wisconsin Electric 
Power Co. 2pp. 488S3- 199-40893 ‘20 7. 

**8903170082 Exemption from 10CFR60,App K re injection of low pressure ECCS Into 
upper plenum of reactor In event of LOCA 

HOLAHAN.G M, Division of Reactor Prolecls * lll,IV,V & Special Prolects (Post 
870411). 89/03/08. Wisconsin Electric Power Co. 7pp, 4BB93 201*46093 207. 

6903210022 Submits steam generator tube rupture analysis Info, per Tech Spec Change 
Request 1 27,incfea^no allowable core power peaking factors.tlustlflcation for 30 
minute safety injeollon termination time used in analysis provided. 

FAY.CW Wisconsin Electric Power Co. 89/03/10, Document Control Branch (Docu- 
ment Control Desk). 3pp, 48982’ 193-48982.1 95. 


8903260167 Appkcalion for amends to Liconsos DPR 24 & DPR 27, consistmg of Tech 
Spec Change Request 129 eliminating function from overpower Delta-T (OPDT) sal- 
point to mcroasQ lloxihiliiy of opoiafior^ at full power 

FAY.CW Wisconsin EIqcInc Power Co 89/03/17 Documenl Conlrol Branch (Oocu- 
monl Control Desk) 4pp 490/5 098 49075 104 

-8903260169 Proposed Toch Specs.elimrnaling f{0 function from overpower Della-T 
setpoint to incroaso fioxibilily of operation at full power by allowing use ol Ml flux dif* 
lerenco operating onvolope 

* Wisconsin Electric Power Co 89/03/ 1 7 3pp 49076 102 49076 104 

6903160296 Generic Lfr 89-02 lo all holders of OL& & CPs for nuclear power reactors re 
actions to improve d elec lion of counterfeit S fraudulonlly markoiod producls Sve list 
end 

VARGA.SA Associate Direclor for Projects (Post 870411) 69/03/21 Consol'dalod 
Edison Co of Now York. Inc 57pp 48960 001 48960 057 


Q. Inspection reports, IE Bulletins & correspondence 


8902260552 Discusses 800110 1 1 demonstration for Insp ol reactor vessels Computer- 
based utlrasonlc testing sys & new focused transducers have capability for more real 
istic & accurate flow dimensioning lhan beam spread corroclion used in past. 
STAHLE.C Project Oifoctorato 1-3 89/02/14 MECREOY.RC Rochester Gas & Elac- 
tric Corp 3pp 48624 155 48624 159 

—8902280553 Discusses 890110-11 meetings re notrzle sizing study Most accurate 
sizing obtained by collecting data of edge diffracted waves from geometric extremities 
of flaw 

G1ESKE,JH Sandia Naiional Laboratories 89/01/13 HUM.MR Materials Engineer- 
ing Branch 2pp 46624 1 58 48624 159 

690217Q112 NRC Info Notice 89 020, "Wold Failures In Pump of Byron Jackson 
Design " Sve liSt one! 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/02/24. 
Consolidated Edison Co of New York, Inc lOBpp 40572 043-40572*140 

6902210351 SuppI 1 lo NRC Info Notice 88 073, •’Droclion Dependonl Leak Character- 
istics of Containment Purge Valves " Sve list end 

ROSS),CE Division of Operational Events Assosamonl (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 102pp 40589 OO1-405B9.1 10 

8902210564 NRC Info Notice 89 021, "Changes in Porforinanco Charac tori sties ol 
MofdocT Case Ctreuif Breakers " Sve frsf encf 

ROSSLCE Division of Oporailonal Events Assessment (Post 870411) 89/02/27 
Consolldaled Edison Co. of New York, Inc 104pp, 48578032-48578 137 

8903130409 Forwards Safety Insp Repis 50 266/00 05 a 50 301/09 05 on 600130- 
0203 Vfolaiion of 10CFR50 69 re required safely evaluation noted No notice of viola- 
tion will be Issued based on action lo improve Implomenlalion of regulation 
WRIGHT, QC Region 3, Ofc of tho Director. 09/03/02 FAY,C.W Wisconsin Electric 
Power Co, 2pp 488 19 250 48819 270 

-0903130419 Insp Repis 60 260/80 05 & 60*301/09*05 on 890130 0203 Violations ol 
lOCPRSO.SO noted Major areas inspected.dosfgn changes & mods 
HASSES.R A , PHILUPS.M P.. LOUQHEED.V P Region 3, Ofc of the Direclor. 60/03/ 
02 9pp. 40019 262*48810.270. 

6902270158 NRC Info Notice 89 022, "Questlonabta Certificalion of Fasleners" Sve list 
end. 

ROSSLCE Division of Operational Events Assessmenl (Post 870411). 89/03/03 
Consolidated Edison Co of Now York, Inc 106pp. 40732 001-40732 106 

8902280104 NRC Info Notice 89 023, "Environ Qualification of LlUon-Veam C1R Series 
Electrical Connectors." Sve list end 

ROSSLCE. Division of Oporailonal Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of Now York, Inc I Oepp. 48723 036 48723.143 

690226 9162 NRC Info Notice 88 024, "Nucloar CnlEcolily Safely." Sve list end. 
CUNNlNGHAM.R.e. Division ol Industrial & Medical Nucloar Safety (Post 8707Z9) 
89/03/00 Conaolldated Edison Co ol New York, Inc. 96pp 48700*262-48700.346. 

8903040207 NRC Info Notice 69-026, "Instrument Air Supply lo Safely- Ret a led Equip- 
ment Sve fist end 

ROSSI.C.E Division of Operational Events Assossmonl (Post 070411). 89/03/07. 
Conaolldated Edison Co ofNew York, Inc 105pp 48741:053 46741:168 

6903920105 NRC Info Notice 69 027, "Ltmitations on Use of Waste Forms 6i High In- 
tegrliy Containers for Disposal of Low Level Radwasfe," Svo list end. 

QREEVES.J.T. Division ol Low Level Waste Management & Decommiasioning (Post 
879413). 89/03/06 Consolidated Edison Co of Kew York, inc. 117pp, 46798:114* 
467 98.231 

8903000372 NRC Info Notice 89 028, "Weight 6 Ctr ol Gravity Discrepancies for Copes 
Vulcan Air-Operated Valves " Svo list encT. 

ROBSl.GE. Divifilon of Operational Events ABsoasment (Post 670411) 89/03/14. 
Consolidated Edison Co of New York, ino. 107pp. 48895 001-46895.109. 

8903090021 NRC Info Notice 09 029, "Polenllal Failure ol ASEA Brown Boverl Circuit 
Breakers During Seismic Event " Svo list end 

ROSSi,C,E. Division of Operational Events Assessment (Post 670411). 69/03/15. 
Consolidated Edison Co of New York, Inc lOepp. 48670:053-46870:169. 

6903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclaar Power Plants " 
Sve ff8( end. 

ROSSLCE. Division of Operational Events Assessment (Post 870411). 80/03/16 
(Consolidated Edison CJo. of New York, Inc 106pp. 40e96' 110-48695:215. 

8903160427 NRC Into Notice 69-031, "Swellino & Cracking of Hafnium Control Rods." 
Sve list end. 

ROSSLC.E, Division of Operational Events Assessment (Post 870411) 69/03/22, 
Consolidated Edison Co. of Now York, tno, 192pp. 48966001-48966.103 
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0903170419 NRC InFo Notice 63 033, Sujvoilfance Tosling ol Low Tomp Ovorpressuro 
Protoclion Sys ” Svc lisl end 

ROSSIpC E Division 0 ^ Operational Events Assessment (Post 870411) 89/03/23 
Consolidaled Edisor> Co of New York, Inc I04pp 48992 044-46-992 147 


n, Periodic operating reports & related correspondence 

0993030490 'Semiannual Monitoring Rep I Jul-Dec 1908 W/890227 Hr 
FAV.CW Wisconsin ElectNC Power Co 86/12/31 IBpp 48691 00 1 40691 018 

0993090069 "Personnel Exposure & Mamtonnq.CY 1986 W/B90223 Ur 
FAY.CW Wisconsin Efecluc Power Co BB/12/31 2pp 46768 214-46766 215 

0993080484 "Annual Results & Data Popl 19BB (or Point Beach Nuclear Plant Units 1 & 
2 "W/890227 Ur 

FAY.CW Wisconsin Beciric Power Co 88/12/31 126pp 48786 105 48766 230 

0903169042 Monthly operating repts (o/ Feb 1969 (or Point Beach Nuclear Plant, Uni Is 1 
&2W/&&03Q3«r 

KRAUSE.CW. FAY.CW Wisconsin Electric Power Co 89/02/28 9pp 48085 003 
40085011. 


S. Reportable occurrences, LERs & related correspondence 


8902270090 LER 88-003-02 or> 68 1209. discovered lhal procedures for deli naating test- 
ing of Lindorvoltage ctiannels on 4,160 volt safeguards power supply did not ensure 
adequate testing of channels Undorvolfago procedures revised W/a90202 Ur 
FAY.CW Wisconsin E(ectfic Power Ca 09/02/02 6pp 4B5B9 103-46589 186 


V. Operator Exsmlnallons 

8-903080174 Advises that operator & senior licensing exams schedutod (or wk o( 
890612 Ufil requested to provide end approved rel mall at leas! 60 days prior to exam 
date 

WRIGHT, GC Region 3, 0(c of the Director 89/02/23 FAY.CW Wisconsin Eloctric 
Power Co. 12pp 48767 101-40767 112 

8903280193 Confirms B0O323 mgt mooling In Glen Ellyn, IL to discuss plans to Improve 
reactor operator /equal ificali on program 

GREEK MAN, EG, Region 3, Ofc of the Director. 80/ 0-3/20 FAY.CW Wisconsin E^ec 
Inc Power Co Ip 49075 210-49075 210 

8903220159 Generic Ltr 89 03 to all power reactor licensees 8 applicants (or Ol re op 
erator licensing nail exam schedule Svc list end 

VARGA, S A, Associate Director for Projects (Post 670411) 89/03/24 Consohdaled 
Edison Co of Now York, fnc S4pp 49005 001-49005 056 


DOCKET 50-257 FORT ST. VRAIN NUCLEAR QENERATINO STATION 


F. Security, medical^ emergency A ffre protec Hon plans 

8903090223 Discusses authorization matters re unescorted access at util for NRC per- 
sonnel & requests that orientation combined w/ other access procedures such as se 
curity badglng & whole body counting not take more than 1 h 
YANDELL.LA Region 4, Ofc of the Director 69/02/02 WILLIAMS, RO Public Serv- 
ice Co of Colorado 2pp 4860 1 224-48601 225 

8903060119 Forwards Insp Repl 50 267/89 01 on 69010913 & notice of 
viol alion Notice of violation withhold (ref 10CFR73 21) Ulil laken prompt action on 
intent ol IE Info Notice 66-033 

CAILAN.LJ. Region 4, Ofc of the Director. 69/02/22 WILLIAMS.RO Public Service 
Co of Colorado 2pp 48735 226-48735 229 

»B903Oe0127 ParIJally wilhheld Insp Repl 50-267/09 01 on 090109 13 (ref 
10CFR73 21) Violations notedMajor areas Inspected licensee physical security pro- 

8 ram including mgt support, seciinly program plan.audi!s & security training 
AlDWELL.ffA, BARNEST.AB . EVERETT, RJ Region 4. Ofc of the Director 69/ 
02/16 2pp 48735228 48735 220. 

09D327O365 Provides comments on draft Scienco Applications Inti Corp Technical Evol- 
uatlon Rent 6AIC 86/ 1822 re fire pratecllon program 

WILLIAMS.RO Public Service Co of Colorado 69/03/16 Oocumenl Conirol Branch 
tDocument Control Desk) 4pp 49056.032-49056 056. 


H. General correspondence 

6903080285 Comment on proposed rule 10CFR5Q re ensuring effectiveness of mair>t 
programs for nuclear power plants Potentially adverse aspects of proposed rule In 
elude poor definitions of maint A balance-of pfanl,mainl surveHfanco & QA 
SREY.H L Public Service Co of Colorado 89/02/24 CHfLK.S J, Office of Ihe Sacre 
lary of the Commission 3pp 46746:256-48745 258 


J. Insurance & Indemnity Informatfon 

8993030027 Forwards Endorsemenls 91 & 92 1o NELIA Policy NF-192. Endorsements 
78 & 79 to MAELU Policy MF 69,Endoraement 3 to NELIA Policy NW-lOO & MAELU 
Policy MW-42 & Endorsement 9 to NELIA Policy N-33 & MAELU Policy M 33 
KORSTAO.OC Johnson 8 Hfggfns Insurance 69/01/13 DINtTZ.I Office of Nuclear 
Reaclor Regulation, Ofreclor (Post 870411) 9pp 4871 6 260 487 16*256 


P. Operating license stage documenis & correspondence 

8903610906 Intonm Startup Repl 50 (or Fort St Vrain Nuclear Generating Sle- 
tion,681106 * 660204 W/8802 10 Ur Informs that reactor did not operate above 80% 
power. 

FULLER,C H Public Service Co of Colorado. 89/02/10 3pp 46651 027-46651 02^, 


B902240256 Forwards safely evaluation concluding lhal continued operation of facility 
nol affGcted by advanced gas reactor steam generator tubo laituros 
HEITNER.KL Projocl Direcloralo IV 09/02/13 WILLIAMS.RO Public Some o Co of 
Colorado 3pp 48576 318 40576 324 

-B9D2240260 Safely evalualian concluding that continued operation oi facility not af- 
fected by steam generator tube failures experienced by advanced gas cooled reac- 
tors 

* Office of Nuclear Reactor Regulation, Director (Posl 070411) 09/02/13 4pp 
48576 321-48576 324 

8902240314 Reviews util 890201 proposed changes to OA program 
description Changes meet lOCFRSO.App B requirements & acceptable 
CALLAN.LJ Region 4. Ofc of Ihe Director 89/02/15 WILLIAMS.RO Public Service 
Co of Colorado 2pp 40571.124-48571 125 

8902240243 Forwards safely evaluation accepting util rosponso to Generic Ltr 03 
28.llem 2 1 (Part 2) confirmirtg ostabliahmenl of interface w/NSSS vendor or vendor 
of oach component in reactor trip sys 

HEITNER.KL Project Dcreclorate IV 89/02/16 WILLIAMS.RO Public Service Co of 
Colorado 3pp 4B5B0 172-48580 176 

-8902240248 Safety evaluation supporting util action in response to Generic Llr 83- 
28,il6m 2 1 (Part 2) confirming establishment of interface w/either NSSS vendor or 
vendors of oach component in reactor trip sys 

* Office of Nuclear Roactor Rogulatlon, Director (Post 07041 1) 09/02/16 2pp 
40580175 48580 176 

8902280064 Submits addi info re ATWS.per 800714 telcon & 801118 request Ro so rve 
shutdown sys & controls classified as safety related & built per IEEE-279 
BREY.HL Public SorvicQ Co of Colorado 89/02/17 Document Control Branch (Doc- 
ument Control Desk) 21pp 40633 253 40633 273 

89030B0284 Forwards safely evaluation accepting 600303 & 1010 core support floor 
vent sys 

HEITNER.K L Project Direclorals IV 09/02/24 WILLI AMS.R O Public Service Co of 
Colorado 3pp 48767 22S 46767 231 

-8903080290 Safety evaluation re facility core support flow vent sys Continued oper- 
ation of facility w/current core support flow sys configuration acceptable 

* Office ol Nuclear Roactor Regulation, Director (Post 870411) 80/02/24 4pp 
4B7G7 220 48767 231 

8003090370 Discusses 890125 meeting re util presentation of status of performance en- 
hancement program & utilization of enhancement process in current facility 
activities List of attendees & slides end 

CALLAN.LJ Region 4. Ofc of the Director 89/02/27 WILLIAMS.RO Public Service 
Co of Colorado 20pp 48782 279 40702 298 

8903160397 Forwards Amend 68 to License DPR-34 & safely evaluation Amend modi- 
fies Limiting Condition for Operation 4 4 1 & Surveillance Requirement 54 1 to Include 
fixed high (omp trip setpoint for stoom line rupture detection & isolation. 

HEITNER.K L Project Directorate IV 89/02/27 WILLIAMS.R O Public Service Co of 
Colorado 3pp 48884 314 40604 330 

-8903160403 Amend 68 to License DPR -34 .modifying Limiting Condition for Operation 
4,4 1 & Survolllanco Requirement 5 4 1 to includo fixed high temp trip selpoint for 
steam line rupture & detection sys 

CALVO.JA Project Directoralo IV 89/02/27 11pp 40884 317-48804 327 

-8903160408 Safely evaluation si^portlng Amend 68 to License DPR-34. 

* Office of Nuclear Reactor Regulalion, Director (Post 070411) 89/02/27 3pp 
48884 328-40804 330 

B903220407 Summary of 000307 mooting w/ulil A GA Technologies re plant coastdown 
& dafuelinn Attendance lisl, agenda & viowgraphs end 

HEITNER.KL, Project Direcloralo IV, 09/03/13 CALVO.JA Project Directorate IV 
76pp. 49008 O92-49OOe-t07 

8903270129 Recommends that util document & maintain, (or at least 2 yrs, evaluation of 
actions fn response to Generic Ltr 80-14, "Instrument Air Supply Problems Affecting 
Safely Related Equipment." Records may bo subj to future auditing 
HEITNER,KL Projoct Directorate IV 69/03/13 WILLIAMS.RO Public Service Co of 
Colorado. 4pp 49110 236-49110 230 

8903160206 Generic Llr 00 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions to Improve detection of counterfeit & fraudulently marketed products Svc list 
end 

VARGA^SA Associate Director for Projects (Post 670411) 09/03/21 Consolidated 
Edison Co. of New York, fnc B7pp 40060 001-48960 057. 


Q. Inspection reports, IE Bulistlns & correspondence 

B0O30 10078 Ack roceipl of 890125 response to violations noted In Insp Repl 60-267/ 
68-22 

CALLAN.LJ Region 4. Ofc of tha Director 09/02/17. WILLIAMS,R 0 Public Service 
Co of Colorado 2pp. 48648:000 48648.097. 

B603060119 Forwards Insp Repl 60-267/89-01 on 890109-13 & notice o( 
violation Notice of violation withheld (ref 10CFR73.21) Util taken prompt action on 
intent of IE Info Notice 86 033 

CALLAN.LJ Region 4, Ofc of the Director 09/02/22. WILLIAMS.R O Public Service 
Co. of Colorado. 2pp 48735*226 4B735 220 

-8903060127 Partially withhold Insp flept 60-267/89 01 on 890100-13 (ref 
lOCFRZG 21) Violallons noted Major areas Inspected licensee physical security pro 
gram Including mgt support, security program p)an,audits A security training. 
CALDWELL.fTa. BARNEST.A.B, EVERETT.RJ Region 4, Ofc of Ihe Director. 89/ 
02/16. 2pp. 48735 228-48735229 

8903030104 Responds to Category 3 rating received in functional area of mainl/survell* 
lance as result of S ALP, per 890-1 25 meeting. Performance based methods Include 
direct observation of activities & discussions w/personnel involved 
HOCK.DD Public Service Co of Colorado 09/02/23. Document Control Branch 
(Document Control Desk) 9pp 48693.201-48693 209. 
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8902170112 NRC Info Nolicc 09 020, “Wolf! Failures in Pomp o1 Byron Jackson 
Desiqn ’ Svc li<5l end 

ROSSI.CE Division o1 Operational Events Assossmonl (Post 870411) 09/02/24 
Consolidatetl Edison Co of Now York, Inc I06pp 40572 018 48572 I4fl 

8902290457 Flosponds lo NRC 890127 hr ro violations rioted in Insp Repi 50-2G7/0B 
29Corroclivo actions field cToaranco lag roviscd lo mckido correct cicamneo number 
& lag properfy rafiung on high pressure bottle on roservo shutdown roqiort 
WILLIAMS,R O Public Service Co of Colorado 09/02/24 DocumDiil Control Branch 
(Oocumoni Conirol Dnsk) 4pp 48644 1 17 4R644 120 

B902210351 SuppI 1 lo NRC Info Notice 89 f)73. Dtroclion Dependent Leak Character 
mlics of Containment Purge Valves ” Sve list onci 

ROSSI, CE Division ot Operational Events Assessment (Post 070411) 09/02/27 
Consolidated Edison Co or New York, Inc 102pp 48509 001.40500 1 10 

99Q2210564 NRC Info Notice 89 021, ’Changes m Porformance Characteristics of 
Molded Case Circuit Breakers " Sve list onci 

ROSSf,CH Division of Oporaiionaf Events Assessmenl (Post 070411) 09/02/27 
Consolidated Edison Co o( New York. Inc f04pp 40578 032 40570 137 

8903080136 Forwards Insp Repl 50 267/09 02 on 090101*31 & notice of violation 
CALLAN.l J Region 4 Ofc of the Director 89/02/27 WILUAMS.R O Public Service 
Co of Colorado 2pp 40736 145 4073B 150 

■■0903060141 Notice of violation from In^ on 090101-31 Viotalton noted lalluro lo 
follow stops of approved procedures Steps 5 5 t & 5 5 2 fo reserve shutdown 
hopper, ACM disconnocl & low pressure alarm test 
♦ Region 4, Ofc of the Direclor 89/02/27 Ip 4D736 147 49736 147 

-8903060148 tnsp Rept 50-267/ 09 02 on G90101 31 Violatior^s noted- Major areas 
inspected lice nsoo action on previously idenlifted msp findings,operational safety 
vonficalion, monthly surveillance observation & monthly mainl observation 
VVESTEflMAN.TF Region 4, Ofc of tho Direclor 09/01/17 lipp 40736 140 
48736 150 

8902270150 NRC Info Nolice 09 022, "Quostionablo Certification of Fasteners ” Sve hst 
one) 

ROSSI.CE Division of Operational Events Assossmonl (Post 070411) 09/03/03 
Consolidated Edison Co of Now York, Inc I05pp 40732 001*46702 106 

8902280104 MRC Info Notice 89 023, "Environ QuaHlicalion of Litton -Voam CIR Senes 
Electrical Connoclors " Sve list enct 

ROSSI.CE Division of Operational Everils Abseasmenl fPoat 970411) 09703/03 
Consolidated Edison Co of Now York, Inc I06pp 49723 030-40723 143. 

8902280182 NRC Info Nollco 09 024, "Nucloar Cnticalily Safety " Sve list end 
CUNNINQHAM.R E Division of Industrial & Modicat Nucloar Safety (Posl 670729) 
89/03/06 Consolidated Edison Co of New York, Inc 96pp 40700 252*40700 346 

8903010207 NRC Info Nolice 09 026. "Instrument Air Supply to Safety Rolaled Equip 
ment " Sve list onci 

ROSSI.CE Division of Operational Events Assessment (Posl 070411) 09/03707 
Consolidated Edison Co of Now York, Inc 105pp 40741 053 48741 158 

8903130633 Ack receipt of 890127 hr informing NRC of stops taken to correct violations 
noted in Insp 50-267/80 200 Response re unresolved items & enhancemoni ot com 
municatlon bolwecn mgt & field personnel appears to be accoplablo 
CALLAN,LJ Region 4, Ofc of Iho Director 69/03/07. WILLI AMS, RO Public Servico 
Co of Colorado 2pp 48030 181*48030 202 

6903020165 NRC Info Notice 99 027, "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaslo " Sve list end 
GREEVES.J T Division of Low Level Waste Management & Docommisslonir^n tPost 
870413) 89/03/00 Consolidated Edisor^ Co of Now York, Inc 117pp 48799 114- 
48798 231 

6903080372 NRC Info Notice 09 028, "Weight & Clr of Gravity Discrepancies for Copes* 
Vulcan Air-Oporated Valves " Sve list encl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/03/14 
ConaolirSatod Edison Co of New York. Inc 107pp 40095 001 48896*100 

8903210443 Ack rocelpl of 690224 Hr informing NRC of steps taken lo correct violations 
noted In Insp Rept 50 267/88-29 Implementation of corrective actions will ba re- 
viewed during future insp 

CALLAN.LJ Region 4. Ofc of the Direclor 09/03/14 WILLIAMS.RO, Public Service 
Co of Colorado 2pp 48984 299-48964 304 

8903090021 NRC Info Notice 69 029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Sve list end 

ROSSI.CE Division of Oporaiionaf Events Assessment (Post 070411) 09/03/15 
Consolidated Edison Co, of Nesv York, Inc 106pp 46670053 48870*169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants'* 
Sve fist end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/03/16 
Consolidated Edison Co of New York. Inc 106pp 48895 110 4B095'215 

6903260256 Forwards GA-C19576, "Insp Repl on Hofium Circulalor C-2105 in Compli- 
ance W/Toch Spec SR 5 2 18" No defects or unacceptable indications found in any 
of componenia inspected from Circulator C-2105 

WAREMBOURG.D.W Public Servico Co of Colorado 89/03/20. DocumonI Conirol 
Branch (Document Control Desk) 2pp 401 10 129 491 19 159 

-8903280267 "Insp Repl on Helium Circulator C-2105 in Compliance W/Toch Spec SR 
5 2 t8 " 

NICHOLS, M.K General Atomics (formerly GA Technologies. Inc /General Atomic Co ) 
GA*C19576 89/02/28 2flpp. 491 19 131*49119 159 

8903160427 NRC Info Notice 89*031, "Swelling & Cracking of Hafnium Control Rode” 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 89/03/22 
Consolidated Edison Co ot New York, Inc. 102pp 48986,001*48986 103, 

6903170419 NRC Into Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys '* Sve list end 

ROSSI.CE Division of Operational Events Asseaament (Post 870411) 89/03/23 
Conaolldatod Edison Co of New York, (nc. 104pp 48992 044-48992 147 


R, Periodic opcraling reports & related correspondence 

6903100244 "Suiniannual Radioactive Eflluent Reloaso Rept Jul Doc 1988" W/890228 
hr 

WILLIAMS.RO Public Service Co of Colorado 88/12/31 52pp 40827 329- 
4 6020 020 

890 2240347 Monthly oporating repl tor Jan 1909 for Fort SI Vrain NuclOdr Goncrating 
Station W/ 8902 15 Hr 

BLOCK.ML, FULLER.CH Public Service Co of Colorado 89/01/31 9pp 

4057 1 105 48571 113 

0003220109 Monthly operating ropt lor Fob 1989 for Fort SI Vrain Nuclear Gonoralmg 
SfaffortW/6303f5 ftr 

BLOCK.ML, FULLER.CH Public Servico Co of Colorado 89/02/28 9pp 

49003 016 49003 024 


S. Beporlablo eccurrencos, LERs & related corrospondonce 

89 02240293 LER 09 001 00 on 090l05.planl proloctiVQ function sys loop shutdown 
lunclion unoxpeclodly actuatod.causmg high primary coolant moisture level Caused by 
loak in coro support floor (mor cooling lube W/090206 Mr 

CHEbTNUTT.S W . FULLER.CH Public Servico Co of Colorado 89/02/06 8pp 
4B571 301*48571 308 

0903010333 LER 89 002 00 on 0901 lO.rdoaso of leservo shutdown sys mall inlo coro 
regions roporled Caused by Inappropriaio operator action rosulfing from tiansporlation 
arror while using plant procedures Operalions slab tliscipllnod W/890221 Hr 
CMESNUTT.SW. FULLER.CH Public Service Co of Colorado 09/02/21 9pp 
48644 062 40644 0/0 


V. Operator Examinations 

8902200271 Roquosts ulil furnish rol mails lislocJ in end for reader & senior roactof 
operator licensing oxaib scbodulod (or wk of 890522 

CALLAN.LJ Region 4, Ofc of Iho Direclor, 89/02/17 WILLIAMS.RO Public Servico 
Co of Colorado 12pp 48G25 196 48625’207 

0003210384 Nolificdlion of significani licensee moobng w/ulil on 890322 in Region IV 
€fc to review OL roquiromvnls 

JAUDON,J P Region 4, Ofc of fho Director 09/03/13 Region 4, Ofc ol Iho Director 
2pp 48989 356 40980 357 

0903220159 Generic Llr 09 03 lo all power reactor licensees & applicants (or OL re op 
orator llconsing natl exam schedule Sve list end 

VARGA, S A Associate Olroclor (or Projects (Post 070411) 09/03/24 Consolldalod 
Edison Co of Now York. Inc 54pp 49005 001-49005056 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Socurily, medical, emergancy & (Ire protection plans 

0003060105 Forwards public version ol Rev 20 lo "Crisis Mgl Plan for Nuclear Sta- 
tions " 

TUCKER, H 0 Duke Power Co 89/02/17 Documoni Control Branch (Document Con 
trot Desk) 2pp 48736 168 48738 130 

-8903060120 "Crisis Mgl Plan For Nuclear Stations " 

‘ Ouko Power Co 08/12/01 200pp 48736 1 70*40730 130 

8903140276 Forv/arda Insp RoptS 50 269/00-04,58 270/69 04 & 50 207/89 04 on 
898123-27 No violations noted 

BELISLE.A Region 2. Ofc of the Director 00/02/20 TUCKER.H B Duke Power Co 
2pp 48053 321 48653 336 

-8903140286 Insp Repts 60 260/09 04.50 270/89 04 & 60*287/09 04 on 600123- 
27 No violations noted Major areas lnspoctod.fi re proiedion/prevenlion program 
implementation WeaHnesses idoniified In implomontollort of fire protection program 
WARD.D Region 2. Ofc of the Director 80/02/24 Hpp 48653 323-48853 336 

6903270070 Advlsos that 090126 Rev 7 lo guard training & qualification plan consislont 
w/provisiona of 10CFR50 54(p) & acceptable 

CLINE, W.E Region 2, Ofc of tho Direclor 69/03/ 10 TUCKER.H B Duke Power Co 
2pp 49059.089*49050 000 

8903 230 183 RoMonds lo violations noted in Ingp Repts BO 269/89 02, 50*270/09 02 & 
50-269/09 02 Correciivo actions health physics procedures will bo changed to allow 
hot spots to bo idanllflod by Individual labels on not spots 
TUCKER.H B Duke Power Co 89/03/17. Documoni Control Branch (Document Con 
trol Desk) 3pp 40029 304 40029 306 


J, Insurance & indemnity Information 

8902270612 Forwards endorscmonla to listed NELIA & MAELU policies & certificates 
OCONNOR.DJ Marsh & McLennan. Inc 89/01/13 DINITZ.I Office ol Nudear Reac 
lor Regulation. Director (Post 870411) I26pp 40505.055 48585 170 


P. Operating license stage documents & correspondence 

8902240184 Lists topical repts for Core T-H which ere intcr-rolaled, Including correlation 
for predicting critical boat flux in mixing vane grid fuel assemblies & thermal-hydraulic 
methodology using VIPRE 01 

TUCKER.Kb Duke Power Co, 89/02/10. Document Control Branch (Document Con- 
trol Desk) 2pp 48571 262 48571 263 

8902270337 Application for amends to Licenses DPn*30,DPB*47 & DPR-65, clatifying 
operability & surveillance roquiremenls lor HPI & LPI sys 

TUCKER.H B Ouko Power Co 89/02/17 Document Control Brar^ch (Oocumant Con- 
trol Desk) 3pp 48585 010 48585032 
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-8902270341 Proposed Tech Specs crarifying operabjril/ & survoillancQ reqmremonts 
(or HP( & LPl svt> 

• Ouke Power Co 89/02/17 20pp 4B£>8!i013 46586 032 

8903020546 Advjsos Lhal sleam genaralor plugging & ropair for curronl outage complel- 
ed on 890205 Sleam ganeraior A had lotal of 17 lubes fomoved from svc by 
plugging Steam neneraior D had tolal of 46 lubes romoved from svc by pfugg<ng 
TI/CKER.HB Duke Power Co 89/02/21 Documonl Control Branch (Oocuffient Con- 
trol Desk) Ip 48673 017 46673 017 

8903130248 Sumrnanzos 800202 moelmg wv/utrf in Region II ole lo discuss ptani per- 
formance & rmprovemeni programs List ol altendecs 8 viowqraphs end 
REVES.L A Region 2, Ofc of IhG Director B9/02/22 TUCKCR,H B Duko Power Co 
23PP 48819 285*40819 307 

3903030135 Advises that audits vorriying implemenlatron ol programs licensees pro 
posed in response to Generic Llr 00 05 boing performed PJanl seleciod lor audit 
scheduled for Aug 1980 

PASTIS,N N Profacl Direclorata ff-3 09/02/23 TUCKER.H B Duke Pov/er Co 3pp 
48716 004 4871G 006 

8903240135 Advises of changes tn crisis mgt data Iransmitlal sys dial in 
procedure.usorname remain unchanged.effecli.ve 890306 

HARRIS, R E Duko Power Co 09/03/01 BOLAND.A Region 2, Ole ol Ihe Director 
2pp 49040 211-49040 212 

0903090474 Advises lhal audit to verify proper implementation of B&W Owners Group 
safely & performance improvemenl program recommendations planned for wk of 
6 90327 Major areas to be evafuated listed 

MATTHEWS, D B Projeci Direeforafe II 3 83/03/03 TUCKER ,H B Duko Power Co 
4pp 4B7B4 225 40784 228 

89031 6Q074 Notification of 890316 meeting w/uUI in Cornelius.NC lo discuss status of 
licensing aclivitiasA safety imlraUves Weolrng agonda end 

HOOD.DS Projecl Dirodorato 11*3 B9/03/C6 MATTHEWS, DB Pro joci Dircci orate If- 
3 7pp 43878000 48878 068 

8903200168 Forwards "Emergency Dose Assessmonl Manual," effective on 890307 
TUCKER.H 8 Duke Power Co 09/03/13 Documenl Control Branch (Document Con 
trol Desk) 1 p 4 89S7 257 469 5 8 224 

•<8903200189 '‘Emergency Pose Assessment Manual ” 

* Ouke Power Co 89/03/07 300pp 48957 258-40958 224 

8903210434 Provides current QA programi descriplfon required by 
IOCFfl50 54(a) Quality program scopo in FSAR Section 3 2 revrowed 
GIBSON.AF Region 2, Ofc of the Director 89/03/14 TUCKER.H B, Duke Power Co 
2pp 40960 354 48989555 

8903160296 Gonorre Ltr 69 02 to all holders of Ols & CPs for nuclear power reactors ro 
aclLOns to improve detection ol counterfeit & fraudulently marholed products Svc fisl 
end 

VABGA,SA Assodalo Diroclor for ProfocU (Post 870411) 80/03/21 Consolidated 
Edison Co of New York, Inc 67pp 48960 001 46960 057 


Q fnspectiort reports, tE Bulletins & correspondence 

6902270268 Provides results of ensp of Unit t surge line prior to startup oxpectod on 
890206, per NRG Bulletin 88 011, lie m 1 a Looses bolts i/or pipe cfairip movements 
discovered on three pipe supporlsCorreclivo actions taken on supports 
TUCKERHB Duke Power Co 89/02/06 Document Control Branch (Documenl Con- 
trol Desk) 2pp 48586 258 48508 259 

890227064S Confirms 690210 enforcement conference in Region II lo discuss inopor- 
ability of reactor bldg cooling unit dropout plates 

ERNST, ML Region 2. Ofc of Iho Director 60/02/08 TUCKER.H B Duko Power Co 
Ip 46504 246 40564 246 

8902270195 Forwards Augmented Insp Team Repis 50‘269/B9 0D, 50 278/69 03 & 50* 
267/69-03 on 890104-13 No violafion 5 or deviations noted Unrosofved item identified 
ERNST, M L Region 2. Ofc of the Dirodor 89/02/10* TUCKER.H B Duko Power Co 
2pp 48508 260 48568 333 

-8902270199 Augmenlod Insp Team Repis 50 269/69 03,50 270/89-03 & 50-207/89 
03 on 890104 13 No viofahons or deviations noted Major areas Inspected selective 
exams of procedures & represenlalive records & interviews w/pcrsonnel 
PEEBLES J A Region 2. Ofc of the Director 89/02/02 52pp 48560 262-40660 333 

6902270376 Forwards fnsp Repis 50 269/6 9 02,60 270/89 02 & 50-287/89-02 on 
890109-13 & notice of violation 

DECKER.! R Region 2, Ofc of the Director 89/02/16 TUCKER.H B Duko Power Co 
2pp 48S6B 242 40588 255 

-8902270307 Notice of violation from insp on 600109 13 Violation noted workers not 
sufficienlly informed of radiatlcr^ Iri restricted areas, Including failing to affix hot spot 
(abets on shielding stating radiation favols under stifelding 
DECKERJ R Region 2, Ofc of the Director 89/02/16* 2pp 46588 244-48568 245 

-8902270390 Insp Repis 50-269/89-02,50 270/6902 & 50 287/69-02 on 890109- 
f3Viafation noted Major areas fnspecledoccupaliona) 

expo s ure, s h ippina Iran soortalron & followup on previous Inspector identified items 
SHORTRIDdE,RB , POTTER.J P. Region 2, Ofc Of (he Director 89/02/17 JOpp 
48509246 46588:255 

6903130287 Summarizes 690210 enforcemenl conference ro inopcrabifily of reactor 
b(dg coofing unil dropout plales.per fnsp Repie 50-269/88 3 5,50-270/8 6 35 & 50-207/ 
88 35 Summary of enforcement conference,altGndance list & handout errcl 
ERNSr.ML Region 2, Ofc of the Director 89/02/22 TUCKER.H B Duke Power Co 
16pp 48810 319-46810.337, 

890217011:2 NRC info Nolice 89-020, “Weld Failures in Pump of Byron-Jackson 
Design " Svc list and 

ROSSI, CE Divisiort of Operational Events Assessment (Post 070411) 09/02/24 
Consolidated Edison Co. of New York, tne I06pp 46572 043 40572 140 


8903130210 Ack recerpl of 800902 & 890131 Itrs informing NRC of steps taken to cor 
red viulalions noted in fnsp Repis 50 269/08-13,50 270/88 13 S 50-287/08-13 
PEEBLES.TA Region 2. Ofc of Iho Direclor 89/02/24 TUCKER.H Q Duko Power 
Co Ip 46030 301-48030 301 

0903030142 Advises that incorporation of ASME Code Case N 401-1 into insorvico insp 
programs at plants accep1abfG,p0r 880015 roqueslCode Case N 401. 'Eddy Current 
Exam" & rev lo code. Coda Case N 401-1 found to be technically oquivalont 
MATTHEWS, DB Project Directorate 113 89/02/25 TUCKER.H B Duke Power Co 
5pp 48716 020 48716 024 

6902210351 SuppI 1 to NRC Info Noiico 88 073, "Direclion Depender^t Leak Characler- 
islrcs of Containment Purge Valves " Svc fist encf 

ROSSI.CE Division of Oporaiional Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of Now York, Inc I02pp 48589 001 48509 1 10 

89022(0564 NRC Info NoltCG 00 021, "Changes in Performance Characteristics of 
Molded Case Circuit Breakers " Svc lisl encf 

ROSSf,CE Division of Operational Evenis Assessment (Post 870411) 89/02/27 
Consolidaled Edison Co of New York, fnc 104pp 48578 032 40570 (37 

0903140276 Forwards Insp Repis 50 269/09 04,50 270/89 04 & 50 287/09 04 on 
890123 27 No violations noted 

BELISLE,A. JULIAN, C A Region 2, Ofc of the Director 09/02/28 TUCKER,H 0 
Duke Power Co 2pp 48053 321 48053 336 

-0903140288 Insp Repis 50-269/89 04.50-270/89 04 & 50 287/89 04 on 090123- 
27 No vioiallons noted Major areas inspecled fire pro toe lion /pro vent ton program 
implemeniation Weaknesses identified in Implementation of fire protection program 
WARD.D, CONLONJ Region 2, Ofc of the Oiroctor 89/02/24 14pp 40853 323 
48053 336 

0903200187 Discusses Insp Repis 50-269/80 34.50 270/80-34 & 50-207/80 34 on 
8011 15-1816 & forwards notice of violation W/o end 

ERNST, M L Region 2. Ofc of ihe Drreefor 89/02/28. TUCKER.H B Duke Power Co 
3pp 48969 166 48069 150 

8903160481 Forwards fnsp Repis 50-269/80 06,50 270/89 06 & 50-287/09 06 on 
890130-0203 No violalions or dovialions noted 

JULtAN.C A Region 2, Ofc of lha Director 89/03/02 TUCKER.H 0 Duko Power Co 
2pp 46B84 196-46804 208 

-6903160485 Insp Repis 50-269/89 06,50 270/09 06 & 50-207/89 06 on 890130' 
0203 No violations or deviations nolotf Major areas Inspecled Inservico insp 
activities, including review of NOE organization.procedures & personnel records 
CARRION.R P . BLAKE.J J Region 2, Ofc of the Director 89/02/27 9pp 40004 200 
46684 200 

8902270158 NRC Info Notice 80-022, "Questionable Certification of Fasioners *’ Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 80/03/03 
Consolidated Edison Co of Now York, Inc 105pp 48732 001-40732 106 

0902200104 NRC Info Notice 89 023, "Environ Oualificalion of Litton Veam CIR Senes 
Electrical Connectors " Svc list end 

ROSSI.CE Division of Operallorial Evenis Assessment (Posi 870411). 09/03/03 
Consolidalod Edison Co of New York. Inc lOOpp 48723 030*40723 143 

8903170276 Responds to deviations notod in fnsp Repis 50 269/00 35, 50 270/08-35 & 
50 267/68-35 Corrective actions addi equipment ordered for use during freeze plug 
operation 

TUCKER.H B Duko Power Co 09/03/03 Document Control Branch (Document Con 
trol Desk) 2pp 48694 329'4aa94 330 

0902200162 NRC Info Nolice 89 024, "Nuclear Criticality Safety '* Svc list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/03/06 Consolidated Edison Co of New York. Inc 96pp 48700 252 48700 346 

0903010207 NRO fnfo Notice 69-026, "Instrument Air Supply to Safety- Related Equip- 
ment " Svc list end 

ROSSf.CE Division of Operational Evonls Assessment (Post 070411) 89/03/07 
Consolidalod Edison Co, of New York, Inc 105pp 48741 053 48741 150 

8003020165 NRC Info Notice 89 027, "Limitations on Use of Waste Forms & High In- 
(egrily Containers for Disposal of Low Level Radwaste " Svc list end 
GREEVESJ T Division of Low Level Waste Management & Decommissioning (Post 
870413) 09/03/08. Consolidated Edison Co of New York, fnc 117pp 407D8 114- 
46790 231 

8903220140 Docunienls B&W Owners Group 890224 ltr lo CE Rossi ro response to 
portion of Item 1 b of NRC Bulletin 08 011 Results of bounding fatigue analysis ex- 
pected to become available by 891031 

TUCKER.H B. Duke Power Co 89/03/09 Documenl Control Branch (Documenl Con- 
trol Desk) 2pp 49002 353-49002 354 

0903220411 Advises that audit (o resolve issues re IE Bulletin 79 27, "Loss of NonClass 
IE foslrginonlalion & Control Power Sys During Operation" will be held on 890500- 
12 Documenls needed Include. single line diagram of electric disiribution ays 
HOOD.DS Project Directorate 113 89/03/09 TUCKER.H B Duko Power Co 4pp 
49007 190 49007 193 

8903000372 NRC Info Notice 89 028, "Weight & Cir of Gravity Discrepancies for Copes- 
Vulcan Atr Operated Valves " Svc list encT. 

HOSSI.CE Division of Operational Evonls Assessment (Post 070411) 09/03/14 
Consofidalecf Edison Co of Now York, Inc 107pp 48895 001-48095 109 

8903090021 NRC Info Notice 89 029. "Potential Failure of ASEA Brown Bovari Circuit 
Breakers During Seismic Event " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/16, 
Consolidated Edison Co of New York, Ino 106pp 48870 053-40070 169 

8903090133 NRC Info Nolice 89-030, "High Temp Environs at Nuclear Power Plants '* 
Svc fisl end 

ROSSI.CE Division of Operational Events Assessment (PosI 070411) 89/03/16 
Consolidated Edison Co of New York, Inc 106pp 4B095 110 40895 216 
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8903230163 Hosporifts <0 violations noted m Insp Hcpls 60 269/60 02, 50 270/69 02 & 
50'269/R9 02CDrrectivo actions health physics precoduros will bo changed 1o allo^ 
hot spots to bo identified by individual labels on hoi spots 

TUCKER, H D Duke Power Co 89/03/17 DocumonI Control Branch (Documonl Con 
trol Desk) 3pp <19029 30<t-4902g 306 

8903160427 NRG Info Notice 69 031. ''Swelling S Cracking of Hafnium Conlrol Rods’* 
Sve list enci 

ROSSI, CE Division of Operational Events (Assessment (Post 670411) S9/03/22 
Consolidated Edison Co of New York, Inc I02pp 48966001 469QG 103 

6903310339 Discusses schedule for responso to NRC Bulletin 88 004 ro safety-related 
pump toss Requests that 800830 response inclutfo delailod ttfonlilication ol all long- 
term actions necessary to compToto bulletin 

MATTHEWS.DB Proleci Directorate 113 89/03/22 TUCKER, H B Duke Power Co 
5pp 49159 158 40159163 

8903170419 NRC Info Nofico 69 032, "Survoitlanco Testing ol low Temp Overpressure 
Protection Sys *’ Sve list end 

ROSSICE Division of Oporationaf Events Assessment (Post 670411) 09/03/23 
ConsoHdaled Edison Co of Now York, Inc 104pp 46992 044-40992 147 


R Periodic oporatino reports & related corrospondonce 


6903220057 "Semiannual Radioactive Effluent Roloasa & Solid Waste Disposal Repls 
for Jan Doc 1989 " W/a90301 Ur 

TUCKER.HB Duke Power Co 68/12/31 49pp 48994 001-48994.049 

6902240369 Monthly oporaling repls for Jan 1980 for Oconee Nuctoar Station Plant W/ 
090S15 Hf 

WILLIAMS.RA. TUCKER.HB Duke Power Co 69/01/31. I7pp 40560 001- 

46560 017 

8903220110 Monthly operating rents for Feb 1969 lor Oconoa Nuclear Station Units 1,2 
& 3W/B90315 Itr 

WILLIAMS,RA, tucker, H 0 Duko Power Co 89/02/20 17pp 49007 141- 

49007 15B 


5. Reportable occurrences, LERs & related correspondence 


6902270650 LER 69 003 00 on 6901 06. reactor bteJg cooling unit fusible dropout plate 
failed initial drop test proceduro & rotesl on 800107 Caused by mot running lunciional 
test when lost not required Dropout plates removed & redesigned W/890217 Ur 
NORTH, P.J . TUCKER, H.B Duke Power Co. 09/02/17 10pp. 40506 270-46580 279. 

8903090362 Responds to 881215 Ur re LER 60-269/66-13 concerning emergency 
backup power Hard waro mod implementation currertlly planned for completion by end 
of next UnU 2 refueling outage 

TUCKER.H B Duke Power Co 69/03/01 Document Conlrol Branch (Document Con- 
trol Desk) Ip 48799 356-46709 356 

8903210003 Special ropton 690302, discovered postulated failure of single relay (BBTX) 
or single relay contact of relay 86CT1 which could result in trip signal to breakers Et 
& E2 w/o switching switchgear breakers Unit 1 brought to shutdown 
TUCKER.H B Duko Power Co 89/03/06 Documenl Control Branch (Documonk Con- 
lrol Desk) 3pp 48982 323-46982 325 

6903230177 Informs that changes to emomency power awitching logic Tech Spec 3 7.to 
resolve apparent conflicts fdonttfied jn LER fo be submitfod by 890516 
TUCKER.H B Duko Power Co 89/03/16 Document Control Branch (Documoni Con- 
trol Desk) ip 49023 024 49023 024 

6903260173 LER 68 012 00 on 080809, discovered incore Ihermocouplos (ICTC) feeding 
standby shutdown facility routed through east penetration room.Caused by design 
doficiency Problem investigation ropi initiated W/69032t Ur 
NORTH.PJ.TUCKER.H.B Duko Power Co 89/03/21 Opp 40075 082-40075 009 


V. Operator Examinations 

6903220159 Gonenc Ur 89-03 to all power reactor licensees & applicants (or OL re op- 
erator licensing natl exam schedule Sve list end. 

VARQA,SA Associate Director for Projecls (Post 670411) 69/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001-49005 056, 


Y. Dry Cask Independent Spent Fuel Storage Installations 


6903020405 Provides addi info re ISFSI in form of safety analyses to allow tranafer cask 
bo fabricated w/ solid neutron shield mall filling neutron shield cavity 
TUCKER.H B. Duke Power Co 89/02/10 Document Conlrol Branch (Document Con- 
trol Desk) 13pp 46669,282-48669 293 

6902230681 Forwards request for addl info ro 860331 submltlal coricarnmg ISFBI within 
45 days of Ur date 

PASTlS.HN Project Directorate 11-3 89/02/15 TUCKER.HB Duko Poiwer Co 3pp. 
48570 286 46570 290 

8903070077 Confirms milestone schedule of remaining const aclivilles required to sup- 
port spent fuel loading in Jan 1990 Requests continued advisement of status of NRC 
review of ISFSI application 

TUCKER, H.B Duke Power Co 89/02/2 1 Document Conlrol Branch (Documoni Con- 
trol Desk) 3pp 46763 040 46763.042 

8903210266 Reauests review & approval of 6902 10 submUtal as amend to forlhcomtrig 
Oconee ISFSI license BubmiUal contains supplemental safety analysis for ISFSI trans- 
fer cask incorporating aiternalwe.solld neutron shield design 

TUCKER.H B. Duke Power Co B9/03/Q8 Document Control Branch (Document Con- 
trol Desk) 2pp 48964 234-48984 -236 
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F. Security, medical, emergency & fire protection plans 

8 903060105 Forwards public version of Rov ?8 to "Crisis Mgl Plan for Nucloor Sla 
Hons" 

TUCKEH,HB Duko Power Co 09/02/17 Documoni Control Branch (Documoni Con- 
Irc/Oosk) 2pp 46738 tee 4873G f30 

-8903060120 ‘*Crisis Mm Plan For Nucloar Stations " 

* Duke Power Co 88/^12/01 200pp 48736 170 48738 130 

8903140276 Forwards Insp Ropls 50 269/89 04,50 270/89 04 & 50 267/69-04 on 
600123 27 No violations noted 

BEUSLE.A Rogion 2, Otc oj the Director 69/02/26 TUCKER.H B Duke Pewor Co 
2pp.488S3 32 1 40653 336 

-8903140266 In^p Repls 50 269/69 04,50 270/89 04 & 50 287/69 04 on 690123- 
27 No violations noted Major aroas inspected fire prolcction/provonlio-n program 
(mplomentallon.WoaknGsses idenlifiod in implomenlallon ol fire protection program 
WARD.O, Region 2, Ofe of Iho Director 69/02/24 14pp 46653 323 48653 336 

8903270070 Advises that 090126 Rov 7 to guard training & qualdicallon plan consistent 
w/provisions ol IQCrRSO 54(p) & accoptabte 

CLlNE^W.E Region 2. Ofc of the Director 89/03/10 TUCKER.H B Duko Powor Co 
2pp 49059 08S 49059 090 

6903230163 Responds to violations noted In Insp Ropls 50 269/89 02, 50 270/09 02 & 
50 269/89 02 Correclivo actions health physics procedures will be changed to allow 
hot spol*) to be idontifiod by individual labels on hoi spots 

TUCKER.HB Duko Power Co 69/03/17 Documoni Control Branch (Document Con- 
trol Desk) 3pp. 49029 304-49029 306 


J. Insurance & Indemnity Information 

6902270612 Forwards ondorsomonls to listed NELIA A MAELU policios & cerhflcatos 
OOONNOR.D J Marsh & McLennan, Inc 89/01/13 DINITZ.I Office ol Nuclear Reac- 
tor Regulalion, Director (Post 67041 1) 125pp 40565 055 400B5 179 


P. Operating license stage documents & correspondence 

8902 24 0184 Lists topical ropls lor Coro T H which aro Inter rolatod, Including correlation 
for prodicting crilicat heal flux In mixing vane grid fuel assemblies & thermal -hydraulic 
mothodology using VIPRE 01 

TUCKER, hlB Duko Power Co 80/02/10 Document Conlrol Branch (Documoni Con- 
lrol Desk) 2pp 48671 262-46671 263 

8902270337 Application lor amends to Licenses DPR 38.DPR-47 & DPR 65, clarity mg 
operability & surveillance rcqulromonla for HPI LPI sys 

TUCKER.HB Duko Power Co. 69/02/17 Documoni Conlrol Branch (Documoni Com 
trot Desk) 3pp 40665 010-46505 032 

-0002270341 Proposed Tech Specs clarifying operability & surveillanco roqulromenle 
for HPI & LPI sys 

* Duko Powor Co 00/02/17 20pp 40565 013 46565 032 

6903130248 Summortees 090202 mooting w/ulil in Region II ofc to discuss plant por- 
lormnnco & Improvomont programs List of attondoos & vlowgraphs end 
REYES.LA Rogion 2, Ofc of the Director 69/02/22 TUCKER.HB Duko Power Co 
23pp 48619 ?85 48810 307. 

89030301 35 Advises that audits verifying implomonlation ol mograms llconsQOs pro- 
posed in response to Generic Ltr 00-05 being performed Plant solocled (er audit 
schGcfukPd tor Aug 1000 

PASTIB.H N PfOloct Direcioralo lt-3. 00/02/23 TUCKER.H B Duko Powor Co 3pp 
40718004 48716 006 

8903 240135 Advises of changes in crisis mgt data transmittal sys dl&lfn 

R roceduro.usornamo remain uncnangod.offecliVQ 090306, 

ARRIS.RE Duke Powor Co 89/03/01 BOLAND, A Region 2, Ofc of the Director 
2pp 49040 21 1-49040 21 2 

890 3090474 Advises that audit to verity proper imptamentallon of B&W Ownora Group 
aatoly & performance Improvement program recommendations plan nod for wk of 
800327 Mafor areas to be evaluated listed. 

MATTHEWS, 0 D Project Dlrocterato II 3. 89/03/03 TUCKER, H B Duko Powor Co 
4pp 4B7C4.225 4B7C4 226 

8903160074 Notifrcation of 690316 mealing w/util In Cornelius.NG to clisciras stnlua of 
licensing ackyitios & safely inlllalives, Meeling agenda end 

HOOD.O S Project Diroclornfo II 3. 00/03/06 MATTHEWS.D B. Projocl Directorate II- 
3 7pp 40670080 40070 000 

8903200166 Forwards "Emergoncy Dose Assessment Manual," effective un 890307 
TUCKER.H B, Duke Power Co. 69/03/13 Documenl Conlrol Branch (Documoni Con- 
trol Desk) Ip 46057,257.46950 224 

-6903200169 '‘Emergency Dose Assessment Manual " 

• Duke Powor Go 89/03/07. 300pp. 48057'258 40958 224. 

8903210434 Provides current QA erogrom description roqulrod by 
lOCFR 50, 54(a) Quality program scope In FSAR Section 3 2 reviewed 
GIBSON. A F Region 2. Ofc of the Director 69/03/14 TUCKER.H 0. Ouko Power Co 
2pp 46969 354.46960 355 

8903160296 Generic Ur 69-02 to all holders ol OLs & CPs for nuclear power reactors ro 
actions to Improve detociion ol counterfeit & fratidulenlly marketod products Svo list 
encL 

VABGA.SA Asaociaio Dlrocior for Projects (Post 870411). 89/03/21, Consolidated 
Edison Co of New York. Inc 5/pp. 46960 001-46960 057. 
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Q. Inspecllon reports, IE Bulletlirs & correspondence 

89'0227a2GB Provides resulls of insp of Unit 1 surge line piior 1o slarlup e^porU rJ on 
fl0020&per NRC Bulletin flQOl I, Horn 1 n Loom-s halls &/or pipe rlamp movrcnontb 
djscovpre-cl on Ihrco pipe suppoilb Corfoctivo a c lions taken on siippOfls 
TUCKER, H B Diiko PowiCt Co Dociiniort Control Branch (Dorunu'nl Con 

trol Desk) 2pp ^B5Ba?5B I85HB^5<) 

B9&2270645 Confirms B90210 rnlorconiont conlorcnco in ncqton 11 lo disciisb inopor 
dbilJly of reactor bldg cooling unit dropout plales 

ERNST, ML Region Z, Ole of the Diroclor TUCKER HB Duke Power Co 

Ip ^h5Q4 Z46^4B5B4 246 

0902270195 Forwards Auqmcrled Insp Team Ropts 50’Z69y69*03. *50 270/09 OJ A 50 
267/89*03 on 8D0t01*13No vmlaiiona or dewalions nolod Unresolved dem icfonlilred 
EHNST.M L Region 2, Ofc of Ihc Director 09/02/10 TUCKER, H B Duke Power Co 
2pp -10588 280 485BB 333 

-8902270199 Augmonlotf Insp Team Ropfs 50 289/09 03 50 270/89 03 & 50 ?l\7 
03 on 890104 13 No violations or deviations noted Maioi areas inspcclod spleclive 
exams of procedures & fopiosontdlive records & mlcrviows w/porsonnci 
PEEBLES.! A Region 2 Ofc olthe Dire dor 89/02/02 52pp 48586 262 48580 333 

8962270376 Forwards Insp Rapis 50 269/89 02,50 270/89 02 & 50 267/80 02 on 
B901C9-I3 & notice of violation 

DECKER TR Region 2 Ofc of me Director 8D/02/I6 TUCKGfl.HB Duke Power Co 
2pp 46506 242^46580 255 

-0902270397 Notice of violation from insp on 890109 13 Violation noted workers not 
sufficienlty informed of radiation m rcslrrcled areas, including failing to affix hoi spot 
fa bo Is on shielding staling radraUan lovcts under sluoltfing 
DECKER,! R Region 2 Ofc of the Director 89/02/16 2pp 48568 244-18586 2-15 


B9D3170276 Rrspnnds lo rlcviatians noiecf in Insp Repls 50 269/00 35, 50 2/0/00 15 & 
50 26//6{f 35Corrrclivo aclions addi ogiiipnienl ordered for use during ln‘ozo plug 
opr -ration 

ruc^KFRHO Duke Power Co 09/03/01 Doi umenl Control Orat^ch (Doturnent Con 
trot iTesk) 2pp 40H94 129 40894 110 

0902260 162 NHL Info Nolice 89 024 ‘ Nuclear Crittcalil/ Safety ’ sSvc list end 
CUNNINGHAM RE Division of Industrial & Medical Nuclear Safety (Post 070729) 
69/01/06 Consolidaleil Edison Co of Mow York Inc 96pp 4GrO() 262 40700 146 

8903010207 NRC Info Nolire 09 026 "Inslrumeni Air Supply lo Safely HeUiled Eguip 
moni Sve list end 

ROSSI, CE Division of Opercilional Events Assessment (Post 8/0411) 09/03/07 
Consolidaled Edison Co of Now York, Inc 105pp 40741 053 40741 150 

8903020165 NRC Info Notice B9 027, ‘Limilalions on Use of Waste Forms & High In 
loqrily Containers lor Disposal of Low Level RarJwasle ” Sve Nsl end 
GREEVE,S,J T Division of Low Lovol Waste Managonienl & Decommissioning (Post 
870413) 09/03/08 Consolidated Edison Co of New York Inc 117pp 40/98 114 
-16796 231 

8903220140 Oocumenis 8&W Owners Group 690224 Itr lo GE Rossi ro resj^onso lo 
portion of Uem l b of NRC Bulletin 08 011 Results of hounding fatiqiio annlysis ox 
peeled lo become available by 691031 

TUCKER H B Duke Power Co 89/03/09 Docurnoni Gonlrol Branch (Dociimont Con 
trot Desk) 2pp 49002 353 49002 354 

0903220411 Arivisos that audit lo resolve issues re IE Bulletin 79 27, '‘Loss of NonCfass 
IE (nslfumentalron A Control Power Sya During Operation ' will he hold on 890508* 
12 Documents needed include, singfe lino diagram of olecinc distnbiikon sys 
HOOD,DS ProiGct Dtrecloralo 11-3 89/03/09 TUCKER, H Q Duke Power Co 4pp 
49007 190 40007 193 


- 6902270390 Insp Ropls 50 269/09 02,50*270/0902 & 50 267/69 02 on 690109 
13 Violation noted Major areas inspected occupafronaf 

exposure ,3hip ping, iransportalion A folfowup previous inspector idenlified items 
SHORTRIDGE,R B» POTTER,J P Region 2, Ofc of the Director 89/02/17 lOpp 
40500 246 48506255 

3903130287 Summarizes 890210 enforcement conference rc inoperability of reactor 
bldg coofing unit dropoul plalos,por Insp Repis 50 2C9/68 35.5O-27O/B0 35 & 50 207/ 
88 35 Summary of onforccmenleonferDnco.aUondanco list & handoul end 
ERNS!,M L Region 2, Ofc of the Director 89/(52/22 TUCKEn,H B Duke Power Co 
19pp 40010 319 <10010337 

8902170112 NRC Info Notice 69 020, “Weld Faifures rn Pump of ByronJackson 
Design Sve list end 

ROSsLCE Division of Operational Events Assessment (Post 870411) 69/02/24 
Consofidated Edison Co of New Yo/K. Inc t06pp 48572 043 4BS72 146 

0903130210 Ack receipt of 080902 & 690131 firs informing NRC of steps taken lo cor- 
rect violalions noted in Insp Repts 30 269/88 13,50 270/88 13 d 50 267/00 13 
PEESLES.T A Region 2, Ofc of Iho Director 09/02/24 TUCKER.H B Duke Power 
Co Ip 48630 301-48630 301 

6903030142 Advises that incorporalion of ASME Codo Case N-401-1 inio inservico insp 
rograms af plants acceplabfo.per 6806 15 request Code Case N 401, "Eddy Current 
xam” a rev to code. Code Case N-40M found to bo technically equivalonl 
MATTHEWS D B Piojeci Direclorale If 3 89/02/25 TUCKER.H B Duke Power Co 
5pp 40716020 4671 6 024 

6902210351 SuppI 1 to NRC Into Nolice 60 073, ‘'Direclion Dopemient Leak Characler 
islics of Confainment Purge Valves ” Sve list end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 69/02/27 
Consolidaled Edison Co ol Now York, fnc I02pp 48509 001-40569 110 

6902210564 NRC Info Notico 89 021, "Changes in Porf-o-rmance Characlcristics of 
Molded Case Circuit Breakers “ Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 69/02/27 
Consolidated Edison Co of Now York, Inc 104pp 48576 032-48578 137 

0903140278 Forwards Insp Repis 50-269/89-04,50 270/89 04 & 50 287/89 04 on 
890123 27 No violations nolcd 

BELISLE,A, JULIAN, C A Region 2. Ofc of the Directof 89/02/28 TUCKER.H B 
Duke Power Co 2pp 48653 321-48853 336 

-0903140286 Insp Repis 50-269/09 04,50-270/89 04 6 50-287/09-04 on 000123- 
27 No violalions noted Major areas inspected fir© proteclion/provention program 
implemenlation WoaKnassos idenlifiecl in implementalion of fire proleclion 
WARD.O . OONLON.T Region 2, Ofc of the Director 69/02/24 14pn 


p/ogrann 
48653 323 


0903200187 Discusses fnsp Repis 50 269/88-34,50 270/80 34 & 50 207/86-34 on 
68 1 1 1 5 1 2 1 6 & forwards notice of viotalion W/o enci 

ERNST .ML. Region 2. Ofc of the Director 89/02/20 TUCKER.H B Duke Power Co 
3pp 40969 156 48969,158 

0903160481 Forwards Insp Repis 50-269/89 06,50-270/09-06 & 50 207/69 06 on 
690130 0203 No violations or deviations noted 

JULIAN, C A Region 2, Ofc of the Direclor 69/03/02 TUCKER.H B Duke Power Co 
2pp 40084 198-48884 208 


-8903160485 Insp Repis 50 269/89 06,50-270/09 06 & 50-287/09 06 on 890130- 
0203 No violations or devlalions noted Major areas inspected insorvicc msp 
a cl ivilies.in eluding review of NDE o rganiza lion, pro coduros 8 personnel records 
CARRION.RP . BLAKE.J J Region 2. Ofc of fhe Direclor 89/02/27 Opp 48604,200- 
46804 208 


0902270168 NRC Info Notice 89*022, "Questianable Certificalion of Fasteners ” Sve list 
end 

ROSSLCE Dwisfon of Operalional Events Assossmenl fPosl 870411) 89/03/03. 
Consolidated Edison Co a f New York, fnc lOSpp 40732001-48732106 

0902280104 NRC Jnfo Notice 89 023, "Environ Qualification ol Lilton Veam CIR Series 
Efeclrical Connectors Sve hsi end 

ROSSI, CE Division of Operalional Events Asses smonl {Post 870411) 09/03/03 
Consolidaled Edison Co of New York. Inc t06pp 40723 030 48723 143 


0903000372 NRC Info Notice 89 028, '‘Weight & Clr of Gravity Oiscrepnncios for Copes 
Vulcan Air Operated Valves " Sve fist end 

ROSSI.CE Division of Operetional Events Assossmont (Post 070411) 89/03/14 
Consolidated Edison Co of New York, Inc I07pp 48895 001-40895 100 

8903090021 NRC Info Nolico 89 020, "Polential Failure of ASEA Brown Boveri Circuil 
Breakers During Seismic Evonl " Sve Itsi end 

ROSSI CE Division of Operational Events Assessmonl (Post 870411) 09/03/15 
Consolidaled Edison Co of Now York. Inc 106pp 48070 053 48070 169 

0903090133 NRC Jnfo Notice 89 030, "ffigh Temp Environs at Nuclear Power Pianls" 
Sve fi5l end 

ROSSI CE Division of Opoffllio-nal Events Assessment (Post 0/0411) 09/03/15 
Consolidaled Edison Co or New York, fnc 106pp 40895 1 10 40805 215 

0903230103 Responds to viotahons noted in fnsp Ropts 50 269/09 02. 50 270/09 02 & 
50 289/89 02 CorrocUvo actions health physics procoduros will bo changed lo allow 
hoi spots to bo identifjod by individual labels on hot spots 

TUCKER.H 8 Duke Power Co 89/03/17 Docurnoni Control Branch (Dociimonl Con 
trol Desk) 3pp 49029 304 49029 306 

0903160427 NRC Info Nolico B9 031, ‘'Swelling & Cracking of Hafnium Control Rods " 
Sve list onci 

ROSSI.CE Division of Operelional Events Assessment (Post 870411) 09/03/22 
Consolidaled Edison Co of Now York, Inc 102pp 48906 001 48906 103 

0909170419 NRC Info Nolico 89 032, "Surveillance Testing of Low Temp Ovorprossuro 
Protection Sys " Sve list end 

ROSSI.CE Division of Opofational Events Assessment (Posl 070411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 48992 044 40992 147 


R. Porlodfc operatrng reports & related correspondence 

8S 03220057 "Semiannual Radioaclivo Effluonl Release & Solid Waste Disposal Repis 
for Jon Ooc 1909 ’■ W/690301 Ur 

TUCKER.H 8 Duke Power Co 60/12/31 49pp 48994 001-46994 049 

8902240389 Monthly Operating repts lor Jan 1909 for Oconee Nuclear Station Plant W/ 
890215 Ur 

WILLIAMS.RA, TUCKER.H S Duke Power Co 09/01/31 17j)p 46500 001- 

46560 01 7 ' ' 

8903220110 Monthly operating ropts for Fob 1909 for Oconee Nuclear Slalion Units 1,2 
8 3W/G90315i1r 

WILLIAMS.RA, TUCKER.H 0 Duke Power Co 09/02/20 17pp 49007 141* 

40007 158 


S, Reportable occurrences, LERs & related correspondence 

8902270350 LER 89 001 00 on 69011 7, discovered violation ol Tech Spec from uso ol 
procedure lo energize standby buses Caused by mgl & procedure dofictencios Power 
siinpty procedure revised W/8G02t6 Ur 

NORTKP J . TUCKER.H B Duke Power Co 89/03/16 9pp 46506 068 46586 076, 

8903090362 Responds lo 881215 Ur ro LER 50-269/86-13 concerning emergency 
backup power Hardware mod impfemenlalion currenKy planned for compfetion by end 
of next Unit 2 refueling outage 

TUCKER.H B Duke Power Co 89/03/01 Document Control Branch (Document Con- 
trol Desk) Ip 48709 358-48799 350 

8903170287 I ER 89 002 00 on 8902O3,Unit 2 main turbine tripped resulting in anticipa- 
tory reactor trip Caused by rngl deltdency & equipment failure Wiring corrected & su- 
pervisor counseled W/890306 Ik 

LOWERY.H R , TUCKER.H B Duke Power Co 89/03/06 9pp 48894 331 48094 330 

8903210003 Special repton 800302, discovered postulated failure of single relay (86TX} 
or single relay contact of relay 86CT1 which coufd result In trip signal lo breakers Et 
& Ea w/o swilching switchgear breakers Unit 1 brought to shutdown 
TUCKER.H 6 Duke Power Co 89/03/06 Document Control Branch (Document Con- 
trol Desk) 3pp, 40982 323-48G&2 326 
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8003170289 I EFl 003 00 on fl‘10a0b,mnin Uiibino tnppinl rcsul1tfU| in .intinpiilory rc* 
actor trip t'auso ot ovimii not (li'U'rmtnpd Inn'auso scunano was nol ii'pcialcililn Unit 
slahilizod at hot shutdown W/H'J0205 Hr 

LOWEHY.H n . TUCKtR,U B Dukv Power Co 89/03/07 6pp 411958 1G5 40051) 1‘J0 

8903230177 Informs that changes to emorgoncy powo? switching logic Tech JSpPc 3 7,lo 
resolve apparent conflicts identilioti in LER to bo svib milled by 890515 
TUCKER.H B Duke Power Co 09/03/15 Documenl Control Branch (Documonl Con 
Irol Desk) Ip 49023 024 49023 024 


V Operator Examinations 

8903220159 Gononc Ltr 89 03 to all power reactor licensees & applicants for OL re op 
orator licensing natf exam schoctufo Sve fist end 

VARGA, S A Assocmio Director for Projocls (Post 070411) 09/03/24 Consolidated 
Edison Co of Now York. Inc 54pp 49005 001*40005 056 


y. Dry Cask independent Spent Fuel Storage Irslallatlons 

8903020405 Provides add! Info ro ISFSI in form of safety analyses to allow transfer cask 
be fabricafed w/so!id neutron shioicl mail filling noutron shiofd cavity 
TUCKER, H 0 Duke Power Co 09/02/10 Documonl Control Branch (Document Con 
trolDdsk) I3pp 48669 282*40069 293 

B902230681 Forwards request (or add) info re 080331 submittal concerning ISFSI within 
45 (fays of Ilf date 

PASTIS.HN Pfo)ocl Directorate 11*3 89/02/15 TUCKER.HB Duke Power Co 3pp 
40570 208 48570 290 

8903070077 Confirms milestone schedule of remaining const activities required (o sup 
port spent fuel loading in Jan 1090 Requests conlinuoct advisomonl of status ot NRG 
review of tSFSt application 

TUCKER, H 0 Duke Power Co 09/02/21 Documonl Control Branch (Documont Con- 
trol Desk) 3pp 40763 040 40763 042 

8903210265 Requests review & approval of 090210 submittal as amend to forthcoming 
Oconeo ISFSt license Submittal contains supplemental safely analysis (or iSFSt Irans* 
fer cask incorporating alternative, solid noutron shield design 
TUCKER, H B Duke Power Co 89/03/00 Documonl Control Branch (Document CoO' 
Irol Desk) 2pp 40904 234 48904 236 
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F Security, medical, emergency & fire protection plans 

8903060403 Forwards Rev 18 to plant physical security plan Rev withheld 
L'ESPEfiANCE,D Vermont Yankee Nuclear power Corp 89/02/20 NRC - No De- 
tailed ACIiliation Given 2pp 4B767 232 40767 233 

8903160278 Revised E PI Ps .including Rev 7 to OP-3BOO, "Unusual Event " revised con- 
tact list & Rev 19 to OP*3504. "EmorgGney Communications " 

" Vermont Yankee Nuclear Power Corp 89/03/02 21 pp 48889 334 40889 354 

6903140236 Final response to FOIA requost for documonts Forwards App A 
documents App A documents also available in POR 

GRIMSLEY.DH Document Control Branch (Document Control Desk) 09/03/09 
HAWKINS.M ImpellCorp 2pp 40875 002-48075 083 

-8610130013 Informs o( headquarters particpation in listed exorcises w/ regions for 
1988*1989 

SPESSARD.RL Division of Operational Assessment (Post 870413), 88/09/23 
ALLAN, JM Region I.Ofc of the Director 2pp 40675 064 40875 085 


Q. Adjudicatory correspondence 

8903100216 Forwards for filmg.brlef of Vermont Yankee Nuclear Power Corp 
GAD.R.K Vermont Yankee Nuclear Power Corp GAD.RK Ropes & Gray /M89 

8219 00/02/27 Office of the Socrelary of the Commission Ip 40701 130- 
48701 160 

-8903100227 Brief of licGnsee.Vermont Yankeo Nuclear Power Corp* L8P-89 0B 
should bo reversed Certilicato of Sve end 

GAD.R K Vermont Yankee Nuclear Power Corp GAD,R K Ropes & Gray 09/02/27, 
Atomic Safety and Licensing Appeal Panol 29pp 4B701 131 46701 160 

6903100194 Memorandum of Vermont Yankee Nuclear Power Corp on extslenc© of any 
genuine & substantial question of (act re Conlonllon 1 * Facts established tooyond any 
genuine & substantial dispute demonstrate that contention invalid 
GAD,R K Vermont Yankeo Nuclear Power Corp QAD.RK Ropes & Gray //169 

8220 09/02/28 Atomic Safety and Licensing Appeal Panol Opp 48701 100 
48701 129 

-8903100203 Sworn testimony of DA Reld.JT MGrron,JK Thayor.CH Hansen & PA Bor* 
geron submitted by Vermont Yankee Nudear Power Corp per 10CFR2 It t3(a) * Cor* 
tl fie ate of Sve end 

REID.D A , HERRON, J T Vermont Yankee Nuclear Power Corp THAYER, J K Yankeo 
Atomic Eleclric Co 80/02/28 31pp 4B701 109 48701 129 

8903100338 Memorandum & order * Informs that though Commission accepts recent 
brief that does not comply w/ Commission rules of practice, any (uluro nonconforming 
documents will be rejected Served on 890301 Certificate of Sve end 
TOMPKINS, BA Atomic Safety and Licensing Appeal Panel //189 B203 09/02/28 
Office of the General Counsel Opp 48701:235 40701 237 

6903100277 Forwards NRC testimony in (orm of unexecuted affidavit on which NBC will 
rely in oral argument on New England Coalition on Nuclear Pollution contontion 
scheduled for 890322-23 Certificate of Sve end 

HODGDON.AP Assistant General Counsel lor Hearirigs /ftBQ 82te 89/03/01 
aECHHOEFER,C , CARPENTER,J H , BRIGHT.G O Alomic Saloty and Licensing 
Board Panel Opp 48702 034-48702 041 


8903170080 Forwards Now Fnqiand Coalition on Nuclear Pollution (NECNP) brief & 
summary of rdovanl (acts on which NECNP intends to rely oral argumoni on Canlen 
lion 1 & D Oridtintiaugh & S Shotly affidavil 

CURRAN D New Ffigland Coalition on Nuclear Pollulion CURRAN.D Harmon, Curran 
& Tousley //189 8243 89/03/01 13ECHHOEFER,C , IINENDERQER.G , 

CARPENTER.J f f Atomic Saloty nnd Licensinq Board Panel Grip 40B11 236- 
40012 f)07 

-B9031700B7 Now England Coalition on Nuclear Poliulion (NECNP) brief & summary of 
rotcvanl facts & argumonis on which NECNP intends to roly at oral argumoni on Con- 
tontior^ t " Suppofling documenlallon end 

FERSTER, A C, CURRAN.D. TOUSLEY.DR Now England Coalition on Nuclear Pollu- 
liofi 69/03/01 Atomic Saloty and ItConsing Board Panel 2lpp 48011241- 
48811 20t 

-89'03170095 Alfidavil of DG Qridenbaugh & SC Sholly * Discusses spent fuel pool 
expansion Supporting documentation end 

BniDENDAUGH.D. SHOLLY, S C Now England Codtiiion on Nuclear Pollution 
BBIDENBAUGM.D MHB Technical Associates 09/03/01 lOOpp 48611 262- 
48012 097 

6903170059 Forwards signature page to Qridonhaunh/Sholly allidavit served w/New 
England Coalition on Nuclear Pollution (NECNP) briof & summary of relevanl facts & 
argumonts on which NECNP intends to roly at oral argumoni on Conlanlion 1 
CURRAN.D New England Coalition on Nuclear Pollution CURRAN.D Harmon, Curran 
& Tousloy //169 0242 09/03/02 JULIAN, E Dockoling & Sorvicoa Branch 2pp 
40012 1 79 46012 1 80 

6Q0<322O244 NRC Staff motion for oxionsion of timo in which to file brief on appeal & 
NRC Staff brio( on roconsidoration severe aeddont ruling * CortiFicato of Sve end 
HODGOON.AP Assistant General Counsol for Hoarlngs //100 0269 80/03/08 
Atomic Safoty and Licensing Board Panol 27pp 40872 001*40872 027 

8903170060 NflC Staff motion for extonsion of lime In which to filo bnol on appeal ‘ 
Cerlificnto o( Sve end Granlotf tor Appeal Board on 090300 

* Assistant Genorat Counsel (or Hearrngs ^189 8260 09/03/09 Atomic Safoly and 
Licensing Appeal Pane! 3pp 48811 099 40011 lOt 

6903170108 Order* NRC Staff 090309 motion (or addl roliof granted Timo for filing 
joint briof of Now England Coalltlor^ on Nuclear Pollution & commonwoallh oxlorded 
to 090330 Certilicato of Sve end Served on 090310 

FtAG)NS,G G Atomic Safety and Licensing Appeal Panol >^109 6252 80/03/09 
Office of the General Counsel 3pp 48811 073 4881 1 075 

6003220197 Motion for addl relief * Duo lo oversIghLNRC counsel failed to (ilo brief so 
that oihor parties would receive bnol on dato (ilcd Requests that Appeal Board accept 
brief Gorroctod briof.molion & Corlificato of Sve end, 

FIODGDON.AP Assistant Goncrai Counsel for Hearings //tflO 0270 09/03/09 
Atomic Safety and Licensing Appeal Panel 4pp, 40072 020 40872 058 

-B903220208 NRC Staff motion for extension of time In which to file briof on appoal * 
Requests that Appeal Beard extend lime (or filing brief by 1 day unlil 890300 & accept 
brief fded Iterowith, 

HOOGDON.AP Assistant General Counsol for Hearings 89/03/08 Atomic Safoly 
and Uconsing Appoal Panel 2pp 48872 032 40872 033 

-0903220219 NRC Staff brief on reconsideration of sevora accident ruling * Staff urges 
Appeal Board to take referral & to rovorse LBP'BD 08 Cerlificato of Sve onci 
HODGDON.AP Assistant Genera) Counsel for Hearings 80/03/08 Atomic Safoly 
and Licensing Appeal Panol 25pp 48872 034 46872 058 

0903290189 Fenwards J KucJrick oxeculod affidavit & prof qualifications 
HODGDON.AP Assistant General Counsol for Hoarlnos #189 0340 09/03/10 
BECHMOEFER.C , LINENQERGER.G . CARPENTER.J H Atomic Safety and Uconsing 
Board Panel ip 46999 137 40999 145 

-0903290206 AffKfavit of J Kudrick on behalf of NRC Slall ro New England Coalilioh on 
Nuclear Pollution Contention 1 * W/Cortiflcato o1 Sve 

KUOniCKJ Office of the General Counsel KUDRICK, J Plant Systems Branch 89/ 
03/10 Opp 48900 138 48990 145 

8903238061 NRC Staff response lo Now England Ce&litlen on Nuclear Pollution third 
set of intofiogaiories & request lor production of documents lo NRC Staff on Staff 
environ aasossmonl 8. finding of no, .* nolalod correspondence 
JEHLE.P, Assistant General Counsol for Hearings //!00 0311 09/03/14 Now Eng 
land Coatilion Oh Nuclear Pollution 28pp 40088.200 40888 31 4 

-8903230069 Aflldavil of PC Slurz * Advises that affiant provided responses lo Intorrog 
atones 2a i & 15 Related corrospondonce 

STURZ.F C OflLco 0l the General Counsol STURZ.F C, Fuel Cycle Safety Branch 
69/03/ 14 tp 48008 308 48886 308 

-8903230072 Affidavit of MB Fairtiio * Advises limt affiant provided roaponso to Inlor- 
rogatory 5 W/prof qualilicalions & Cortillcale of Sve Rolaled corrospondonca 
FAIRTluE.MB Office of the General Counsel FAIRTILE.MB Projecl Dirociorato I 3 
09/03/14 Gpp 40800 309 40888 314 

9903290213 NRC Staff response to Now England Coalition on Nuclear PolMior^ second 
sot of intorrogaionea & request for production of documenta lo NRC Stoff on NRC 
environ impact spent fuel pool expansion * Rolatod correspondence 
JEHLE.P, A Assistant General Counsol for Hearings #180 0340 80/03/16 Now Eng 
land CoDllllon on Nur^loar Pollution 25pp 48099 031*40990 064 

-B90329D219 Affidavit ol MA Lamastra * Advises that affiant provided rosponses to 1n- 
terronatorios 1*14,1 7c, 17d & 18 Rolatod corrospondenco 

LAMASTftA.M A Office of the General Counsol LAMASTRA.M A Division of Indualn 
a1 S, Modical Nuclear Safety (Post 870720) 89/03/06 tp 40900 056*48999 056, 

>-6903290226 Affidavit of JL Minns ' Advises that affiant provided enswoia to listed 
inlorfognlarios Relafod correspondence 

MINNS.J L Oil ice of the Genorat Counsol MINNS, J L Radiation Protection Branch 
89/03/16 tp 48990057*48999 057 

-8963290230 Affidavit ol MB Fairiiio * Advises that alfmnt provided response to Inter* 
rogatory 16,W/ Corlificato ol Sve Related corrospondonce 

FAIRTILE.MB Office of Iho General Counsol FAIR TILE, MS Projoct Director ato I 3, 
80/03/10 7pp 40099 056.40999 064 
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0903230247 Siale of VT briof & arQumcnt in rospomliiifl & tn opposition lo mrmoran 
dum of Verrronl Yankee NticJear Power Corp on ewalonce of any gontiino & subslan 
tial question of fact ro Conte ration t * Cer lilicalo of Svc end 

PRESS.SH Vermonl, State ol #189 8302 89/03/17 Alomic Safety and Lccensinq 
Board Panel 1«lpp 48BB8 072--ve888 085 

0903230145 New England Coalition on Nuclear Pollulion (NECNP) motion Id strike Dr,m 
altefnalive.NECNP reply lo applicant & NflC Slaff tostimony re NECNP ComerMion 1 * 
AppbeanI 090228 direct leslimony should be slnckon W/Cerlifjcat© of Svc 
FERSTERA, TOUSLEY,DR New Engtand Coalilion on Nuclear Polfulion 
FERSTER.A Harmon, Curran & Tousley #169 0322 89/03/20 Atomic Safely and 
Licensing Hoard Panel 12pp 48888 189 40006 200 

0903230201 Forward's une^cecuted responses hy J Kudrick for NRC to Biidonbaugh/ 
Sbolly 690301 affidavit upon wliicb NRC will rely in oral argument on New England 
Coalilion on Nuclear Pollution conlentionW/Certificateof Svc 
HODGDON.A P Assistant General Counsel <or Hearings #18B 6325 89/03/20 
BECHHOEFER.C. CARPENTER. J H , LfNENBERGER.G Atomic Safety and Licensing 
Board Panel 6pp 48888 109 46888 1 14 

0903290131 Vermonl Yankee Nuctear Power Corp motion to slnko Stale of VT so 
called rebuttal leslimony ' Testimony of wilness WK Sborman should ho slricker^ for 
fa3lufe fo comply w/Boa»d 090112 order 

GAD.RK Vermont Yankee Nuclear Power Corp GAO.RK Ropes & Gray #189 
8350 89/03/20. Alomic Safely and Licensing Board Panel 3pp 49001 090 
45001 114 


.0903290138 Vermont Yankee Nuclear Power Corp requested findings of fact & rulings 
of law * Requests Board to dispose of contested proceeding re Contention t. 

GAD.RK Vermont Yankee Nuclear Power Corp GAD.R K Ropes & Gray 09/03/20 
Bpp 49001 093 49001 114 

•8903290154 Sworn written rebuttal testimony of DA Reid.JT Herron, JK Thayer .CH 
Hansen & PA Bergeron siibmilted by Vermonl Yankee Nuclear Power Corp per 
10CFR2 1 1 t3(a) * Board should approve license amorvd Cortificate of Svc onci 
REID. DA , HERRON,JT . THAYER.J K Vermont Yankee Nuclear Power Corp 89/03/ 
20 14pp 49001.101-49001 114 


0 Inspection reports. IE Bulletins & correspondence 


8902170112 NRC Into Notice BD 020, ’ Weld Failures in Pump ol Byron-Jackson 
Design “ Svc lisl end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/02/24 
Consolidated Edison Co of New York, Inc I06pp 48572 043 48572 148 

6902210351 Suppi 1 lo NRG Info Notice 08 073, " Direction- Dependent Leak Character- 
istics of Containment Purge Valves Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 09/02/27 
Consolidated Edison Co or Now York, Inc 102pp 48589 001 48589 1 10 

8982210564 NRC Info Nolice 89 021, "Changes In Performance Characteristics of 
Molded Case Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 69/02/27, 
Consoltdalod Edison Co of New York, Inc 104pp 48578 032 48570 137 

8902270166 NRG Info Nolice 89 022, "Questionable Certification of Fasteners " Svc fist 
end 

ROSSI.CE Division of Operational Events Assessment {Post 870411] 69/03/03 
Consolidated Edison Co of New York, Inc 105pp 48732 001 48732 106 

8902280104 NRC Info Notice 09 023. "Environ Qualification of Lillon-Veam CIR Series 
Electrical Connectors ” Svc fist oncI 

ROSSI.CE, Division of Operational Events Assessment {Post 870411) 89/03/03 
Consolidated Edison Co of Now York, fne, lOBpp 48723 038-48723 143 

8902200162 NRC Info Nolice B9 024, "Nuclear Crilicalily Safety" Svc lisl end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety {Poal 070729) 
89/03/06 Consolidated Edison Co of New York, fnc 96pp 48700 262-40700 346 

8903140583 Responds to Suppi 1 to NRC Bulletin 68 007 ra requirement for ficensees 
lo lake certain actions to ensure that safety limit for plant min critical power ratio not 
violated for BWRs 

MURPHY,WP Vermonl Yankee Nuclear Power Corp 89/03/06 Document Control 
Branch fOocumonl Control Desk) 4pp 40633 319 48033,322 


H. General correspondence 


8903080252 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants Ulil endorses comments filed by NUMARC & Nuclear iJli! Backfilling & 
Reform Group RlIq fails lo provide basis for clelermining effecfjvo maml program 
EDWARDS, OW Yankee Atomic Efectric Co 89/02/27 Docketing & Sen/ices Branch 
app 48745320 4B74 5 322 


J. Insurance A Indemnity Inlormatlon 


6903200192 Advises that util maintains fisted nuclear properly msurance.consislent w/ 
provisfionsof 10CFR5054(w)(2) 

PEARSON.JT Vermonl Yankee Nuclear Power Corp 09/03/14 Document Control 
Branch (Document Control Desk) Ip 48971 115-48971 115 


P, Operating license stage documents A. correspondence 


8903010160 Forwards response lo Generic Llr 88 14, "Instrument Air Supply Sys Prob 
ferns Alfeclmg Safely-Related Equipment" Weekly tests conducted lo ensure that 
diesel generator compressors start upon reduction of air pressure in tanks 
MURPHY, W P Vermont Yankee Nuclear Power Corp 89/02/16. Document Control 
Branch {Documani Control Desk) I3pp 48653 299-46653 31 1 


8903010207 NRC Info Nolice 09 026, "Inslrumenl Air Supply to Safoty Rolatod Equip 
mont " Svc list end 

ROSSI.CE Division of Operational Events Assessment {Post 870411) 09/03/07 
Consolidated Edison Co of New York, Inc 105pp 48741 053-40741 150 

8903020165 NRC Info Nolice 80 027, "Limitations on Use of Waslo Forms & High In- 
tegrity Conlainers for Disposal of Low Lovol Radwasle " Svc list end 
QREEVES.J T Division of Low Level Waste Management S Decommissioning {Post 
870413) 89/03/08 Consolidated Edison Co of Now York, Inc 117pp 40798 114- 
48798 231 


8903080372 NRC fnfo Nollco B9 028, "Weight A Clr of Gravity Discropanclos for Copes 
Vulcan Air Operated Valves " Svc list encT 

ROSSI.CE Division of Operational Events Assossmenl (Post 870411) 89/03/14 
Consoridaled Edison Co of Now York, Inc 107pp 48895 001 40896 109. 

8903090021 NRC Info Notice 89 029, "Polontlal Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 48870 053-48070 189 

8903090133 NRC Info Notice 89 030, "High Temp Environs al Nuclear Power Plants" 
Svc list end 

ROSSI.CE Division of Oporalional Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co. of Now York, Inc 106pp 49895 1 10 40095 215 


6903080075 Forwards Amend 109 to License DPH-2B A safety evetualfon Amend 
changes Tech Specs to permit us© of revised fuel cladding integrity safely limit for use 
m calculating critical power opo rating limits 

FAIRTILE.M B Project Direclorete T 3 89/02/27 CAPSTICK.R W Vermont Yankee 
Nuclear Power Corp 5pp 48738 147 48738*15’9 

‘-890 3060079 Amend 109 lo License DPR-28,changing Tech Specs to permit use of re- 
vised luel cladding integnly safely limit for use in cafculaling cnifeal powci opcralino 
limits 

WESSMAN.RH Project Directorate 1-3 89/02/27 Spp 48739162 40738156 

-8903060080 Safety evaluation supporting Amend 10B lo License DPR 28 
♦ Office of Nuclear Reader Regulation, Director (Post 670411) 89/02/27 3 do. 
48738 157-48738 159 ' 

0903090337 Informs of util plans lo modify approved reload analysis melhodolony Id 
make use of one dimensional kinetics oplion in RETRAN 02 lo analyze licensinn basis 
pressurization Iranslenls ' " 

CAPSTICK.R W Vermonl Yankee Nuclear Power Corp 69/02/27 Documenl Conlrol 
Branch {Document Control Desk) 4pp 48800 211 48000 214 

8903130444 AcK receipt of 890209 llr commenting on util 6902C2 submillal proposing 
Tech Specs change dealing w/ lea ting of primary conlamment Isolation valves, Slate of 
VI commems will be considered In review pi proposed change 

STERZm(fER.G. V«n««l, Slate ol 

CAPSTK)K,RW VanaonI Yaokoo 

^*^/®** holders of OLs & CPs for nuclear power reactors re 
^ improve detection of counlerfeil & fraudulently markeledVoducls Svc lisl 

VARGA^A Associate Director for Projecls (Post 870411) 00/03/21 Consolidated 
EdisortCp ol New York, Inc 57pp 48960001 46960 057 


6903160427 NRC Info Notice 89-031, "Swellmg & Cracking of Hafnium Control Rods " 
Svc list end 

ROSSI.CE Division of Operalior)al Events Assessment {Post 670411) 89/03/22 
Consolidalad Edison Ce of Now York, Inc 102pp 48986 001-48966103 

8903170419 NRC Info Notice 09 032, "Surveillance Tesling of Low Temp Overpressure 
Protection Sys " Svc fist onef 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/03/23, 
Consolidated Edison Co of New York, Inc 104pp 48992 044 48902 147 


R, Periodic operating reports & related correspondence 


8903020422 "Vermonl Yankee Nuclear Power Corp, Personnel & Man-Rem By Work & 
Duly Function Final End of-Yr Repl for 1988." W/890224 llr 
CAPSTJCK.RW. Vermont Yankee Nuclear Power Corp. 88/12/31 2pp 48673 237- 
48673 238 


8903030493 "Vermonl Yankee Personnel Monitoring Repl - Final End of Year Root for 
1988 " W/890224 llr 

CAPSTICK.R W. Vermont Yankee Nuclear Power Corp 88/12/31 2pp 48693 357- 
48693 358 

8903090399 "Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quar- 
ters, 1988," W/890301 llr 

CAPSTICK,RW, Vermont Yankee Nuefear Power Corp 08/12/31 30pp. 48799.001- 

i^SlTOQ riQi ’ 


8903100419 "Vermont Yankee 1988 Annual Operating Repl" W/B90301 Hr 
CAPSTICK.R W. Vermont Yankee Nuclear Power Corp. 86/12/31 IGpp 48803,241- 


8903150258 Monlhly operating repl for Feb 1988 for Vermont Yankee Nuclear Power 
Plant W/8903 10 llr, 

WALLIN, GA„ MURPHY.WP, Vermont Yankee Nuclear Power Corp 69/02/28, 6pp 

48871 PR7,dAA71 PftO 
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S. noportnblo occurrences, LEfts & related correspondence 

niQiir^lina bolls on Limilorciue oooralnrs A 

U oToYill'o “'-L.w Hep, on 

° r St v' cvsssss; 

pp? I PTico^i'n’ Sonsor/converler replaced W/890227 llr 

40700 357 Vermont Yankee Nuclear Power Corp 89/02/27 App 48709 354- 

2L°^ OH 12 Undiscovered that ponolration of roaclor bldg wesi 
^.vi. barrier was not lire rated assomblv Inadoouate analvsis cauRn ni 

cT?rl!rV?}' walch Imonodiaiely oalablishod W/890301 llr 
4074^8 351 ^ Vermont Yar^koo Nuclonr Power Corp 09/03/01 5pp 48740 347- 

declared due to loss of reaclor water 
l^el f70(jfnnln^ on OflO^OO Couseef when RHR toop pump suction valve A stroked 
returned to normal usmgXRD sys pump 

40093 2 ^ 1 ’ Region t, Ofc of lf\o Director 89/03/10 ip 4BB93 221- 

0903240046 Spoclol ropi U slab source found to bo leaking contamination durina semi 
source leak tost Caused by break down of adhesive that hot§ mylar 
f removed from sve & deconnod & resoaled w/new covering 
n.i'ihiS, ^ V^ormonl Yankee Nuclear Power Corp 09/03/14 Document Control 
Orancli (Documonl Control Desk) 2pp 49044 278 49044 279 

09 007 00 on 890210 17 & 0305 & 07,while performimo typo c leak 
L ?£! valwa found (o have seat (eakage OKceodmg 10CRffio,App J 

I?t3 undotormlnod. Valves will be repaired & loslod W/890316 lit 

P Vermont Yankee Nuclear Power Corp 69/03/16 6pp- 49022 320- 

h? 090213, sliock suppressor MS 35 on mam steam piping 

found w/no visile JIuld In sight glass & failed to lockup when tested Caused by rod 
Snubber di8a5aemblod,fobulll & rolnslallod W/590315 llr 
^^LLETIERJP Vermont Yankoo Nuclear Power Corp 80/03/15 3pp 49032 074- 
^UD34 i»070 

6903230161 LER OO ptOOOon 8002 17, discovered that previous monih diesel fuel oil 
sample not soni off silo for acldl analysis Caused by inadequate interim controls & 
training Survsilianco lost list revlsod W/890315 llr 
P Vermont Yankee Nuclear Power Corp 89/03/15 4pp 49032 059 * 


49032 062 


8903230372 LER 80 006 00 on 8902 14, Group lit primary conlammeni isolation sys & 
standby gas u oatment ays inlUallon occurred Caused by high radiation signal from re 
[upllng momiar when sloam dryer moved W/Q003t5 Ur 

^ Vermont Yankee Nuclear Power Corp 89/03/15 4pp 49029 054* 


8003240041 LER 00 01 1-00 on 890220.Group III primary containment Isolation sys & 
Btandby gas trealmont sys Initiation occurred Caused by high radiation signal when 
local power range monitor came close to surface of waler,W/890315 Ur. 

PELLETIER,J P. Vormonl Yankoo Nuclear Power Corp 89/03/16. 4pp 49038 199- 
49038 202. 


T. Hearing transcripts on non-entltrusl matters 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 

^^?SF?6i?n^^VpiD inVl!'c®D^ Emergency Plan Ad mi ms Ira live Procedure EPIP- 
m Alitn » & Rev 13 to JahJe of conlenis 

48578 2^60 465^8 330®^^^ ^ ^ 89/02/17 7tpp 

^^THnSInM^r'' p.!?i.nT 204S, "Ernergency Response Calloul/ Personnel Recall " 
48^2 328 40982357 ^ 89/03/06 37pp 


H. General correspondence 

Comnienl supporling proposed rule 10CFR50 re ensuring effectiveness of 
mainl programs for nuefear power plants, extension of NRC authority to BOP portion 
adequate protection std of backfit rule 

& Gas Co of New Jersey 89/02/24 
LhlLK,5 J Olfice of the Secretary of the Commission 8pp 48745 210 - 4&745 217- 

I. Financial inlormallon 

*^ 0 ';watds 1988 stockholders annual repls of each owner of facility & 1989 
slslemenls.p« ms amands to Paca-Andorson Act 
MILTENBEHGEH.S Public Service Eleclnt 8 Gas Co q( New Jersey 89/03/14 Ooc 
ument Control Branch (Document Control Desk) I4pp 49001 246 49002 1 10 

J. Insurance & indemnity Information 

6"?0'?0™n>s lo listed NELIA « MAELU policies & certificates 
OCONNOR.DJ Marsh & McLennan, Inc 89/01/13 DINITZJ Office of Nuclear Reac- 
lor Regulation, Director (Post 870411) 125pp 48585 055 48585 179 


P. Operaijng license stage documents 4 correspondence 

8902280430 Forwards comments on specittc questions re policy statement on exemp 
[tons from regulatory control published in FR on 881212 Util believes sliding scale of 
benefit approach should be used re radiation exposure 

MlLTENBtRGER.S Public Service Electric & Gas Co of New Jersey 89/02/09 
Docketing &. Services Branch 4pp 48633 170 48633 173 

8903020136 Returns 680808 proposed Tech Specs Change LCR 88 06 because ex ten 
slve mods necessary before approval can be granted 

6UTLER,W,R Project Directorate t-2 89/02/15 MILTENBERGER.S. Public Service 
Electric & Gas Co of New Jersey 3pp 48674 170 48674 214 

8902230441 Responds to J Slone 690202 request for addi into re 881231 License 
Change Request 88 15,concerning redefinition of “fully withdrawn" from 220 steps 
Withdrawn to range from 222 lo 22B steps withdrawn 

MlLTENBERGER.S Public Service Electric & Gas Go of New Jersey 89/02/16 Doc- 
ument Control Branch (Oocumant Control Desk) 2pp 48569 340-46569 341 

8903270345 Notification of 890313 meeting w/C-E in Rockville,MD to discuss results of 
Salem project S licensing of future C-E projects 

NEWBERRY, S Instrumentation & Control Systems Branch 89/02/23 THADANI.A C 
Assistant Director for Systems 2pp 49158 273 49158274 


8903 100 194 Momorandum of Vermont Yankee Nuclear Power Corp on existence of any 
gonulno & substantia) question of fact ro Contention 1 * Facts ostablished beyond any 
genuino & substantial dispute demonstrate that contention invalid 
QAD.R.K, Vormonl Yankee Nuclear Power Corp GAD.RK. Ropes & Gray. #189 
8220. 88/02/26. Alonnic Safety and Lfconsing Appeal Panel gpp 48^1.100- 
48701 120 

-8903100203 Sworn leslimony of DA Reld.JT Horron.JK Thayer ,CH Hansen & PA Ber- 
geron submitted by Vermont Yankoo Nuclear Power Corp per 10CFR2 1113(a) * Cor* 
tilieato of Bve end 

REIDtD A , HERRON, J.T Vermont Yankee Nuclear Power Corp, THAVER,J K Yankee 
Atomic Electric Co 80 / 02/28 21 pp 46701 109 40701 129 

8903230271 Sworn tosllmony of WK Shorman.nuclear engineer, Stale of VT. In opposi- 
tion to lostimony of PA Reid.et at,Vermonl Yankee Nuclear Power Corp.submitted per 
10CFR2 1 1 13(a).* Corldicate of Svc end Related correspondence 
SHERMAN, WK. Vermont, State of #189 6304 89/03/17 20pp 48686*022- 
48686 041 

8903290131 Vermont Yankee Nuclear Power Corp motion lo slriko State of VT so- 
called rebuttal testimony * Tosllmony of witness WK Sherman should be stricken for 
faifuro fo comply w/Board 880f f2 order 

QAD,R K Vormonl Yankoo Nuclear Power Corp GAD.R K Ropes & Gray #189 
6360 00/03/20. Atomic Safety and Licensing Board Panel. 3pp 49001 090 
49001 JH 

-8903200154 Sworn written rebuttal leslimony of DA Roid.JT Harron, JK Thayer.CH 
Hansen & PA Bergeron submitted by Vermont Yankee Nuclear Power Corp per 
10CFR2 1 1 13(e) ' Board should approve license amend Certificate of Svc end 
REID.O A . HERRON,J T , THAYER,J K Vermont Yankee Nuclear Power Corp 89/03/ 
20 14pp 49001. 1Q1-4000in 14 


V. Operator Exan>1natlonB 

8903220169 Generic Ltr 89-03 to all power reactor licensees $ applicants lor OL re op 
erator licensing nail exam schedule Svc list end 

VARGA.SA. Associate Director (or Projects (Post B70411) 09/03/24 Consolidated 
Edison Co of New York, Ino 54pp 49005 001-40005 058 


8903130453 Summary of 890222 conference call w/util re NRC B90104 request for addI 
Info corweming NUREG-OZS/.flem 11 D 1 

STONE, JC Project Directorate 12 89/03/02 NRC No Detailed Affiliation Given 
3pp. 48950 887-48950 089 

0903140493 Forwards revised Tech Spec pages for inclusion in license Change Re- 
quest 68 02, did 88091 2, per J Stone request 

MlLTENBERGER.S Public Service Electric & Gaa Co of New Jersey 89/03/03 Doc* 
ument Control Branch (Document Control Desk) 2pp 4B857 067-48657 129 

-8903140570 Proposed Tech Spec pages for inclusion in License Change Request 6B- 
02, did 880912 

* Public Service Electric S Gas Co of New Jersey 89/03/03. 41pp 48857 069- 
48857 129 

8903150214 Documents 890202 telcon re License Change Request 68 11 on RHR auto 
doswG tnfefJock ctefefton 

MlLTENBERGER.S Public Service Electric & Gas Co ol New Jersey 89/03/03 Doc- 
ument Cor\trol Branch (Document Control Desk) 3pp 48859 1 16-48859 118 

8903140290 Discusses util 681230 application for amends to Licenses DPR'70 & DPR- 
75.*ncorporatmg new fuel design VANTAGE 5 Hybrid Total Zircalloy-4 mass used in 
core grill warrants evaluation before NSHC determination rendered 
TOS(?H,K New Jersey, Stale of. 89/03/06 Document Control Branch (Document 
Control Desk) Ip 48834 056 48834 056 

6903140102 Notification of 890314 meeting w/uli( in Rockvilfe.MD to discuss application 
of Generic Llr 87-09, “Sections 3 0 & 4 0 of STS on Applicability of Limiting Condl- 
tona for Operaifon A Surverffarree Requrremenfs “ 

STONE, J C Project Directorate 1-2 89/03/07 BUTLER, W R Protect Directorate 1-2 
3pp 48BSB 180 48658 182. 

0903200368 Forwards safety evaluation supporting licensee response to Generic Ltr 83- 
28,Uem 4 5 2, “Reactor Trip Sys Reliability, On-Line Testing ” 

STONE. JC Project Directorate 1-2 89/03/10 MlLTENBERGER.S Public Seivice 
Electric & Gaa Co ol New Jersey 3pp 48970311-46970 314 

-8903200373 Safely evaluation accepting util 830722 response to Generic Llr 83- 
28,1tem 4 6 2 re reactor trip sys reliabilUy. on-line testing 

* NRC - No Detailed Affiliation Given 89/03/10 tp 48970 314-48970 314 
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8903 160296 ( u rti’rii' t Ir m 0«^ lo dl\ holders of OLs & CPs foi nuclt’dr powo/ reactors ro 
fUlK’*ris lo iNi|novt* clotOi^lron of coiintorfcit & frauduloiilly mnrkpU’^d products Svc fist 

niil 

VARtlASA A *> so c it^l c- Oifpctor lor Projects tPost 67041 1) 09/03/21 Consolidated 
t iftson Ci> of Npsv YorJs Inc 57pp 489B0 001 4Q960 057 


Q Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info NoKce 09 020 Wold Failures in Pump ol Byron Jackson 
Design Rvr list oriel 

ROSSI CF Division of Oporalional Events Assessment (Post B7041I) 69/02/24 
Consolidated Edison Go of New York, Inc 106pp 40572 043-4B572 140 

0902210351 Stjppi 1 to NRC Info Notice 06-073, "OirocUon Dependent leak Character 
islics of Contain ment Puroe Valves " Svc list end 

ROSSI CE Division ol Operational Events Assessment (Post 670411) 6-9/02/27 
Consclidaled Edison Co of New York, Inc 102pp 40589 001-40509 ItO 

8902210564 NRC Info Nolico 69 021^ "Changes in Performance Characlenstics of 
Molded Case Circtiil Breakers " Svc list end 

ROSSI CE Division ol Operational Events Assessment (Post 670411) 89/02/27 
Consalidaled Edison Co of New York, Inc 104pp 40576 032-40576137 

8902270156 NRC (nlo Nolice 89-022, "Ques I tenable Cerlificalcon of Fasteners” Svc list 
end 

ROSSI, CE DivJSion of Operational Events Assessment (Post 670411) 69/03/03 
Consolidated Edison Co ol Now York, (nc 105pp 48732 001-40732106 

0902280104 NRC Info Notice 89 023, "Environ Qualiltcalion of Litton Veam CIR Sertos 
Electrical Cohnedors " Svc list end 

ROSSICE Division of Operational Events Assessment (Post B70411) 69/03/03 
Consolidated Cdison Co of New York, Inc 106 pp 48723 038-40723 143 

8903140641 Responds lo NRC 8901 16 Hr re concerns nolod in Insp Hepis 50 272/89 
80 & 50 31 1/68 60 In house INPO type observalton & enginoering assurance process 
to fdontily & evaluate patterns indicating need for add! mgt altenteon initiated 
MILTGNaERGER.S Public Service Electric & Gas Co of Now Jersey 89/03/03 Doc 
umeni Control Branch (Docum on I Control Desk) 3pp 48633 334-48633 336 

8902280162 NRC Info Notice 09 024, "Nucloar Criticality Safety,'^ Svc list onct 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
89/03/06 Consohdalod Edison Co of New York. Inc 96pp 40700 252 48700 346 

8903150231 Rcguosls allernate schedule for responding to Action 1 b of NRC Bulletin 
89 011 ic pressunzer surge line thermal siratificalion Wes ling house Owners Group 
effort to resolvo issue from generic slandpoml pined. 

LA0RUNA.& Public Service Electric & Gas Co of New Jersey 89/03/(36 Documont 
Control Branch (Document Control Desk) 6pp 40871 346 40071 351 

8903610207 NRC Info Notico 69 026. "Instrumanl Air Supply lo Safely Related Equip 
menl ’ Svc list end 

nOSSI.CE Division of Oparafional Events Assessment (Post 070411) 89/03/07 
Consolidated Edison Co -of New York, Inc 105pp 4S741 053-48741 150 

8903020166 NRC fnfo Notice 09 027. "Limiletions on Use of Waslo Forms & High In 
legrily Conlainers for Disposal of Low Level Radwasle” Svc list oncl. 

GREEVESJ T Division of low Leve^ Waste Management & Decommissioning (Post 
B70413) 69/03/GD Consolidated Edison Co of New York, Inc 117pp 48790114- 
40798 231 

890321 0136 Responds to NRC D90206 Hr re violations noted In Insp Repls SO 272/88 

24 & 50-31 1/88 27 Corrective actions spill ad fuol oil cleaned, emergency diesel gener- 
ator returned to svc & individuals involved counseled 

LABRUNA,S Public Service Efeclrlc & Gas Co of New Jersey 89/03/10 Document 
Conirol Branch (Document Conirol Desk) 5pp 48D85 043-48935 947 

8903210178 Responds to NRC 890208 Hr re violations noteil In Insp Repta 50 272/88 

25 & 50 31 1/88 25 Corrective actions radiation protection supervisors Involved w/ 
steam gGnorators counseled on strict compUanco w/radialion permits & requiremenls. 
LABRLIilA,S PubPic Service Electric & Gas Co of New Jersey 89/03/10 Document 
Control Branch (Document Control Desk) 5pp 48986 083-40985 067 

8903090372 NRC Info Notice 89-028, '‘Weight CIr of Gravity Discwpanciea tor Copes 
Vulcan Air Operated Valves " Svc list encT 

ROSSI CE Division of Operational Evenls Assessment (Post 870411) 69/03/14 
Consolidaled Edison Co af Now York, Inc t07pp 48B95 001-40035 109 

6903090021 NRC Info Notice 69-029, "Potential Failure ol ASEA Brown Boveri Cireuil 
Breakers During Seismic Event " Svc list encL 

ROSSI CE Division- ol Operaiional Events Assessment (Pest 870411) 09/03/15 
Consolidated Edison Co ol Now York, Inc lOepp 48670 053-46070 169 

6903090133 NRC Info Notice 89*030, "High Temp Environs at Nucleai Power Plants " 
Svc list end 

ROSSI,CC Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York. Inc lOOpp 48695 110-48895 215 

8903160427 NRC tnlo Notice 69 031, "Swelling & Cracking of Hafnium Control Rods " 
Svc fist end 

ROSSI,CE Division of Oporalional Evenls Assessment (Post 670411) 89/03/22 
Consolidated Edison Co of New York. Inc, ia2pp 46986 001-40986 103 

8903170419 NRC Info Notice 59 032, "Surveillance Testing of L-ow Temp Overpressuro 
Proleclion Sys " Svc list end 

ROSSI.CE Division of Operational Evenls Assessment (Post 670411) 89/03/23 
Consolidated Edison Co of New York, fnc t04pp 46992 044-48992 147, 


H Periodic operating reports & related correspondence 

5902270223 Monthly operaling rept for Jan 1989 for Salem Genernling Station Unit 
1W/a902intr 

ORTtCELLE,A , WHITE, P Public Service Electric & Gas Co o-f New Jersey 69/01/31 
lipp 40566 029 48566 036 

8903090252 "Discharge Momloring Ropl for Jan 1089 ' W/890224 
TREJO ,J Public Service Electric & Gas Co ol New Jersey 09/01/31 CAPORALE.G, 
New Jersey Slate of 25pp 48761 200 48781 224 


8903220119 Monthly opcralinq repl for Feb 1908 for Salem Unit 1 W/ 800,115 Ur 
ORTICELLE.A MILLER,L K Public Service Elec Inc & Gas Co of New Jersp/ fm/02/ 
28 lipp 49006 001-49006 011 

0903140534 Forwards Tech Spec 69 15 annual repls of personnel rocoivincj o^posums 
in oxcoss of too rnrom/yr Results of steam gonoralor tube svc insps performc I durirtg 
fourth refueling outage in Nov 1968 for Satem Unit 2 also oncl 
MILTENDERQER.S Public Service Electric & Gas Co of New Jorsey 80/03/03 Doc- 
umont Control Branch {Document Control Desk) 2pp 48834 071 48034 OOO 

-0903140711 Tech Spec 69 15 annual ropl ro personnel receiving exposures Qroaler 
than 100 mrem/yr 

* Public Service Electric & Gas Co of New Jersey 88/12/31 4pp 48834 073 
48834 076 

-8903140712 Tech Spec 69 15 annual ropl re personnel receiving exposures greater 
than too mrem/yr Results of steam generator lube svc insps porrormod during fourth 
refueling outage of Salem Unit 2 in Nov 1988 end 

* Public Service Electric & Gas Co of Now Jersey 00/12/31 4pp 48034 077- 
48834 080 

6903210316 Fqnvards SGS REBR-25, "Semiannual Radioactive Effluent Roloaso 
RepUul Dec 1988" & Rev 5 to ODCM 

MILTENBERGER.S Public Service Electric & Gas Co of New Jersey 89/03/03 Doc- 
ument Control Branch (Document Control Desk) 2pp 48901 117-40901 271 

-8903210321 "Salem Goneralmg Station Semiannual Radioactive Effluent Ropl.Jul-Dac 
1 988 " 

* Public Service Electric & Gas Co of New Jersey SGS RERR-25 00/ 1 2/3 1 50pp 
48981 1 19 48981 271 

8903220435 Forwards amended discharge monitoring ropt for plant containing info as 
required in Permit NJ 0005622 for Jan 1989 

TREJO, J Public Service Electric & Gas Co of Now Jersey 89/03/09 CAPORALE.G 
New Jersey. Slato of 7pp 49008 328-49008 334 

-6903220448 Amended "Oischargo Monitoring Rept for Jan 1989 " 

TREJO. J Public Service Electric & Gas Co of Now Jersey 89/01/31 6pp 
49000 335 49006 340 


S, Reporlabfo occurrences, LERs & related correspondence 

8903020619 LER 80 004 00 on 890120, Tech ^oc Surveillance Table 4 3-1, Number 
20, "Reactor Coofant Pump Breaker Position trip" not performed as required Caused 
by Inadequate admimslralivo controls Procedure "Rcaclor Coolant " Issued W/ 
890216 Itr 

POLLACK.M J , MILLER, L K Public Service Efoclnc & Gas Co of New Jorsoy 09/02/ 
16 6pp 48669,354 48669 350 

8903100474 LER 69 005 00, on Q90127,Toch Spec Action Slatomcnl 30 5 entorod duo 
to both trains of ECCS being Inoperable Caused by equipment problem Blind flange 
inslallled on component cooling HX svc water inlet piping 12A W/B90224 Hr 
POLLACK.M J . MILLER, L K Public Service Eloclric i Gas Co of Now Jorsoy 00/02/ 
24 5pp 46003 056 48803 060 

8903130129 LER 89 OOO 00 on 090207,Wackout loading on vital bus 1C 
occurred Caused by personnel error Personnel involved counseled Lessons foamed 
will bo incorporated into appropriale training programs W/600302 Itr 
POLLACK.M J . MILLER, L K Public Service Electric & Gas Co of Now Jersey 89/03/ 
02 4pp 46010142 40018 145 

8903140S33 LEfl 89 007 00 on 690206.roaclor tripped on steam generator low lovol 
concurrent w/sleam flow/feed How mismatch Caused by nucloar control onoralor not 
soloclinj correct channol during performance of Procedure tPD-2 6 050 W/B90302 Mr 
P0LLA(JK,M j , MILLER.L K Public Service Electric & Gas Co of Now Jorsey 89/03/ 
02 4pp 40054 1/1-48054 174 

6903140S3B LER 80 006 00 on 090204,1 R4 1C RMS channel began spiking high rosuH- 
ing in actuation signal for containment purgo/prossuro vacuum relief sys 
isolation Caused by faifed oloctricel components Monitor replaced W/890302 Ur 
POLLACK.M J , MILLER, L K Public Service Electric & Gas Co of New Jersey 09/03/ 
02 4pp 40053 250 40863 253 

8903160468 Supplarnomol Special Rept 88-3-7 on 080713 090205, addi lire barrier pen 
atralion seal impairments not reslorod within 7 daysGauso could not bo positively 
determined Firewalch will continue until fire protection concerns resolvod 
MILLER.L K Public Service Electric & Gas Co of Now Jersey 89/03/02 Documont 
Control Branch (Document Control Dosk) 7pp 40876 207-48076 003 

8903210093 LER 89 009 00 on 800206,di5covored inadequate sampling of plant vent 
Blfluent releaaos Caused by Inadequate procedures & personnel error Now composite 
sampling alignment completed & procedures modified w/0DO3Ofi Itr 
POLLAuK.MJ . MILLER.L.K Rubric Service Electric & Gas Co of New Jorsoy. 89/03/ 
08 6pp 48992 207 48992 292 

8903210096 LER 09*010 00 on 800200,lwo trains of ESF sys made Inopornblo by 
common mode Caused by oqulpmonl problem Air sample pump roplaced,monilors de- 
clared opornble on D90210 & event will be roviowed by nuclear Irainino clrW/B90300 
Ur 

POLLACK.M J. MILLER, LK Public Service Electric & Gas Co of New Jorsoy, 89/03/ 
08 6pp 46984 038 48984 04 I 

8903210299 LER 88 017 01 080919, sloam How channels I & II for steam genorafors 12 
a 14 & channel It for steam generator 13 declared Inoperable due to low 
reading Cause not dolorminoci Steam How channel recalibr W/800310 Hr 
POLLACK.M J . MILLER.L.K Public Service Efoclnc & Gas Co of Now Jorsoy 89/03/ 
10 5pp 48080 189 489Q9 103 

8903240213 LER 89 012 00 On 89021 8, reactor trip on turbine trip occurred w/powor 
above permissive P-7 while work In pfogress on turbine Impulse chamber pressure 
Iransmiller Caused by personnel error .Llconse change approved,W/800316 Hr 
POLLACK.M J , MILLER.L K P iWic Service Electric & Gas Co of New Jorsoy 89/03/ 
15 4pp 49040 023 49040 026 
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8903240221 LLfl tl*) 01 1 00 on «‘102l / porhoi'inrl nlenlifiod 24 impsvrod Hro batriii pen 
rlralion soals nnl loparU'U lo NFK' Cnusoii by pofsotinnl orfor S nul a(lhcrm(| lo pm 
ccrJiiro ro liro protoclion proqram f iro wnlch uslnblislioil W/B90:n 5 Hr 
POLLAHK MILLFifl L K Public Scrviuo rii’Clrtc & Gas Co o1 New Jeisoy 01/01/ 
15 fjpp 4‘1040 0.M 40040 030 


V Operator Examinations 


8903220169 Cionofir Llr flO 03 to ail powor ronrlor liconsc'i's & applic-anls For OL ro op 
orator licensing nail exam schotiule Sve list end 

VARGAS A Associato Director lor f^fO;ecls (Post 0/0411) 89/03/24 Consolidalorl 
Edison Co of Now York. Inc 54pp 40005 001 49005 056 


DOCKET 50 273 BEZNAU NUCLEAR STATION, UNIT 1 


H. Qcnart'il correspondence 


8903080427 Commont opposiny proposed rulos lOCfRBO a 55 ro educ a expenenco 
roquiremonts lor sonior roactor oporalors a supervisors al nuclear^ power olanls 
DAVID, S A Pacific Gas a Eleclnc Co B9/02/21 Dockolmg & Services Branch Qpp 
48744 167 4B744 169 


DOCKET 50^275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency a firo protection plans 

8902230477 Revised EPIPs.includmg Rov 6 lo EP M 5 a Rov 9 to EP G 2S1 W/e00214 
Ur 

KEYWORTH.WJ. FUJIMOTO.WII Pacific Gas a Electric Co 09/02/14 17pp 
48571 014-40571 029 

8902280200 Forwards Rev 16 lo physical securily plan, per NRC 000517 Ur Rov wiihheld 
(ref 10CFR73 21) 

SHIFFER.J D Pacific Gas a Electric Co 89/02/23 Documont Control Branch (Docu 
mom Control Oosk) Ip 40626 258 48626 250 

8903140155 Forwards Insp Ropts 50 275/80 04 a 50 323/80 04 on 890131-0203 No 
deliciencios or violations noted 

YUHAS.G P Region 5, Ofc of tho Oiroctor 00/02/24 SHIFFER.J 0 Pacific Gas a 
Eleclnc Co 2pp 40054 154-48054 161 

-8903140158 Insp Ropts 50-275/09 04 a 50-323/00 04 on 6B0120 31 a 0203 No doll 
ciencies or violations noted Major areas inspected previous insp findings a oporalion 
at status o( emern^oncy preparedness nfogram (procedures, lacilitlos & training) 
BROWN.GA, FISKRF Roaion 5, Ofc of Iho Direclor 89/02/24 6pp 48054 156 
48854 161 

0903230010 Requests confirmation that 890913 date accoptablo lor emergency pre- 
a red ness oxorciso 

ISH.R Pacific Gas a Electric Co 09/02/27 MARTIN ,J B Region 5, Ofc of Iho Direc- 
tor Ip 49030 144-49030 144 

8903210065 Forwards public version of Roy 5 lo EPIP EP R-3 & Rov 10 lo EP Q 4,W/ 
undid release memo 

FUJIMOTO.WH Pacific Gas a Electric Co. 09/03/02 Documonl Control Branch 
(Document ConUol Desk) 2pp 48904 144-40994 158 

-8903210067 Rev 5 to EPIP EP R.3 & Rev 10 to EP G-4. 

* Pacific Gas a Electric Co 89/03/02 13pp 40994 146-48994 158 


H. General correspondence 

8612170083 Informs ol change ol address for NRC sve list, 

SILVER.SA Friends Peace Exchange (lormerly Mothers for Peace) 06/12/09 
SCHIERLING.H PWR Project Dlteclorate 3, 2pp 39020 343 39020 344 

8903030190 Comment opposing proposed rules tOCFRSO & 55 ro educ & experience 
reauirements for senior reactor operators & supervisors at nuclear power plants 
RHODES, M AKiliatlori Not Assigned 89/02/21. Docketing & Services Branch 6pp 
48718-046-4871B051 

8903080403 Comment supporting proposed Chapter 1 re policy stalemenl on eHornptlon 
from regulatory conlrol.Ukl agrees w/Health Physics Society & rocommonds that 
below regulatory control dose value be in range ol 10 20 mrom per yr. 

SHIFFER.J 0. Pacific Ges & Electric Go 09/02/27 Document Control Branch (Docu- 
ment Conirol Desk) 2pp 48765 107 48766 108 


1. Financial information 


0903230427 "Pacific Gas & Eleciric Co Annual Rept 1900 •’ W/890308 Ur. 
CLARKE, R A Padlic Gas & Eloclrlc Co 00/12/31 5app 49029 159-49029.21 1 


J. Insurance & Indemnity Information 

8902240213 Forwards endorsements, including Endoraament 3 to NELIA Cortlllcate NW- 
132, Endorsement 3 to MAELU Certificate MW-73, Endorsement 4 lo NELiA Certificate 
NW-51 & Endorsement 4 to MAELU Certificate MW-135 

LOCKE, R F Pacific Gas & Electric Co. 09/02/17 DINITZJ NRC - No Detailed Affili- 
ation Gwen 49pp 40579 igO>4B57g 238. 

8903220397 Forwards Endorsement 4 to NELIA CerUflcate NW-132 & MAELU Certifi 
cate MW-73, Endorsement 33 to MAELU Policy MF-103, Endorsement 34 lo MAELU 
Policy MF-103 & Endorsement 63 to NELIA Policy NF-22a 

LOCKE, R F. Pacific Gas & Electric Co 89/03/15 D(N1TZ,I NRC - No Detailed AlfiH- 
alion Given. 9pp 49007.181 49007 109 


P. Operating license stage dociimonts & correspondence 

8903070111 rofwr«irils rommmis clnvolopod by consultants in toviows ol hnnl ropi ol 
long form sGibinic program for plan! G Gazelas roquosiorf to complolo roviow & 
submit formal comments as soon ns pobSihio 

nClCM.M Brookhavon Mfiliorial I nhoraiD.y 88/11/15 PICHUMANI FI NRO No Uo 
tailed Alliliation Gwon lOpp 45762 353 4fi763 OlO 

8903010235 "Diablo Canvon Long Term Soismtc Program Ruspnnso to Questions 1 2a 
&2b ‘ 

* Pacific Gas & Electric Co OO/Ot/31 350pp 48637 275 48619 34b 

8902230550 Responds to Genoric Llr QD 17, "Loss of DHR ” Summary table ol program 
onhancomonls fonnsUumonlation tovol lomp.RHR porformanco & procedures, onci Ulil 
particinatad m Wcslinghousa Owners Group efforts lo resolve guni'nc Itr 
SHIFFER.J D Pacific Gas & Electric Co 80/02/06 Documont Control Branch (Docu- 
ment Control Desk) 3Gpp 4056D 255-48568 290 

8902230571 Forwards rosponso to NRC questions during 890105 public mooting ro 
VANTAGE 5 fuel & NBC imposed limitations on uso of WCAP-10414, "Roi Core flepl 
VANTAGE 5 Fuel Assembly 

SHIFFER.J D Paciiic Gas & Eleclnc Co 60/02/ 17 Documeni Conirol Branch (Docu 
ment Control Dosk) Opp 46566 159 40560 167 

8902270513 NoUlicalion of 800301 03 mooting v//util in Rockville MD lo drscuss NRC 
questions 6, ulH responses ro seismic ground motion & long lorm seismic program 
ROOD.H Profcct Dirocloralo V 89/02/2t KNIGHTON, GW Proiecl Dirorloraie V 
7pp 48509 140-46589 146 

8902280303 Forwards response to Generic Uir 60 14. "InsiTumonl Air Supply Sys Prob- 
lems Affecting Safety Rolalod Equipment" Util in process ol oblaming & reviewing 
mfg insirumont air Hualtiy recommeadations 

SHIFFERpJ D , LOCKE, RF Pacilic Gas & Eloclric Co B9/02/21 Douimenl Control 
Branch (Documonl Control Dosk) 6pp 40624 224 4GG24 229 

8003030279 Advises lhal util 600523 response lo Generic Hr 80 03, ' Sloam Binding of 
Auxiliary rcedwaier Pumps," accoplablo Sabsfaclory innplomonlation ol proceduros 
verdied by Insp Repis 50 275/63-13 & 50 323/88 12 

ROOD.H Pooled Oiroctorale V 09/02/23 SHIFFER.J D Pacific Gas & Electric Co 
4pp 48694 286 40694 209 

8903150639 Ack util 080602 rosponsD to Generic Llr 08 05, "Boric Acid Corrosion of 
Carbon Steel Reactor Boundary Compononts in BWR Plants " Response provides as 
durance that program addressing dotrimental boric acid toakogo in place & accept a 
bfe 

ROOD.H Project Directorate V 00/02/24 SHIFFER.J D Pacific Gas & Electric Co 
4pp 48860 225 4BD60 228 

8903080423 Forwards response lo NRC 081213 quoslions on plant (eng term siosmic 
program final reptW/IOS proprietary common depth point seismic rocords.inlorpral’Od 
migiratecf socUons 

SMIFFER.J Q Pacific Gas ^ Eloclric Co 09/02/2S Documertl Conirol Branch (Docu 
mem Cor^lrof Desk) f62pp 43706 200 40706 320 

0903090405 Forwards opplicalDon for amend to Llconsos DPR 00 & DPR 02, consisting 
of Amend. Request 60 OI.rovisfng Tech Spec Section 6 0, "Administralivo Conlrois" 
Feo paid 

SHIFFER.J D Pacific Gas & Electric Co 69/02/26 Documonl Control Dranch (Docu 
moni Conirol Desk) Ip 40709 063 4G799 003 

-8903090411 Application for amends lo Licenses OPR-&0 & DPR 02, consisling of 
Amend Request 69 Ol, revising Tech Spec Section 6 0, * 'Administralivo ConIroH " 
SHIFFER.J D, Pacific Gas ■& Electric Co 89/02/20 Gpp 40790 064 40799 069 

-8903090414 Proposed Tech Specs, revising administralivo controls 

• Pacific Gas & Eloclrlc Co C9/O2/20. 14pp 40790.070 40799 063. 

8903200043 Discuasos closeout ol Generic Llr 06-12, ''tmplomenlalion ol TMI Action 
ffo/n H K 3 5, ''AufORjaflc Trip of RCP " 

ROOD,H Project Director ale V 09/03/00 SHIFFER.J D Pacific Gas & Electric Co 
4pp 48664 1() 1-46964 104, 

8903240061 Forwards viowgraphs presented at 09030 1 03 meelings w/NRC In San 
Francfsco.CA re long term seismic program 

BRAOY.FW Pacific Gaa & Eleclno Co 09/03/13, NRC • No OelallocI Aflilialion 
Given. 300pp 49045 078 49046 044 

8903270002 Forwards environ assessment & finding of no significant impact lor amonds 
lo Llcensos DPR 00 & DPR-82 Amends would revise Teen Spec 22 1 & associalod 
bases to rerfuca sfoam generafor water lavof low & fow tow sotpoint lo 7 2% 

ROOD.H Project Dirocloralo V 09/03/15 SHIFFER.J D Pacilic Gas & Electric Co 
4pp 46056.312-49055 310. 

-8903270005 Environ assessment & finding of no slgnilicanl Irnpact ro amonds lo Ll- 
conaoa DPR 60 & DPR- 02 Amends would revise Teen Specs by revising steam gener- 
ator low low low level setpoints (or imtlallnn reactor trip 
KNIGHTON, G W. Project Dlfoctofale V, 69/03/ 16 4pp. 49055316 49055 310 

8903230311 Comments on draft NUREQ-1335 re individual plant 6xamB.por 890223- 
0302 meelings w/NRC AddI limo should be allowed for presentation ol program plan 
following (InaTizaiion of NUREG 1335. 

SHIFFEm,J D. Pacific Gas & Electric Co 89/03/17. Documenl Conirol Branch (Docu- 
ment Conhol Desk). 2pp. 49046' 153-49040:1 54 

3903230362 Summary of BB 030 1-03 mootings w/ulil in San Francisco.CA lo discuss ro- 
sponse lo seismic ground motion questions, per 031213 Hr 

ROOD.H Project Olrectcirale V. 89/03/1? Prolecl Dire do rale V 12pp 40037.176- 
49037' 197. 

890316029^ Generic Ltr 09-02 to all holders of Ols & CPs for nuclear power reactors ro 
actions to Improve detection of counterfeit & (raudulenlly marketed producls.Svc list 
oncL 

VARQA.S.A. Associate Director for Projects (Post 670411) 69/03/21 Consolidated 
Edlsor^ Go. ol New York, Inc 57pp 40960 001-46960.057 
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8903^70218 No1ificaiJt>n of 890331 meolinj w/ulil in Rockvilfo.MD 10 cfiscuss Iwo 
amend requosls lo ho submilled by licensee re aoismic irip ays & diesel generator 
allowod outage time Agenda end 

HOOD.H Project Diredoralo V 89/03/22 KNIGHTON.G W ProjecI Oirocloralo V. 
7pp 49Q''J9 160 49049 166 


O Inspscllon reports, IE Buflelfna & correspondence 

8902270489 Forwards Mgl Meetinq Fepls 50 278/89 08 & 50'323/89 06 on 
890126 Concern noted re large number of personnel errors conlinuing to exist at fa 
Cl lilies 

FAULKENBERRY.B Region 6. Oic of Ihe Direclor 69/02/08 SHIFFERJ D Pacific 
Gas & Electric Co 2pp 43589 147^48539 tSt 

>•8902270462 Mgl I4eeling Rents 50 275/39 08 a 50-323/89 06 on 800126 Major 
areas inspected cur reni Region V concerns,! r^cluding operaltons 8 valve lineup 
errors.confjguration mgt & sys engineering problems 

NARBDT.P P . JOHNSON K E . MENDONCA.M M Region 5, Ofc ol me Director 89/ 
02/08 3pp 48539 149 48589 151 

Q90227046B Forwards fnsp Repts 50 275/89 03 & 50-323/89-03 on 890117- 26 No 
noncompliance noted Weaknoases identified in implementation of ALAR A program 
SCARANO,RA Remon 5, Ofc of lha Director 89/02/10 SHIFfER.JD PadfTc Gas & 
Electric Co 2pp 48586 231 46566246 

-8902270469 fnsp Repts 50-275/89-03 & 50-323/89 03 on 890117 26 No noncompti- 
ance noted Major areas inspected nonroutma events, followup ol open itoms.radwasle 
sys & radiological environ inonitonng & transportation aclivilies 
RUSSELL.JE, NORTH, HS Region 5, Ofc of the Djrector 89/02/08 14pp 
48586 233 48566246. 

3902280381 Forwards tnsp Repts 50275/83 32 & 50323/68 30 on 881204- 
390121 No violations noted Attention needed rn two areas which deserve increased 
mgl attenUon 

ZIMWERMAN.R P Region 5. Ole of the Direclor. 6 9/02/ 14 SNIFFER, J D Pacific Gas 
& Electric Co 2pp 48633 146-48633^169 

-8902280385 Insp Repts 50-275/88-32 6 50-323/86-30 on 861204 890121 No viola- 
tions noted Major areas Inspected plant operation, mafnl & surveillance 
acliv Idea .followup of ensile events, open items & LERs 

JOHNSTON.K E . NARBUT.P.P . WENDONCA.M M Region 5, Ofc of the Director. 80/ 
02/10 20pp 4S633 150-48633 169 

8902280302 Ack receipt of 890119 Ur informing NRC of steps lakeA lo correci viofations 
noted in fnsp Rents 50 276/88 31 & 50-323/38-29 AddI Info re averaging technl{tue 
approach for oscillating gagesjnefu'ding measimng technEquejequested 
ZIMMERMAN.H.P Region 5. Ofc of the Director 89/02/17. SHIFFER.J D Pacific Gas 
& Electric Co 2pp 48627 340-48627.345 

8903030279 Advises that util 660523 response to Generic Ur 88-03, ’‘Steam Binding of 
Auxiliary Feedwater Pumps,’" acceptable, Satisfactory Implemenlallon of procedures 
venfied by Insp Repis 50 275/88-13 & 50-323/80-12 

ROOaH Project Oirecforale V 89/02/23 SHIFFER.J 0 Pacific Gas & Electric Co 
4pp 46694 266 46694 269. 

8902170112 NRC Info Notice 69 020, "Wefd Failures in Pump of Byron Jackson 
Design Svc list end 

ROSSI, CE Division of Opeiafional Evenis Assessment (Post 670411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 46572 043-48572.148 

9903140155 Forwards fnsp Repts 50 275/69 04 & 50 323/69 04 on 890131 •0203.No 
deficiencies or violations noted 

YUHAS,GP Region 5. Ofc of the Director. 39/02/24 SHIFFER.J D. Pacific Gas & 
Electric Co 2pp, 4QB54 154-43854 16 1 

-6903140158 Insp Repts SO 275/89-04 & 50 323/69 04 on 880120-31 & 0203. No dafi 
ciencies or violations noted Major areas Irvspected previous insp findings & operation 
a1 slates of emergency pr^arednos a program <procedures.facifif {08 & training). 
BROWN.G A, FISH.RF. Region Ofc of the Director 89/02/24. 6pp 46854.156 
46654 161. 


0903270146 forwa'ds Mceliny Ropts 50 ?75/Bn 10 & 50 323/89 fO on 890224 r«» l^A 
engineering insp ufforls 

Ct^\FFEE.AE Region 5, Ofc of the Director 09/01/08 SNIFFER, JD Pacilio Gas & 
Electric Co 2pp 49055 265 49055 270 

-8903270148 Meeting Repis 50 275/89 10 & 50 323/89 01 on 890224 Ma|ur <ir< .i'. 
discussed engmeenng related insp activities 

RICHARDS.SA. MENDDNCA.MM Region 5, Ofc of tho Director 89/03/08 4p|j 
49055 267 40055 270 

6903080372 NRC Info Notice 89 028. ‘ Weight & Clr of Gravity Discropandos for Cnp« s- 
Vulcen Air Operated Valves " Svc list encT 

ROSSI, CE Division ol Operational Evenis Assessment (Post 870411) 89/01/14 
Consolidated Edisor^ Co or Now York, Inc t07pp 40895 0Q1-48Q95 109 

8903090021 NRC Info Notico 80 029, “Potential Failuro of ASEA Brown Boven (<iu nil 
Breakers During Seismic Event '' Svc list end 

ROSSI.CE Division oi Operational Evenis Assossinenl (Post 070411) 89/03/1 'i 
Consolidated Edison Co of Now York, Inc 106pp 48070 053-40870 169 

8903090133 NRC Info Notice 89 030. “High Temp Environs el Nuclear Power PfnnH ’ 
Svc list end 

ROSSI.CE Division of Operational Evenis Assessment (Post 870411) 89/01/1 - 
Consolidated Edison Co of New York, Inc 106pp 40095 110 40895 215 

8903270172 Summary of 890112 pubhc mooting w/NSSS Owners Groups 
NUMARC lo discuss proposed NRC bulletin on cracked studs Agenda & list of ntu n 
dees end 

ROOD.H Project Directorate V 09/03/17 KNIGHTON, G Proioct Diroctoralu V bpp 
49054 070-49054 075 

8903160427 NRC Info Notice 69 031. “Swelling & Cracking ol Hafnium Control Rods 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/2.* 
Consolidated Edison Co of Now York. Inc 102pp 40006 001 -4898G 103. 

6903170419 NRC Info Notice 09 032, '' Surveillance Testing of Low Temp Ovorproanurr 
Protocllon Sys” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/03/2'l 
Consolidated Edison Co or New York, Inc 104rjp 48992 044 40992 147 


R. PerJodfc operating reports & related correspondence 

8903130702 "Diablo Canyon Nucloar Power Plant Semiannual Radlonctlvo Efffuont flu 
lease RMl.July-Doc 1908" W/090301 Hr 

FUJIMOTO.WH Pacific Gas & Electric Co 80/12/31 IDOpp 48070 170 40070 349 

8902270184 Monthly oporalmg repts for Jan 1960 for Diablo Canyon UnilD I & 2 W/ 
890214 Ur 

BEDESEM.P, NOIAN.J. TOWNSEND, J D Pacific Gas & Electric Co 09/01/31 
lOpp 40586 009 40586 018 

8903090368 "Repl on Discharge Monitoring al Diablo Canyon Power Plant Durinrj 
Month of Jan 1989 “ W/89021 7 Itr 

TOWNSEND,JO Pacific Gas & Clectrlc Co 00/01/31 LEONARD, W California, Slate 
of 25pp 48783 001-48783 025 

6903220104 Monthly operating repts for Feb 1969 for Diablo Canyon Units 1 & 2 W/ 
090315 Ur 

BEOESEM.P,, TOWNSEND, JD Pacific Gas & Elodric Co 80/02/28 1 1pp, 

48993 305 48993 315 " 


S. Reportable occurrences, LERs & related correspondence 

8612170367 LER 05 041-01 on 8609 17, discovered that ref cable between sensing lieaci 
& Iransmiltef for emergency borate flow channel 113 had oleclrical loads that word 
miswlfod Caused by procedural deficiency Channel properly wired W/061212 Hr 
WILSON.SD, SHIFFERJD Pacific Gas & Eicciric Co 86/12/12, 7pp 39024.003- 
39024 069 


89022 10351 Supp1 1 to NRC Info Notice 88-073, "Oireclion Dependent Leak Character- 
(sties of Containment Purge Valves, "■ Svc list end, 

ROSSI.CE Division ol Qperatfonal Evenis Assessment (Post 870411), 80/02/27. 
Cor>soll<fsled Edison Co of New York, fne 102pp. 46569 001-48589 110, 

6402210564 NRC Info Notice 69 021, “Changes in Performance Characteristics of 
Molded-Case Circuit Breakers " Svc fisl end 

ROSSI.C.E Division ol Operational Events Assessment (Post 870411) 09/02/27 
Con sdidaled Edison Co of Now York. Inc 104pp 48578.032 46578:137. 

6902270150 NRC Info Nolice 69-022, “Questionable Cerlilicallon of Fasteners.'* Svc hsi 
end. 

ROSSI.CE. Division of Operational Evenis Assessment (Post 870411). 89/03/03 
Consolidated Edison Co of Now York, fne 105pp. 48732.001 -48732,106 

B»320O1O4 NRC Info Notice 69 023, "Environ Qualification of Litton Veam CIR Series 
Efecliical Connectors " Svc ksl end. 

ROSS1.CE. Divisfon of Operaltonal Evenis AssessmenI (Post 070411). 89/03/03. 
Consolidated Edison Co of Now York, Ino 106pp. 48723*033 4 B7 23 143, 


09'®24. "Nuclear Crilicalily Safely " Svc list ertcl 
CUNNINGHAM, RE Division ol Indualrial & M^ical Nudear Safety (Post 
80/03/06 Consolfdated Edison Co of New York, Inc. 90pp 48700.252-4870 


€9030 10M7 NRC Info Notice 80 026, ’’Inslrument Air Supply to Safety Related Equip- 
meni " Svc list enef. ^ 


ROSSI.C.E, Division of Opefatlonal 
ConsoWaled Edison Co. of New York 


Evanis Assessment {Post 670411} 89/03/07 
. Inc. 105pp. 48741 053 4B74M5B. 



8903130507 Special Hepl 60 01 on D90201,dlosol gonorator 1-1 did not starl during per- 
formance ot survoillance teat Caused by failuro of air slartmg motor pinion gear rotain- 
era on both motors Operator rounds sheets reviaod 

SHIFF6fl,J D. Pacific Gas & Electric Co 09/03/03 Documenl Control Branch (Docu- 
ment Control Desk), Opp 40020 348 46029 356 

0903170165 LER 00 004 00 on 88022 5,unoxplalnod increase in containment airborno 
radiation observed Caused by leak In canopy soal wold of CRD mechanism head 
adapter plug at Spare Locatfon L-5 Caused by IGSCC Plugs replacod.W/oaosiO Ur 
GRtBELJ., SHIFFER.J D Pacific Gas & Electric Co 09/03/10 Bpp 48B94‘250- 
4eB94'257, 

6903260207 LER 88-026 Ol.on 080901, unit Irlp/tufblne trip inlbaled by anil motoiinn 
relay & subsaguenl reactor trip Caused by root isolation valve on low side of dilforen- 
Hal pressure switch In dosed position Personnel re in structed.W/ 600321 Itr 
MARBURQER.OC, SHIFFER.J. D. Pacific Gas & Electro Co 89/03/21 Opn 
49063-1 88-49063. 105. 


T. Haarfng transcripts on non-antltrust msttera 

6903100562 Final respof^so lo FOIA request (or transcripts re faclllly. Forwards App H 
documents.App H documents also available in PDR App I documents partially vvllhhotd 
per Sunshine Act 

Division ol Freedom of Information & Pubtications Sorvicoa (Poai 
890205). 89/03/01 SCHMIEGE.PA O’Molveny & Myers 4pp 48874.081-48076 042. 

-8903100569 Tfanscfipl ol 040123 closed moeling in Washington, DC ro discussion of 
pending invesligalions on facitilypp 1-27 

• Commissioners, 84/01/23 28pp 48874:125-48874.162 

-8903100674 Transcrfpl ol 840319 closed session in Washington, DC re status of pond- 
ing fnveskgalfon on planlPp 74 05 

• Commissioners. 84/03/19 14pp 48674 153-4 8874 ' 166 
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•8903100577 Tronacnpl of a<l0326 closorf meoling in WashmglOn.DC ro status of pond- 
ing invosUgalion on plant Pp 1-27 
Comnnissionors G<1/^03/'2G 28pp 48874 1G7-<1 007*1 104 

•89031Q0560 Transcript of 840730 closed mooting in Washington, DC ro status ol pend- 
ing investigations on plant Pp 1A-08 

* Commisslonors 84/07/30 90pp 48874 195 48874 205 

*8903100585 Transcript ol 050108 closed meeting In Washington, DC ro periodic briof- 
ing on near-term OLs pp 20-21 

* Commisslonors 85/01/08 3pp 4QB74 286 48874 2B8 

‘8903100587 Transcript ol 050108 meeting in Washinglon.DG ro periodic briefing on 
near-torm OLs Pp 3-4 

* Commlssionara. 85/01/08 3pp 48874 289 48874 291 

■B903100S9D Partially wilhlield Iranscripl of 850423 closed meeting in Washington, DC 
re drscusalon of pending invesliget]on9 Pp 2 0 

* Commissioners. 85/04/23 8pp, 48874 318 48674 325 

■8903100583 Partially withheld Iranscripl of 841022 closed moetlng In Washington. DC 
re status ol near-lerm OLs Pp 33-65 
‘Commissioners 84/10/22. 23pp 48B76’02B.4Q8?5 042, 


V, Operator Examinations 

8902270260 Discusses requalification program evaluation scheduled for wks ol 890515 
0602. 

KIRSCH.D.F Region 5. Ofc ol Iho Dlreclor 09/02/07. SHIFFER.J D Pacific Gas A 
EfeclrlC Co Opp. 48644 224-48644 232 

0903220159 Generic Itr 80 03 to ell power reactor licensees A applicants (or OL re op- 
erator licensing natl exam schedule Svo list one) 

VARGA, S A. Associate Director for Prolecls (Post 870411). 89/03/24, Consolidated 
Edison Co. of New York, Inc. 84pp 49005 001 49005 056 


docket 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. SecurltVi medical, emergency & fire protection plans 

8902230457 Informs of listed changes to plant emergency plan 
GALLAGHER. J.W Philadelphia Electric Co 89/02/16 Docunnonl Control Branch 
(Document Control Desk) 2pp. 4067O'3O4 48570 305 

8903030003 Advises that 880527 & 1208 changes to physical security plan consistent 
w^rovlsions of 10CFR50 64(p) & acceptable 

BELLAMY, R.R. Region 1, Ofc ol the Director 89/02/17 MCNeiLL.C.A Philadelphia 
Electric Co 8pp. 48694'283 46694 285 

6903220416 Forwards pubtic version of Rev 5 to Emergency Response Proceduro E HP- 
140, App 2, "Technical Support Team " 

FOG ARTY, E P. Philadelphia Eleciric Co 89/03/01 Document Control Branch (Docu- 
ment Control Desk) Ip 49003:302-49003'3Q7 

-6903220431 Public version of Rev 12 10 emergency response procedures Index 
* Philadelphia GlectrlO Co. 89/01/26. Spp 49003 303 49003 307. 

6903160262 Forwards Integrated Assessment Team ln$p Repta 60-277/69 81 A 50- 
278/89-81 on 890203-1 7 Team concluded w/high confidence that utl! mgt 
controls, programs & personnel performing at level to support safe startup & operation 
of plant. 

KANE,W.F. Region 1 , 0|c ol the Director. 69/03/06. MCNEILL,C A. Philadelphia Elec- 
tric Cp. 3pp. 48B61;027.488eL156, 

6903200146 Forwards util emergency response exorcise objectivea for 1989 Annual 
emergency preparedness exorcise scheduled for 09061 4.Exercl8e will not involva off- 
site participation. 

GALLAGHER, J.W Philadelphia Electric Co 89/03/09 Document Control Branch 
(Document Control Desk). 4pp 48965;a20-46965’323. 

8903210330 Forwards Securily Team Insp Repta 60 277/B9 80 A 60-278/09-80 on 
890106-27 Signlf leant Improvement noted In security program. 

BELLAMY, R.R Region 1, Ofc of the Director. 89/03/16 MCNEILL, C.A. Philadelphia 
Electric Co. 3pp. 48902-244 48962:264. 

-6903210339 Physical Security insp Repts 60-277/89-00 & 60-278/69 60 on B9O105- 
27, Major areas Inspected. security program mgt & el lectivenesa, personnel experience 
& gualifloa lions, testing & main! & licensee Self-assessments A audits. 

KE(MIG,n.R„ B6LLAMY.R.R , CAMERON.OF. Region 1. Ofc of the Director. 89/03/ 
16 IBpp. 48982-247-48962:264. 

6903230049 Conlirma deletion of PBAPS commitment to monitor security of 10 of 21 
ahlltB.1nfofms that results of Nuclear OA technical monitoring pnagram analyzed & Indi- 
cate that significant (mprovemenl achieved 

SMITH, O.M. Philadelphia Electric Co. 89/03/16 Document Contror Branch (Document 
Control Desk] 2pp. 49022-356-49022.356 


Q. Adjudjeatory correspondence 

6903010129 Philadelphia Electric Co consented-to motion lor OO-day extension to re- 
spond to Commonwealih of PA contentions.' Requests that deadline for response A 
NRC response to 860624 contentions be extended by 30 d8y$.W/CerUficare of Sve 
IRWIN, D P. Philadelphia Electric Co, IRWIN, DP. Hunlon A WtlUams. /if1B9 8064. 89/ 
02/21 Atomic Safety and Licensing Board Panel, 6pp. 48566 006 - 48566 - 011 . 

8903170039 Discusses Commonwealth of PA A util jointly submitted documenia to NRC 
Region I memorializing understandings reached re Issues concerning plant A expecta- 
tions as to further events In proceeding .W/Cerhflcate of Svo. 

BEISNER,J H Pennsylvania, Commonwealth of. BEISNER,J.H, O'Melveny A Myers 
IRWIN.O.P. Philadelphia Electric Ca #189 8249. 89/03/07. FBYE,JH,. BRIQHT.GO., 
COLE,R.F. Atomic ^fety and licensing Board Panel. 4pp 4861 1;095 4881 1:006. 


8903290164 Philadelphia Efoclric Co consonicd to irholion to slay responses to Com- 
monwealth of PA proposed conlontions * Requests lhal ASLB stay ulil obligation to 
respond to Commonwealih ol PA 880824 conlenliona W/Ccrtificalo ol Sve 
IRWIN.DP Philadotphla Electric Co IRWIN, DP Hunlon 6 Wiltinms /yia9 8359 89/ 
03/24 Atomic Safely and Licensing Board Peno) 5pp 49001 047 49001 051 

6903290221 Memorandum A order * Stays util obligation to respond to conteritions.per 
ongoing aolllomonl discussions bolwoon ulil A Commonwealth of PA Monthly status 
ropt requoalod W/ Certificate ol Svo Served on 090327 

FRYE,J H Atomic Safety and Licensing Board Panel /yi09 8355 89/03/27 Offico of 
Iho Qanorat Counsel 4pp 40999 065 4^8909 068 


L Financial Intormatlgn 


6903200032 Forwards uUI annual financial ropta for 1 980 Projoctod cash inlornal cash 
flow slatomenit also end 

BRADLEY.E J Philadelphia Elaclna Co 89/03/14 DINiTZ,! NRC - No Detailed Affili- 
ation Given 13pp 48973 049 4B973 27 1 

-0903200037 "Annual Ropt 1980 " 

PAQUETTE, J F. Philadelphia Electric Co 88/12/31. 52pp 48973 062-48973 113 

-6903200042 "Annual Repl lor 1066 " 

CURTIS.N Delmarva Power A Light Co OB/ 12/31 S4pp 40973-114-48973 167 

-6903200046 "Annual Rept for 1008 " 

HUGGARD,ED, FEEHAN.JO Atlantic Etoclnc of New Jersey 80/12/31 48pp 
48973- 168-40073-215 

-8903200050 "1988 Annual Repl " 

FERLAND.EJ. Public Service Enlorprlso Group 88/12/31 66pp 48973 216 
48973*271 


J. Insurance & Indemnity Information 

6903060514 Forwards Endorsomonia 130 A 131 to NEL1A Policy NF-164, Endorse 
meniB 107 A lOBf lo MAELU Policy MF-44.Endor somonis 04 A 05 to NELIA Policy NF- 
107, Endorsements 110 A 111 to NELIA Policy NF'220 A Endorsements 97 A 98 to 
MAELU Policy MF.73 

FAHnELL,E Marsh A McLennan, Ino. 89/01/10. DINITZ, I Office of Nuclear Reactor 
Regulation, DnectorfPosl 879411) 23pp 40743 197*48743 220 

0902280330 Forwards Endofsomonts 126 A 127 lo NELIA Policy NF-140^ Endorse 
menla 76 A 77 to MAELU Policy MF-67,Endorsoment 0 lo NELIA Policy N 9, Endorse- 
ment 9 to MAELU Policy M-O A Endorsemonts 9 lo Certificates NELIA N 8 A MAELU 
M8 

CULLEN, EJ Philadelphia Electric Co. 89/02/15 DINITZ, I. NRC • No Detailed Affili- 
ation Given 9pp. 40644,121-40644 129. 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

6903210068 Iranscripl o( ACRS GE Roaclor Plants Subcommittee 890308 meeting in 
Belh©sda,MD ro plant restart Pp 130 260 Supporting (jocumenialion and. 

• ACRS - Advisory Committoa on Reactor Saioguards. 89/03/08 326pp 48976.272- 
40076266 

99032 1 0227 Discusses review of plant roslarl,por ACRS 347lh mealing on 890300 
11 Stair plana to continue ctose monitoring A evaluation of managerial A opofallonai 
team for appropriato period aftor operation at power has begun ondorsed 
REMICK,r,J. ACRS - Advisory Commlttea on Reactor Safeguards, 89/03/ 1 4 
ZECH.L W. Commlssionera 2pp. 49048'226 49048-227 


Pi Operating license stage documents A correspondence 

6908100371 F01A request for documents re allegations of improper control room con 
duct at utIL 

CLAin,K.S. Schnader, Harrison, Segal A Lewis. 69/01/13 NRC * No Detailed AKill 
ation Qivon. 2pp, 48801.226 48801.227. 

8902230610 Notlllcatlon of 890228 Public Meeting 89-027 w/utit in Ouarryvitle.PA to dls 
cuss plant shutdown status A to receive public comments re restart Issues. 
LINVILIEJC. Region 1, Ofc of the Director 89/02/16. Region 1, Ofc ol the Director, 
2pp. 4&522i 152-48622.153. 

6902230615 Notification of Public Mseling 89-829 In Fawn Grove Borough. PA to dis- 
cuss plant shutdown status A receive public Comments re restart Issues 
UNV(LLE,J C Region t. Ofc of the Oiroctor. 89/02/15. Region 1. Ofc of the Director. 
2pp. 48665,353 46655-354. 

6902230624 Notilication of Public Meeting 69-028 In Bel Alr,MD to discuss plant shut* 
down status & receive public comments re roslerl issues. 

LINVILLE.J C. Region 1, Ofc Ol the Director, BO /OR/ 16. Region 1, Olo ol the Olraolor. 
2pp. 46555 313-46555:314. 

6902340176 Staff requlremenls memo re 890206 briefing in Rockville,MD re status ol 
plant.L|censee requested to discuss roatarl plan A mgt challenges (or 1669 at future 
brfeffrm. 

CHILKiSJ. Olflce qI the Secretary ol the Comrrtsslon. 69/02/10. STELLO,V. Ofc of 
the ExepiXtve Director for Operations 2pp. 4Q563'320'46563;921, 

6903200184 Responds to NRC questlens raised al 661019 mooting re util 8B0G07 appli 
cation for amends to Licenses DPR-44 A DPR-56, addressing voltage 
regulation Bechtel repts re verillcaKon of calculated auxiliary distribution sys encl. 
KC5WAUSKI,S J, Philadelphia Electric Co. 80/03/08 Document Control Branch (Docu- 
ment Cor^lrol Desk), Spp 4 6066:020 -4 8967:3 60. 

-0903200 185 Rev 1 to "Peach Bottom Atomic Power Station Unlls 2 A 3, Verification of 
Calculated Auxiliary Distribution Sys Voltages by Test.** 

* Bechtel Power Corp. 89/01/31. 300pp. 469^,025-46966 308. 
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— B9Q3200191 PcacH flollo^n /Momic Pov»t r St.iliiiiii Umls ^ A 
Sludy " 

' Bechlol Pow&r Coip 80/01 /J1 JOf>pp IBDfil', ‘IHOfi; iGtt 


I Vollaci*' Rt’yiilalian 


■0903200446 Forwards, applica lion lof ammils to Licons-os PPf^ 41 & OPR Sb conwslnuj 
dI Toch Spec Change .HGquosl ftfl 15ilue 10 aiUll tianslormor iiislallcilmn 1o clarity 
auxiliary eloclrrcal fim.ilrng condiliors for operalion W'orn> oversize cli, swing 
HUNGER, G A Philarfolphaa Elcclnc Co linciirnont Control Branch (Dorti 

ment Control DosM 4pp 4H956 221 48056 240 


►8903200447 Apphcatjon for amerrds lo Licenses DPR <14 & OPR 56 roiisiblmq of Tech 
Spec Change Request 88- J5 revising Tech Spec Pages 8 22? as resull ol 

addi transformer to supply off site- power lo staiton 

GALLAGHER JW Philadelphia Electric Co 89/03/09 12pp 411056 226 48956 237 


0902200104 NH(.( (ofo Nolitf U9 0?J. Lrwiron Cnalificaiion ol I illon Voam CIR Sones 
Etot Iriral ( onrn' tiers Svo list oncl 

ROSSI, Cr Division of Opcralional Fvonls Assessment (PosI 870411) 89/03/03 
(.onsolidaioiJ Edison Co of New Veik, Inc lOGpp 4072J 038 48723 143 

8903140404 Responrls to violalinris noled in Cleciriral Tr^am Insp Ropls 50 277/89 07 
& 50 278/89 07 on 890 130 0210 Tochniral analysis of adequacy of stzo & typo of 
fuses will bo roportorf m 890317 snbinitfal 

KOWAISKISJ Philndefphta Cloctric Co 89/03/03 Document Conirol Branch (Docu 
inenl Cofdrol Desk) 3pp 48058 067 48050 069 

8902280162 NFIC Info Notico 09 024, “Nuclear (>ntica1ily Safely '* Sve list onci 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
69/0,1/08 Consotida led Edison Co of New York Inc 9Gpp 40700 252 48700 346 


-0903200448 Proposed Tech Specs re timilinij condition lor operahon for auxiliary elec- 
(rjcal equipmenl 

• Philadelphia Electric Co 09/03/09- 5pp 4B956 230 48956 240 

8903210322 Confirms lhal Units 2 & 3 ConlainmenI Purge A Vent Valve AO 25 19 mod 
complete 

GALLAGHER,JW Philadelphia Efcclnc Co 89/03/09 Document Conirol Branch 
(Documienl Conirol Desk) 2pp 48981 272 1698 1 273 

8903170230 Advises lhal QA program description meets rcquircmcnls of App B ol 
10CFR50 & acceplablo 

MARTIN, R E Projecl Directorate 1-2 89/03/10 HUNGER, G A Philadelphia Electric 
Co 3pp 4B950 191 48950 193 

8903200009 Requests expedited review 8 issuance of B90310 Tech Spec Change Re 
quest 89 02 re rev lo calibr frequencies for source range monilor & delector not in 
startup position instrumenl channels for control rod block aclualion 
HUNGER,GA Philadelphia Elecinc Co 89/03/10 Documenl Conirol Branch fOocu 
nrienl Conirol Desk) 2pp 48959 346-46959 347 

6903200364 Applicalion for amends to Licenses DPR 44 & OPR 56, consisting of Tech 
Spec Change Request 69 02, removing surveillance lequiromont lo calibr source range 
monitor 8 intermediate- range monitor 

HUNGER,GA Philadelphia Eleclrrc Co 69/03/ 10 Docurnem Control Branch (Docu 
menl Control Desk) I5pp 4B970 266 48970 286 

* 8903200494 Proposed Tech Specs re mm lost & cafibr frequency for conirol rod block 
acluatfon & limit switch adjuslmenj 

• Philadelphia Electric Co 89/03/10 5pp 48970 281-48970 265 

6903220492 Forwards queslions on ulil Repl PECo-FMS 0005, “Molhods for Performing 
BWR Steady State Reactor Phyaccs Ar>alyse5 ' Firm commilmeni to schadule for sub 
mi Hal of response requested 

MARTIN.RE. Project Diredorate 12 89/03/13 HUNGER, G A Philadelphia Electric 
Co 6pp 49003 174-49008 179 

8903230384 Forwards Amends 140 & 142 lo Licenses DPR 44 & DPR-56. respeclivoly 
& safety evaluation Amends revise mm count rate required on source range monilors 
for withdrawal of conirol rods for startup 

MARTIN,RE Project Directorate 12 89/03/15 HUNGER, G A Philadelphia Efectric 
Co 3pp 49036 338-49036 357 

“8903230386 Amends 140 & 142 lo Licenses OPR-44 & DPR 56.respec^ivoly, revising 
mm rate required on source range monilors for withdrawal of control rods for startup 
BUTIER.WR PfOjecI Direciorale 12 69/03/15 14pp 49036341 49036 354 

“8903230391 Safely evaluation supporting Amends 140 6 142 lo Ltcenses DPH.44 & 
DPH-55,respBclively 

• Office of Nuclear Reactor Regulalion, Opreclor {Post 870411) 69/03/15 3pp 
49036 355-49036 357 

8903160296 Generic Ltr 69-02 to all holders of OLs & CPs For nuclear power reactors re 
acli-ons lo improve detection of counleifeil & fraudulenlly marketed products Sve list 
end 

VARGA.SA Associate Oireclor for Projocls (Post 670411) 89/03/21 Consolidated 
Edison Co. of New York, Inc 57pp. 48960 001-4696Q 057 


Q Inspection reporie^ IE Bulletins & correspondence 


0903150252 Forwards Inlegralod Assessmonl Team Insp Rcpls 50 277/00 81 & 50 
2715/69-01 on «9020n-l7 Team concluded w/htgfi conlidence that ulil mgl 
cotilrols programs & personnel performing al level to support safo startup & operation 
of plan! 

KANE.Wr Region 1, Ofc ol the Direclor 89/03/06 MCNEILL.CA Philadelphia Elec- 
tric Co 3pp 48861 027 4B86I 156 

-0903150255 Integrated Assessment Team Insp Repls 50-277/09 01 & 50 270/09 81 
on 690203 1 7 Mapr areas inspoclod offoctiveness of roslarl plan corrective actions & 
donreo of readiness of licensee mgl cordrols 

LINV(LLE,JC Region 1, Ofc of Iho Director 09/03/06 127pp 40061 030 40061 166 

0903010207 NRC Info Notico 39 026, "'Inslrumenl Air Supply lo Salely Rolnled Equip 
menl " Sve fist end 

ROSSI, CE Division of Oporntional Events Assessmonl {Post 070411) 09/03/0/ 
Consofidatod Edison Co ol Now York. Inc )05pp 40741 053 40741 156 

8963200264 Responds lo NRC Bullolin 00 007,Suppl 1, ‘ Power Oscilfalions In BWRs ’’ 
GE stability recommendations completed & Implemonled for Limerick Generating Sta- 
tion Units 1 & 2 on G9013 1 Clanficauon ol util 000915 response provided 
GALLAGHER,JW Philadolphia Eloclric Co 09/03/07 Document Conirol Branch 
(Documonl Conirol Desk) 3pp 40970 100 48970 182 

0903220250 Forwards memo prcparocl for Secretary of Natural Resources ro obsorva 
lion ol util operation of plant during inlograied assessment loam insp 
MAGETTE.tE Maryland. Stale of 09/03/07 KANE.WF Region 1 , Ofc of the Dircc 
lor Opp 490 OD 160 49000 167 

8903020165 NRC Info Notico 69 027. ‘‘Limitations on Use of Waste Forms & High In 
legrily Conlaincrs for Disposal of Low Level Radwasle “ Sve list oncI 
GRFfcVES.JT Division of Low Lovol Waslo Managomenl & Oecommissioning (Post 
870413) 09/03/00 Consolidated Edison Co of Now York, Inc 117pp 40790 114- 
40798 231 

8903080372 NRC Info Nolico 69 028, ‘'Weight ■& Ctr of Gravity Discropancles for Copes 
Vulcan Air Operated Valves " Sve list oncT 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/03/14 
Consolidated Edison Co of Now York, Inc 107pp 40005 001-40895 109 

8903090021 NRC Info Notico 69 029, “Polenlinl Failure of ASEA Brown Dovori Circuit 
Breakers During Seismic Evoni " Sve lisl onct, 

ROSSI, C E Division of Oporalional Events Assessment {Post 8704 1 1 ) 09/03/ 1 5 
ConsolKfalod Edison Co of Now York, Inc 106pp 40870 053-40070 160 

8903090133 NRC Info NoKco 89 030, “Ffigh Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSI, CE Division of Oporalional Events Assessment (Post 070411) 00/03/15 
Consolidalod Edison Co of New York. Inc 106pp 40895 110 48095 215 

8903210330 Forwards Secunly Team Insp Repls 50 277/89 00 a 50 270/69 80 on 
090105-27 Smnificanl Improvoment noted in security program 
BELLAMY, RR Region 1. Ofc of Iho Direclor 00/03/16 MCNEILL.CA Philadelphia 
Electric Co 3pp 4 0962 244 4B902 264 

-0903210338 Physical Security Insp Ropis 50-277/89 00 & 50 278/09 00 on 090105 
27 Major areas fnspocletl socurily program mpl & offoclivoness.porsonnol oxporionce 
a quafifications.te sting a mainl & licensee self-assossmonls a audits, 

KElMIG.RR, BELLAMY, R,R , CAMERON.OF Region 1, Ofc of the Direclor 89/03/ 
ie IGpp 489D2'247-409&2'264 


0902260354 Ack receipt of 881221 ltr informing NRC of steps taken to correct violations 
noled in Insp Repls 50 277/88 38 a 60 276/68-38 

MARTIN ,T.T Region 1. Ofc of the Director 69/02/09 MCNEILL.CA. Philadelphia 
Electric Co 2pp 48633 016-48633 023 


8903240268 Forwards advance response lo polonlial restart issues identified by NRC 
dgrlng Special Electrical Team Insp 50 277/09 07 a 60-270/69 07 on 090130-0230 
KOVVALSKI.S J Pfiifadotphia Electric Co 89/03/17 Documenl Control Branch (Docu- 
ment Control Desk). 16pp 49 044 259-49044 274 


09021 70t 12 NRC Info Notice 89 020, "Weld Failures in Pump of Byron-Jackson 
Design " Sve list end, 

ROSSI, CE Division of Operalional Events Assessment (Post 070411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043-4B572 146 


8902210351 Supp) 1 to NRC Info NoUce 88 073, "DJreciion-Dependenl Leak Character- 
istics of Containment Purge Valves." Sve list end 

ROSSj.CE Division of Operalional Events AsseasmenI (Post 070411) 89/02/27 
Consolidated Edison Co of New York, fnc 102pp 40589,001-48589.110. 


Nolfce 69-021, "Changes in Performance Characteristics of 
Molded Case Circuit Breakers " Sve fist end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated EdJson Co of New York, Inc 104pp 48576.032-48578 IsK 

8903130134 Ack receipt of 861296 ltr informing NRC of steps taken to correct violalions 
noled in Insp Repls 50-277/88-32 A 50-278/66 32 re licensed operator requalificatfon 
program ^ 


progn 

MARI 


[TIN T.T Region J. Ofc ol the Direclor 89/02/27, MCNEILL,CA Philadelphia 
-48818 345 


89 022, "Quesiionablo Certification ol Fasteners " Sve list 


Jerational Events Assessment (Post 070411) 
r New York, Inc. 105pp 46732 001-4B732 1 08. 


80/C3/03 


8903160427 NRC tnfo Nolico 09 031, "Swolfing & Cracking of Hafnium Confroi Rods " 
Sve list onci 

ROSSf.CE Division of Operational Events Assessment (PosI 070411) 89/03/22 
Consolidated Edison Co of Now York, Inc 1D2pp 40986 001-40986 103 

8903170419 NRC Info Nolico 89 032, "Sun/eillance Tosling of Low Temp Overpressure 
Protection Sys," Sve fist end 

ROSSI, CE Division of Oporalional Events Assessment (Post 070411) 09/03/23 
Conaolldaled Edison Co ol New York, Inc 104pp 40992 044-40992.147 


R. Periodic operating reports & relaled correspondence 

890306011 B "Annual Occupational Exposure Tabulation 13,1908 " W/B90224 ltr 
MCFADDEN.J R , HUNGER,G A Philadelphia Electric Co 80/12/31 6pp 40739 295- 
40739 300 

8903100479 "Semiannual ElffuenI Releases Rapt 26,Jul-Dec 1908 " W/ 890224 Mr 
MCFADDEN.J R, BURLY.W,C. HUNQER.G A Philadelphia Electric Co 00/12/31 
OOpp 48615-282 4 8816 360 

8902240236 Monthly operating repls for Jan 1969 for Peach Bottom Units 1 & 2W/ 
890215 Ur 

BARON,MJ, SMiTH,DM Phifadetphia Electric Co 89/01/31 14pp 48579 165- 
40579 166, 
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B903200102 Monthly oporntiiui ropls lor Fob lOUD lor l^oacli BoHom Units I & 2 W/ 
090314 Ur 

DARON,MJ. SMITU.DM Philaclolphia FloclriL Co 89/02/26 14pp 4G9G4 034 
4B964 047 

0903130208 Forwards planl sialus lopl fo' 890130 0227 
LINVIILE,JC Region 1, Ofc of iho Dircclor 89/03/02 KANE J C Region 1, Qfc of 
IheCirpclor 5pp 40830 287 48810 291 


S Rcporlable occiirrencea, LERs & related correspondence 

8903010122 LER 09 001 00 on 090120.di5coverGd lhal inslritmeni calibr roqLiiromenls 
associated w/inlermodialo range monitor mpul Into rod block inslromenlation nol saF 
isliGd by cxisiing procodures Caused by porsonnol madoguactos W/&90222 Ur 
CRIBBEJE, SMITH.DM Philadelphia Etectnc Co 89/02/22 fipp 40650 351 
48659 356 

6903030432 PNO*l89 014on 090P27 Commonwealth of PA & irlil announcod agree 
monl on proposed actions to address Commohwoallh concerns re mgl & safotv ai 
plant & to provide exchange of info w/Commonwea(th for next 8 yrs 
LiNVILLE.J . WENZINGER,E Region 1, Ole of the Director 09/02/27 ip 48730 151- 
40739 151 

8903100382 NPDES noncomphanco notification on 890127, sample taken from storm 
dram 101 exceeded oil & grease monthly limit Oil absorber^t mall placed at discharge 
of storm dram Inside oil retaining boom 

SMITH.DM Philadelphia Electric Co 89/02/27 Pennsylvania, Commonweatth of 
2pp 48003 230 4G803 240 

8903130551 LER 08 024 01 on 8Qt006, failure of two survelllanco tosta (ST) to verify 
pump operability per Tech Spec 4 14 A 1 a determined Caused by Inadequate contfols 
governing goneration/rov ot STs Program initiated W/090303 Ur 
CRIBBE.TE. SMITH.DM Philadelphia Electric Co 08/03/03 6pp 4Q021 170 

48021 104 

8903140483 LER 89 002 00 on 890202, determined that several condUion-s found during 
analysis o( unsuccessful special tost of omorgoncy cooling sys may inhibit funclion ol 
sys neodod to maintain saio shutdown W/890306 (tr 

CRIBBE.TE, SMITH.DM Philadelphia Electric Co 89/03/00 Opp 40057 318 

40B67 325 

8903140578 LER 09 003-00 on 090207 .group 2C primary conualnmonl Isolation sys 
valvo Isolation occurred rosulling in motor- operated feedwater flush valves receiving 
swnols to close Caused by sfatod readvertont irgnafs W/8G0308 Itr. 

CRIBBE.TE. SMITH.DM Philadelphia Electric Co 89/03/08 6pp 40837 223- 

48837 2SQ 


T Hearing transcripts on non-nntltrust matters 

8902240316 Transcript of 090206 briefing in Rockvillo.MD ro status of plant Pp 1- 
49 Supporting info end 

• Commissioners 89/02/06 89pp 40571.158-48571.247 

8903210099 Transcript of ACRS GE Reactor Plants SubcommiUoo 800308 meeting In 
0Q(liasda,MD ro Peach SoHom roslart Pp 1-129 

' ACRS ■ Advisory Committee on Reactor Safeguards 89/03/00 132pp 4098B 165- 
40905 286 


U. Congresslonal/Executlve Correspondence 

6612280136 Responds to 881021 & 1121 Urs re opportunity for members of Poach 
Bottom community to express views on plant restart NRC would not authorizo restart 
ol plant If security problems endanger public health & safety 
ZECH.LW Commlssionera. 00/12/14 QRAY.W.H House of Rep 7pp. 47Q50 317- 
47831 062 


V. Operator Examinations 

8903130134 Ack receipt of 001200 itr informing NRG of slops taken to correct violations 
noted In tnsp Repta 50-277/8B 32 & 50 278/88 32 re licensed operator roqualllication 
program 

MARTIN,! T Region 1, Ole ol the Director. 89/02/27 MCNEILL.C.A Philadelphia 
Electric Co. 3pp 48818 321*40010 345 

8903220159 Generic Ltr 09 03 to all power leactor licensees & applicants for OL re op 
erator licensing natl exam schedule Sve list end 

VARGA, 8 A Associate Director for Projects (Post 870411) 09/03/24 Consolidated 
Edison Co. ol New York, Inc, 54pp. 49005'001 -49005*056 
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F. Security, medical, emergency ft fire protection plane 

8902230457 Informs ol listed changes to plant emergancy plan 
QALLAQMER,J W, Philadelphia Electric Co, 69/02/16. Document Control Branch 
(Document Control Desk) 2pp. 48570.3(M-48570.305 

8903030003 Advises that 080527 & 1200 changes to physical security plan consistent 
w/provislons ol 10CFR50.54(p) & acceptable, 

BELLAMY.R.R, Region 1. Ofc of the Director. 89/02/17 MCNEILL.CA. Philadelphia 
EleclrteCo 3pp 48691 283- 10694 206. 

8903220416 Forwards public version of Rev 5 to Emergency Response Procedure ERP- 
140,App 2, "Technical Support Team " 

FOQARTY,E P Philadelphia Electric Co 89/03/01 . Document Control Branch (Docu- 
ment Control Desk). Ip 49003 302-49003 307. 

-8903220431 Public version of Rev 12 to emergency response procedures Index 
‘ Philadelphia Electric Co 89/01/25 5pp 49003 303-49003 307 


0903150252 Forwards Inloqraled Assnssmonl Team Insp Repis 50 277/09 81 & -SO 
27G/.ft9 8l on 890203-17 Teom conctuded w/bigh confidenco that util mgl 
controls programs & personnel performing at level to support sale startup & operation 
of plant 

KANE.WF Region 1 , Ofc of Iho Director 89/03/06 MCNEILL.CA Philadelphia Etec 
Inc Co 3pp 48861 027 48861 156 

0903200148 Forwards util emorgency rosponse exorcise objactivos for 1989 Annual 
emergency preparedness exerciso scheduled lor 890614 Exorcise will nol involve off 
site participation 

GALLAGHER, JW Philadelphia Eloclr-ic Co 89/03/09 Documoni Control Branch 
(Document Control Desk) 4pp 40965 320 48965 323 

B9O321O330 Forwards SDcufity Toam tosp Ropls 50 277/89 BO & 50-270/89-00 on 
890105 27 Signdicard improvement noted in security program 

BELLAMY.Rh RegLon 1, Ofc of the Director 89/03/16 MCNEILL.CA Philadelphia 
Electric Co 3pp 4B982 244 48982 264 

-0903210336 Physical Security Insp Ropls 50 277/09 BO & 50 278/89 60 on 890105- 
27 Major areas inspected socurily program mgl & efjeclivoness.pcrsonnel oxpenonce 
& qudliftcations, testing & maint & liconsoo belf-assossmonts -6 audits 
KEIMIG.RH. SKELTON.RF, SM1TH.GC Region 1. Ofc of the Dlracloi 89/03/16 
lOpp 40902 247 40982 264 

8903230049 Confirms delotlork of PBAPS commitmonl to monitor security of 10 of 21 
shifts Informs that results of Nuclear QA technical monitoring program analyzed & Indi 
calQ lhal significant improvement achlovad 

SMITH.DM Philadelphia Eloclric Co 89/03/16 Documoni Control Branch (Document 
Control Desk) 2pp 49022 355 49022 3S6 


D. Adjudicatory correspondencQ 

B903010126 Philadelphia Electric Co consented to motion (or 30 day extension to ro 
spend to Commonwealth of PA contentions * Requests that doadlino for rosponso & 
NRC response to 8BQQ24 contentions be oxtonded by 30 days W/Ccrtitlcato of Sve 
JRWfN.DP PJxIadelphfa Eloctrlc Co fRWfN.DP Hanfon & Wmms A'lOO 8084 69/ 
02/21 Atomic Safety and Liconsing Board Panel Opp 40566 006 48566,01 1 

8903170039 Discusses Commonwealth of PA & ulil Iclnlly submitted documenta to NRC 
Region I memorlalizmii tindorstandmgs reached re Issues concerning plant & expecta- 
tions as to further ovants in proceeding W/Certificato of Sve 
DEtSNEn,JH Pennsylvania, Commor\woallh of BEISNER.JH O’MolvQny & Myers 
IRWIN, DP Philadelphia Electric Co /^109 8249 00/03/07 FRYE.J H . BRIGHLGO , 
COLE.R F Atomic Safely and Licensing Board Panel 4pp 40811 095 4801 1 098 

8903290154 Philadelphia Electric Co consented to motion to •rlay responses to Com 
monweallh of PA proposed contentions * Requests that ASLB slay util obligation to 
fospond to Commonwealth of PA 800824 contentions W/Cortificate of Sve 
IRWIN.DP PhilQdQiphIa ElGClric Co IRWiN.OP Hunton & Wiiiiams //1 00 0359 89/ 
03/24 Atomic Safety and Licensing Board Panel 5pp 49001 047-49001 051 

8903290221 Memorandum & order ‘ Stays util obligation to robnond lo contehlLona.por 
ongoing soltlemont discussions bolwQQn util & Commonwealth of PA Monthly status 
font foquosied W/ Cortificalo ol Sve Served on 890327 

FRYE.J H. Atomic Safety and Licensing Board Panel /H09 8355 89/03/27 Offico of 
Iho General Counsel 4pp 48900 095 4^3999 068 


L Financial Information 


8003200032 Forwards util annual financial repts for 1088Projecled cash internal cash 
flow statement also end 

DRADLEY.E J. Phlladatphia Eloclric Co 89/03/14 DINITZ.I, NHC - No DotQilod Affitl- 
alton Given 13pp 48973 040-40973 271 

-8903200037 "Annual Rept 10B8 " 

PAQUETTE, JF Philadelphia Electric Co. 00/12/31 62pp 4897 3 062 4 0 073-113 
-8903200042 "Annual Repl for 1988 " 

CURTIS.N Dcimarva Powor & Light Co 00/12/31. 54pp 4B073' 114-40973 167. 
-8903200046 "Annual Ropt for 1988 •' 

HUQGARD.ED, FEEHAN.J D. Atlantic Electric of Now Jorsoy. 06/ 12/31. 48pp 
48973.168 40973 215 

-8903200050 "1980 Annual Ropt." 

FERLAND.EJ. PuWic Soivice Enlerprlso Group. 88/12/31. 50pp 48O73'210- 
40973 271 


J. Insurance & Indemnity Information 

8903060514 Forwards Endorsomor^ls 130 & 131 to NELIA Policy NF-164, Endorao- 
menls 107 & 10Q to MAELU Policy MF-44.Endaraom0nta 94 & 05 to NELIA Policy NF- 
lOy.Endorsemenis 110 & 111 to NELIA Policy NF 220 & Endorsemonta 07 & 06 to 
MAELU Policy MF-73 

FARRELL.E Marsh & McLennan. Inc. 89/01/10 DlNlTZ,! Offico of Nuclear Road or 
Regulation, Director (Post 870411) 20pp 40743.197-48743 220 

8902260330 Forwards Endorspmonla 120 & 127 to NELIA Policy NF-140, Endorso- 
enenla 75 ft 77 to MAELU Policy MF-67, Endorsement 9 to NELIA Policy N-O.Endorso- 
ment 9 to MAELU Policy M-9 ft Endorsements 9 to Cwtificatos NELIA N-B ft MAELU 
M 0 

CULLEN, EJ Philadelphia Eloclric Co 89/02/16 OINITZ,! NRC - No Dolailed Affili- 
ation Given Opp 40044.121-48844 129. 


O. Advisory Committee on Reactor Bafeguards reports ft correspondence 

5603210086 Transcript ol ACRS QE Reactor Plants Subcommittae 890308 mooting In 
Belhesda,MD ro plant re start. Pp 130-280. Supporting documentation end. 

‘ ACRS - Adv|s.orY Committee on Roactor Safeguards 09/03/03. 326 pp, 48976.272* 
48976.265. 
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0903210227 Discusses review of plani roslarUpcr ACRS 347lh maelmg oa 690309 
11 Slafr plans to continue dose monitoring & evetualion of managerial & operational 
lean foe appropriale period after operation a1 power has begun endorsed 
REM[CK,F J ACRS Advisory Gommillee on Reactor Safeguards Q9/03/14 
ZECH,l.W Conimkssioners 2pp ^90-16 226^49048 227 


P. Operating license stage documenie & correspon (fence 

890310037 1 FOIA request for documents re alfegaltona of improper control room con- 
duct at util 

CLAIR, KS, Schnader, Harrison, Sega! & Lowis 89/01/13 NRC - No Dalailod Affili 
ation Given 2pp 43801 226 46801 227 

8902230610 Notificelion of 660228 Public Meeting 69 027 w/ulil |n Quarryvi1le-,PA to dis 
cuss plant shutdown status & Id receive public comments re restart issues 
UNVILLEiJC Region 1, Ofc of the Director. 89/02/15 Region 1, Ofc g) Iho Oiroclor 
2pp 4Q622 15240622153 

8902230615 Notiltcation of Public Meeting 89 029 In Fawn Grove Borough, PA to dis 
cuss plant shutdown status & recewa public comments re restart issues 
LINVILlEiJ C Region 1, Ofc of the Director. 89/02/15 Region 1, Ofc of Iho Oiroclor 
2pp 48555 353 46555 354 

8902230624 Notill cation of Public Meeting 89 028 In Bel Air.MD to discuss plant shut- 
down status & recerve public comments ro restart Issues 

LINVIU€,J C Region I, Ofc of the Diroclor 89/02/15 Region 1, Ofc of the Director 
2pp, 48555.313 46555 314 

8902240176 Statf roqulrements memo re G90206 briefing in Rockville, MO re status of 

g iant Licensed requested to discuss restart plan & mgl challenges for 1969 at future 
riefing 

CHILKCs J. Office of the Secretary of the Commission 69/62/16 STELLO.V Ofc of 
Ihe Executive Director for Operations 2pp 48583 320 48583 321 

6903;200164 Responds la NRC questions raised at 661019 meeting ro utiJ 880007 appit 
cation for amends to Licenses DPR-44 8 DPR-S6, addressing voltago 
reoulation Bechtel repta re venficatlan of calculated auxbliary distribution sys end 
KOWALSKI.SJ Phlladetphla Electric Co 69/83/06 Document Control Branch (Docu 
mentConlrolDosk} 6pp 48966 020 48967 380 

-6903200165 Rev 1 to 'Peach BolLom Atomic Power Station Units 2 & 3. Verification of 
Calculated Auxiliary Distribution Sys Voltages bv Test '* 

* Bechtel Power Cerp 89/01/31 SOOpp 46665025-46666 300 

..0903200191 Teach Bottom Atomic Power Station Units 2 8 3 Voltage Regulation 
Study “ 

* Bochtel Power Gorp, 89/01/31 305pp 46966309-48967.360 

8903200446 Forwards epplicafion for amends to Licenses OPR-44 & DPR-56, consisting 
of Tech Spec Change Request 88-15,duo to add! transformer inataltatioato clarify 
auxilla^ efecliical limiting conditions for operalior) W/one oversize drawing 
HUNGER, G A. Philadelphia Electric Co 69/03/09 Dexiumant Control Branch (Docu- 
ment Conliol DeskI 4pp. 4B956.22 1-48956 240. 

-6903200447 Application for amends to Licenses DPR 44 & DPR-56, consisting of Tech 
Spec Change Request 60-1 5, revising Tech Spec Pages 217,210 & 222 as result of 
addi transformer to supply olfsito power to station 

GALLAGHER, J,W, Philadelphia Electric Go 69/03/09 12pp 48056.226-48956 237 

..6903200446 Proposed Tech Specs re limiting condition for operation for auxiliary efec- 
(rlCal equipment 

* Phfladerphia EleqUic Co. 60/03/09 6pp, 4B956.238-46956'240, 

B983210322 Confirms that Units 2 & 3 Containment Purge & Vent Valve AO-25 19 mod 
complale 

GALLAGHER,d.W Phiracfelphia Electric Co. 89/03/09 Document Control Branch 
(Document Controt Desk) 2pp 48981 272 46901.273 

8903170230 Advises that QA program description meets roqulrements of App B of 
10CFR59 a acceptable. 

MARTIN, RE Project Directorate 12. 89/03/10 HUNGER,6A. Philadelphia Electric 
Co, 3pp. 469 50'191 -46950' 193. 

6903200009 Requests expedited review 8 Issuance ol 890310 Tech Spec Change Re- 
quest 89-02 re rev to calibr frequencies for source range monitor ^ detector not In 
startup position Instrument channels for control rod block actuation 
HUNGER, G. A Philadelphia Electric Co 69/03/10 DocumenI Control Branch (Docu- 
ment Control Desk) 2pp. 48959:346 46959.347 

8903200364 Appileahon for amends to Licenses OPR'44 & OPR 66, consisting of Tech 
Spec Change Request 69 02, removing survejKance requirement Co catibr source range 
monitor & Intermediate range n^emtor. 

HUNGER, G.A. Phdadel^ia Electric Co. 69/03/10 Documont Control Branch (Docu- 
ment Control Desk). 1 5pp. 48970.266-46970 265 

-8903200494 Proposed Tech Specs re mm test 8 cahbr frequency for control rod block 
actuation 8 limit switch adjustment. 

* Philadelphia Elqclrlc Co. 69/03/10 5pp. 46970 261 >48970; 285. 

8903220492 Forwards quesltona on util Repl PECo F MS -0005, "Methods for Performing 
BWR Steady Slate Reactor Physics Analyses." Firm cpmri^lrnent to schedule for sub- 
mittal 01 rasmsQ requested. 

MARTIN.R.E. Prtriect Ofreelorala 1-2. 89/03/13. HUNGER, G A Philadelphia Efeclric 
Co. 6^ 49008*174 40006 179 


—8903230391 Safety evaluation supporting Amends 140 & 142 to Licenses DPR 44 & 
DPR-bSjespeclivaly 

* Office of Nuclear Reactor Regulalion, Director (Post 870411) 09/03/15 3pp 
49036 355 49036 357 

8903160296 Generic Ltr 00 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions to improve dotoction of counterfeit & fraudulently marketed products Sve list 
end 

VARGA.SA. Associate Director for Projects (Post 070411) 89/03/21 Consolidated 
Edison Co of Now York, Inc 57pp 40960 001 4Q960 057. 


Q fnapectlon reports, IE Bulletins & correspondence 

0902280354 Ack receipt of QB1221 ltr informing NRC of stops taken to correct violations 
noted In Inso Repts 50-277/80-38 & 50 278/88 38 

MARTIN.TT Region 1. Ofc of the Director 09/02/09 MCNEILL, C A Philadelphia 
Eloctnc Co 2pp 4 6633 016 48633 023 

6902170112 NRC Info Notice 80 020, "Weld Failures in Pump of Byron Jackson 
Design " Sve list end 

ROSSI.C E Division of Operational Events Assessment (Post B70411) 89/02/24 
Consolidated Edison Co of New York, Inc lOBpp 48572 043 48572 148 

8902210351 SuppI f <0 NRC Info Notice 88 073, "Direcllon Dopondenl Leak Character 
islics of Conlainmont Purgo Valvos " Sve list end 

ROSSI.C 6 Division of Operational Events Assessmenl (Post 870411) 89/02/27, 
Consolidated Edison Co of New York, Inc 102pp 48589 001-40509 1 10 

690221 0564 NRC fnfo Notice 09-021, "Changes In Performance Characteristics of 
Molded Casa Circuit Broakers " Sve list end 

ROSSt.CE Divisiorr of Operational Events Assessmonl (Post 870411) 89/02/27 
Consolidated Edison Co of New York, fnc 104pp 48578 032-48578 137 

6903130134 AcK receipt of 861206 Ur Inforirung NRC of stops taken to correct violations 
noted In tnsp Repts 50 277/68>32 & 50 27Q/8Q 32 ro liconsod operator roquallfication 
program 

MARTIN.TT Region 1, Ofc of tho Director 89/02/27 MCNEILL.CA Philadelphia 
ElectficCo 3pp 48810 321-48818 345 

8902270156 NRC Info Notice 89 022, "Questionable Cortificatlon of Fasteners " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 09/03/03 
Consolidated Edison Co of Now York, Inc 105pp 48732 001-40732.106 

6902269104 NBC Info Notice 89-023, "Environ Ouatilication of Litton Veam CIR Series 
Electrical Connectors Sve list end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 80/03/03 
Consolidated Edison Co of New York, tnc 106pp 40723 038-40723 143 

6903149464 Responds to violations noted m Electrical Team Insp Ropts 50-277/09-07 
& 50-276/89 07 on 890130 0210 Technical analysis ol adequacy of sizo & typo of 
fuses will bo reported in 890317 submittal 

KOWALSKf.S J. Philadelphia Eloclrlc Co 69/03/03. Document Control Branch (Oocu- 
mont Control Desk), 3pp 48850 067 46858 069. 

8992260162 NRC Info Notice 89 024, "Nuclear Crilicality Safety " Sve list end 
CUNNINGHAM.R E Division of industrial & Medical Nuclear Safety (Post 070729) 
89/03/06 Consolidated Edison Co ol New York, fnc 06pp 4B700 262 46700 346 

9903160252 Forwards Integrated Assessment Team Insp Repts 50-277/69 81 & 50 
278/69-81 on 890203*1 7.Team concluded w/high confidence Ihot util mgl 
cont<ols,programs 8 personnel performing at level to support safe startup & operation 
of plant 

KANE.WR Region 1, Ofc of tho Director. 89/03/06 MCNEILL.CA Philadelphia Efoc- 
irlc Co 3pp. 4BBB1 027*48061 .156. 

-8903150255 Integrated Assessment Team Insp Repts 50-277/69-61 & 60 276/89 61 
on 890203-17 Major areas Inspected, effectiveness of restart plan corrective actions & 
dearaa of readiness of licensee mgl controls. 

UNVILLE.JC Region 1, Ofc of the Director 69/03/06 127pp 4B861 030-46861 '156. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety* Related Equip- 
ment" Sve list end 

ROSSLC.E. Division of Operational Events Assessment (Post 870411) 69/03/07. 
Consolldaled Edison Co of New York, Inc 105pp 48741:053-48741.168. 

8903200264 Responds to NRC Bulletin 88'007,Suppl 1, "Power Oscillations In BWRs " 
QE stability recommencfatlons completed & Implemented for Limerick Generating Sla- 
tion Units 1 & 2 on 890131 Clarification of util 660915 response provided 
GALI_AGHER,J.W. Philadelphia Electric Co 89/03/07. Document Control Branch 
(Document Control Desk). 3pp 48970'180 4B970 182. 

8903220250 Forwards memo prepared for Secretary ol Natural Resources re observa- 
tion of util operation of plant durlr^g Intograled assessment team Insp 
MAGETTE,T.E. Maryland. State ol 80/03/07. KANE.W.F. Region 1, Ofc of the Direc- 
tor. 8pp 49008:180 49008.167 

690302016S NRC info Notice 89-027, "Limitations on Use of Waste Forms & High In* 
leerl^ Containers for Disposal of Low Level Radwaste." Sve list end. 

GmEEVES,JT Division of Low Level Waste Management & Decommissioning (Post 
870413) 89/03/08, Consolidated Edison Co of Nw York, fnc. 117pp. 46798.114- 
48798 231. 


6903230364 Forwards Anvends 140 & 142 to Licenses DPR-44 & DPR 66. respectively 
& safely evafuallon Ameads revise min count rat© required on source range monitors 
for withdrawal of control rods for startup. 

MARTIN,R.E. PfC^t Dtreeforale 12. 69/03/15. HUNGER.OA PNadelphIa Eleclno 
(^ 3pp 49036:338 49036 3S7 


5903060372 NRC Info Notice 89-026, "Weight & Ctr of Gravity Discrepancies for Copes* 
Vulcan Air-Operated Valves " Sve list oncT. 

ROSSIAE. Division of Operational Events Assessment (Post 870411). 89/03/14. 
Consolidated Edison Co of New York, Inc, 107pp. 46895:001-46895.109. 


^903230386 Amends 140 A 142 to Licenses DPR-44 & OPH-56,re8pectivety, revising 
rrtn rale required on source range monilora for withdrawal of control rods for startup 
BDTLER.W.R. Profacl Direcioralo 1-2. B9/03/16. Upp 49036:341 ‘49036;354 


8903090021 NRC Info Notice 89 029, "Potential Failure of ASEA Brown Boverf Circuit 
Breakers During Selsmio Event." Svo list end. 

ROSSI.C.E, Division ol Operational Events Assessment (Post 870411} 89/03/15 
Consolidated Edison Co of New York, Inc. 106pp. 46870 053-48870.169. 
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8903090133 NRC Irilo Noltce 09 030. ‘High Tomp Environs al Nucleai Powrr F’lmur. *’ 
Svc list onci 

ROSSI.CE Division of Oporational Evonls A^sossmcnl (Post 870-111) 09/03/15 
Con sol (baled Edison Co of Now York, Inc lOGpp 4D895 1 10 4B095 215 

8903210330 Forwards Socuniy Team Insp Repls 50 277/89 BO & 50 278/09-80 on 
890105*27 Slnnificani improvomanl noletl m security program 
fiELLAMY.RR Region 1, Ofc of the Director 09/03/16 MCNEILL.CA Philadolphia 
ElGClrtcCo 3pp 40062 244 40982 204 

-8903210336 Physical Security Insp Ropls 50 277/80 80 & 50*278/09^80 on 890105 
27 Malor areas inspected socuniy program mgt & eflecliveness, personnel eKperienco 
& qualifications, testing & maint & hconsce sclf-assessmonls & audits 
KEIMIQ.R R , BELLAMY.R R , CAMERON.D F Region 1. Ole of Iho Director 89/03/ 
16 IBpp 40982 247 48982 264 

G903240268 Forwards advance response lo potential restart issues identified by NRC 
during Special Electrical Team Insp 50 277/09 07 & 60 270/89 07 on 890130 0230 
KOWALSKI,SJ Philadelphia Electric Co 89/03/17 Document Control Branch fOocu 
rnenl Control Desk) IGpp 49044 259 49044 274 

8903160427 NRC Info Notice 89 031, •'Swoltmg & Cracking of Haintum Control Rods " 
Svc list end 

ROSSI, CE Division of Opcralional Events Assessment {Post 870411) 89/03/22 
Consolidated Edison Go of Now York, Inc I02pp 48988,001*48986,103 

8903170419 NRC Info Notice DO 032. "Surveillance Testing of Low Temp Overpressure 
Pfoteclion Sys ” Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 09/03/23 
Consolidated Edison Co of New York, Inc t04pp 46092 044 48992 147 


R. Periodic operallno reports & related correspondence 

6903060118 "Annual Occupalional Exposure Tabulation 13,1088" W/80O2a4 Ur* 
MCFADDEN.J R . HUNGER, G A Philadelphia Electric Co 88/12/31 6pp 40730 295 
48739 300 

B903100479 "Semiannual Effluent Releasos Ropt 2G,Jul Doc 1986 " W/ 890224 Ur 
MCFAODEN,jn, BURLY.WC, HUNGER, G A Philadofphfa Beciric Co 83/12/31 
80pp. 48815 282*48616.360 

6902240236 Monthly operating repls lor Jan 1089 for Poach Bottom Units 1 & 2W/ 
890215 Ur 

BARON.MJ, SMITH, DM Philadelphia Electric Co 09/01/31 14pp 40579,155* 
48579 160 

8903200102 Monthly oporaling repta lor Fob 1969 lor Poach Bottom Umis 1 & 2*W/ 
B90314 Ilf, 

BARON.MJ, SMlTH.DM. Philadelphia Electric Co 09/02/26 14pp 48964 034* 
489B4 047 


DOCKET 50*280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency ft fire protection plans 

6612230413 Forwards Rev 18 lo socuniy program Rov withheld irof 10CFR73 21) 
STEWART ,W L Virginia Power (Virginia Eloclric S Power Co ) 86/12/1 1 GRACE.J N 
Region 2, Ole of the Direclor 2pp 39078 184 39078 105 

8903030526 Ack rogeipl of 090125 Ur re scenario/conlrollar package & 6B1205 Itr w/ 
scopo & objee lives ro-r plant emergency exorcise on 890218 Documgnls acceptable 
lor domonstratinn corrective actions to areas noted doflcfonl (n 1988 exercise 
DECKER, TR Rogion 2, Ofc of Iho Direclor 89/02/15 CARTWRIQHT.W R Virginia 
Power (Virginia Etectric & Power Co ) Ip 40603 210 46693 210. 

6903010214 Revised emergency plan Imptemanling proceduros, Including Rev 12 to 
EPIP-3 02.RQV 3 to EPlP-4*01.n8V 5 lo EPIP 4 19, Rev 3 lo EPiP.502,Rov 14 lo EPIP* 
5,03 & Rev 8 to EPIP-S05 W/ 890222 Itr 

CARTWRIGHT,W R Virginia Power (Virginia Electoc & Power Co) 89/02/22 03pp 
40646 016 48646 101 

8903210267 Advises that 890 104 Rev 2 to security contingency plan consistent w/pro* 
visions of 10CFR50Si(p) & acceptable 

CLINE, WE Region 2. Ofc of the Direclor. 69/03/01 STEWART.WL Virginia Power 
(Virginia Electric & Power Co ) 3pp. 48983 301 48983 303 

8903210402 Requosts two addl emergency nolillcation sys extensions lor technical sup 
port clr personnel Extensions should bo provided for emergency coordinator & emer 
gency manager, 

CARTWRIGHT, W R Virginia Power (Virginia Eleclric & Power Co) 89/03/14 Docu 
menl Conlrol Branch (DocumonI Conlrol Desk) 2pp 48093 11 3*48093.1 14 


H General correspondence 

8903020003 Comment supporting Chapter i re policy sUiteniont on exampllons below 
regulatory concern Policy development for cnleria for release of radioaclive mall 
needed (or devolnpmont of consistent waste mgt practices 
CARTWRIGHT,W H Virginia Power (Virginia Eleclric & Power Co) 00/02/14 Docket 
ing & Services Branch, llpp, 46671 147 46671.157 


P* Operating license stage documents ft correspondence 

0902270251 Summary of 881200 meeling w/util in RockvIlla.MD to discuss mod to 
omorgency dio-sel generators & subsequent testing & short* torm & long term mods lo 
control room & omorgoncy swlfch/relay roomchillor au GondUloning sys. 
BUCKELY.BC Prooct DJrocloralo 11*2 09/02/16 Pro|ec( Directorate 112 GGpp 
48507 332 40580 037. 


6903130206 Forwards plant status ropt lor 090130 0227 
LINViLLE.J.C Rogion 1. Ofc of Iho Director 89/03/02 KANE,JC Rogion 1, Ofc of 
the Director 6pp 48630 287-40830 291 


S. Reportable occurrences, LERb ft related correspondence 

6903030432 PNO 109*014 on 890227 Commonwoallh o* PA & ulil announced agree* 
ment on proposed actions to address Commonweallh concerns re ingl & safoly at 
plant & to provide exctiange of Info w/Commonwoalth for noxl 8 yrs 
LINVILLE,J. WEN2lNQErf,E Region 1, Ofc oflbo Director 09/02/27 1p 40739.151* 
40739.161 

6903100382 NPDE8 noncomptiancQ notification on 8901 27, sample taken from storm 
drain 101 exceeded oil ft grease monthly limit Oil absorbent matt ptaced at dlscha/go 
of storm drain inside oil retaining boom 

SMlTH.DM. Philadelphia Eleclric Co 89/02/27 Pennsylvania, Commonwealth of 
2pp 46B03'239 46803 240. 


T. Hearing transcripts on non^antltrust matters 

8902240316 Transcript of 890206 briefing in Rockville, MD re status of plant Pp 1* 
49 Supporting Info end 

•Commissioners 69/02/06 BQpp 48571.158 48571.247. 

6903210099 Transcript of ACRS GE Reactor Plants Subcommittee 690008 mooting in 
Belhesda.MD re Peach Bottom restart Pp 1-129, 

* ACRS • Advisory Commillea on Reactor Safeguards 89/03/08 132pp. 48985.165* 
489851286 


U. Congressional /Executive Correspondence 

8612260136 Responds to 681021 ft 1121 lira re opportunity for members of Peach 
Bottom community to express views on plant restart, NRC would not authorize restart 
of plant If security problems endanger public health ft safety. 

ZECH,LW. Commissioners, 80/12/14. GRAY.WH House of Rep 7pp. 47950.317- 
47951:062. 


V. Operator Examinallone 

8903130134 Ack receipt of 881280 Itr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50*277/88-32 ft 50-278/88*32 re licensed operator requallfication 
program 

MARTIN.T.T. Region 1, Ofc of the Director, 89/02/27. MCNeiLL,C,A Philadelphia 
Eleclric Co. 3pp. 48010:321-40918:345. 


8903020463 Summary of 881222 meeling w/util in RockviliQ.MD ro restart Issues for 
plant Licensee presentation on status of restart Issues & schedule ft list ol attendees 
end 

BUCKLEY, BC Prolocl Directorate 11*2, 00/02/16 Pro|oc1 Directorate 11*2 41pp, 
48073-010-40673 050 


8903010121 Application for amends lo Llconsos OPR 32 & DP R.37, revising heatup & 
cooldown curvoa 

CARTWRIQHT.W R Vrrglnia Power (Virginia Electric ft Power Co) 69/02/20. Docu- 
menl Conlrot Branch (Document Conlrol Desk) 3pp. 48645 001-46645 052. 

*•8903010124 Proposed Toch Specs revising heatup ft cooldown curves. 

* Virginia Power (Virginia Electric ft Power Co) 89/02/20. I8pp 48645.004-* 
40645019. 


-8903010134 "Analysis ol Capsule V From Virginia Power Co Surry Unit 1 Raaclor 
Vessel Radiation Surveilfance Program • Surry Unit 1 Reactor Vessel Heatup ft Cool- 
down Limit Curves (or Normal Operaliotr." 

SCHMERTZ,JC, RAY.N.K, MEYER.T.A. Weslinghouse Eleclric Corp WCAP-11492 
R01 66/00/30. 34pp. 40045 020*48645.052 

0803020671 Forwards response lo Generic Llr 88-14. "Instrumonl Air Supply Sys Prob 
lems Affecting Safe ty>Rota ted Equipment." Util contacted selected mfgs of air operav 
ed devices lo ostablish air quality requiremenls but was unsuccessful 
CARTWRIGHT, W.R. Virginia Power (V*rglnlo Electric ft Power Co). 09/02/21 Docu 
ment Control Branch (Gocunnent Control Desk) IBpp 40074*144*40674:158 


8903010071 Foiwards rovisod Reliol Request P*1 from ASME Section XI insorvico 

K jflnp feaiing vibration velocity ref values Min value of o 05 Inches per second for vi 
ation volocity ref values proposed. 

CARTWniGHT.W.R Virginia Power (Virginia Eloclrlo ft Power Co) 69/02/22. Docu* 
mer^t Conlrol Branch (Document ConlrorDosk). 6pp. 40648:149*48648 153 

8903090067 Confirms mgt meeting at util on 890228, per 890217 telcon, Proposed 
mooting agenda end 

ERNST.mX, Region 2. Ofc ol the Director 89/02/24 CARTWRIQHT.R W. Virginia 
Power (Virginia Eleclric ft Power Co.). 3pp 48801.093*48001.095 


0903130176 Forwards safely ovatualion supporting Hconsoo 680200 ft 0605 submittals 
re proposal to romovo requirement of venting conlalnment liner wold leak* chase chan* 
nets during Typo A coritainment leak rate test. 

BUCKleS^B.C Prolect Directorate 11-2. 89/03/06 CARTWRIQHT.W R, Virginia Power 
(Virginia Electric ft Power Co). 2pp. 48818.315*48010 320. 


-6903130101 Safety evaluation supporting liconsee 680208 ft 0805 submillals re con* 
talnment liner weld leak*cha$e channels 

• Oirice ol Nuclear Reactor Regulation, Director (Post 870411), 89/03/06, 4pp. 
48816:31 7-48818:320. 


6003220169 Generic Ltr 09*03 to all power reactor licensees ft applicants for OL re op* 
eraior licensing nail exam schedule. Svc list end 

VARGA, 8.A. Associate Director for Projects (Post 870411) 09/03/24 Consolidated 
Edison Co of New York, Ino. 64pp 490()5.001*49006‘066. 


8903220309 Forwards relief request ft technical paper re ASME Section XI inservke 
pump testing vibration velocity ref values. 

CARTWRIQHT.W. R. Virginia Power (Virginia Electric ft Power Co.) 89/03/08. Docu- 
ment Control Branch (Document Control Desk). 8pp. 40020 : 2 12*49020:210, 



72 DOCKETED ITEMS 


0BO32OO'1j 11 Arivisos lhat AG0 106 rosponst? to Gisnorir LIr 8B 17 on iuss ol DHR mpcis 
miGrl ol llr le expetliltous a-ctions GtiKJancG Id ensure llmi acltons adeqiMlo 
listed Calculations should bn performed on RCS hoi side oponinqa 
BUCKLEY ,BG PfOjecI DirectoralQ II 2 &3/OJ/IO LARTWRIGHT.W R Virginia Power 
(Virginia Elocluc & Power Co ) 3pp 4BG53 339 40959 34 1 

8903240341 Nolificalion of 890330 ineeling w/util in RocKvillo WD to discuss iilil inlcnm 
orgar^izalional changes & overall tor^g term improvomeni plan lo enhance planl oper* 
aliens 

BUCKLEY BC ProjecI Diroclornlo Ih2 89703/ 16 OERKOW.HN Proiccl Di redo rate 
112 3pp 49040 016 49040 018 

0903230401 Advises Ihnt issue of NUREG-0737.Aclion Plan Horn II K 3 5 salisfactorily 
resolved lor plants MRC -generically approved Weslinghousc Owners Group methodol- 
ogy specdica in Generic Ur 65 12 

ENGLE, LB Project OirGclorato 11-2 69/03/20 CARTWRIGHT WR Virginia Power 
(Virginia Electric & Power Co ) 3pp 49023 260 49029 262 

8903160296 Generic Llr 89 02 to all holders of OLs & CPs for nuclear power reactors rc 
aclcons to improve doloction of counterfoil & Iraudulonlly markoted produclsSvc list 
end 

VARGA, S A AssQCialo Direclor for Projects (Post 070411) 89/03/21 Consolidated 
Edison Co of New York, Inc 57pp 4B960 001-48960 057 

6903270378 Nolilicalion of 690329 mooting w/util in Rockvilto.MD lo discuss proposed 
Tech Specs amends on mservLco insp & loBlinn program 

BUCKLEY, a C Projecl Directorate tl 2 89/03/22 BERKOW,HN Project Directorate 
1!2 3pp 49055 242-49055 244 


0. Inspecilon reports, IE Bulletins & correspondonce 

8903090172 Summanzos 090126 enforcement conterenco re -design control & correc- 
tive action problems aHocting various plant sys List of meoling atlendeos & view- 
graphs and 

ERNST.ML Region 2, Ofc ol the Director 89/02/22 CARTWRIGHT.WR Virginia 
Power (Virginia Elcclric & Power Co ) 67pp 48760 258 46780324 

8903130260 Forwards Insp Repts 50 280/88 51 & 50 281/88 51 on 881210 090128 8 
notice of violation Rept documents ticensoe commitment lo restore inslrumenl air sys 
to full operability prior lo unit rostorl 

REYES.LA Region 2. Ofc of the Direclor 89/02/23 CARTWRIGHT.W R Virginia 
Power (Virginia Beclric & Power Co) 2pp 48810 338 46810 362 

”8903130265 Nollce of Violation Irom insp on 681218 890128 Violation noted on 
89011 l.conlairment isolation vatve CC-TV-209A inadvertently operated In closed cfi- 
reclfon rcsulling in breakage of mechanical stop blocking device 
REYES, L A Region 2, Ole of the Director 89/02/23 2pp 48B10 340-40810 341 

”8903130270 Insp Repls 60 200/68 51 & 50-201/88-51 on BB1218-0OO12O Violations 
noted Major areas inspected licensee action on previous enforcement manors, planl 
op oration 5.ptant main!. LER review & followup on inspector Identified items 
HOLLAND.W E , VORK.J W , NICHOLSON.L E Region 2, Ofc of tho Director 89/02/ 
22 21pp 40810 342 48810 362 

8902170112 NRG Info Notice 89 020, "Weld Failures fn Pump of Byron Jackson 
Doslg^n " Sve hst end 

ROS^1,CE Division of Operational Events Assessment (Post 870411) 89/02/24> 
Consolidated Edison Co of New York. Inc t06pp, 4D572 043-48572,148 

8902210351 SuppI 1 le NRG Info Notice 68 073, “Dlreclion-Oependenl Leak Character- 
istics of Canlainment Purge Valves " Sve list end 

ROSSI, CE Division of Oporalional Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, (nc, 1CI2pp 48589 001-48589 110 

8902210564 NRG Info Notice 89 021, "Changes in Performance Charade ns tics of 
Molded Case Circuit Breakers " Sve list onci 

ROSSt.CE Division of Operational Events Assessment (Post 870411). 89/02/27 
Consolidated Edison Co, of New York, Ino 104pp 48576 032-48576*137, 

9903060026 Responds to NRC 890127 llr re violations noted in Insp Repts 50 280/GB- 
49 A 50 281/86-49 Corrective actions Improperly attached rod tape removed & shield- 
ing properly secured & red tape on stainless steel pipe determined unharmiul, 
CARTWRIGHT.W R. Virginia Power (Virginia Electric & Power Co) 89/02/27 Docu- 
ment Control Branch (Document Control Desk) 6pp 46738 131 46738 136 

6903080227 Withdraws Relief Request NDE-24 re inservtce msp program plan for com- 
ponents A componenl supports Tirna.m a npower A personnel exposure required to 
mark sub] welds does not commensurate w/gain in increased accuracy 
CARTWRIGHT,W R Virginia Power (Virgmia Electric & Power Co) 89/02/28 Docu- 
ment Conifol Branch (Documonl Control Desk). 2pp 4B787 050 48767 051 

8903140073 Forwards Insp Repts 50 260/89 02 & 50-261/69-02 on 690123- 27 Viola- 
tion & unresolved item noted . 

DEGKER,T.R Region 2, Ofc ol Ihe Dlrecler. 89/02/28, CARTWflIGHT.WR Virginia 
Power (Virginia Eleclnc & Power Co ) 2pp. 48854 175 48854 198. 

”8903140079 Insp Repts 50-280/89 02 & 60 281/89 02 on 890123-27 Violafion & un- 
resolved item noted Major areas Inspected radiation protection program, including oj- 
ganfz alien & mgl control, framing & qualikcations & exposure control 
BASSETT ,C,H. POTTER ,J Region 2, Ofc of Ihe Director 89/02/22 20pp 
48854 177-48854 198 

B903M8t5t Forwards “1988 Annual Sleam Generalor Inservice Insp Repl ’’ 
CARTWRIGHT.W FI Virginia Power (\flrgEnia Electric & Power Co) 89/03/01, Docu- 
ment Conlrol Branch (Document Conirol Desk) 2pp. 4B783 077-46763 095 

”8903090153 “1930 Annual Sleam Generator Inservico Insp Repl “ 

• Virginia Power (Virginia Eleclnc & Power Go) 69/03/01. 17pp 48783079- 
46783 095. 

8902270158 NRC Info Notice 89-022, "Questionable Certilicetion of Fasteners “ Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Posl 870411) 89/03/03. 
Consolidated Edison Co of New York Jnc 105pp 48732001-40732*106 


8902200104 NRC. Into Notico 09 023 "Environ Qualilicalion ol Litton Voam CIR Series 
Eleclrirnt Connectors " Sve list oncI 

ROSSI.CE Division ol Operational Events Assessment (Post 0/0411) 69/03/03 
ConsolifJaled Edison Co of New York, Inc 106pp 48723 038 48723 143 

0902200162 NRC Info Notice «9 024, Nuclear Cniicatily Safety ” Sve list end 
CUNNINGHAM, R E Division of Induslrral 8 MerJtcal Nuclear Safely (Posl 870729) 
89/03/06 ('onsoltdalocf Edison Go of New York, Inc 96pp 46700 252-407C0 34G 

0903220048 Forwards Exam Repts 50 280/QL 06 02 & 50 261/01 68 02 administered 
during wk of 881024 27 

MICHAEL, B Region 2, Ole ol llio Diroclor 69/03/06 Documonl Control Branch (Doc 
umonl Control Desk) Ip 46907 132 48997 134 

6903010207 NRC Info Nolico 69 026, 'Instrumont Air Supply to Safety- Rot cited Equip 
meni ’ Sve list end 

ROSSLC E Division of Operational Events Assessment (Post 6704 1 1 ) 69/03/07 
Consolidated Edison Co ol New York, Inc 105pp 48741 053 40741 156 

0603020165 NRC Into Notice 69 027, "Limitations on Use of Waste Forms & High In 
lugrily Containers lor Disposal ol Low Level Radwaste " Sve list end 
GREEVES.J T Division of Low Level Waste Management & Docommibsioning (Post 
a704t3) 89/03/08 Consolidated Edison Co of Now York. Inc 117pp 46798 114- 
48798 231 

8903080372 NRC Inlo Noheo 89 028. "Weiqhl & Clr of Gravity Discropancios for Copes 
Vulcan Air Operated Valves " Sve list oncT 

ROSSI.CE Division ol Operational Events Assessment (Pod 870411) 89/03/ 14 
Consolidated Edison Co of New York, Inc I07pp 46895 001 48695 109 

8903090021 NRC Info NoKco 89 029, "Polonlial Failure of ASEA Brown Bovon Circuit 
Breakers During Seismic Evonl ’ Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 69/03/16 
Consolidated Edison Co of Now York, Inc 106pp 46670 053 48670 169 

6903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSI.CE Division of Operational Evonls Assessment (Posl 670411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 40895 1 10 46895 215 

8903220353 Forwards supplemental responses to NRC Bulintin 68 008, "Thermal 
Stresses in Piping Connected lo RCS " NDH of linos susceptible to high cycio latiguo 
comploledNo indications ol adverse oflocts duo to thermal siratilicalion noted 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 89/03/15 Docu 
ment Control Branch (Document Conlrol Desk) 6pp 49021 028-49021 033 

8903160427 NRC Info Notice 89 031, "Swelling & Cracking of Hafnium Conlrol Rods" 
Sve list end 

ROSSI.CE Division of Operational Events Assessmonl (Posl 670411) 80/03/22 
Consolidated Edison Co of New York, Inc 102pp 48966 001-46966 103 

8903270370 Nolilicalion of 890329 meeting w/ulil in Rockville, MD lo discuss proposed 
Tech Specs amends on inservico insp & testing program 

aUCKLEY.B C Pfotocl Directorate 11-2 89/03/22 BERKOW.H N Project Directorate 
II 2 3pp 49055 242 49055 244 

8903170419 NRG Info Notice 89 032. "Surveillance Testing of Low Temp Ovorprossuro 
Proleclion Sys," Sve fist end 

ROSSr.CE Division of Operational Events Assessment (Posl 070411) 89/03/23 
Consotidalcd Edison Co of New York, Inc 104pp 48992 044-46992 147 


R, Periodic operating reports & related correspondence 

8903090333 "Semiannual Radioactive Effluent Release Ropt.Jul Dec f986 " W/090302 
Itr 

BLOUNT.P F . CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co ) 86/ 
12/31 55pp 40765 077 40765 132. 

8902270351 Monthly operating repls for Jan 1 909 for Surry Power Planl Units 1 & 2 W/ 
890215 Itr 

WARREN, L A . CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co ) 80/ 
01 /31 23pp 48566 336 4QS86 356 

8903220158 Monthly ope/ating repts for Fob 1089 for Surry Power Station Units 1 & 
2W/B00315llr 

WARREN.L A, CARTWRIGHT.W, R Virginia Power (Virginia Electric & Power Co) 89/ 
02/26 2app 49003 317-49003 339 


S, Reportable occurrencee, LERe & related correspondence 

8003080 f44 LER 89'003-00,on 8901 20, during Installation of inside recirculation spray 
pump B motor, damage lo insulation of one of motor power feeder cables 
observed Probably caused by handling of flex conduit W/890227 llr 
KANSLER.MR, Virginia Power (Virginia Electric & Power Co). 89/02/27 6pp 
46741 325-48741 330 

8903090182 LER 89-005 00 on 890204, aulo start ol emergency diesel generators 1 & 3 
occurred upon loss of transfer bus F.Caused by 4,160 volt supply circuit breaker 
fallure.Circuit breaker cleaned & tested satisfactory W/890303 llr 
KANSLER,MR. Virginia Power (Virginia Electric & Power Co) 89/03/03 7pp 
48780.238-48780 244 

B903090210 LER 89-006 00 on 890208.spurious train B safety injection occurred during 
Special Test 241 Caused by Inadequate test procedure. Person net performing specif 
test terminated Investigation conducted W/B90303 llr 

KANSLER.MR, Virginia Power (Virginia Electric & Power Co) 89/03/03, 6pp 
48784.001-40764 005, 

S00327010S LER 89 004-00.on 89021 5, deter mined that cable tray covers did not 
comply w/App R commllments since min cable separation did not meet Reg Guide 
1.76 requirements, Caused by Improper Inslallalion & reinslallatfon W/890315 Hr 
KANSLEft.MR. Virginia Power (Virginia Electric A Power Co) 89/03/15 6pp 
49049 178-49049 182 
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V Operator Enaininations 

6903520046 ForwaKls Exam Bcpis 50 200/ OL Ofl 02 & 50 2auQL 00 02 administcrofl 
during wk ol 001024 27 

MICHAEL B Rrgion ?. Ole of the Diroclor 09/03/06 Otjcwmi'nl Conlrol Branch (Ooc 
ument Conlrol Desk) ip 4B997 132 40097 134 

-8903220062 Commonts on reacior operator & senior rcaclor operator writlon oxarns 
administered ai plant on 001024 

BENSON.D L Virginia Power tVirgima Electric & Power Co) 00/10/20 Region 2, Ole 
of the Director lOpp 48996 055 409U0 064 

8903230435 Requests cancellation of Operator License SOP 20547 for JA Bailey 
CARTWRIGHT,W R Virginia Power {Virginia Electric & Power Co) 89/03/15 Docu 
menl Conlrol Branch (Docunneni Control Dosk) Ip 40024 270 49024 278 

8903240181 Corlilios that training programs for both initial liconsinn A roquahlication 
training of operators & senior oporalors at plants accredited by INPO & based on s.ys 
approach to training, per Generic Lir B7 07 

CARTWRIGHT, W R Virginia Power (Virginia Eloclric & Power Co) 09/03/20 Office 
of Nuclear Reactor Rogutaiion, Director (Post 670411) tp 49030 157-40039 157 

6903220159 Generic tir 89 03 to all power reactor liconsoos A applicants for OL re op 
erator licensing nail exam schedule Sve list one! 

VARGA.SA Associate Director for Projects (Post 6704 tt) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001-49005 056 


Y Dry Cask Independent spent Fuel Storage Installations 

B90313O6S0 Forwards AH Wells 801222 Ur to DP Qalalo providing Info on surface llukos 
& doso rates obtained to support inclusion of NAG 128 S/T cask m 1SFSI SAR 
WEILS, A H Nuclear Assurance Corp 89/03/01 ROBERTS, J Ottico of Nuclear Ma 
teriat Safety & Safeguards, Director t7pp 46B33 206 40833 221 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency & tiro protection plans 

8612230413 Forwards Rev ID lo security program Rev withhold (ref tOCFR73 21) 
STEWART ,W L Virginia Power (Virginia ElocUic & Power Co ) 66/12/11 GRACE, J N 
Region 2, Ofc of tho Director 2pp 39078 184*39070 105 

8903030526 Ack receipl ol 090 125 Itr ro sconaiio/controllor package & 001205 ilr w/ 
scope & obiecUvos tor plant emergency oxorciso on 090216 Documents accoptablo 
for demonstrating corroctivo actions to areas noted doficloni in 1 DOB exercise 
DBCKERJfi Region 2, Ole of mo Difocior 39/02/15 CARTWRIGHT.WR Virginia 
Power (Virginia Eleclric & Power Co) Ip 48693 210 40693 210 

8903010214 Revised emergency plan implementing nroceduros, Including Rov 12 to 
EPIP-3 02,nev 3 to EPIP-4 01 .Rev 5 to FPIP 4 lO.Rov 3 to EPIP 5 02, Rev 14 to EPIP- 
5 03 & Rev 6 lo EPIP-S 05 W/ 890222 ilr 

GARTWRIQHT.W R Virginia Power (Virginia Eloclric & Power Co) 69/02/22 03pp 
46646 018 48646 101 

8903210257 Advises that 890104 Rev 2 to socunly contingency plan consistent w/ pro- 
visions of 10CFR50.54(p} & accoptablo 

Cline, W E Region 2, Ole of tho Director 69/03/01 STFWART.WL Virginia Power 
(Virginia Eleclric & Power Co) 3pp 46963 301-46983 303 

8903210402 Requests two addt emoraency notification sys extensions for technical sup 
port clr personnel Extensions should bo provided for omorgoncy coordinator & omor* 
Qoncy manager 

CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co ) 80/03/14 Docu 
ment Conlrol Branch (Document Conlrol Dosk), 2pp 46993 1 13*40093 1 14, 


H. General correspondence 

89D3020003 Comment supporting Chapter l re policy stalomanl on exemptions below 
regulatory con corn, Policy development for entena for roloaso of radioactive malt 
needed for development of consistent waste malpraclicea 

CARTWRIGHT.W R, Virginia Power (Virginia Electric & Power Co), 89/02/14 Docket 
mg & Services Branch lipp 40671 14/ 40671 157 


P. Operating license stage documents 8t correspondence 

8902270251 Summary ol 681208 meeting w/ulil In Rockvillo.MD lo discuss mod to 
emergency diesel generators A subsequent testing & short term & long term mods lo 
conlrol room & emergency swilch/rolay roomchillor air conditioning sys 
BUCKELY.QC Projoci Directorate It 2 09/02/16 Project Directorate 112 e6pp 
40587 332*46508 037 

8903020463 Summary ol 681222 meeting w/util m Rockvillo.MD ra restart issues (or 
plant Licon^oo presentation on status of restart Issues & echotlule & list of atlandoes 
end 

0UCKLEY.8C Project Diroctorale 11*2 69/02/16 Proloct Directoralo 112 4tpp. 
46673 018 46673 056 

6903010121 Application lor amends to UcensoR OPR*32 & DPR 37,fovlsmg heatup A 
cooldown curves 

CARTWRIGHT.W R Virginia Power (Virginia Electric A Power Co) 89/02/20 Docu- 
ment Control Branch (Documenl Control Desk) 3pp 48645 001 48645 052 

-6903010124 Proposed Tech Specs revising heatup A cooldown curves 
* Virginia Power (Virginia Electric & Power Co). 80/02/20 16pp 46645 004 
48645 019 

8903020671 Forwards response to Generic Llr 08-14, "Instrumonl Air Supply Sya Prob- 
lems Atlecling Safely-Related Equipment " Util coniacted selected mfgs of air operat- 
ed devices to establish air quality requirements but was unsuccosaful 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 89/02/21 Docu- 
ment Conlrol Branch (Documeni Control Desk) 15pp 48674 144 4B674 158 


6903010071 Foiwa'ds revised Relief Request P 1 from ASME Soclion XI inservice 
pump insting vibration volocity rot values Mm value of 0 05 inches per socond for vi 
bration velonly rol vtilues proposud 

CARTWRIGHT.W n Virginia Power (Virginia Electric & Power Co) 89/02/22 Docu 
mer>t Control Branch (Document Control Dosk) 5pp 4G640 149 48648 153 

8903090087 Confirms rngl meeting at util on 890228, p or 090817 telcon Proposed 
mooturg ngonda unci 

ERNST.ML Region 2. Ofc of the Director 89/02/24 CARTWRIGHT, R W Virginia 
Powor (Virginia Eloclric & Power Co) 3pp 46001 093 4BD01 095 

8903130176 Forwards safely evaluation supporting liccnsco 860208 & GQ05 submittals 
re proposal to romovo requirement of venting containment liner wold leak chase chan- 
nels during Type A centaiiwnenl feak rale lesl 

BUCKLEY.BC Pro|ocl Diroctorale U 2 69/03/06 CARTWRIGHT.W R Virgima Power 
(Virginia Electric & Power Co) 2pp 46Q16 315 48810 320 

-B90313D181 Safely evaluation supportir^g llconsoo 88020D & 0805 submittals re con 
lainmoni linor weld leak ctmso chonnols 

* Oftico of Nuefear Reactor ftogufation. Director (Post 070411) 89/03/06 4pp 
48010 317 48010 320 

8903220399 Forwards relief roquosl & technical paper re ASME Seclion XI insorvico 
pump losting vibration votocily ref values 

CARTWRIGHT.W R Virginia Power (Virginia Electric A Power Co) 09/03/08 Docu 
menl Control Branch (Document Conlrol Dosk) 8pp 49020 212 40020 219 

8903200441 Advises that 090106 response to Generic Llr 00-17 on loss ol DHR meols 
tntor^l of Itr ro expeditious actions Guidance to onsuro that actions adequale 
listed Calculations should bo performed on RCS hot sido openings 
BUCKLEY.BC Proipcl Directorate 11-2 89/03/10 CARTWRIGHT.W R Virginia Power 
(Virginia Elcctnc & Power Co ) 3pp 4BB5Q 339 4B959 34 1 

8903240341 Notification of D90330 meeting w/util in RockvJllo.MD to discuss util Interim 
organizational changes & overall long term improvomont plan lo onhanco plant oper 
ations 

BUCKLEY.BC Project Directorate li 2 80/03/15 0ERKOW.H N Project Directorate 
112 3pp 49040 016 49040010 

8903230401 Advises that Issue ot NUR EG 0737, Action Plan Horn IIK35 satisfactorily 
resolved for plants NRC gonorically approved Wesllnghouso Owners Group molbodol- 
ooy spQCjfiGD In Gonoric Llr 85 12 

ENGLE, LB Project Diroctoralo It? 09/03/20 CARTWRIGHT, W.R Virginia Powor 
(Virginia Eloctric & Power Co ) 3pp 49029 260 49029 2(32 

8903 160296 Gonoric Ltr 89 02 to all holders of OLa & CPs for nuclear power reactors re 
actions to improve dolection of counterfohl A fraudulently marketed products Sve list 
end 

VARQAtSA Associalo Director lor Projects (Post 070411) 09/03/21 Consolidated 
Edison Co of Now York. Inc 57pp 40960 00 1 4fl960'057 

B90327037B Notification of 890329 mooting w/util in Rockvillo.MD lo discuss proposed 
Tech Specs amonds on inservice msp & foslmg program 

BUCKLEY.OC Project Oiroclorato 112. 8Q/03/22 BERKOW.HN Projocl Diroctorale 
11-2 3pp 40055 242 4 9055 244 


O. Inspection reports, IE Bulletins & correspondence 


6903090172 SummarizGfi 090126 enforcomont conforonco ro design control & corroc- 
itvo octlon problems affecting various plant sys Liat of mooting ftllondoos & viow- 
grapfrs end 

ERNST.ML Region 2. Ofc of Iha Director 89/02/22 CARTWRIGHT.W H Virginia 
Powor (Virginia Eloclric & Power Co ) 67pp, 48700 258 48780 324 

8903130260 foiwards tnsp Ropts 50 280/08-51 & 50-201/00 51 on 881218 890126 & 
notice ol violation Repl documents licensoe commiimonl lo restore inslrumont air sys 
to full oporabllily prior to unit restart 

REYES.LA nofllon 2, Ofc of Iho Director 89/02/23 CARTWRIGHT.W R Virginia 
Powor (Virginia ElocUic & Power Co ), 2pp 40810 330 40010 362 

-8903130265 Notice ol violation from insp on 601 218-800126 Violation noted on 
8901 11, contain ment Isolation valve CC-TV-209A Inadvertonlly operated In closed d( 
reclion rosulliruj in bronkago of mechanical stop blocking device 
REYES.L A Region Z. Ofcol the Diroclor 89/02/23 2pp, 46810 340 48610 341 

-8903130270 Insp Repls 50 280/86 51 & 50 281/06 51 on 861218*800128 Violations 
notodMojor areas inspected llconsoo action on previous enforcoment mallors.plant 
oporations.pl ani rnainL LEH review & followup on inspector identilied ilema 
HOLLAND.WE. YORK.JW, NICHOLSON.LE Region 2. Ofc of tho Director 09/02/ 
22 Ztpp 48810 342 46810 362 

0902170112 NBC Info Notice 09 020, "Wold Failures in Pump of Byron Jackson 
Desiorr" S;c hat end 

ROSSI.C E. Divlsiot^ of Operational Events Asseasmoni (Post 870411) 80/02/24 
Consoticlotecl Edison Co of New York, Inc tOBpp 40572 043 46572,146. 

8902210351 SuppI 1 to NRC Info Notice 08-073, "Dirocl Ion* Depen dent Leak Characlor- 
(sUcs of Containment Purge Valves “ Sve list end 

ROSSI.CE Division ef Operational Events AssessmonI (Post 070411), 09/02/27 
Gonsoliclatod Edison Co of New York, Inc 102pp 48589,001*40589 110 

8902210564 NRC Info Noilco 89-021, "Changes In Performance Cliara dens lies ol 
Moldod'Cnse Circuit Breakers " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Posl 870411), 89/02/27. 
Consolidated Edison Co of Now York, (nc 104pp 48578 032 48578,137- 

8903060026 Responds to NRG 090127 Itr re violations noted In Insp Repls 50*280/88 
49 & 60*201/88 49 Corrective actions improperly aiiachod red lape removed & shield 
mg property secured & red lapo on stainless aleel pipe dBlermined unharmful 
CARTWRIGHT.W, R Virginia Power (Virginia Elodfi.c & Power Co) 89/02/27 Docu 
mom Conlrol Branch (Document Control Dosk) 6pp 4D736 131*48738 136 
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Q90a0S0227 Wdhciraws Rafiof Rcquesi NDE 2A re msorvico insp program plan for com- 
pononis & componcnl supporis Time, manpower & personnel oxposiiro required to 
mark 5ubf welds does not commensurate w^ain in increased accuracy 
CARTWRIGHT, VV n Virginia Power {Virginia Efectric S Power Co) 89/02/20 Docu' 
menl Conlrol Branch (Document Controf Desk) 2pp 48767 650 48767 051 

8903140073 Forwards Insp RepIS 50 280/69 02 & 50 281/69 02 on 690123 27Viofa 
tion & unrosolved item noted 

DECKER,TR Region 2< OJe ol the Director 89/02/28 CARTWRIGHT.W H Virginia 
Power {Virginia Eleclnc & Power Co) 2pp 48654 175*40054.196 

-8903140079 Insp Repls SO 280/89 02 A 50 281/89 02 on 890123 27 Violation & un 
resolved item noted Major areas inspocled radiation protection program iincluding or- 
gamzaldcn & irigll controUraming & qualiticalions & exposure control 
0ASSETT.CH. POTiER.J Region 2, Ofc of Iho Dircclor 89/02/22 20pp 
40854 177*40854^90 

89O30991S1 Forwards “1988 Annual Steam Generator tnsorvice Insp Rept ” 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 89/03/01 Docu 
menl Control Branch (Document Control Desk) 2pp 46783 077-4878 3 095 

- 8903090153 "1988 Annual Steam Generator In service Insp Repl ” 

' VirgirPa Power (Virginia Electric 8 Power Co) 89/03/01 I7pp 46783 079 
4B783 095 

6902270158 NRC Info Notice 69 022, "QuosLionabte Cortifrcation of Fasienors " Sve fisl 
end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 69/03/03 
CPonsolidaled Edison Co of Now Vork, fnc lOSpp 46732 001*48732 106 

6902260104 NRC fnfo Notice 89 023, "Environ Oualiticalron of Litton Veam CIR Senes 
Efcctrical Connectors." Sve list end 

ROSSI.C E Division of Operalionai Events Assessment (Post 670411) 89/03/03 
ConsoPidaled Edison Co of Now York, Inc 106pp 48723 038 48723 143 

09022601 C2 NRC Info Notice 89 024, "Nuclear Critic aiily Safely " Sve list end 
CUNNING HAM. R E, Drvislon of Industrial & Medical Nuclear Safely {Post 670729) 
09/03/08 Consolidated Edison Co of New York, Inc 96pp 48700 252 4B700 346 

890322D046 Forwards Exam Repts 50 280/01*80 02 & 50 261/0188*02 administered 
during wk of 881 024 27 

MICHAEL, B Region 2, Ofc of Ihe Director 09/03/06 Document Control Branch (Doc* 
umenl Control Desk) ip 48997 132 46997 134 

8903910207 NRC Into Notice 69 026, "Inslrijment Air Supply to Safely Refaled Equip 
menl"’ Sve II si end 

ROSSI.C E Division ol Operational Events AssossmonI (Post 070411) 89/03/07 
Consofidaled EdisonCo of New York. Inc 105pp 48741 053 48741 156 

0993029166 NRG Info Notice 89*027, ’'Limitations on Uso of Waste Forms •& High In 
tenrity Containers for Disposal of tow Level Radwasle " Sve fist end 
QREtVES,JT. Division ol Low Level Waste Management A Decommissioning {Post 
870413) 89/03/08 Consolidated Edison Co of hTow York, Inc 1f7pp 48798 114* 
46790 231. 

6903000372 NRC fnfo Notice 80*026, "Wefehl & Clr ol Gravity Discrepancies for Copes 
Vulcan Air Operated Valves ’’ Sve list encT 

ROSSI.C E Division of Operational Events Assossmoril (Post 670411) 69/03/14 
Consolidated Edison Co of New York, fnc I07pp 46695 001*48095 109. 

6903090021 NRC fnfo Nollco 89*029, "Poteniml Failure of ASEA Brown Bovcrl Circuit 
Breakers During Seismic Evonl ’’ Sve list end, 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, fnc 106pp 4BB70 053 48S70 169 

6903090133 NRC Info Nolice 69 030, "Hcgh Temp Environs at Nuclear Power Plants " 
Sve list end 

ROSSI.C E Division ol Operational Events Assessment <Posl 870411) 09/03/15 
Consolidated Edison Co of New York, Inc lOBpp 48895:1 19 40895 215 

8903220353 Forwards suppreme/iiaf responses lo NRC Sullelin 86 008, ■’‘Thefn>al 
Stresses in Ppping Connected to FtCS ’" NDE of lines susceptible to high-cyde fatigue 
completed No Indications of adverse effects due to thermal strakficalion noted 
CARTWRIGHT.W R. Virginia Power (Virginia Electric & Power Co) 89/03/16 Docu 
menl Cont/ol Branch (Document Control Desk) 6pp 49021 026 49021 033 

89Q3 160427 NRC Info Nolice 89*031, "Swelling & Cracking of Hafnium Control Rods " 
Sve fist end 

R05SI.CE Division of Operfliioinal Events Assessment (Post B70411) 89/03/22. 
Consolidated Edison Co of New York, fnc 102pp, 46906 001 46986 103 

6903270378 Noiification of 800329 meeting w/util in Rockville, MD to discuss proposed 
Tech Specs amends on Inservace insp & testing program 

BUCKLEY, a C Project DirfiClor ate 11-2 89/03/22, BERKOW.H N Project Directorate 
II 2 3pp, ^9055*242-49055 244. 

6903170419 NRC info Notice 89 032, "Surval fiance Testing of Low Temp Overpressuro 
Prolectiori Sys " Sve list end 

ROSSI, 0£ Divlsfon of Operational Evenls Assessment (Post 870411) 69/03/23 
Consdfdaied Edison Co of New York, Inc. 194pp. 48992 044*48992 147 


R. Periodic operating reports & related correspondence 

0903009333 ’’Semiannual Radioactive Efffuenl Release RepLJul-Dcc 1908" W/800302 
lu 

BLOUNT.P.F , CARTWRIGHT.W R Virginia Power (Virginia Efeclrfc & Power Co) 66/ 
12/31. BSpp. 48785*077*46785 132. 

6902270351 Monthly oporaifng repls for Jan 1989 for Su/ry Power Plant Umls 1 0 2 W/ 
690215 Ur 

WARREN.L A, CABTWRfGHT.W R Virginia Power (Virginia Efeclrrc & Power Co) 69/ 
01/31 23pp 48580 336 4B586 350. 

0903220158 Monthly operating repts for Feb 19B9 for Surry Power Station Unlls 1 S 
2W/8903l6llr 

WARREN.L A , CART WRIGHT, W.R Virginia Power (Virginia Efeclric & Power Co ) 89/ 
02/28 23pp 49003 317*49003 339. 


V Operator Examlnntions 


8903220040 Forwards Exam Repls 60 280/OL-8Q 02 & 50*20 1 /OL 08 02 administered 
ihinno wk ot B81024 27 

MICHAEL.D Region 2, Ofc of llio Director 89/03/06 Document Control Branch (Doc* 
ument Control Desk) Ip 48907 132 48997 134 

•*8903220062 Comments on reactor operator & senior reactor operator written exams 
administered at plant on 8B1024 

BENSON.DL Virginia Power (Virginia Etectric & Power Co) 86/10/28 Region 2, Ofc 
of the Director lOpp 48908 055 48998 064 

6903230435 Requests cancellation of Operator License SOP'20547 for JA Dailey 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 89/03/15 Docu 
men! Conlrol Branch (Document Confrol Desk) Ip 49024 278 49024 278 

6903240161 Certifies that training programs for both initial licensing & requafification 
training of operators & senior operators at plants accredited by INPO & based on sys 
approach to training, per Generic Llr 87 07 

CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co ) 89/03/20 Office 
of Nuefoar Reactor Regulation, Director (Post 870411) ip 49039 157 49039 157 

8903220169 Generic Llr B9 03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule Sve list end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
EdisonCo of New York, Inc 54pp 49005 001-49005 056 


Y. Dry Cask Independent Spent Fuel Storage InslallalionB 


89031306SO Forwards AH Wells 881222 Hr to DP Batalo providing info on surface fluxes 
a dose rales obtained lo support inclusion of NAG- 128 S/T cask in ISFSI SAR 
WELLS, A H Nuclear Assurance Corp 09/03/01 HOBERTS.J Office of Nuclear Ma 
tariol Safely & Safeguards, Director 17pp 48833 206 48833 221 


DOCKET 50*202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F, Secarfty, medfeal, emergency & ffre protection plans 


0903240257 Advises that 890207 Rev 20 to physical security plan consistent w/provi 
sions of 10CFR50 54 (p) & acceplabio 

GREGER.LR Region 3, Ofc of the Director 09/03/01 MUSOLF.DM Northern 
States Power Co 2pp 49039 330 49039 331 


H General correspondence 


6903080450 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants 
LARSON, CE Norlhefrt Stales Power Co 89/02/23 CHILK.SJ Office of the Secre- 
tary of the Commission 3pp 48765 1 09 48765 1 1 1 


I. Financial Information 


8903130403 "1988 Annual Rept '* W/og0301 Itr 
HOWAflO.JJ, BRUSVEN,AD Northern States Power Co 88/ 12/31 48pp 
48829 277*40029 320 

0903200356 SuppI to Annual RepI, "Fmancial & Statistical Info " W/890313 Hr 
ISAOAHL.J Northern Stalea Power Co 88/12/31 22pp 48971 023*40971 023 


P, Operating license stage documents & correspondence 


0903010295 Responds lo Genenc Hr 88*14, "jnstrument Air Supply Sys Problems Af* 
feeling Safety-ReJated Equipment" Verification of failure position of cooling water 
supply valves to emergoncy diesel generators will clone during monthly tests 
MUSOLF.D Northern Stales Power Co 89/02/20 Document Conlrol Branch (Docu* 
menl Control Desk) 15pp 46646 206 48646 227 

8903230140 Fonvards notice of consideration of Issuance of amends to Licenses DPR- 
42 & DPR-60 & opportunity for hearing Amends change OL to permit transfer of by- 
product mail to facility from other util job sites for vol reduction 
DJIANNf.O.C, Project Directorate III-1 89/02/28 MUSOLF.DM Northern Stales 
Power Co 3pp 49026 341 49028 343 

-8903230147 Notice of consideration of issuance of amends to Licenses DPR-42 & 
DPR.6D & opportunily for hearing Amends change OL to permit transfer of byproduct 
matt Id iacHSty from other vrti) job srtes lor vot reduction 8 decontamination 
DE AGAZIO.A W Project Directorate 111*1 89/02/28 4pp. 49028 344-49020 347 

0903210006 Submits addi info re wide range steam generator level used in emergency 
operaling procedures as criteria lo conlrol auxiliary feedwater (low to steam generator 
to avoid oveff(lling.per Reg Guide 1 97, 

MUSOLF.D Northern States Power Co 89/03/06 Office of Nuclear Reactor Regula* 
Koa Director (Post 8704 11) 2pp 48982 1 96 48982 197 

0903220390 Provides addI mfo re planned upgrade of feedwater control sys, per NRC 
request fnfo suppla util 800718 license amend request re digital feedwater control sys 
MUSOLF.D Northern Slates Power Co 89/03/10 Document Conlrol Branch (Docu- 
ment Control Desk) 2pp 49008 238-49008 230 

0903 160296 Generic Llr 89-02 to all holders of OLs 6 CPs for nuclear power reactors ro 
actions lo improve detection ol counterfeit & fraudulently marketed products Sve list 
end, 

VARGA.SA Associate Director for Projects (Post 870411) 09/03/21 Consolidated 
Edison Co of New York, Inc. 57pp 4 0960 001*48960 057 
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Q, Inapoction reports, IE Dullotfns & corrospondence 

0003000170 Rosponds lo NRC 001121 Ur ro vtolnllons nolod In Insp Repis 50 282/80 
10 & 50 300/00 lOCorrQcUvo Aclions as found calibr dale requireci on purchase 
orders for culiUr of flow molors used (or local loakage rate tosis 
lAnSON,CE Norlhorn Stalog Power Co Qfl/12/21 WRIGHT.GC Rogton 3, Ofc of 
IhoDlroclor 7pp ^07^3 221 ^0743 227 

8903280121 Rosponds lo NRC 801123 Itr ro violations noted In tnsp Repts 50 282/88 
1 0 & 50 306/08 1 0 Corroctivo action porsonnel airlock door seal lest successfully per 
(ormod on 800713 & airlock tost procedures revised to prevent recurrence 
LARSON, C U Northern Stales Power Co 80/12/21 AXELSON.WL Region 3, Otc of 
the Director. 2pp 40074 040 40074 049 

8902170112 NRC Info Notice 09 020, ''Wold Faituras in Pump of Byron Jackson 
Design Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co ol Now York, Inc 106pp 48572 043 48572 148 

6903060111 Roquosts allornalo schodulo (or evaluation ol pressurizer surge line then 
mat 8lratlficn1ion,por NRC Bulletin eo-Ol I Schodulo of 2 yrs from receipt o( bulletin 
enough tlmo lo collect data lo ansuro compliance w/requiremont 
LAnS^0N,C,E Norlhorn Slates Power Co. 89/02/24 Document Control Branch {Docu- 
ment Control Desk) 6pp 4073Q.135 48736 139 

6903090224 Forwards rosponso to NRC 890201 Mr ro violations nolod tn Insp Repts 50- 
282/80 23 & 50 306/08 23 Response withhold 

LARSON.C E Northern Slalos Power Co 89/02/24 Oflico of Nuclear Reactor Regu 
laliort. DifOClor (Post 870411) Ip 40780 257 48780 257 

6902210351 SuppI 1 to NRC Info Notice OB-073, "Diroctlon-Depondont Leak Character- 
istics ol Conlainmont Purge Valvos " Sve list end 

ROSSl,CE Division of Oporalional Events Assessment (Post B70411) 89/02/27 
Consolidated Edison Co of Now York, Inc 102pp 4B6B9 001 48689 110 

890221 0B64 NRC Info Notice 69 021, "Changes in Performance Characleristics of 
Moldod'Caso Circuit Breakers " Sve list end , ociynoy-i-f 

nOSSLCE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co oi Now York, Inc. I04pp 48578 032-48578 137 

6902270166 NRC Info Notice 89-022, •'Questionable Certification of Fasteners*’ Sve list 

nOSSI.CE Division of Operational Events Assessment (Post 670411) 89/03/03 
Consolidated Edison Co. of Now York, Inc t05pp 48732 001*48732 106 

B902260104 NRC Info Notice 00-023, "Environ Qualification of Lltton-Veam CIR Series 
Eloclflcnl Conneclora ■* Sve list end . 

ROSSI, CE Division of Oporntional Events Assessment (Post 0704 n ) 69/03/03 
Consolldatod Edison Co of New York, Inc 106pp. 48723 038-48723.143 

0002280162 NRC Info Notice 09 024, "Nucloar Criticality Safely "Sve list end 
CUNNINGHAM, RE Division of Industilal * M«dlcal Nucloar Salo^ (Pos^^^ 
89/03/00 Consolidated Edison Co. of Now York, (nc. 06pp 48700.262-48700 346. 

0903010207 NRC Info Notice 00 026, ‘'Instrumonl Air Supply to Salely-Belaled Equip 

nOSSI,c'E ' ^Division of Oporalional Events Assessment (Post 87041 1) 89/03/07 
Consolldatod Edison Co ofNew York, Inc 105pp 48741 053-48741 1BQ 

8003020105 NRC Info Nollco 89 027, "Limitations on Use of Waste Forms & High In 
lenrilv Conlninors for Disposal of Low Lovol Radwasto Sve list end 
oSe^VES.JT. Division of Low Lovol Waste Management & 1 

870413) 09/03/08. Consolidated Edison Co of New York, Inc 117pp 48798114- 
48708.231 

6903170061 Forwards TR-7040C, "Discussion ol Torsion Effocls on Limit Moment 

&E,MKsiar Conlrd 8,.no.. (Ocou- 

menl Control Desk) 4pp. 40B94'11O 48094.172 

*<8903170056 "Discussion o( Torsion Elfecls on Limit Moment Theory & Piping Code 
^Wdyno'EnfllSoaX Servicoa TR-704flC 89/01/10 4Spp. 48894 114-48694 172 

USAfsa nn 007 

Branch (Document Control Desk) 2pp. 48O04'254-46884 313. 

;^"s.“8uar ts'jstsx 

PATEL, n N. Fluor Daniel, Inc. R 834488 1, 89/03/03. 14pp. 48884 300 48884-313 
®®pStol onKmenlTn'dinos.tt dadicatlon ol com- 

40980.326 

-KlSSiBcSS SffiSS ra » 

489e0<299 48980:326 

8903080372 NRC Info Nolloe 89-028 ‘'Wolohl & Ctt of QravOy Dfaqrepanciea for Copes 
8903099021 NRC Info Nollco 89 029, 70100110! Folluro ol A8EA Brown Boveri Crcull 

ISlSSS 


0903090133 NRC Info Notice 69 030, "High Temp Environs at Nuclear Power Plants” 
Sve list ericl 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co or New York. Inc 106pp 48895 1 10 48895 215 

8903160427 NRC Info Notice 89 031, “Swelling & Cracking of Hafnium Control Rods " 
Sve list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) 89/03/22 
Consolldatod Edison Co of New York. Inc 102pp 48986001-48966 103 

8903170419 NRC Info Nolice 89 032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/23 
Consolidalod Edison Co or New York, Inc 104pp 48992 044 48992 147 


R. Periodic operating reports & related correspondence 


8903200323 Monthly operating repts for Feb 19B9 for Pralne Island Units 1 & 2W/ 
890306 Itr 

DUGSTAD.D, MUSOLF.D Northern Slates Power Co 89/02/28 9pp 48970 351- 
48970 359 

8903200431 Fonvards "Effluent & Waste Disposal Semiannual Rept for Jul-Oec 1988." 
'•Rapt for Jar> Dec 1986," "Amend to Prairie Island Effluent & Waste Disposal Semi- 
annual Rept for First Half Yr of 1 988” & ‘’Amend lo Frame Island Effluent & " 

FEY,FL Northern Slates Power Co 89/02/28 Document Control Branch (Document 
Control Desk) Ip 49158 352-49159 018 

-8903140074 "EMIuenl Semiannual Rept Jul Dec 1988 " 

* Northern Stales Power CJo 88/12/31 16pp 49158 353 49159 006 


-6904060001 "Offsite Radiation Dose Assessment for Jan Dec 1988 " 
• Northern Slates Power Co 88/12/31 4pp 49159 007-49159 010 


'8903200442 "Amend lo Prairie Island Efiluent & Waste Disposal Semiannual Rept for 
^*NofVhQrn SlaterPowor Co 88/06/30 6pp 49159 011-49169 015 


-8904060003 "Amend to Prairie Island Effluent & Waste Disposal Semiannual Repts for 
^Northern Slates Power Co 87/12/31 4pp 49159 016 49159 018 


V Operator Examinations 


6903220159 Generic Llr 89 03 lo all power reactor licensees & applicants for OL re op 
yARGWA'r^dTe'SvttoJt w e7041.> 89/03/24 Consohdd.dd 


DOCKET 60-284 IDAHO STATE UNIV, RESEARCH REACTOR 


F, Security, medical, emergency & fire protection plans 


6903160097 Forwards Rev 2 lo physical security plan Rev incorporates physical descrip- 
WILSOM E ' Waho^lt^^^^ ID 7 


DOCKET 50*265 FORT CALHOUN STATION, UNIT 1 
F, Security, medical, emergency & fire protection plans 

8903090404 Forwards comments resulting from review of util scenario for 880622 

JAMhSOhl J d'^^STOeVz^L qV^ Baltelle Memorial Institute, Pacific 

lolj^ 88/06/01 TERcIn M Region ^ Ofc of the Director 3pp 46799 143 48799 145 

8903090039 Confirms 890119 telcon between J ^ Matth^ 

scheduling of 1989 annual emergency exercise for facility Exercise will be conauctea 

MOpSi1s!k Il°Omaha Public Pov<cr Dislnct 89/01/21 MABTIN.R D Region 4. Ofc ol 
the Director Ip 48780011-48780 011 

flaninonndi Discusses unescorted access aulhorization at facility for NRC personnel 
YaSlLL A 89/02/02 MORRIS.KJ. Omaha Public 

Power District 2pp 48801-090 48801091 

8903010310 Fomards Insp .“•28?/89')8 ^ 

ffl.U “alto" iffllcWz&n On..ba Public 

Power Olstricl 2pp 48637‘257-48637 259 

•TcWl.» nr P?a 

w»rgr4"rT <e637 2b9. 

48637.259 

8903060092 Fc^ards Insp W 88„885/e9 47 on noted Noboe 

CAUANl^*Rrn°lr*MhlD,r^ B9/02/k MORRIS.KJ Omaha Public 

Power Dislnct, 3pp 48739-262-48739 265 

..9903060096 Insp Rapt 60.285/06 47 on 861 126-1202 Violations noted Maior areas 

,R j! Region 4, Ofc of the Director B9/01/20. 

Ip 48739 265 48739 265. 
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8903090125 Advises ihal pfop-osad fevs (o emorgoncy plan ^ubiniUed by 890203 Mr ac- 
ceplahle 

CALLAN.LJ Region 4. Ole of ihe DireeJor 89/03/01 MORRIS.K J Omaha Public 
Power OiS I net 2pp 4O78OOt3’4670O Qt 4 

8903090193 Forwards Insp flap! 50 2a5/fl9'03 on 890101-31 & nolico of vjofalionOne 
unresolved item idantifiad 

CALLAN.LJ Regior^ 4, Ofc of Iho Direclor 89/03/01 WORRIS.K J Omaha Public 
Power DiSlricl 2pp 40756 1-07 48756 161 

-8903099199 fnsp Repl 50-285/89 03 on B90101 31 ViOlalron noted Major areas 
inspecledp/Qviously identified items, LER foliowup, operational safely verification, plant 
tours, monthly maint observations & monthly surveillanco observalions 
WESTER MAN JF Region 4. Ofc of the Directo/ 89/02/27 51pp 48756 111 
48756 161 

8903230421 Forwards "Exercise Evafualion of Implementalion of State & Local Radio 
logical Emergency Response Plarvs for Fort Calhourv Nuclear Stalion," for B60622 full 
parlicipalion exercise Six deficioncias noted adequately corrected 
K W I ATK 0 WS K I, D Fade ra I E nnerg e n c y M anag em e nl Ag a r>c y 89/03 /09 CONG EL . F J 
Division of Radralion Protection & Emergency Preparedness (Post 870411) 2pp 
49020 044 49028 095 

-8903230423 ‘ Exercise Evaluation of fmplsmontalioni of Stale & Local Radiological 
Emergency Response Plans for Fort Calhoun Nuclear Statron ” 

* Federal Emergency Management Agency 88/09/22 49pp 49028046 49028 095 

8903160258 Forwards rev to silo security pfan.mecting mtont of N UR EG 0908 & 
NUREG I045,consis1ing of overall upgrade Rev withheld 

MOnRfS.KJ Omaha Public Power District fl9/03/f5 Documenl Control Branch 
(Document Control Desk) 2pp 48804 342 48884 343 

8903230249 Forwards response to violations noted in Insp Rept 50-285/89 06 End con 
tains safeguards info 

MORRIS*KJ Omaha Public Power Distncl 89/03/17 Document Control Branch 
(Document Conirol Desk) Ip 49037 173 49037 173 

8903270269 Forwards response to NRC 890222 Itr re violations noted m fosp RapI SO 
285/08 47 Rasponse withheld (ref 10CFR73 21) 

MOflRIS,K J Omaha Public Power Disirict 89/03/23 Document Control Branch 
^Documenl Control Desk) 2pp 49110075-49110 076. 


P, Operating license stage documents A correspondence 

8903620372 Provados summary of actions re resporise to Generic Ur 67-12, "Loss of 
DHR” & descnpllon of util programmed enforcements 

MORftlS,KJ. Omaha Public Power District 89/02/10 Document Control Branch 
(Document Control Desk) t6pp 4B673 239-48673 254 

0903030375 Grants 870819 request for relief from ASME Section XI re hydroslatic last- 
li\fl schodule requlfcments 

CALVO.J A Profocl Directorate IV 89/02/13 MORRIS.K J Omaha Public Power DIs- 
Iricl 4pp 48694 265-48694 263 

8902270278 Forwards Amend 1 19 to License DPR-40 & safety evafualion Aniend modi 
lies Tech Specs to change safety inieclion & refueling water lank min iemp.mia of 
senior vice president & correefs errors in refs & mailing address 
MIUNO.PD Pfojeci Directorate IV. 89/02/14 MORRIS,KJ Omaha Public Power 
District 4pp, 48989 185 48569 162 

"8902270263 Amend 119 to Lfeenso DPR 40.delelm3 Paragraph 3 D & modifying Tech 
Specs to change safely injection & refueling water tank m)ri temp, changing lille of 
senbr vice president ^ correeftng errors in refs & mailing address 
MILANO.P D Project Dirocloraie IV 89/02/14 lipp 4B589 169 48589 179 

-89<02270266 Safety evaluation supporting Amend f 19 lo License DPR 40 
* Office of Nuclear Reactor Regulation. Director {Post 070411) 89/02/14 3pp 
4858D.1B0 48589 162 

6902270519 Forwards safely evaluation accept no response lo Generic Llr 83-28jlem 
2 1 (Pari) 2, "Vendor Interface for Reactor Trip Sys Components " 

MILANO.PD Piojeci Directorate IV 89/02/^15 MORRIS.K J Omaha Public Power 
Disirict 3pp, 46584 247 48564 251 

"66022 79524 Safety evaluation accepting responses to Generic Ltr 63 28, (lem 2 1 
(Pari 2), Vend Of Interface Programs for Reac lor Trip Sys Components '* 

^ Office of Nuclear Reactor Reggtation, Director (Post 870411) 69/02/15 2pp 
48584 250 46584 251 

8903010162 Forwards Vo1s t'lll of "Generation of In-Stmcture Response Spectra for 
Fort Calhoun Unit 1," for review Upon approval alterniale seismic enteru for 1990 
pul age mods currerilly irt design will be considered 

MORRIS.K J Omaha Puhfic Power District 69/02/21 Document Conirol Branch 
(Document Conirol Desk} 2pp 40840 001-48640002 

"6603010195 Vo I l-lll "Generation of In Siruclure Response Spectra for Fori Calhoun 
Unit 1." 

MmpellCorp 89/01/31 250pp 48640 003 48641083 

69030 2006 5 Responds lo Gene ns Ltr 86-14^ "Insirument Air Supply Sys Problems At 
feeling Safaly-R elated Equipmenl," dtd 8B03O8 Insirument aif corrective aolion pro 
pram, developed as result of water fn.trusion event 

MORRIS.K J Omaha Public Power District 89/02/2 T Documenl Conirol Branch 
(Document Conirol Desk) I5pp 4 66 71 232 46671 361. 

6903090064 Advises that Itr supersedes atlachments to NGHC analysis contained in utif 
660106- Ur Changes requested admrnistralive clarifications 

MORRIS.K J Omaha Public Power District 89/02/28 Document Control Branch 
(Document Conirol Desk) 4pp 48760 234-48760 237 

6 9031 5031 7 Provides update on design engineer Ira inmg Implementation of nuclear 
design engineer A designer training program will begin during first quarter of 1990 & 

S ' Jl© lesson plan devefopmenl by end of 1990 

fS.KJ Omaha Public Power Dislncl. 89/03/02 Documenl Conirol Branch 
(Document Conirol Desk) 2pp 4S876 278-48676 279 


8903150331 Forwards discussion, jLislification & NSHC anafysi<), superseding 890106 
submiUal & coiQnied affidavit 

MORRIS.K J Qmdha Public Power Districl 89/03/06 Document Control Branch 
(Documenl Conirol Desk) 4pp 48876 205 48876 208 

6903220443 Forwards addl info on raw water pump facility license chango.per 090209 
telcon re ulil 681231 Itr including application for amend lo License DPR-40, correcting 
inconsistency between Section 2 4 & updated SAR 

MORRIS.K J Omaha Public Power District 89/03/15 Documenl Control Branch 
(Document Conirol Desk) 2pp 48993 124-40993 277 

"6903220445 AppPicalion for amend lo License DPR-40, corroding inconsistency be- 
tween Section 2 4 & updated SAR 

MORRIS.K J Omaha Public Power Disirict 89/03/15 2pp 40993 126 48993 126 

"8903230012 "Limiting Rivar Water Temp Vs Raw Water Flow Requirements " 

* Omaha Public Power District FC05021 ROO 89/03/15 80pp 40993 127-48993 208 

"8903220449 Production Engineering Div Procedure QP-3. "Calculation 
Pre para I ion, Re VI aw ^ Approval " 

UVJnGSTON.br Omaha Public Power District 08/07/08 4pp 40993 209 
4B993 2I2 

"8903220451 GSE Design Procedure B 9, "Technical Calculation Production Checking 
& Approval" 

' Omaha Public Power District 80/06/30 7pp 48993 213 48993 219 

"8903220452 Goneraiing Station Engineering Administrative Procedure A-11, "Cafcula 
lion ComplBlvon & Conirol " 

‘ Omaha Public Power Distncl 88/05/31 15pp 40993 220 48993 234. 

"8903220454 Generating Stalion Engineering Design Procedure 8 10. "Mullidisciplinary 
Design Review " 

* Omaha Public Power District 87/11/30 41pp 48993 235-40993 275 

"6903220456 Proposed Tech Specs re limiting conditions for operation 

* Omaha Public Power District 89/03/15 2pp 48993 276 48993 277. 

6903160296 Generic Ltr 89 02 lo all holders of OLs & CPs for nuclear power reactors re 
aclions to rmprova delection of counterfeit & fraudulently marketed products Sve fist 
encL 

VARGA,SA Associate Director for Projects (Post 870411) 89/03/21 Consolidated 
Edison Co of New York, Inc 57pp 48960 001 48960 057 


Q. Inspection reports* IE Bulletins & correspondence 

6902280006 Responds lo NRC BuMin 08-0 04, "'Potential Safety Related Pump Loss " 
Pump mips could not provide sufficient flow Info Util cafculalocf eight pump simultane 
ous minifiow.as provided for in Item 3 of bulletin 

MORRIS.K J Omaha Public Power Distncl 89/02/10 Document Control Branch 
(Documenl Control Desk) 12pp 48627,165 40627 176 

8903030375 Grants 67081 9 request for rolfef from ASME Section XI re hydrostatic lest- 
mg schedule requirements 

CALVO,JA Prolecl Directorate IV 89/02/13 MORRIS.K J Omaha Public Power Dis- 
trict 4pp 46694.265-48694 263 

8902230465 Submits amend lo 060515 & 670607 responses to IE Bulletin 85 003, 
'"Motor Operated Valve Common Mode Failures During Plant Transients Due to Im 
proper Switch Sellings " Test demonstrated operability of valves at max expected 
pressure 

MORRIS.K J Omaha Public Power District 89/02/14 Documenl Control Branch 
(Documenl Control Desk) 3pp 46570 332-46570.334 

89Q227OD-07 Forwards Insp Bept 60 265/89 04 on 6901 17*20 Violations 
noted EnforcomenI conference scheduled for 890224 to discuss violations 
CALLAN.LJ Regfon 4, Ofc of the Direclor 89/02/15 MORRIS.K J Omaha Public 
Power District 2pp 40586 321 48586 335 

■■8902270010 Insp Repi 50-285/89 04 on 8901 17-20 Four apparent violations 
noted Major areas Inspected allegation re high radiation area Incident on 890126 
CRANE Y.H, BAER.R Region 4, Ofc of the Direclor 89/02/14 13pp. 48586 323- 
46586 335 

6902280169 Adwses that 680210 response lo NRC Bulletin 88-004, "Potential Safely- 
Refaled Pump Loss" fulfills bulletin requirement Evaluation of actions in response to 
bulletin should be documented ^ maintained for 2 yrs 

MILANO.PD. Project Directorate IV 69/02/17 MORRIS.K J Omaha Public Power 
District 3pp 48644 134-48644 136 

6902286279 Forwards fnsp Repl 50-205/89 08 on 890206-10 & notice of violation 
CALLAN.LJ Region 4. Ofc of the Director 69/02/17 MORRfS.KJ Omaha Public 
Power Drslrlct 2pp 48633 174 40633-181 

••8902260263 Notice of violation from Insp on 890206' 10 Violations noted corrective 
actions not taken re radiographs of pressunzer spray piping wefds & response to devi- 
ation re radiographs meeting code requirements for quality Inaccurate 
* Region 4, Ofc of the Director 89/02/17 2pp 48633 176-48633 177 

"8902280287 Insp Repl 60-285/89 08 on 890206-10 Violations noted Major areas 
inspected licensee aclions on previous insp findings 

GILBERT,LD, BARNES,! Region 4, Ofc of Ihe Director 89/02/17. 4pp 48633 178- 
48633 iai 

8903010310 Forwards Insp Repl 50 285/89 06 on 890116-31 & nolfco of 

violation Notice of vioJatlon & rept details withheld (ref 10CFB73 21) 

CALLAN.LJ Region 4, Ofc of the Director 89/02/17. MORRIS,KJ Omaha Public 
Power Dlslrrct 2pp 40637*257-48697.259 

-8903010313 Partially withheld Insp Rept 50-285/69 06 on 890116-31 (ref 
10CFR7S 21) Violation noted failure to provide appropriate compensafory measures 
for degraefad vital area barrier Major areas Inspected, security activities 
WESTER MAN JF Region 4. Ofc of the Director 89/02/16. Ip 48637:259- 
48637 259 
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8903060002 r owatil'. Iiwp HopI 60 2U5/a» 6 7 on 80 1 1 ?o 1 202 Violalions iiolod Nolico 
of violation & dt'lails ol insp wtihholc) (rol IOCrn71 21 ) 

CALL AN L J Rucjion Ofc of II to Direclor {19702/ 22 MORRIS.K J Onnah«i Piihhc 
Power Distrirt 3pp 40/30 262 4B 719 2r35 

-8903060096 Insp Ropl 50 269/fiB 47 on 001126') 20? Viol aliens noted Ma|Or areas 
(nspGCtod liconsee physical sc’ciifity program 

CAIDWEI L R A Kfl LY.J A EVIIRETT R J Region <1 Ole ol iho Dirocior 89/01/20 
Ip 48739 265 4Q739 265 

8903070040 Nolifiration ol cnforremenl conference w/uiil on 890224 in Arlington, TX to 
discuss Insp Repi 50 188/80 04 hrulmgs involving high & very high radtdiion areacen 
trols & procedural coniplinnee 

CALL AN, L J Region Olr ol Ihe Diroclor 89/02/22 Region 4 OIr of iho Direcioi 
2pp 40763 031 18763 032 

B902170112 NRC Inlo Notice 89 020. ' Wefd Fnilums in Pump of Byron Jackson 
Design '' Sve list end 

ROSSI.ee Division ol Operalional Events As&Gssmcnt (Posi 870411) 69/02/ 24 
Consolitlatud Edison Co ol New York Inc 1U6pp 48572 043-40572 148 

6803030462 Ack roccipl of DBI209 & B90213 lira informing NRC of stops lakon lo cor 
red violations noted in Insp 50 2G5/86 37 

CALLANL3 Region 4. Ofc ol Ihe Dirocior 69/02/24 MORRIS.K J Omaha Public 
Power Dislricl Ip 4QG90v1)3 40690 338 

8902210351 Supp! 1 lo NRC Info Nolico 88 073, "DireciiorvDopencJenl Loak Character- 
istics ol Conlainmonl Purge Valvos Sve list r>ncl 

ROSSI, CE Division of Operational Evenls Assessment (Post 870411) 09/02727 
Consolidaled Edison Co of New York, Inc 102pp 48509 001 40589 1 10 

B902210564 NRC Info Notice 69 021, ’Chanc|os in Pcrlormance ChaiacterisUcs ol 
Molded Case Circuit Breakers “ Sve list end 

ROSSI.CE Division of Opoialional Events Assessment (Posl 870411) 69/02/27 
Consolidated Edison Co of Now York, tnc 104pp 40570 032 40578 187 

6903060190 Forwards Insp Ropl 50 285/69 02 on 890130 0203 & notico of violation 
CALLAN.LJ Region 4. Ofc of the Direclor 89/02/27 MORRIS.K J Omaha Public 
Power District 2pp 40738 220 40738 230 

••8003060193 Notice of Violation from insp on 390130 0203 Violation noted lailuro lo 
perform sufficiont tobl results evaluation & use ol incorrect formula ir» comparing ro 
suJIs to review crdonn 

• Region 4. Ofc of the Director 89/02/27 2pp 40738 222-40738 220 

•8903060195 Insp Ropt 50 205/89 02 on 890130 0203 Violations nolod Major areas 
inspected low power physics testing, complex surveillance & reactor thermal shield 
sway lost results 

BUNDY,HF, MCKERNONJO, SEIDLE.WC Region 4, Oic ol tho Director 89/02/ 
15 7pp 48738 224 46738 230 

8903090193 Forwards Insp Rept 50 265/09 03 on 090101-31 & nolico of vioInlionOno 
unresolved item identified 

CALLAN.LJ Region 4, Ofc of Iho DircUcr 69/03/01 MORRIS.K J Omaha Public 
Power District 2pp 48750 t07 46756 181 

- 8903090197 Notice of violahon from insp on 090101-31 Violalions nolod Procedure 
SO 0-25, Rev 26, does not assure frnnsmillaf of design cliangos to control roam draw- 
mos ulilized during Intorim lime from submilld to issuonco of drawing rov 
' Region 4, Ofc of tho Director 09/03/01 2pp 48756 10D 46756 1 10 

-8903090199 Insp Rept 50 285/69 03 on 890101-31 Viol aiion noted Major areas 
inspected previously identified iloms.LER followup, operational safety verification, plant 
lours, monthly mainl observations & monthly survodlaricG observations 
WESTERMAN.T F Region 4, Ofc of tho Director 69/02/27 5lpp 46756111- 
48756 161 

8902270156 NRC Info Notice 89 022. "QuebUonablo CorlHicalion of Faaienora" Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/03/03 
Consolidated Edison Co of Now York, Inc 105pp 48732 001 46732 106 

8902260104 NRC Info Notice 69 023. ’’environ Qualificallon of Litton Voam CIR Sercos 
Electrical Connodors ” Sve list enrl 

ROSSI, CE Division of Operational Evonls Assessment (F^ost 670411) 69/03/03 
Consolidatocl Edison Co of Now York, Inc I06pp 48723 038-48723 143 

8903140537 foAivards Insp Ropt 50-205/89 05 on 890130 0283 & noheo of violation 
CALLAN,LJ Region 4, Ofc of tho Direclor 69/03/03 MORRIS.K J Omaha Public 
Power Olalfict 2pp 46633 304 48033 317 

-8903140546 Notico of violation from insp on 890130-0303 Vlotallon noted design dis 
crepancy involving use ol Incorrect dimension in Calculation FC 02923 r© max 
moment for pipe support not Iduntifiod duo to inadequate design control 
' Region 4, Ofc ol the Director 69/03/03 ip 48633 306-4Da33 306 

-6903140551 Insp Rept 50-265/69 05 on 890130 02 83 Violation noted Major areas 
Inspectod previously identified insp findings, implemontotion of ATWS require menls & 
LERs 

SEIDIE.WC Region 4, Ofc of tho Director 89/03/63 lipp 48033 307 48633,317 

$902280162 NRC Info Nolico 80 024, ’'Nuclear Criticality Safety ” Sve list onci 
CUNNJNGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 670729) 
69/03/06 Consolidated Edison Co of New York. Inc 96pp 48700 252-46700 346 

690316Q010 Requests alternate schedule for completing remaining actions in NRC Bul- 
letin 66 011, ’’Prcssurizer Surge Line Thermal Stralificatior^ ” Preliminary bounding 
evaluation of surge lines using actual data from plants will be performed 
MORRIS.K J Omaha Public Power Olstrict, 89/03/06. Documenl Control Branch 
(Oocumonl Control Desk) 3pp 48078 149 40876 15 1 

8903010207 NRC Info Notice 89 026, ’’Instrument Air Supply to Salely-Relalod Equip- 
ment " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411), 89/03/07 
Consolidated Edison Co of Now York, tnc 105pp 48741 053-48741*158 


8903200196 Ack receipt ol 890109 It-r do C union ling BQ1221 telcon ro util decision to 
defer plans lo overhaul motors in containmpnt cooling Inns VA JA,3D.7C & 7D,per 
Unresolved Hum 2&5/B7005 1 J Deferral based on now info from Joy Mfg 
CALLAN.LJ Region 4, Ofc of the Director 60/03/07 MORRIS KJ Omaha Public 
Pow«r DiSlnct 2pp 46064 074 ^8064 07B 

8903020165 NRC Info Notice 69 027. *'Lini Italians on Us© of Waslo Forms & High In 
leyrily ContainGis for Disposal ol Low Level Rad waste ‘ Sve k‘31 end 
GREEVES.J T Division ol Low Level Wasle Mnnagenncel & baconimiBSioniny (Post 
8/0413) 09/03/Oa Consolidated Edison Co ol Now York, Inc ll7pp 40796 114- 
40798 23 1 

0903160435 Forwards Insp Ropl 50 285/89 12 on 890221i 24 No violniiors or dovt- 
atHons riolod 

CALLAN.LJ Region 4. Ole ol lha Director 89/03/09 MORRIS.K J Omfilia Public 
Power District 2pp 46892 312 48092 317 

• 6903160439 Insp Ropl 50-285/69 12 on 090221 24 No violalions or deviations 
nolod Major areas inspected posl morf testing & followup on mam si earn safely valve 

IBSUO 

MURPHY.ME, SEIDLE,WC Region 4, Ofc of iho Direclor 09/03/07 4pp 
40692 3U 48992 117 

8003200060 Ack »3ceipl ol B90127 Hr informing NRC of stops laken to correct violations 
noire! m Insp Rept 50 265/60 35 Unilorstarids that corrective ac lions will apply to all 
appropriaio groups 

CALLANLJ Region 4, Ole ol tho Direclor 09/03/09 MORRIS.K J Omaha Public 
Power C drict 2pp 48959 019 46959 020 

8903080372 NRC Inia Notice 09 020, "Wclghl & Ctr ol Gravity Discropancios lor Copes 
Vulcan Air OporalPd Valves " Sve li&l oncT 

ROSSI.CE Division ol Operational Evenis Assessment (Post 870411) 09/03/14 
Consol idated Edison Co of New York Inc t07pp 48095 00148895 109 

89030011021 NRC Info Nolicu 89 029, "Polonliat Failure of ASEA Brown Boveri Ctrcuit 
Broakurs During Seismic Event " Sve list rnci 

ROSSI, CE Division ol Operational Evonls Assessment (Posl 070411) 89/03/15 
Consolidntocl Edison Co of New York, Inc lOSpp 40670 053 48870 169 

8993090133 NRC Info Nolico 09 030 "Hiqh Temp Environs al Nuclear Power Plants " 
Sve list oncI 

nOSSI.CE Division ol OperalionnI Gvonls Assossmoni (Post 87041 1 } 80/03/15 
Consolidated Edison Co ot Now York, Inc 106p() 48895 1 10 48095 215 

09D3270233 Responds to NRC info Notice OQ 002, "Torus Sliolis W/ Corrosion & De- 
graded Coatings m BWR Containmenis " Summary of rolovanl projects tor various 
utils successfully employinq underwator atternalive to draining vessel end 
STUART, CO SG Pinnoy Co 09/03/15 ROSSI.CE Division of Operational Events 
AsSQSSmenl (Post 8704 11) 9pp 49056 023 tQObGOOt 

$003230249 Forwards response lo vioPntions noted in Insp Ropl 50 265/89 06 EnU con- 
tains safe nuards info 

MORRIS.KJ Omaha Public Povwor Distncl 89/03/17 Dooumcnl Control Branch 
(Document Control Desk) ip 40037 1/3 4003/ 173 

$903160427 NRC Info Notico 69 031, "Swelling & Cracking of Hafnium Control Rods " 
Sve list Orel 

ROSSLCE Division of Operalional Cventn Aasossmont (Post 870411) 09/03/22 
Consolidated Edison Co of Now York, inc I02pp 46006 001 46980 103 

$903170419 NRC fnlo Nolico 69 032. “Surveillanco Testing ol Low Tomp Ovorprossuro 
Protocfion Sys * Sve fisf end 

ROSSI, CE Division of Operalional Events Assos!,niont (Post 8704tl) 09/03/23 
Consolidaled Edison Co of Now York, Inc 104pp 48992 044-46092 147 

8903270269 Forwards rosponso to NRC 890222 Hr ro violatioris noted m insp Ropl 50 
205/88-47 Rosponso withhold (rof 10CFn73 21) 

MORniS,KJ umaha Public Power OisUicl 60/03/23 Document Control Branch 
(Do GU moot Control Dosk) 2pp 491 10 075-401 10 076 


n. Periodic operating roperta & related correspondence 

B9t)31002$S ’'Annual Ropl for Tech Spec Soction 5 9 1 b R Anp 0,1900 & Semiannual 
Root for Tech Spec Section Q9 4.Jul Doc 1990 " W/600220 (tr 
MORRIS.K J Omaha Public Power Dislf let 08/12/31 210pp 46814 001-48014 2!0 

8002270646 Monthly operating rept for Jan 1089 for Fort Calhour^ Unit 1 W/B00215 Hr 
STANLEY.BE. MORRIS, KJ Omaha Public Power District 89/01/31 44pp 

4B504 S52-465D4 295 

$902270276 Provicfoa plani radiation protection enhancement program btmonlhly status 
ropl,per RL Anifrews 800603 commitmonl Program sciieduled for completion m Sept 
1989 

MORRIS.K J Omaha Public Power District 69/02/10. Document Control Brandt 
(Oocumonl Control Desk) 7pp 40588 260 48580 286 

3903210472 Monlttly oporatfnn ropt for Teb 1909 (or Fort Calhoun Station Unit 1W/ 
8903 15 11 r 

STANLEY.BE, MORRIS.K J Omaha Public Power District 09/02/28 IDpp 

40992 333 46992 351. 

89030901H Forwards periodic sialiis rept lor 881101 690131 Ragkon IV plana to dis 
corttInuQ Issuance of fepts,nQr recipient 090214 memo 

MARTI N.R D Region 4. Ofc of the Diroclof. 89/03/02 MURLEY.T E Ofllce of Nucio 
ar Reactor Regulation, Director (Post 070411) 4pp. 46764 220 4 8704 224. 


S Reportable occurrences, LERs & rclelod correspondence 

6903030214 Special rept on 890209,01810 steam line radiation monitor rm 064 ^ wldo 
rang© noble gas slack monitors RM 063L & RM-063H for post-accident rnDniloring 
inoperable Cause not slated Planned method for monitoring paramalor verified 
MORRIS.KJ^ Omaha Public Power Distncl 69/02/23 Documoat Control Bronch 
(Document Conird Dosk), 2pp 40802 001-40802.002 
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8903090324 LCn Q'0 005 00on -0 901 26, contract olecirician performed raainl Inside 
poslGo hiflh ffltlialion area w^o radiation protoction covers do Caused by personnel 
error Cross Irairiiiin arr^gpd & procedure reviewed for upflraJtnaW/B9 0227 Hr 
PHILLIPS.WC, MOrmiS.KJ Omaha Public Power Disiricl 89/02/27 6pp 


40790 247 40700 252 


8903090004 rolwarris corroctad LER 89 002 & LER 89 003 
MOnniS.KJ Omahfl Pub be Power District 69/02/20 Documant Control Branch 
(Documonl Control DosH) ip 40301190 46801 205 

*•8903000089 Forwards LER OQ 0Q3 

MOnniS^KJ Omaha Public Power Dislrici 89/02/02 Oocumenl Contref Branch 
(Pocumenl Coni rot DosK) ip 40901203 48801 203 

.. 8903090093 Corroctod LER 00 003 on 890103.oaflineBfinQ determined that damper 
should finvo boon Indudod Fn aurvoilFanco lest upon InsI a nation Caused by Procedure 
Ctianno 26043 InitiDlod to odd damper to surveiltanco test S drawing rev submitted 
ADAMS, JC Omaha Public Power District 89/02/02, 2pp 40BO1 204 49001 205 

0903230081 Lpt flO 006*00on BOO 131 dealing interval (or surveillance lest ST-FD2 nol 
met (tor Tocn Spoc 3 1B(0) Caused by maim psrsornol error ST FD-2 will be changed 
10 spocity 03 somlannual tost & rev of annual tests planned W/&903 13 Hr 
MOL ZER.D S. MORRIS, K J Omaha Public Power District 89/03/13 4pp 49028 241* 
49020 244 


09O22SOO11 Forwards Interim rospon&e to Gononc LIr 08 14. ’‘Inslrumonl Air Supply 
Sys Problems Affecting Safety Related Equipment " Inslrumenl air sys vonficalian ef 
forts requiring access to containment for insp expected to bo comploied during 
oulego 

BRdNS.J C Now York Power Authority (formerly Power Authorily of the Slate of New 
York) 09/02/17 Documonl Conlrol Branch (Document Control Desk) 4pp 
40627 316 48627 319 

8902280317 Forwards SER supporting proposed ATWS design per 10CFR50 62 
NEIGHBORS,J D Prelect Directoralo M 80/02/21 BRON.JC Now York Power Au 
thoNty (formerly Power Authority of Iho Siato of Now York) 6pp 40633 130 
40633 J47 

-8902280319 SER supporting ulil actions to comply W/10CFR50 62 re ATWS Licensee 
should conlinuG w/scheduted Installaiion & Impiomenlation of ATWS design until NRC 
review of Tech Specs compTeted 

* NRG ^ No Detaifod Affiliation Given 89/02/21 13pp 48633 136 48633 147 

6903060217 Forwards Amend 83 to License DPR 64 & safely evaluation Amend re- 
vises Tech Specs to delete listing of safety related snubbers, (Table 3 13-1), while 
maintaining operability & surveillance rquirements 

WEIGH0ORS.J D Pro]ect Direclarato 1*1 09/03/01 BRONS.J C New York Power Au 
Ihofity (formefly Power Aulhordy of tlio State of New York) 8pp 48743 272- 
48743 315 


6903249170 rollowiip apocinl ropt on B902 27, detect or RE 063H & preamplifier RM* 
063 H found dofaclivo Roplacornoril detector purchased & RM Q63H will be fully oper* 
flllornl by 09051 G 

MORPHS, KJ Omaha Pubhe Power District 89/03/17 Document Control Branch 
(Documont Conlrot Desk) 2pp 40000 135-49000 138 


V. Operator Examfnallons 

8'003220159 Gonenc LIr 00 03 to all power reactor kcenseas A applicants for OL re op* 
aralOiT licensing nnil oxem schedule Sve h&t end 

VARGA, S A Associnib Director (or Projects (Post 870411) 89/03/24. Consolidated 
CdisohCo of Now York, Inc e4pp 49005 OO I 4D0O5 056 
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F, Security, medloar, emorgonoy A fire protection plana 


-8903089224 Amend 83 to License DPR 64, revising Tech Specs to delete Table 3 13- 
l.llsling of safety rotated snubbers, while maintaining operability & surveillance require- 
ments 

CAPRA.R A Project Diroclorale 1-1 89/03/01 32pp 40743 280 48743 311 

-8903000225 Safety evaluation supporting Amend 83 to License DPR-64 
• Office of Nuctear Reactor Regutalion, Director (Post 870411) 89/03/01 4pp 
40743 312-40743 315, 

8903080295 Nolification of 890309-10 mealing w/ulil in Buchanan, NY to look at spent 
fuel pool & discuss rerack anatysea 

NElGHBOns.J.D Pf elect Directo rale 1 1 89/03/01 CAPRA.R A Pro] oef Directorate I* 
1 6pp 46707 240 40767 247 

8903160063 Withdraws 070306 application for amend to License DPR-64 & portion of 
871013 appllcalioP for amend to Llconse DPR 64 re Tech Specs Sections 3.3 & 
4 4 Reandiysis of conlainment Inlognty In progress 

BRONS.J u New York Power Authority (formerly Power Aulhorily of the Slate of Now 
York) 89/03/06 Documonl Control Brancn (Document Control Desk) 2pp 
40060.200 40B6O 290 


600S010021 Roquosis that end FEMA ropt on 800322 exercise & 880320 remedial drill 
be sent to licoosao 

TRAVERS, WD Eniorfloncy Rroparodnoss Branch 80/0 f/ 19 EBNETER.SD Region 
1, QIC of Iho Director Sfip 40015 oe2.4Bai5203 

6902280500 Ffespenda to NF^C B00203 Itr re violation rotod in Insp Rept 50 286/88 
22Cbrroctivo actions socurity olficor rolramed & disciptined.all security personnel rein 
slrucied ro access conlrol & memo Issued to all station personnel 
JOSlGEn.WA Now York Powor Aulhority (formerly Power Aulhorily of Iho Stale of 
Now York) 69/02/21 WGNZINGER.EC Region 1, Ofc of the Direclor 3pp 
48038.108 40630' MO 


8903170311 Forwards Amend 84 to Liconso DPR 64 & safely ovafualion Amend re- 
vises Tech Specs to prohibit control bank wiDidrawal when T average greater than 
350 F unless four reactor coolant pumps operating 

NEIGHBORS, JD Project Diroclorato 1*1 89/03/00 BRONS.J C New York Power Au 
Ihority (formerly Power Aulhorily of the State of New York) Gpp 40693 226 
48893 242, 

-8903170322 Amend 84 to License DPR- 64 .revising Tech Specs to prohibit conlrol 
bank withdrawal when T average greater than 350 F unless four reactor coolant 
pumps operating 

CAPRA.R A Pfo|ect Directorate 1*1 89/03/08 lOpp 40893 231*46093 240. 


S98310O113 Forwards 081121 FCMA rept on romcdial acliVilios conducted 880320, Indi 
call no cloficloncy to oniorgdncy broadcast sys procedures 

BELLAMY.R.Ft Region U Ofc of tho Director 09/02/22, JOSIGER.W New York 
Power Authority (formotly Power Authority of tho State of New York). 2pp 40914 272- 
40815059 

0993990300 Advises (lint 6B05O2 request for excapHon to protection factor requirement 
(or primary omorgoncy oporatioiis (acility concerning expansion of facilily (ref NUREG- 
0737,Suppl 1) conditionally nccoplablo 

CAPRA.R A rVolocl Diroclorato 1-1 B9/02/20 BRAM.SB Consofidaled Edison Co. of 
New York, fne (JRONS.J C Now York Power Authority (formorty Power Authority of 
tho Stalo of Now York)- 4 pp. 49746 334-40 748,337 

0903289250 Inforrng that most rocont rov to omorgency plan sent to NHC Document 
Control Dosk & Region I, per !OCFR50 54(q) 

JOSIGER.WA, Now York Power Authority (formerly Power Aulhorily of the Stale of 
Now York) 60/03/20. RUSSELL.WT. Region 1. Ofc of the Director Ip, 49076 360- 
46075 360 


H. General correspondonco 


-8903170327 Safety evaluation st^porllng Amend 64 (o License DPR 64 
' Office of Nuclear Reactor Regulation. Director (Post 670411) 89/03/00 2pp 
48803 241-40093 242 

8903210203 Forwards application for amend to License DPR 64, reducing frequency of 
leslina of turbine steam slop & control valves End revised Figure 6 2-2, “Conditional 
PfObaWlliy of Missile Ejection " to WCAP-11525 withheld 

BRONS,JC Novir York Power Authorily (formerly Power Aulhorily of the State of Now 
York) 80/03/10 Document Conlrol Brancn (Document Control Desk) 4pp 
48970.329 40070.326 

-8903210209 Application for amend to Llconse DPR 64,changlng frequency for tosling 
turbine steam stop control valves & eliminating llmiling conditions for operation & sur- 
veillance requirement tor inda pendent electrical overspoed sys 
BRONS,JC New York Power Authority (formerly Power Aulnonly of the State of Now 
York) 89/03/10, 2pp 40970.331-48970 331 

-8903210212 Proposed Tech Specs, reducing frequency of testing of turbine steam stop 
& control valves & eliminating limiting condition for operation & surveillance require- 
ments for turbine independent eloclncal overspeed proledlon sys 
* New York Power Authorily (formerly Power Authority of the State of Now York) 69/ 
03/10 I8PP 48094 117-48994’134. 


800308024S Commofil onpofilno propoaoci rule 10CFR50 re ensuring effoctivenoss o( 
maini progroms (or nucloar power plants 

DRONSJC Now York l>owor Aulhority ( term erly Power Authonty of the Slate of New 
York) 60/02/27 CUlLK.SJ OFffco ot the Secretary ef the Commission 7pp 
43745 181*48746 187 


8963220635 Advises that proprietary WCAP- 12009, "RTD Bypass Elimination Licensing 
Rept for Indian Point Unit 3 will be withheld from public disclosure (rof 
10CFR2 790), per 681 229 request 

NEIGHBORS, JD project Diroclorato f-l 09/03/13. WIESEMANN.R A Westinghouse 
Electric Corp tOpp 49004.094 49004:105 


0903210225 Informs Ihal W Qioonman being replaced by P Saunders , , 
SAUNDPnS.PD Now York Power Aulhorilv Aumonly o^l 

Now York). 09/03/20 NR (3 ■ No Doladod Affiliallon Given Ip 40982 097-46982 097 


J. Insurance & Indemnliy lAforiratlon 


6902270612 Forwards efidoraemPnls 1o listed NELIA 
OCONNOR.D J Wareti & WcLorrnan. In^c fiO/OI/ia DIN^^ of Nuclear Reac- 
tor Regulation, Dirodor (Post 870411) 125pp 40585 055 48585 179 


8903230233 Supports 890126 & 881116 applications for withholding WCAP- 12003, Rev 
1, “Westinghouse Improved Thermal Design Procedure Instrument Uncertainly Meth- 
odology for Indian Point 2,'* (ref 10CFR2 790) 

BRINKMAN, DS Protect Directorate 1-1 69/03/13 WIESEMANN.R.A. Weatmghouse 
Electric Corp lOpp 49029.082-49029 091, 

8903160295 Generic Ltr 69 02 to all holders ol OLs & CPs for nuclear power reactors re 
actions to Improve detection of counterfeit & fraudulentty marketed producte.Svc list 
end 

VARGA.SA Associate Director for Projects (Post 870411). 09/03/21 Consolidated 
Edison Co of New York. Inc 57pp 48960 001-48960057 


P. Operating llconse stage documenlo * correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


0903200434 ncquoBls to bo added to file as interested parly & to receive all Info re 

CATANO J New York Power Authority (formerly Power Aulhcnly of the Slqie of New 
York) 88/08/13 Division of Freedom of InlormaliPn & Publications Services (080516- 
890204) Ip 400B0 109-40059 109 


8902230462 Forwards Insp Rept 50-286/69-01 on 690123 27 No violations noted. 
DURR,J,P Region 1. Ofc of the Director. 89/02/15. JOSIQER.W New York Power 
Aulhorily (formerly Power Authority ol the State of New York) 2pp 46570 106- 
48570118 
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-8902230467 Insp RepJ 50 206/09 01 on 890123*27 No violalions.doviatlons or unre- 
solved Hems noled Major areas inspected program for replacing si earn gerteralors & 
observations of storage conditions for new steam generators & weWmg of tost 
KAPLAN.H J , WINTERS, F W . STROSNIDER.J R Region t, Ofc ot the Director 89/ 
02/07 9pp 48570 110 48570 118 

8902260508 Responds to NRC 890203 Itr re violation noled in Insp Repl 50-2Q6/8B- 
22,Corroctive actions security olficor retrained & disciplined, all eecunty personnel rein- 
structed ro access control & memo Issued to all stnilon personnel 
JOSIQER.W A New York Power Authority {lormorly Power AolhorHy of the Slate ol 
New York) 89/02/21 WENZINGER.EC Region 1, Ofc of the Oirecior 3pp 
48636100*40636 110 

8903100072 Informs ol NRC Intent to perform mamt program team Insp on 090327- 
0407 & 0424*28 Provision of end listed ref mall requested NRC Tomporaiy Inslrticlion 
2515/97, "Maim Insp" also end for into & preparation for Insp 
GALLO, R M Region 1. Ofc of the Director 09/02/22 JOStGER.W Now York Power 
Aulhonty (formerly Power Authority of the State of New York) lipp 48809 350* 
48009.007, 

8902170112 NRC Info Notice 89 020, "Weld Failures tn Pump of Byron Jackson 
Design " Sve list end 

ROSSI, C.E Division of Operational Events Assessment (Post 8704 11) 09/02/24 
Consolidated Edison Co of Now York. Inc 106pp 40572 043 40572 148 

8902210351 Suppl 1 to NRC Info Notice 88 073, "Direction-Dependenl Leak Character* 
islics of Containment Purge Valves " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 102pp. 40589 001 48589 110 

8902210S84 NRC Info Notice 89 021, "Changes In Performance ChoraclerisKcs of 
Molded'Case Circuit Breakers ” Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 104pp 48570 032 48576<137 

89022701 SB NRC Info Notice 69-022, "Questionable Certification of Fasteners'' Sve list 
end. 

ROSSI, CE Division ol Operalional Events Assessment (Post 070411} 89/03/03 
Consolidaled Edison Co. of New York, Inc lOSpp 48732 001*40732 106 

8902280104 NRC Info Notice 69 023, "Environ Qualification of Litton Voam CIR Series 
Electrical Connectors " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/03/03 
Consolidated Edison Co of Now York, Inc 106pp 40723 038 48723 143 

6902260162 NRC Info Nollco 89 024, "Nuclear Criticality Safely " Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 070720) 
09/03/06 Consolidated Edison Co of Now York, Inc. 96pp. 48700 262*48700 346 

6903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safely-Related Equip- 
ment " Sve list end 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411) 09/03/07 
Consolidated Edison Co oi New York, Inc 105pp 48741.053*48741.158 

8903200149 Forwards Safety Insp Repl 50*286/09*03 on 080130 0203 forwards 
notice of violation. 

BELLAMY, R.R Region 1, Ofc of Ihe Director. 09/03/07 JOSIGER.W New York 
Power Authority (formerly Power Aulhonty of tfte State of New York) 3pp 40963 332* 
48963 354, 

-6903200189 Notice of violation from Insp on 890130*0203,Violatlon. noted sves of 
vendor lab utilized for analysis of waste stream Isotopic content for determination of 
scaling factors w/o evaluating lab capability to provide quality sve 
• Region 1, Ofc of the Director 80/03/07 ip 48063 335 40963 335 

-8903200163 Insp Rept 50 286/80 03 on 0901300203 Vfofallons noted Major areas 
Inspected, nonradlological chemistry .confirmatory measurements .whole body 

countlng,radio active liquid & gaseous effluent & radiotogical environ monitoring pro* 
grams 

FURIA,J„ JANQ,J., KOTTAN,J Region 1. Ofc of the Director. 80/02/27 lOpp 

48g63'336*4a963'354 

8903020166 NRC Info Notice 89*027, "Limitations on Use of Waste Forms & High Iri- 
legrity Containers for Disposal of low Level Radwaste." Sve lisi end 
GREtVES.J T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08 Consolidated Edison Go. of New York, Inc 117pp 48798 114* 
48798,231 

8903210196 Proposes that meeting requested by NRC 681116 Hr be scheduled at least 
90 days after startup following Cycle 6/7 outage Meeting to resolve questions & com 
ments ro plant pump & valve Tnservice testing program 

BrONS,J C New York Power Authority (formerly Power Authority of the State of Now 
York). 89/03/10 Document Control Branch (Document Control Desk) 2pp. 
48993.091*48993,092 

8903080372 NRC Info Notice 89*026, "Weight & Ctr of Gravity Discrepancies for Copes* 
Vulcan Air-Operated Valves *’ Sve list enci. 

ROSSI.C.E Division of Operational Events Assessment (Post B70411), 89/03/14 
(^nsolidated Edison Co of New York, Inc 107pp. 48895.001-48695 109 

8903090021 NRC Info Notice 89 029. "Potential Falluro of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Sve list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411). SO/OO/IB 
Consolidated Edison Co. of New York, fnc 106pp 48870 053*48870 169, 

8903090133 NRC Info NoUce 89*030, "High Temp Environs a1 Nuclear Power Plants " 
Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411) 89/03/1$ 
Consolidated Edison Co of New York, Inc lOGpp 48895 110*48895,216 

8903180427 NRC Info Notice 89*031, "Swelling & Cracking of Hafnium Control Rods" 
8vc list onef. 

ROSSI.C.E Division of Operalional Events Assessment (Post 870411) 80/03/22 
Consolidated Edison Co of New York. Inc 102pp 48986 001*48986 103 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Sve list end 

ROSSLOE Division of Operational Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co of New York, Inc, 104pp 48992 044 48092 147. 


R. Periodic operallng reporis & related correspondence 

8903200260 "Effluont & Wa.sto Disposal Semiannual Ropt for Indian Point O.Jul to 
Dec. 19 88" W/G00228 Itf 

JOStGER.W A Now York Power Aulhonly (formerly Power Authority of the Stale of 
Now York) 80/12/31 RUSSELL, WT Region 1. Ole of the Director 55pp 40959 191* 
46959 245 

8902240321 Monthly oporaUng repl for Jan 1989 for Indian Point Unil 3 W/890201 Hr 
KELLY.L , JOSIQER.W A New York Power Aulhonly (formerly Power Authority of the 
State of New York) 89/01/31 Spp 40580 275 485DO 283 

6903210464 Monthly opcraling repl for Fob 1989 ior Indian Point 3 Nuclear Power 
Plant W/ 890307 Ilf 

KELLY.L . JOStGER.W A New York Power Aulhonly (formerly Power Aulhonly of ihe 
State of New York) 89/02/28. t5pp 40983 253 48903 267 


S Reportable occurrences, LERs & related correBpondence 

8993100248 Special repl during Cycle 6/7 refueling outage scheduled from Feh May 
1 989, openings will bo made in plar^t penoiration fire barriers in order to insiall various 
mods Fire watches posted & fire detoetton tests completed 

JOStGER.WA Now York Power Authority (formerly Power Authority of Ihe Slat© of 
Mqw York) 00/03/02 Document Control Branch (Documonl Conlfol Desk), ip 
4BQ10 023 48810 023 

8903100379 LER 89 001*00 oHi 80020 4, initiated salely Injection via high steam flow 
safety Infection logic Caused by uneven refilling of sioam (low instrumentation 
lines Safely Injecton terminated & plant cooldown procQoded,W/0D0303 Itr 
DIAMOND, E . JOSiGER.W A New York Power Aulhonly (formerly Power Authority of 
the Stato of New York) 09/03/03 Cpp 4 8804 ’006 48804:01 1 

8903160500 LER 89 002*00 on 890204, MSIV MS 1*34 failed to close from control room 
during hot shutdown in preparation for steam oeneratcr replacement 
oulano Preliminary Invostlgalion shows some mechanical binding W/ 0903 03 Hr 
COULEHAN.V R , JOSIGER.W A Now York Power Aulhonly (formerly Power Authority 
of the State of New York) 09/03/03 4pp 4 8060 332-40860 335. 

8903150504 LER 89*004-00 on 090204,dalormlnott that Instrumonlalion A control tech 
nlcmn romovod Instrument fuses for source range resulting In loss of voltage to high 
IIUK trip bistable. Caused by personnel error.Tochniclon comsolod W/60030B Mr. 
COULEI lAN.V R , JOSIGER.W A Now York Power Authority (formerly Power Aulhonty 
of the State ol New York} 09/03/06 6pp 40676 284-48076 269 


V. Operator Examinations 

6903220169 Generic Hr 89 03 to alt power reactor liconsoes & applicants for OL re op 
orator Itconsing nail exam schodulo Sve fist end 

VARGA, S A Assoclalo Director ft>r ProJoclB (Post 070411) 89/03/24 Consolidated 
Edison Co of Now York, Inc. 54pp 49005.001-40005 056 
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F. Securllyj medlcat, emergency & fire protection plana 

6903060105 Forwards public version of Rev 28 to "Crisis Mgt Plan (or Nuclear Sta 
hons " 

TUCKER, H B Duke Power Co 09/02/17 Documonl Control Branch (Document Con- 
trol Desk) 2pp 40736 168-40738.130 

-8003060120 "Crisis Mgt Plan For Nucloar Stations" 

•Ouko Power Co 88/12/01 200pp 48736.170 48738.130 

8903140278 Forwards Insp Repls 50-269/09 04.50 270/89 04 8 60 287/89 04 on 
890123 27 No viotations noted 

BELISLE,A Roglon 2, Ole ol Iho Director 89/02/20 TUCKER.HB Duke Power Co 
2pp 40853:321-48853 336 

-BS03I402B6 Insp Repts 50 269/00-04.60*270/89 04 & 50 287/89 04 on 090123- 
27 No viofatio-ns noted Major areas Inspoctod fire proloctlon/prevontlon program 
imploraentation Weaknesses Idonufiad In implemontallon of fire protection program 
WARD.O. Region 2, Ofc of the Director 89/02/24 14pp 40053 323-48853 336 

8903270070 Advises that 890126 Rev 7 to guard training & qualification plan cons latent 
w/prowsfons of 10CFR6054{pJ & accapmo 

CLINE.W.E Roglon 2. Ofo of Ifio Diroclor 89/03/10 TUCKER.HB Duke Power Co 
2pp 49059 009 49059090. 

B903230 183 Ro^onds to vtelatiorvs noted in Inap Ropls 60*269/89-02, 50 270/89-02 & 
50 2fl9/89-02.GQ(:foctlvQ actions hoatlh physics proceduros will bo changed to allow 
hot spots to bo identifiod by individual labels on hot spots 

TUCKER H B. Duke Power Co 89/03/17. Documor^t Control Branch (Documenl Con- 
trol Dosk), 3pp 49020 304-40029 306 


insurance A Indemnity Information 

89D2270612 Forwards endorsomonls to fisted NELIA & MAELU policies & corllficales 
OCONNOR.D J Marsh A McLennan. Inc 09/01/13. D1NITZ.I Office of Nuclear Reac- 
tor Regutation, Director (Poet 87041 1) 125pp, 48585,055-48585 179, 


P, Operating license stage documents A correspondence 

8902240184 Lists topical repls for Coro T*H which are inlor-rolatod, including correlation 
for predicting cniicai hoat flux In mixing vane grid fuel assemblies & thermal hydraulic 
molhodotogy using ViPRE 01 

TUCKER, HB Duke Power Co 89/02/10 Documonl Control Branch (Documonl Con- 
trol Desk) 2pp 4857 1 262 48571 263 
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a«a2270337 /^|>|>h.llu>pi fill .inil'IllK to Iim’IM'-. I)I>H mDI'll >1/ K IX'M 'I'l i I,ilil 7 ini| 
opi'falulily A simvihII-iiim* tci|iiiri'ni«*fiK f^n MP’I I I'i s/’. 

TULKt flHH Ditk' Pitwvi i ( o mny.*f\^ noi Minriil ( (iDtffjl llr.truh (lin<>ri| i av\ 
trolOfsK) l|Mi < 1 hMl'iin,> 

‘69022703^1 rfojMisril h'lli S|}r( s i l.iittyitic) ti|)i'f.il>irily 8 siirvi'ill.inr i4‘4|iiir4>iiii>i)1s 
for MPI 8 I PI sy^ 

* Dijko f’oW4'P I o FW().’/1/ J'Dpfi 4IIW»()1.1 

fl9'031 30249 Siimntfirr/i^s w^iiM in f{i'i|iiiri |l nfr In ili'tnis'i iihinl pi>i 

lormniiro 8 [uiMir.inis I i>| ,iiti rM|i'i>s 8 vn < 04 1 

r^rYFBl A Mniirmi OIr of Ihf (lirrcittr tUf.KI M lUt IXikp fXiwirr i. o 

2:fp;i !(»/ 

6903030135 Ai1vi^»4's Ifhit .iiiilil'* vc'idyirni inipU'in«'fi|,it4(3ri itl ri«n|niinK In I'lisoos pro 
posofl in In (n'lii'rn I li 1IIHP> liniii) pcrloiinniN’Itiiil scli'iIcnJ liir <iii(iil 

scho[fuf(’il for Anq S'OP) 

PASTISJIN Projot 1 iJifcj UiifiU» II J IPIAJJV,* } UK KIM, I III JXiwcMln ’Ipp 

46711) on M6/|«(HU> 

8(103240135 AOvjm'S of r Uiin<|i's in i us.i^ nii)t ilnl-i tMttsniilliil sys iliiit tn 
pracinfnro^iispiiinnie' rtmairi uric h.iiiip'di'lka liv<' M<>l) iOP 

HAnillStU [inNc Powrr (-o IVI/O.'POI nfHANII.A Hi'ijinn Ole ol Ihn Oiroi lor 
2pi) 4(10411 ?l I 4l!(MfJ2|j^ 

0903090474 Ail vines II ml aiitfil In venly pnipi’i ipiipliJinrHiInlKm ol ll&W Owners (iinup 
sdfcly 8 pi rronniitue iinpiovomml |)ru|r,nn rnniriiiniMidtihons pMnmsI (or wk of 
ino 127 Mnjflf ilfi>ns lolui oynliinlnrl IisIimJ 

MATTHEWS DU I'rnpa ( ntmrtOMle II ;i {l'l/(H70} UK.KlMMR Ouke Powei ('» 
<lpp 4(17114 J?U 41I7IM 22H 

690316Q074 Nolifirnlinn cl H’MJ.iK) niruilmii w/idil in Cnrni'frus.NO In rlist iiss sinlus nl 
lirnnsino iir IivHk's & safely imliiiUves Mi'i>tirii) iKIdiuM end 

HO<^h DS Prnjis I (liri'r Unnle II M Il'I^Ojyn-l) MAT Till WS.O U ProiULl DifoetoMto II 
1 7rp miii/iwiim .iiiB/HOHii 

9903200168 T or wards ‘ F mor<imK y (Jose Assess mnn I Miinisil elfin tivn on IHI():!()7 
TU( k( R,HH ITuKe F’ownr (»n ll')/(M/i:i tJonrroenl (-onlrol HrdilLh (llocuiiionl (/on 
IrolDosk) Ip 4ll'r)7 2f).74fP)‘i(l224 

-89D3200169 "l.niiiKinriry Dose Assessment Mnniwl ' 

’ Oiikn f'owrr Co 00/03707 30t)pp 4nt>», 7 IHDfiO ??4 

8903210434 F’rov«Jr>s i iirrenl OA proflfnin rlosouplion roquifi'd by 
lOCFIbt) 'iKrtJOiialily pro(|rAin srojxi in TSAM ISeclion :i ? rovinwixf 
niHSON.AF Heiiron ? Ofr ol llio Direrlor 00/03714 Tl/C-KEFU HJ Dnkn Flower f Jo 
?p|) 46!ll!'n»j4 4l|fin'):K>5 

8903 160296 (tnnr^ic I If fP) 02 10 all holders ol OLs 8 (,Ps lor riucleor powrv rnnclors ni 
aclions le rirprovn ifnlncliori ol coiinlorlejl 8 lr^lU(ilfl^^lly mnriinlod preriucIsHve list 
end 

VAnnASA Assnnale Ilin«ctor (or Pio|dcIs <Pos1 H/ 0411 ) U9/03/21 CoosolidnUirl 
Edison (Jd oINnwYork, hit A7rp 469fiU0[)1 40*100 057 


O. inspection reports, IE BulleIFns A correapondence 

8002270266 FVovirfns rosiilts of insp ol Unit 1 burgei linn prior to alarhip nxpticltJtl on 
noOPOfi.pnr NFKJ nulinhn OH 011, Hem 1 n looses bolls S/or pipo clomp movnrnonlH 
tliRCOvoroU on (hmo prpn siippDrlsfJorfoclivn oc lions lokon on supporh 
TUCKEFTM B tJoko Pownr Co B')/02700 Pocumoni (Jonirol Brnnch (Documonl Con 
trol Desk I 2pp 4flfj8» 258 259 

0902270045 CJcnIirms ll'){>2l(l imlorcemnnl conloronco in F^eglon II to (Jibcush Inopar 
abilily ol rnni.tor bldg coolint} unit dropoid pInlP& 

EHW5T M L Mofjion 2. 0!c ol Iho Oircclor 80/02/00 TUCKER.H B Dtiko Powor Co 
Ip 40584 246 48 DU 4 246 

0902270196 Forwnrrfs AirqinnnloB Insp Tonni Ropts 50 269780 03. 50 2/0/BI)‘03 & SO 
287/89 03 on nn0104-!3 Na violalrons or dovialions nolod IJriraaolvod dwm icIonliUod 
ERNST.M I riogiDn 2. Ofc ol Iho Dirocloi 89702/10 TUCKen.M B Duko Powtir Co 
2pp 4B508 2D0 4850 Q 3313 

• 8902270199 Aiwjniontoil Insp Toain F^npts 50 260/ B9 03. 60-270/80 03 & 50-207/89 
03 on 890104 KiNo violations or rJcvinlions noind Mn|or prons inspticlotisnloclivo 
exams of proceduroa 8 reprosonlnlivti records A. inlorviows vy/porsonnel 
FEEBLEST A OntjiiDn 2. Otc of the Director 80/02/02 52pp 40560 282 48508 333 

8902270378 rorwflrcls Jnsp Ropls 50 259/89 02.50 270/09 02 A 60 287/89 02 on 
095109 13 S noipcool violnllon 

DECKER.T R Region 2. Ofc of Iho Oiioclor 88/02/16 TUCKER.H B Duko Power Co 
2pp 46508 242 40508 255 

“0902270387 Ncl'ce of viotntion from Insp on 090100-13 Viottition noletJ worKors not 
suriiciently informed of rmlintion in losiriclod areas. Including Iftifing to nffec hoi spot 
faboTs on shioldinq slalinn radinlion lovols under ahlolding 
DECKER.T R Region 2. Ofc of Iho Diroctor 89/02/18 2pp 48505 244-40588 245 

”0902270390 Insp Ropts 50 269/59 02,50-270/0002 fi 58 287/89.02 on 090»09 
13Violnlron noled Major aroaa inspoclod occupalfonal 

oxposuro.slilnping.lranspor (alien A followup on previous Inspoctor itlQnllftod iloma 
SHORT Rl DGE.FT B , POTTEH.JP Region 2, Ofc o! Iho Dirocler, 80/02/17 IQpp 
48588 246 40568 255. 

5903135207 Sumrnorizes 8(10210 anforcomont conference re inoperabllily of reactor 
bldg coolirg unil dropouf plales.prr Insp Repls 50 269/8B 35,60 270/68.35 & 50 207/ 
08 35 Sumrr>afy ol enforce monl conlQiGnco.nllondaace fist & hontleuf end 
ERNST, M L Roflion 2, Ofc ol lha Oirortor 89/02/22 TUCKER, H D Duko Power Co 
19pp 46810 319 40610 337, 

8902170112 NRC fnle Notice 69 020, “Weltf Failures In Pump of Byron-Jockson 
DcRlgn ’ Sve Hsl end 

ROSSI ,() E Dtvisicn ol Opcralional r.vaiU'S Assossmonl (Posi 870411) 80/02/24 
Consoliilatud Pdison CJo of New York, Inc 106pp 48872 043 48572 14B 

0903135211) Ack recuipl of 880902 &. 890131 )1rs infoimlng NnC ol slops taken lo cor 
rod viofaliona neUrd in Insp Rdpts 50 269788 13,50 270/80.13 A 50 28//8B-I3 
PfcEBLbS.l A Beijion 2, Ofc ol Ihe Diwctor H9/02/24 TUGKER.H Q Duko Pewor 
Co Ip 4663(1301 4«H3()3ni 


8903030142 A<l VIM", Ihdl ini orpo ration of ASMT (.ode (>asr* N 401 1 inlo rnsorvico insp 
|MO<|riirns a1 pliinis ,im epurlilo per 8IK)IMr> roriur'sl Code Case N 401 "Eddy Currenl 
I xiiiiT A inv lo { iide, (,eilii {.dstJ N 401 1 found to hr* tr»chriinnlly (Miiiiv«itenl 

MAilHIWSmi l1<J/()2/?'i rUCKF.H.H FT Ouko Flower Co 

‘ipp 4117 H> (12048 /1hr>24 

8902210351 Sujrpi 1 lo NIK. Info Nolitri Mil 0/3, ""Urreclien flepnodnnt Umk (diarnclcr- 
isiK s nl ( iiiilairinuini Pertp' Vatvrrs " Svr list tint I 

MOSSI,(,f niviMcin el Opiirciliorud Tvents Assessment (Post 6/0411) 60/02/27 
{ onsolKl.iIrd I disnri r.(i nf New York. Itit, H>?pp 46560 001 46560 I 10 

8902210564 NIM. Irifii Nolitrr 60 021 "(.luinijes in Porlormanre Characlnnsllca of 
MekIrvI (.,isn i .irc uil Mrisrkers Svt' lisl erir,l 

MOSSI.CI Division of Onerntionril Tvenls Assessmenl (Posl 670411) 60/02/27 
(.onsolidaierM'dison Co of New York, Jnt, KMpp 460/6 032 46076 13/ 

6903140278 foiw.mls fiisp lUipIs 50 21)0/66 04.50 2/0/60 04 A 1)0 267/66 04 on 
60612,1 2/ No violiUinns noted 

linihli A JUIIAN.t A llefiicm 2, Ofc of Ihe Direclor 60/02/26 rUCKER.M B 
Duke Pewrtr ( n ?pp 4H653 321 46H53 ,130 

“8903140286 Insp Mepls 50 260/60 04.50 270/66 04 A 50 267/66 04 on 600123- 
2 /Nrr vreliitiens rinlr'fl Mri|er areas inspected fire proteclion/provontion program 
implemeetcition Wrinkeesses idenlifiud in imptemerdalion of (ire proteclion program 
WAnri.n. (.DNIDN.I lltnlfon 2, Olc ul the Director 66/02/24 14pn 46653 323- 
46653 '131, 

6903200187 Distussfis Insp flepls 50 206/66 .34,50 270/66 34 A 50 267/66 34 er^ 
661 1 15 12 fh A forwards nolK'e of violalion W/o end 

I HNSl.M t Rctiierr 2. Clfr ol Iho Drredor 69/02/26 TUCKER. H 0 fXiko Flower Go 
3pp 4831,9 151) 46<>()<1 156 

0903160481 lerwards Insp Repls 'iO 21,9/69 (Jh, 50 270/66 0t> A 50 ?6//66 06 on 
636 130 6?(KI No violalions or devinlions noH'tl 

JUl lANC A Hr^gion 2. Cfr of Iho Oireclor 89/03/02 TUCKER, H 0 Duke Power Co 
2pp 46664 196 466(14 266 

* 0903160405 Insp Mepls 50 2(>‘}/69 OG.bO 2/0/69 06 A 50 20//6D(JG on 690130 
0203 Ne virjlaltopb er tfoviaUons noted Major areas inspoclod insorvico insp 
ndivilrns, including rriview of NflE organization, precedures A porsonne) records 
CAIlRlCN.n f’ . m AKC.J J Region 2, Olc of Iho nirodor 69/02/2/ 9pp 46664 200. 
16664 206 

8902270150 NIK' Info Notice fll) 022. ‘’Oiro.sKonnblo CorliflcaHon ol rastonorb " Sve lisl 
end 

noSRI.Cf Divisiori of Onomlional Evnnl4 Assessrnoni (F’osl 870411) 60/03/03 
Consolidciled Edison (.e of New York, Inc lOBpp 46732 D01 46732 100 

8002289104 NFK' Info Notu,« 60 023, ’ Environ Qualificalion of t (Hon Voam CIR Sorlos 
Eleclriciil (Jonnoi lors " Sve fisl end 

ROSSI.CF Division ol Oporatlonni Evonls Assossmonl (Post 670411) 60/03/03 
(Jonsolidalod tdifion Co of Now York Inc fOGpp 46723 036 46/23 143 

8903170276 Responds lo dovialions noted in Insp FTepts 50 269/60 35, 50-270/06-35 A 
50 2d//fl6 35 Correctlvo nclions adrlf equipment ordered for use during (roozo plug 
ononilfon 

TUCKER, MB Duko Power Go 00/03/03 Documonl Conlrol Branch (Document Con- 
trol Desk) ?pp 4HB94 320 40694 330 

8902260162 NRC Info Notice 80 024, ’’Nuclear Cnlicalily Safety " Sve list end. 
CUNNfNGIIAM.R E Division of Industrial A Medical Nuclear Safely (Posl 670720) 
89/03/06 Consotidnlod Edison Co ofNuwYork Inc OBpp 40700 252 46700 346 

8903010207 NRC Info Nolico 60 026, "Inslrumonl Air Supply lo Safoly Related Equip- 
ment " Sve list ond 

ROSSI.CE Division of Oporallonal Evonls Assessment (Post 870411) 69/03/07 
Consolidated Edison Co of New York. Inc 105pp 40741 059 40741 158 

8903020165 NRC Info Nolico 80 027. "Limilalloiis on Use of Waslo Forms A High In- 
logrity Conlfirnors for Disposal of Low Level Radwasle " Sve list ond 
GREEVES.J T Division of Low Level Waslo Management A Dacommiasloning (Post 
070413) 00/03/08 Consollcfalecf Edison Co ol New York, Inc 117pp 48798 114- 
48700 231 

8903220140 Dociimonls BAW Owners Group 890224 Ur lo CE Rosal ro roaponso lo 
portion ol Horn 1 b of NRC Bullolln 68 011 Rosulls of bounding laliguo analysis ex- 
poded to bacomo available by 801031 

TUGKER.H B Duko Power Co 89/03/09 Documonl Conirol Branch (Document Con- 
Irol Doak) 2pp 49002 353 40002 354 

8903220411 Advises Ifial audit lo rosolvo Issues ro IE Bulletin 79-27, "Loss of NonClass 
IF Inslrumofdalion A Control Power Sya During Oporalion" will bo hold on 890508. 
12 Documenls noedod Includo,8lngf0 lino diagram of oleclrlc dislribulion sya. 

HOOO.ns Projocl DIrocloralo 113 69/03/09 TUCKER,H B Duko Power Co 4pp 
49007 100 40007 103 ^ 

8903080372 NRC Info Notico 89 020. ''Wolghl A Clr of Gravity Dtscrepandos for Copos- 
Vufean Atr Onoroted Valves ’* Sve lisl oncT 

ROSSI, CF Division of Opornlional Events Assossmont (Posl 070411) 89/03/14 
Consolidated Edison Co of Now York, Ino 107pp 46805 001-46895 109 

6903090021 NRC Info Nolico 69 020, "Potenlial Failure ol ASEA Brown Bovori Circuil 
Breakers During Seismic Event ” Sve list and, 

ROSSI.CE Division of Operalionql Events Assessment (Post 670411) 69/03/15 
Consolidated Edison Co ol Now York. Inc lOGpp, 48870,053-48070 169 

8903090133 NRC Info Nolico 09 030, "High Temp Environs at Nuclear Power Plants ” 
Sve list end 

ROSSLGE Division ol Operational Evonls Assessmenl (Posl 070411), 89/03/15 
Consolidaled Edison Co of Now York, Inc 106pp 48895 1 10.48095 215 

8903230183 Responds lo violalions noted in Insp Repts 50 269/09-02, 50*270/80 02 A 
50 280780 02 Correclivo actions hoallh physics procedures will bo changed lo allow 
hoi spols lo bo idonlifiod by individual labols on hoi spots 

TUCKER.H0 Duke Power Co 89/03/17 Documonl Conirol Branch (Documonl Con* 
trol Desk) 3pp 40029 304 40029 306 
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6903 1604 27 NRC Info Notice IV) 031 Swellinq & Crackiiicj ol Malnium CoiUrol Hofls 
Svc list unci 

ROSSI CE DivisiOft ol Oporaitonal Events Assessnionl (Pobl 070411) OO/OJ/?^ 
ConsolifJaloil Etiison Co ol Now York Inc 102pp 40086 001 4890b 1 0il 

6903170419 NRC Inlo Noiico 09 032, Suiveilinnce Testinc) ol Low Temp OvorprO'iSuro 
Protcclion Sys ‘ Svc list end 

ROSSI. C E Division ol Opaiaiional Events Assossinonl (Post 070411) 89/03/23 
ConsohdalctJ Edison Co ol Now Yotk, Inc I04pp 40992 044 48992 147 


R Periodic operating reports & related corroBpondonco 

8903220057 ‘Semiannual Hadioactivo Ellluenl Roloaso & Solid Waslo Disposal Bepis 
for Jan Dec 1989 ” W/090301 Itr 

TUCKER.HQ Duke Power Co 80/12/31 49pp 48994 001 40994 040 

8902240369 Monthly operating repls lor Jan 1989 for Oconee Nuclear Slotion Plant W/ 
890215 Mr 

WILLIAMS.RA, TUCKCn.HB Duke Power Co 89/01/31 17pp 40580001 

40500 017 

8903220110 Monthly operating ropts lor Fob 1909 lor Oconee Nuclear Stalion Units 1,2 
& 3 W/890315 jjr 

WILUAMS.RA, TUCKER.tiB Duke Power Co 89/02/28 17pp 49007 141. 

49007 158 


S Reportable occurrences, LERs & related correspondence 


6903020537 LER 89 001 00 on 8001 12, reactor btdg coolinu unils A & C declared mop* 
orable after data collected from test on 8901 tO indicatocT svc induced touting of units 
reduced performance capabilities Cooling units cleanod W/800222 Hr 
NORTH.P J , TUCKER, HB Duke Power Co 89/02/22 tOpp 48674 122 4G674 131 

8903090302 Responds to 801215 Hr re LER 50 269/88*13 concerning emergency 
backup power Hardware mod implomonlalion currently planned for complotton by ond 
ol next Unil 2 refueling oulagfl 

TUCKER.H B Duke Power Co 89/03/01 Document Control Branch (Oocumonl Con* 
IrolDeak) Ip 40799 358*48799 358 

8903210003 Special ropton 890302, discovered postulated failure of single relay (BOTX) 
or single relay contact of relay Q6CT1 which could result in trip signal to breakers El 
& E2 w/o switching switchgear breakers Unit 1 brought to shutdown 
TUCKER, H.B Duke Power Co 09/03/06 Document Control Branch (Documonl Con 
tfol Desk) 3pp 48902 323-40902 325 

6903230177 Informs that changes lo emomoncy power switching Ionic Tech Spec 3 7, lo 
resolve apparent confllcls identified in to be submitted by 890515 
TUCKER.H B Duke Power Co 89/03/15 Document Control Branch (Documonl Con 
trol Desk) Ip 49023 024 49023 024 


V, Operator Examinations 

8903220159 Generic Ur 89-03 to ail power reactor licensees & eppileanis for OL ro op 
erafor licensing nail exam schedufo Svc list oncl 

VARGA, S A Aasoclale Director for Projects (Post 870411) 09/03/24 Consolidatod 
Edison Co of New York, Inc 54pp 49005 001 49005 056 


Y. Dry Cask (nejependent Spent Fuel Storage Installations 

8903020405 Provides addi info ro ISFSl in form of safety analyses lo allow transfer cask 
bo fabricated w/solid neutron shield malt lilting neutron shield cavily 
TUCKER.H 8 Duke Power Co 09/02/10 Document Control Branch (Document Con 
trol Desk) 13pp 48669 282*48669 293 

6902230681 Forwards request for addI Info re 880331 submlltat concerning ISFSl with In 
45 days of Hr dale 

PASTIS.HN Project Directorate 113 09/02/15 TUCKER.H B Duke Power Co 3pp 
48570 288*46570 200 

8903070077 Confirms milestone schedule of remaining const activilios required to sup 
port spent fuel loading In Jan 1 990 Requests continued advisement of status ol NBC 
review ol ISFSl application 

TUCKER.H B Duke Power Co 89/02/21 Documonl Control Branch (Document Con* 
trol Desk). 3pp 48763 040 48769 042 

8903210265 Requests review & approval of 690210 submittal as amend to forthcoming 
Oconee ISFSl license Submittal contains supplemental safety analysis for ISFSl Irans 
fer cask Incorporalinqallernahvo.solid neutron shield design 
TUCKER.H B Duke Power Co 69/03/06 Document Control Branch (Document Con* 
frol Desk) 2pp 489S4 234-48964 236 
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P, Operating license stage documents & correspondence 

8903080040 Forwards GA Co Info memo on CRD switches Prove nlive mamt should be 
performed to avoid sluggish or slicking behavior ol switches Problem considered go 
none & does not affect safety circuitry of console 

MICHAELS,! S Standardization & Non Power Reactor Project Directorate 69/02/27 
BERLINGER.CH Generic Communications Branch 2pp 4B742 327-48742 336 

-8903080043 Forwards mall & cover Itr mailed lo 24 TRIGA facilities In US & foreign 
facilities re maint ol control of CRD swilches, per recent telcon 
WHtTTEMORE,W L General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) 89/02/17. MICHAELS,! S Standardization S Non-Power Reactor Project Direc- 
torate 5pp 48742329 48742 336 
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r Securily, medical, emergericy & fire protection plans 

89O22B0OG7 Fomiaiizcs requests made rlunnq 890213 lelron /o planned insp ol erner 
gcncy operating procedures during wks ol 800306 & n Availability ol plant rof *5imula 
lor pfani procedures gorierabor) package roqwesred 

GALLO.RM Rogion 1, OIl ol ihc Director 89/02/ 13 HUKILL.H U General P-ublic 
Utilities Corp GPU Service Corp 2|)p 4B626 248 48626 240 

6963100009 Forwards Safely Insp Repl 50 289/89 Q5 on 090214 15 No violations 
noted Controls placed on grnco pcricd acceptable 

MARTIN.TT Region 1, Ofc of the Diroclor fi9/0'2/22 HUKILL.H D General Public 
Utilities Corp * GPU Service Corp 2pp 48820 021 48028 026 

-89D3100011 Insp Rept 50 289/89 05 On 090214*15 Ho violations nolcd Mnior areas 
inspeclGd performance of visual firo damocr surveillance tosi, surveillance tusl 
rerorrfs.securiitv records of personnel access & witnessing of survcitlanco tost 
DURR.JP. MARTtN.TT Region 1. Ole of Itio Director 89/02/21 4pp 48020 023- 
4UB28 026 

0903020396 Responds to HBC 890213 Hr requesting docuinents to support plan nod 
insp of TMI*I emergency operaiitig procedures on 800306-17 

HUKILL HD General Public Ulililies Cerp - GPU Service Corp 89/02/28 Document 
Control Branch (Document Control Desk) 2pp 48674 090-48674 091 

0903140164 Summary of 890214 meeting w/ulit in Middle town. PA re status future ac 
lions of all active licensing Issues List of atlondeos.lisUng of aclivilies dibcussed & 
handout of drall NRC ovalualton of remaining App R issues end 
HERNANRW- Proiecl Oirectoralo 14 09/02/24 Projocl Direcioralo 14 2Cpp 
40057 254 48857 281 

8903140240 Inforn^s llml Temporary Change Notico 1-08-8120 to EPIP 9471-ADM 
1300 01 cancellod 

NASI 13 General Public Ulililios Corp . GPU Service Corp 99/03/03 Documonl Con 
Irol Branch (Documonl Control Desk) 1 p 40057 3 1 7 4BB57 3 1 7 

89 03210167 Temporary Change Notice 1*89 0016 to Rev 0 lo TMI Cmorgoncy Pro- 
p^arodnoss Administrative Procedure 9471-ADM 1D00 01, “Maintaining Emergency 
Pfeparednoss " 

* Goneral Public Utililloa Corp GPU Service Corp 08/03/10 6pp 46980 110 
40900 115 

6903210410 Forwards Safety Insp Repls 50 299/89 02 & 50 320/09 01 on 090123 
26 No violations noted 

BELLAMY.R R Rogion 1, Ole of iho Director 09/03/14 HUKILL.H D Goneral Public 
Utilities Corp * GPU Service Corp 2pp 48900 091-4B9DO 103 

-6903210418 Insp Repls 50-209/00 02 & 50 320/09 01 on 090123-26 No violqiions 
noted Major areas inspectod licer\soo cmergoncy preparedness program 
AMATO.CG, LAZARUS.WJ Region 1. Ofc of tho Director 00/03/10 lipp 
48900 003 48060 103 

8Q032&00$8 Forwards general status summery of consideration of PRA 
recommendations Subjs coverocl include, control bldg ventilation ays reactor coolant 

R ump seals, fires, onsite electric power, of Isito otectnc power & DHR & river water 
lUKlLL.HD Goneral Public Ullllllos Corp - GPU Service Corp 89/03/17 Documonl 
Control Branch (Oocumonl Control Desk) 7pp 49063 166 40063 174 

0903270287 Rev 2 to EPlf* 9471-IMP-1300 06. “Addi Assistance S. Nolincalion” & Rev 
1 lo 047MMP-1300 04, "Contact /Cal lout of EmofgQncy Personnel " 

* Goneral Public Ulildios Corp GPU Service Corp 89/03/20 D7pp 49053 277- 
49053 333 


J- Insurance & Indemnity Information 

6903060514 Forwards Endorsemonts 130 & 131 lo NELIA Policy NF-164. Endorse 
menis 107 & 100 lo MAELU Policy MF-44.Endo/BOmonts 04 & 95 to NELIA Policy NF- 
107,Endor8omQnts 110 & 111 lo NELIA Policy NF-220 & Endoraomonts 97 & 98 to 
MAELU Policy MF-73 

FARRELL.E Marsh & McLennan, Inc BD/Ot/18 DINITZ.I Office of Nuclear Reactor 
RegulGlion, Director (Post 87041 1) 23pp 48743 197 48743 220 


P. Operating license stage documents & correspondence 

8601280026 Notification oi 860126 meeting w/ulil in Bolhosda.MD to discuss proposed 
steam gen orator plugging criteria 

THOMA,J PWH Projocl Directorate 6 G6/01/22 OENTON.HR, EISENHUT.D . 
LYONS.J NRC No Oatail 3d Affiliation Giv on 2pp 34365 359-34365 361 

8903220386 Proposed rule 10GFR2. “Stalemonl of Policy on Llligallon ol TMI Rolalod 
Issues in Power Roaclor Operating Liconao ProcQodlnga.Rovocolion of Suporsedocl 
Policy Stalomenl Concernlrtg TMI Rololed Procedures " 

CHILK,$J Commissioners, 60/02/16 4pp 40090 001-40860 004 

8903100170 Responds to Gononc Ur BO- 14, "fnstrumonl Air Supply Sys Problems Af- 
fecting Safoty-Relalod Equipment'’ Ulit deiermlned that mainl procGUuroa.omorgency 

R roceduros & training on sub) adequate 

IUKILL,H D General Public UUlitles Coip - GPU Sen/ico Corp 09/02/24 Document 
Conlrol Branch (Documonl Control Desk) 4pp 46601 318 40801 321 

8903140184 Summary of 890214 meet mg w/ulil in Micldlolown.PA ro status & future ac- 
tions of all active licensing issues.List of atlondees, listing ol actwitios discussed Jk 
handout of draft NRC evaluation ol romair^ing App R issues oncl 
HEHNAN.BW Projocl Directorate 1-4 09/02/24 Project Djroclo/cito 14, 20pp 
48857 254-488 57 281 

8903140123 Summary of 090215 mooling w/util in Rockville, MD ro ATWS 
Implementation List of altendoos & posl-mooiiny quosllons oncl 
HtRNAN.RW Projocl Oirectoralo 1*4 80/02/27 Project Directorato 1-4 Cpp, 
40855 000 48855 085 
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89030702(15 Notification of 890307 mooting w/BWR Owoofs Group m Rockville.MD to 
discuss items of current inlorost Agenda enct 

SHAO.LC Divjsson of Engmeoring & S/slems Tochoofogy (Post 870*111) 89/02728 
MJRAGLIApJ Associaie Diroctor lor In&peclton & Technical Assessment (Post 
B704I1) 8pp 48763 023 48763 030 

8903236090 Discusses safety & performance inprovemont pirogram progfammaltc audit 
at plant scheduled for 890731 Purpose of audit is to evaluate adequacy of program to 
implemenl B&W Owners Group Safety S Performance Improvement Program 
HERNAN.RW Project Directorate l'4 89/03/09 HU3<ILL.HD General Public Uti lilies 
Corp GPU Service Corp 4pp 49022 326 49Q22 329 

8903230358 Responds to 690221 request for info on status of TMI action plan 
requirements Add! time needed to gather other noncomputerized data to fully respond 
to questions Complete response wiN be provided by 890330 

ZECH.LW Commissioners 89/03/10 MARKEY.E J Houso of Rep Ip 49023 025- 
49023027 


6903200061 Notificairon of 890317 meeting w/ulil in Middletown, PA to discuss status of 
current licensing issues 

HERNAN.RW Project Oirectorato 1-4 89/03/13 STOL2.J F Project Directorate 1*4 
3pp 48959 284-48959 286 

6903238449 Requests that util withdraw Tech Spec Chango Request t73 & submit new 
requeal that agrees w/Gcneric Ltr 89-01 & rev to TMf 1 offsite dose calculation 
manual whech addresses comments m enci rept 

HERNAN.RW Proiecl Directorate I 4 89/03/^15 HUKILL.HD. Ganoraf Public Utilities 
Corp - GPU Service Corp 4pp 49028 249 49028 280, 

-8903230459 Forwards "Evaluation of Offsite Dose Calculation Manual (Updated 
Through Rev 6) TWI 1," Review completed under provisions of Project 5 of FIN D* 
6034, 'Review of Rarfiolegical Issues " 

SIMPSON, FB Idaho National EngineerinQ Laboratory, FIN D6034 68/10/04 
WEINKE, W W NRC - No Delalled AfhliaMon Given Ip 49028 253-49028 253, 


"0903210273 "Evaluation el Offsite Dose Calcuatlon Manual (Updated through Bov 
BKTMi'l ■’ 

YOUNG, TE EG&G fdaho, Inc (subs of EG&Q, Inc) 88/09/30 NRC - No Detailed 
Affiliation Given 27pp 49028254-49028 280 


8903220147 Ack receipt of 880920 response to Generic Ltr 88 11 re radiation embrillle- 
ment of reactor vessel malls Approved curves valid through 10 EFPV Therefore, until 
10 EFPY reached, no further action required in response to sub| Hr 
HERMAN, R A Project Dire derate I 4 89/03/17 HUKILL.HD General Public UtiPiUos 
Corp - GPU Service Corp 2pp 49003 300 49003 301. 


6902210564 NRC fnfo Nolico 80 021, "Changes in Performance Characteristics of 
Molded Case Circuit Breakers " Sve list one! 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York. Inc 104pp 48578 032-48578 137 

6903130186 Rev 1 to Notification of Significant Meeting 89 026 on 800302 w/llcensee 
In King of Prus8ia.PA for SALP Board meeting 

C0W6ILL,C J Region 1, Ofc of the Director 89/02/27 Region 1, Ofc of the Diroctor 
2pp 48820 008 48820809 

8903140675 Forwards Safely Insp Rept 50 289/88-29 on 881203 8901 14 No conditions 
adverse to nuclear safoty/safeguaras or regulatory requirements noted 
BETTENHAUSEN.L Region 1, Ofc of the Director, 89/03/01 HUKILL.HD General 
Public Ulilities Corp - GPU Service Corp 2pp 48857 237-<18857 249 

"6903140679 Safety Insp Rept 50 209/88-29 on 881203 890114 8> 18 No violations 
noted Major areas Inspected plant operations, equipment operability (maint & surveil- 
lance) & engineering & technical support 

COWGlLL,C Region t. Ofc of the Director 89/02/27. lipp 48857 2x19-4885/249. 

8902270158 NRC Info Notice 09 022, "Questionable Certification of Fasteners " Sve llsl 
end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 09/03/03. 
Consolidated E-dison Co of New York, Inc 105pp 48732 001-40732*106 

8902260104 NRC Info Notice 09 023, "Environ Qualification of Litlon-Veam CIR Series 
Eicctdcal Connectors " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411} 89/03/03, 
Consolidated Edison Co of Naw York, Inc 106pp 40723 030 48723 143 

8903200260 Ack receipt of 090127 ltr Informing NRC of steps taken to correct violations 
noted In Insp Rept 50-2S9/&7 01 

DUHR.J P Region I. Ofc of the Director. 89/03/03 HUKILL,H D General Public Ulifi- 
tlesCorp - GPll Service Corp, 2pp 40971 106 48971 113 

6902280162 NRC Info Notice 89 024, "Nuclear Criticality Safety " 5vc list end. 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/03/06. Consolidated Edison Co of New York, Inc 96pp 46700 252-407OO'346 

8903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safety- Related Equip 
monl" Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/03/07. 
ConsoHdated Edison Co oINew York, Inc 105pp 48741 053-48741 158 


0903280056 Forwards general status summary of cornslderallon of PRA 
recommendations 5 ubjs covorod lnclude,control bldg venlilalfoa $ys,r 9 aclar coolant 
purtip seals, 11 res .on site electric power, offsile electric power & DHR & river water 
HUWLUHD General Public Utilities (^rp • GPU Service Corp 89/03/17 Document 
Control Branch (Document Control Desk) 7pp 49063 186 40065 174 

8903160296 Generic Ltr 09 02 (o all holders of OLs 8 CPs for nuclear power reactors re 
actions la Improve detecllon of counterfeit 8 fraudulejilly marketed product&.Svc list 
end 

VARGA.SA Associate Director for Projects (Post 870411) 09/03/21 Consolidated 
Edison Co. of New York, Inc. 67pp 48960001-48960 067. 


8903020165 NRC Info Notice 89 027, "Llmliallons on Use of Waste Forms & High In* 
tegniy Containers for Disposal of Low Level Radwaste " Sve hat end 
GREfcVES.JX Division of Low Level Waste Management & Decommissioning (Post 
070413), 89/03/08. Consoiidated Edison Co of New York, Inc 117pp 48798.114- 
48708 231 

8903080372 NRC Info Notice 89 028, "Weight & Clr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves." Sve list encT 

ROSSLCE Division, of Operallonel Events Assessment (Post 870411). 80/03/14 
Consolidated Edison Co or New York, Inc 107pp. 48895 001-48895.109 


Q. Inspection reports, IE DullallnB 8i correspondence 

6902240016 Notification of Significant Meeting 89 026 w/ulil on 800228 In King of 
Pru&8ia,PA re SAIF Board meeting 

COWGILL.C J. Region 1, Ofc of the Director. 89/02/10 Region 1, Ofc of the Director 
2pp 48583 156 48583 167 

6962260097 Formalizes requests made during 800213 lelcon re planned fnsp of emer- 
gency operaling procedures during wks of 890306 & 13 Avaiiabuify of pfani rof simula- 
tor S plant procedures generation package requesiod 

GALLO,RM Region 1. Ofc of the Director. 89/02/13 HUKILi.H D GeAaraf Public 
Utilities Corp. - GPU Service Corp. 2pp. 48626 240 48626,249 

6903070019 Ack receipt of B90127 Hr InforminQ NRC of steps taken to correct violations 
noted In Insp Rept 50 289/88-30 

BELLAMY, RR Region 1, Ofc of the Director 69/02/10 HUKILL,HD, General Public 
Utilities Corp • GPU Service Corp, 2pp. 46741 049 48741 ’052. 

6903106009 Forwards Safely Insp Rept 50-289/60 05 on 690214-15. No violations 
noted Controls placed on grace period acceptable, 

MARTIM.T.T Region 1, Ofc of the Diroctor. 89/02/22 HUKILL.RD. Genefal Publlo 
Utilities Corp - GPU Service Corp 2pp> 48625.021-48828.028. 

<"6903100011 insp Rept 50-289/89-05 on 890214-15 No violations noted. Major areas 
inspected performance of visual fire damper surveillance test, surveillance lest 
record s,secunty records of personnel access & witnessing of surveillance lest. 
OURH,J.P. MARTIN.T.T. ffeglon 1, Ofc of the Director 89/02/21 4pp. 48828.023- 

9903020396 Responds to NBC 860213 ltr requesting documents to support planned 
fnsp of TMf- 1 emergency operaling procedures on 690306-17. 

HUKILL,H.D. General Pubite Ulllilies Corp - GPU Service Corp. 06/02/23. Document 
Control Branch (Document Conirol Desk) 2pp 48674.090-48874.091 

6902170112 NRC Info Nolice 39-620, "Weld Failures in Pump of Dyron-Jackson 
Deslg^n " Sve list end 

ROSSf.CE. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co of New York, Inc. 106pp. 48572 043-48572.148. 

6903140104 Summary of 890214 meeting w/utll In Middletown, PA re status & future ac- 
tions of all aclrve licensing issues Llsl of attendees .listing of eclrvitles discussed & 
handout of draft NRG evaluation of remaining App R issues er^cL 
HERMAN, RW, Project Directorate 1-4 89/62/24, Project Directorate 14. 26pp. 
48657-264-4 8857.281. 

6902210351 8upp1 1 to NRC Info Notice 88-07ai "Direction- Dependent Loak Character- 
istics of Contain meni Purge Valves." Sve list end 

ROSSI,CE. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co of New York, Inc. 102pp 48589.001-48589 110. 


6903210416 Forwards Safety Insp Repts 50 289/89-02 & 50-320/66 01 on 890123- 
2a.No violations noted. 

BELLAMY.RR Region 1. Ofc of the Director 89/03/14. HUKILL.H.D General Public 
Utilities Corp. • GPU Service Corp 2pp 4B980 09 1.48980’ 103. 

"8903210418 Insp Ropis 60-269/89 02 & 50-320/89-01 on 890123-23.No violations 
r^oledMajor areas Inspected licensee emergency preparedness program 
AMATO, (i.Q., LAZARUS.WJ Region 1, Ofc of the Director 89/03/10 11pp. 
46680.093-48960.103 

6903220063 Forwards Safety Insp Repis 60-289/69-02 & 50-320/89-01 on 690123- 
26.No violations noted. 

BELLAMY.RR. Region 1. Ofc of the Director. 89/03/14. ROCHE, M.B General Public 
Utilities Corp. - GPU Service Corp 2pp 49004 069-49004 061 

8903090021 NRC Info Notice 89 029, "Polenllal Failure of ASEA Brown Boverl Clrciflt 
Breakers During Seismic Event " Sve list end 

ROSSI, CE Divtalon of Operational Events Assessment (Post 870411) 89/03/15. 
Consolidated Edison Co. of New York, Inc. 106pp 48870.053-48870:169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Pjanta." 
Sve list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 89/03/16, 
Consolidated Edison Co. of New York, Inc. 106pp. 48895:110 48895.216. 

8903160427 NRC Info Notice 60 031, "Swelling & Cracking of Hafnium Control Rods^' 
Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 89/03/22. 
Consoiidated Edison Co of New York, Inc, 102pp 48986 001 -4 8980 ’103. 

6903170419 NRC Info Nolfce 09 032. "Surveillance Testing of Low Temp Overpressure 
Protection Sys." Sve list end 

ROSSt.C.E. Division of Operational Events Assessment (Post 870411) 89/03/23 
Consotidated Edison Co. of New York, Inc. 104pp, 48092:044-46992:147. 


R. Periodic operating reporte & related correspondence 

0902280276 "Personnel Exposure Rept - 1988." W/890222 ltr 
HIUKILL,HD.. General Public Utilities Corp - GPU Sen/Ice Corp 88/12/31. 3pp, 
48825:177-46625.179 

890 30600 47 TMI-1 annual rept for 1668, Including CY86 tabulation of personnel 
8xpoaure,Blrcrafl movement data from Harrisburg Inti Alrport.leak reduction program 
lest info & pressurfzer PQRV & pressurizer safely valve chaliende8.W/ 690224 ltr. 
HUKILL,HO. General Public Lftilities Corp • ePU Service Corp 88/12/31. I2pp. 
48734-1 06-40734:1 97, 
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8903130206 "Socontl Half 1908 Scmiamiual Effluent & RGlease Repl for TWI 1 " W/ 
890228 Itr 

HUKILL.HD General Public Unhiios Corp GPU Service Corp 68/12/31 19pp 
.18820 090 40820108 

8902240297 Manlhty oporaling ropf for Jan 1989 for TMl-1 W/fl902l5 Ur 
SMYTH.C W , HUKILL,H D General Public Utililios Corp ^ GPU Service Corp 89/01/ 
31 epp 48571 099 48571 104 

8903130162 Forwards TMI afalus repl for 8901 14 021 7, providing hightighls of significant 
evenis at plant from NRC regulatory perspective 

COWGILL.CJ Region 1, Ofc of tlie Director 89/02/23 BETTENHAUSEN.L NRC • 
No Detailed Affiliation Given 5pp 48818 354'48B1fl358 

8903200229 Monthly operating repl for Feb 1989 for TMI-1 W/890314 Itr 
SMYTH.C W , HUKILL.H 0 General Public Utilities Corp v GPU Service Corp 89/02/ 
28 6pp 48971 032 48971 037 


V, Operator Examinations 

8903220159 Generic Ltr 89 03 to all power reactor licensees & applicants for 01 re op 
erator licensing natl exam schedule Svc list end 

VARGA,SA Associale Director lor Proiects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001-49005 056 


DOCKET 60-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & lire protection plana 

6707130386 Roquesis that end Info fo evacuation time eslimate & beach population 
shellaring bo fonwarded to regional director of FEMA, Region 1,(of roviovr 
BIRD.RG Boston Edison Co #189 8147 87/00/04 BELLAMY.R R Region 1, Ofc of 
Ihe Director 34pp 48605 279-48605 312 

6903080506 Dralt Rev 6 to lown of Ptymoulh radiological omorgoncy response plan for 
Pilgrim nuclear power station * 

‘Plymouth. MA #109 0157 87/10/30 200pp 40658 230 48859083. 

6903080513 Draft Rev 2 to town of Duxbury radiological emorgonoy rosponse plan for 
Pilgrim nuclear power station * 

*t5uxbury. MA #189 6158 07/10/30 I50pp 48660 046-46663 227 

8903060547 Rev 3 lo town of Carver radloiogical emergency response plan for Pilgrim 
nuclear power station * Refatorf Info end 

* Carver, MA #189 0171, 87/10/30 1400pp 48654 001-48658 229 

890309QQ88 Rov 3 lo Town of Kingston radiological emorgoncy response plan for Pil- 
grim nuclear power station.* Related Info end 
Kingston, MA #189 8172 87 / 10/30 1,100pp. 48680,153 48604 080. 

8903060448 Fcnverds ropt, "Reception Ctr Feasibility Analysis" addressing Subissuo 
B 1 as identified in util action plan & schedule for providing assistance in addressing 
FEMA Issues. 

VARLEY,R,A Boston Edison Co #189 8165 07/12/23. AQNES.P Massachusotls, 
Commonwealth of 45pp 48660.001-48660 045 

6903080466 Rov 4 to town of Bridgewater radiological emergency response plan for Pil- 
g4m nuclear power station * Related info end 

^ MassachusoUs, Commonwealth of. #180 8164 88/03/09. 430pp 40685 064 
46666,249 

8903080478 Advisos that informal technical review of four draft plans for towns of 
Pfymou(h.Carvor, Kings ton 6. Taunton conducted, per 800318 request 
THOMAS^A Federal Emergency Management Agency #109 6160. 88/03/30. 
BOULAY,R. Massachusetts, Commonwealth of 2pp. 48669.342-40659 343. 

8903090051 Rev 2 to offsite emergency preparedness training for Pilgrim nuclear power 
station Module 12- transportation Lesson Plan 12-1 .introduction lo transportation pro- 
viders * 

* Boston Edison Co #189 0165, 88/07/03. 250pp 48690-089 40698:357. 

6903080624 Draft rev 5 lo town of Marshfield radiological emergency response plan for 
Pilgrim nuclear power station * Related documenlation end, 

* Marshfield. MA. #169 8161. 88/07/11 800pp. 48660-220 48663.107 

8903080421 Rev 5 to City of Taunton radiological emergency response plan for Pilgrim 
Nuclear Power Station.^ Related info end 

* Massachusetts, Commonwealth of #109 8162 88/07/28. 500pp. 48667.08 9* 
48667:265 

8903060445 Rev 4 lo Massachussetts Civil Defense Agency Area It radiological emer- 
gency response plan for Pilgrim Nuclear Power Slation.* 

^ Massachusetts, Commonwealth of #169 8163, 80/00/16. 203pp. 4B666'250 
46667.086. 

8903080468 Responds to 880527 & 0707 Itrs re offsite radiological emergency planning 
& preparedness for lacility.FEMA encourages development of comprehensive sched- 
ule for completion of emergecy plans for facility 

VICkerS.HQ. Federal Emergency Management Agency #189 8165 88/0S/22 
BARRY, C.V. Massachusetts. Commonwealth of 4pp 48663:108-48663:111 

8811210055 Provides most recent status of resolution of offsite emergency prepared- 
ness deficiencies In Commonwealth of MA & local plans for plant EP2, 

LA2ARUS,W. Region 1, Ofc of the Director #189 8167. 88/09/09 RUSSELL, W 
Region 1, Ofc of the Director, 26pp 40B69-3 13-48860' 121 

8903090115 Forwards draft Itr of agreement re transportation providers by companies 
indicating willingness to participate In emergency response for accident a( RIgrfm Sta- 
tion. 

AGNES, P.W. Massachusetts. Commonwealth of #109 8174 88/10/10. VARLEY.R 
Boston Edison Co 3pp, 48697.262-46697-284. 


69O3Q90O56 Submits feasibility study re suitability of Stato Dopt cf Public Works garage 
located in Wellesley.MA as polonliat recepuon/processing ctr for ovacuoos in event of 
accident at facility 

LOVEBING.J L MassachusoUs. Commonwoallh o1 #1B9 8186 00/10/11 

BARRY.CV, AGNCS.P MassachusoUs, Commonwealth of 164pp 4B697 285 
40696 088 


8903090149 Discusses Commonwealth of MA 60 10 06 public mieeling on offsite emer- 
gency preparedness for plant 

TRAVERS.WD Emergency Preparedness Branch #189 0178 88/11/09 

CONGEL.FJ Division of Radialion Protection & Emergency Preparedness (Posl 
670411) 2pp 46690 358 48698 359 

8903090176 Forward-^ schedule for production of public info brochure on plant for 
review 

VARLEY.RA Boston Edison Co #180 8180 BD/12/08 eOULAY.R Massachusells. 
Commonwealth of 2pp 48697 200-48697 281 

B903070029 Forwards Safety Insp Ropi 50 293/03 34 on 88t 114-1 226 
COLLINS, SJ Rugicn 1, Ofc of the Director 09/02/17 BiHD,RG Boston Edison Co 
2pp 48741.007-40741.026 

-8903070032 Safety Insp Rapt 50-293/8a-34 on 881 f 14-1226 No violations 
noted Malor areas inspected plant operations, radiation pro locllon, physical 

security, plant evonli.meint, surveillance.Part 2 1 ropts & outage acllvifles 
BLOUGH.AR Region 1, Ofc of the Direclor 89/02/14. 17pp 48741 009 48741 025 

8903100475 Forwards Meeting Repl 50 293/80 03 on 0Q0131 0202 
BELLAMY, R.R Region 1, Ofc of the Director 89/02/23. BIRD.RQ. Boston Edison 
Co 2pp. 46Q09 003 48809.102 

-8903100480 Meeting Repl SO 293/69-03 on 860131 0202 Major areas 
discussed emergency operating oondbtlons, training, staffing, emergency plan & Imple 
monling procedures & equipment 

CONKLIN, C, LAZARUS, WJ Region 1, Ofc of the Director 09/02/21. Opp 
48809.095 46006:102 


6903090201 Forwards Rov 6 to security plan & Rev Q lo quard training & quallfic alien 
plan Revs Withheld (ret 10CFR73 21) 

DIRD.RG Boston Edison Co. 89/02/27. Document Control Branch (Document Con- 
Irol Desk), 2pp 40701 260 40781:261 

6903200189 Approves reactor operation up to 25% of full power per util power ascen- 
sion lest program & Confirmatory Action LIr 86 10 Urges util to cooperate w/Com mon- 
wealth of MA & local govts to further improvo stalo oT omergoncy preparedness 
RUSSELL, W,T Region 1, Ofc of the Director. 00/03/03 ^IRD,RG Boston Edison 
Co. 1 2pp. 48965 047 40065 050 

0903200301 Partial rosponse lo FOIA requosl for documents Forwards App E/E & por- 
tions of App F/F documonta App 0/0,E:/E A portions of App F/F documents available 
in PDR App G/Q & portions of App F/F withhold (rol FOIA Exemption 6) 
GRIMSLEY.Q.H Division of Freedom of Information & Pubilcotlona Services (Post 
BD0205). 89/03/10 JOHNSON, G.E SwIdlOP & Berlin 9pp. 4&931 23B-48934 061. 

-8309210498 Raquoafs assistance w/responso to omergoncy preparedness issues 
raised by MassachusoUs PIRQ re offelto emergency response plana & 
proparednoss Repton adequacy of plana requestod, 

JORDAN, EL. Div of Emergency Preparodness & Enginoorlng Ro8ponBe,IE(050212- 
070413) 83/09/06 KHIMM.RW. Federal Emergency Management Agency. 07pp. 
40931,247-40031,330. 


-8903200322 Responds to 861222 Hr 8 rapt re stale of emergency preparedness at 
utiLEmergency preparedness will be reviewed in coming months in preparation for de 
cislon on roaatness of plant Findings will bo discussed w/rociplent alter review 
MURLEY,TE Region 1, Ofc of the Director 87/01/05. BARRY, C.V Massachusells, 
Commonwealth or Ip. 4803V332 48931:332 

-8903200332 Requesls to appear bofore Commonwealth of MA special [olnt committee 
on investigation A study or plar^t on 070302 in Boston, M A during rovlew of public 
«afety,financlng, supplies, equipment & plans lor emergency proparednoss. 

NORTON, T.C., FOR MAN, P. Massachusetts. Commonwoalih of 87/02/10. 

PARLER.W. Office of the General Counsel Ip 40931 -333 48931:333, 

-8903200382 Forwards licensee Hr lo PW Agnes 8 altachmenls, "Emergency Pre- 
paredness Mslls,’* addressing outstanding Issues re plant EPZ Recommends fo for- 
ward Into to FEMA for use In FEMA asBossrnent of plant offsite emergenoy plans. 
BELLAMY.R R. Region 1, Ole of the Director. 07/07/09. MATTHEW^D 0, Emergency 
Preparedness Branch. 300pp 4893 2 09 5 48933.000, 

-8903200359 Requests review of end CommonweaUb of MA brief. "Petition for Review 
of Decision of NRC," re mgl, emergency planning & containment issues at plant 
CROCKETT, S. Office of the General Counsel 86/01/14. WESSMAN,D. NRC . No De- 
tailed Affiliation Given. 44pp. 46933:097-48933:140. 

-890320036S Forwards CommonweBith of MA brief seeking [udiclal review of decision 
denying Massachusetts PIRG 2,206 petition on mgl, emergency planning & contain- 
ment Issues at plant 

CnOCKETT.S Office of the Generat Counsel 88/01/15. MURLEY.T. NRC - No De- 
tailed Affiliation Given Ip. 48933*1 41-40939.141. 

-8903200369 Forwards Commonwealth of MA brief seeking judicial review of direclor 
decision denying Massachusetts PIRG 2 206 petition on mgt, emergency planning & 
containment issues a( plant requasfs lo fooK at argument on emergency planning, 
CnoCKETT.S Olfice ol the General Counsel. 68/01/16. VAN NIEL.O NRC - No Da 
tailed Affiliation Given. Ip 48933:142-48639:142. 

-8903200374 Forwards final NRC brief on direclor decision on Massachusetts PIRG 
2.286 re plant 

CROCKm,S. Office of the General Counsel. 86/03/01 VAN NIEL,D. Olfice of Nu 
clear Reactor Regulation, Direclor tPosl 67041 1). 64pp. 40933-143 48933.196 
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G< Adjudicatory co/raspondence 

8903080511) Rou 0 to Pilginii station evacwalion luno osliintitGs & traffic mgl plan 
iipoaio ' Apps. A a & M unci 

* Kin Associates Jnc ,<'101) 8166 88^08/25 Boslofi Edison Co 7O0p|> <18663 112 
18665 063 

8903090046 Summarizes domonst rations observed during B801O7 hnaring conducted by 
Sonator E Kennedy m Comnionwoatth at MA re iranspoitaVon provider training for 
plant 

RU&SELL,WT Region 1. Ofc of the Director //189 8184 80/12/29 MURLEY.TE 
Oflice ol Nuclear Reactor Regulation Director {Post B70111) 12pp 48699 001- 
40G99 012 


H General correspondence 

6903010176 Provides rept ro background & irnlal data gathered by Citi7ens Woniloring 
Network around plani for Dec 1988 Jan 1909 

MUIRHEAOO BLIRROWS.0 , QUAIO.D Affilialron Not Assigrtocf 89/02/14 DUNN.V 
Massachusetts, CommonvuCaUh of 35pp 4061B 120 48640 141 

8903240144 Discusses nuclear organization cliarge & formation of new radwasto & 
chernistry section at facility which repts di/ectly to plani manager Tech Spec figure 
enef License amend request will be submilled to update- chart 
BIRO.R G Qoslon Edison Co 89/03/08 Oocumenl Control Branch (Documoni Con 
trolpe&k) 2pp 49040 021-49040 022 

8903200381 Partial response to FOIA request for documents Forwards App E/E & por- 
tions ol App F/F documents App O/D.E/E & portions of App F/F cfocumonls avaiJablo 
m POH App G/G & portions of App F/F withheld (ref FOIA Exemption B) 

GRIMSLEY.D H Division of Freedom of Information & Publicaltons Services (Post 
090205) 89/03/10 JOHNSON.G E Swidlcr S Berlin 9pp 48931 238 48934 061 

- G903200401 Forwards R Bird ofaritication re liconsco offsite emergency planning proc 
ess for planljncfuding sludtea conducted for sheltering beach/trairsisnl populations 1o 
nrovida town of Dux bury WA w/data to identify fina! usable shot tors 
BELLAMY, RR Region 1, Ofc of the Director, 87/11/17 OINAN.MA Affiliation Not 
Assigned Ip 48934 045 40934 061 

8903270154 Rosponds to 881110 Hr to Vice Presidont Bush repfsonal safety if facility 
pormiltod lo restart ResiimpLron of power dependent on satislaclory demonairallon of 
required impfovoments in emergency preparedness 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 09/03/ 
10 DUPUY.J Affiliation Nol Assigned I7pp 49110 244 49110 260, 

6903220415 Rosponds to 090209 itr requesting answers to questions ro emergency 
planning in EPz d 890223 llr re synopsis of visits to Taunlon Slate Hosp.cfesignatod 
reception clr for EPZ 

BELLAMY.RR Region 1. Ofc of Iho Director 09/03/15 DINAN.MR Allillation Not 
Assigriod 5pp 49008 246 49003 250 


P. Operating license stage documents A cor res port den co 

8903010165 FOfA roquesi for records re NRC/utjl 061124 mgt meeting documenlod In 
WKane 861231 llr 

CARREY BEAVER Massachusetts. Commonwoallh of 8B/05/23 GRIMSIEY.D.H 
NRC- No Detailed Affiliation Given 2pp 405S1 017 4G5B1 018 

8903010160 FOIA request for records le supplementary Confirmatory Action Ur CAL- 
86 10 issued on 800827 

CARREY-aEAVER Massachusotls. Commonwoarih of, 86/05/23 GRIMSLEY.D H 
NRC No Detailed Affiliation Given 2pp 48581 010 48501 020 

8903030241 FOIA foquost for documonls received by or genoralod by Pilgrim Restart 
Assessmeni Panel re Panel actiwlios 

CARREY, BEAVER Massachusetts, Commonwealth of 88/10/11. GRIMSLEY.D H Oj 
vision of Freedom of Information i Publications Services (060515 890204) 2pp 
69671 039 69671 044 

8902230662 Forwards CG&G Idaho revised Ltr Evalualion SIM 16 00, “Review of Off- 
sile Dose Calculation Manual, Rev 2.Pilgnm Nuclear Power Station"* Review conclud 
ed manual wiDiin guidelines of NUREG 0133 & acceptable 

MCD0NAID.D6 Projocl Diroctoraio 1 3 89/02/13 BIRD.R.G Boston Edison Co 
2pp 40568,faL485G8 194 

-8902230667 "Evaluation of Pilgrim Offsite Dose Calculolion Manual Through Rev 2*' 
SIMPSON.FB Idaho Naiional Engineering Laboratory S(M 16 89 89/01/30 

MEINKE.W Radiation Proloctlon Branch 12pp 40568 1.63-48568.194 

6902230330 Forwards safety ovaluation re ulil 831117 & 05OG2Q responses lo Generic 
Ltr 83 28, Horn 21 (Paris 1 & 2), ‘'Equipment Classification & Vendor Inlerface Pro- 
gram " Responses acceptable 

MCDONALD.DG Projocl Directorate 13 89/02/16 BIRD.RG Boston Edison Co 
3pp 40568 217 46568 234 

-0902230345 Safety avaluaHon supporting util 031117 6, 650628 responses to Generic 
Ltr 83 26Jtem 2 1 re equipment classification & vendor interface program tor reactor 
trip sys 

' Protect Diroctorate r<9 09/02/16 3j>p 48568 220-48568 234 

8903010177 Final response to FOIA request tor records App F records available (n 
FOR App G (Jocumonls end & available in PDRApp H records partialty withheld & 
App F records completely withheld {ret FOIA Exorription 5), 

PHILIPS ,J Division o1 Freedom ol Infortnalion & Publications Services [Post 690205) 
89/02/22 CARREY BEAVER MasBachuaells, Commonwealth oL 13pp 48501021- 
48501 033 

6903030254 Final response to FOIA requasi tor records App A records available in 
POR App B records end 8 available in PDR App C & D records partially A complelefy 
wilhhetd.respectivoty, (ref FOIA Exemption 5) 

GRIMSLEY.D H Division of Freedom of inlormalion Publications Services (Post 
890205) 89/02/23 CARREY BEAVER Massacbusetls Commonwealth ol 7pp 
40722 144 40723 037 


-8903030269 Advises that liconseo powur «isrorsion program *3atisfn‘s NfK, ruquusl for 
formal rosiflfl program & bcfieriuto w/«ipproprialti hold points f urlluir rrviow of lice ns 
ee lechnicdl juslification for non insIriirni'ntGd transmiltors orujoinq 
EVANS, M Region I Ofc of the Diruclor W9/02/21 DOFRrLFIN.L Roqion 1, Ofc of 
IhoDiroclor 2pp 48722 151-4072? 152 

• 891)3039273 Discusses roviow of ctirrcnl status of licrmsco power ascension tost pro 
gram & spocifjc issuos idcnlifiod during 080400 mgt mooting 

EVANS M Region 1, Otc ol iho Oiroclor 89/03/23 Affiliation Not Assigned 2pp 
46722153 40722 154 

-8903039203 “Pifgnm Nuclear Power Station Spocial Post Slailup Training F^rogram to 
Satisfy Requirements of NUREG 1021, Section ES 109,Parts B 2 g & B ? f for Reactor 
Operator Licensod Personnol & Paris D 2 c & D 2 f for Senior Reactor 
BALFOUR.HB. MARTRANG L.P E . GILLESPIE, 0 Boston Edison Go 80/08/09 
43pp 48722 155 48722 197 

—8903030303 ''fndopondanl Roviow of Adequacy of Power Asconsion Program Test- 
ing “ 

HANLEY.DW, FAinBANK,R V , ANTONOPOULOS.P Boston Edison Co 80/07 /f)7 
90pp 46722 208 48722 305 

*•8903030314 Forwards rept of rosults of NRC review of ficonsoo restart roadrnass soil 
assessment ropl & process conducted on site during 000620 24 visit Licenseo so!f- 
assossmenl procoss found thorougli 

DOERFLEIN.lt Region 3. Ofc ot the Director 06/08/05 COLLINS.SJ Region 1, 
Otc of the Director. 16pp 40722 310-48722 325 

-0903030320 Summary of Pilgrim Restart Assessment Panel 8Q091 1 tolcon re status of 
NRC S liconSGO activities assoctaled w/proposod plant roslart Next panel meeting well 
be held on 860825 

COLLfNS.SJ Region 1, Ofc of the Director 80/08/16 RUSSELL, WT Region 1. Ofc 
of tho Director G2pp 48722 326 48723 017 

-8903030324 Summary of Pilgrim Restart Assessment Panel 880825 maelmg in 
Plymouth,MA ro status of NRC & liccnsoo aclivities associated w/proposed plant 
restart Panel meeting by lelcon planned tor 880901 

COLLINS.SJ Region 1. Ofc of the Director 08/06/31 RUSSELL. WT Region 1. Ofc 
of Iho DifOClor 6pp 48723 018 48723,023 

-0903030328 Summary of Pilgrim Restart Assoi>snient Panel 880901 meeting by lelcon 
ro status of NRC & ficensee aclivilios associated w/proposed plant roslart Panel 
meeting by telcon planned for S809 1 5 

COLLINS.SJ Region l. Ofc of the Oireclor 08/09/13 RUSSELL.WT Region 1, Ofc 
of the Director 6pp 48723 024-40723 029 

-*8903030334 Summary Of Pilgrim Roslart Assessment Panel 080915 mealing by letoon 
re status of NRC & ticansee activdies associated vv/proposed plant restart Panel 
meoHnfl in Plymouth, MA on 880929 planned Partially deleted sub) panel Issues end 
COLLINS.SJ Region 1, Ofc of the Director 08/09/28 RUSSELL.WT Region 1. Oic 
of Iho Director Opp 48723 030-48723 037 

0903030267 Forwards Revs 25 & 26 lo Procedure 8 7 3, "SacondaiY Confammenl Leak 
Rate Tosl " Tost results Indicated leakage in excess of Tech Spec acceptance crite- 
ria 

HIGHFILL.KL Boston Edison Co 09/02/23 Document Conlrol Branch (Document 
Conlrof Desk) Ip 48690 206 48690 249 

.-6903030265 Rev 26 lo, “Pitgrim Nuclear Power Station Secondary Containment Leak 
Rato Test” 

*■ Boston Edison Co 88/12/28 22pp 48690 207-48690 228 

-8903030315 Rev 25 to, “Pilgrim Nuclear Power Station Secondary Containment Leak 
Rato Test " 

* Boston Edison Co OB/12/22 21pp 46690 229 48690 249 

89030501 3B Forwards record identified as App C/C-f in 800207 responso to FOIA 
requesl.per tolcon Record improperly withheld 

GRIMSLEY.D H- Division of Freedom of tnformalion & Puhlfcalions Services (Post 
690205) 89/03/01 JOHNSON.G E Swidler & Berlin Ip 48761 284 40761 289, 

-8003060142 “Preliminary Critical Path Proieclion tor RF07 ’’ 

" Boston Edison Co 66/04/25 2pp 46761 288-40761 289 

0903100313 Folwards safety evaluation accepting revised temp profile, per GE EAS>d8 
0887, '“Drywell Temp Analysis for Pilgrim Nuclear Power Station “ ProMo requosted lo 
bodocumentod in next updated FSAR 

MCDONALO.OG Proiect Oireclorale 1-3 89/03/03 BIRD.R G Boston Edison Co 
2pp 48810 024*48810 029 

-8903100314 Safely evaluation acceplina ulil levised temp profilo.per GE BAS 98 0887. 
“Drywell Temp Analysis tor Pilgrim Nuclear Power Station 

♦ NRG - No Detailed Affilialion Given 89/03/03 4pp 48810 026 48810 029 

89032001 B9 Approves reactor operation up lo 25% of full power per ulil power ascen- 
Blon lost program & Confirmatory Action Ltr 86 10 Urges ulil to cooperate w/Commori;- 
weallh of MA & local govts lo further improve slate of emergency preparedness 
RUSSELL.WT Region 1. Ofc of the Director 89/03/03 BIRD.R G Boston Edison 
Co 1 2pp 48965 047 40965 058 

8903200301 Partfal response lo EOIA request for documents Forwards App E/E & por- 
tions of App F/F documents App O/D.E/E & portions of App F/F documents avalfable 
in PDR App G/G & portions ol App F/F withheld (ref FOIA Exemption 5) 

GRIMSLEY.D H Division of Freedom of Information & Publications Services (Post 
890205) 89/03/10 JOHNSON.G.E Swidler & Berlin 9pp 48931 23B-4B934 081 

->8903200316 Partially deteled memo re licensee performance & plant shutdown 
STELLO.V Ofc of tho Executive Director for Operations 86/06/12 PALLADINO. 
ROBERTS, ASSELSTJNE Commissioners Ip 40931331-48931 331 

*-8903200338 Fomvards background info for Chairman Zech visit to plant on 870310-1 1, 
KANE,WF Region 1. Ofc ol Iho Director 87/02/27 BRACH.E W, Region 1, Ofc of 
the Director. 12pp 46031.334-48931 345 

-9903200341 Forwards background Info for Commisstoner Carr visit to plant on 070522 
KANE.WP Region 1. Ofc of the Director 87/05/14 MARTIN, TO Region 1, Ofc of 
the Director 117pp 40931 346-46932 094 
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--8903200382 Torwarcts backqrovind tnlo on plant for Conunissioncr Rogor^i viskl to plant 
on 080^)00 

WIGGINS JT, KANE.WF Roqion J Ofr of Iho Director 08/04^20 MARTINJ 0 
Rc’qion 1 Otc ot the Director 208pp <10033 tO/ 40934 0<l.i 

8903 '160296 Generic Ltr 00 02 to all holders Qf OLs & CPs for nuclear power reactors ro 
actions to irnprovu detccHon of counlorfcrl & fraudulonlty markelad prorluclsSvc list 
cnct 

VARGAS A AbSOCiatc Oiroctor lor Projects (Post 07041 1J 09/03721 ConsolicJalod 
Edison Co of Now York, tnc 57pp 489B0 001 48060 057 

6903230405 Final rosponso to FOIA request lot dociimonls Forwards App J & rolcas 
able portions ol App K documents Subi documonts atso availablo in PDR App L & por- 
tions of App K documents withhold (ret FOIA Exemption 5) 

GRIMSLEY.DH Division of Freedom of Information & Poblicaiions Services (Post 
690205) 09/03/21 CARREY-BEAVER Massachusolts, Commonwoallh of 5pp 
49032 156 49032 166 

-8810250001 Forwards viewqraphs & related tnfo from 001005 mooting w/ util Com 
monwoatih of MA ro facility roadinoss as part of preparations for Commission meeting 
on 001014 

STELLO.V Ofc of tho Exoculivo Dtroctor for Operations 06/10/07 ZECH Commis- 
sioners 29pp 49032 167 49032 205 

—8903230453 Partrally withheld undated momorandum ro BWR Mark-I containments & 
plant proposal of safety onheincomenl program improvements Staff approved sovon of 
proposed mods.lncludmg containment spray noz 2 lo mods 

STELLO.V Ofc of the ExocuUve Director for Operalior^a 69/03/21 ZECH CommiS' 
sioners 2pp 49032 225 49032 226 


Q Inspection reports, IE Bulletins & correspondence 

8903070029 Forwards Safely Insp Rept 50 293/80 34 on 084114-1226 
COLLINS, SJ Region 1, Ofc of the Director 09/02/17 BIRD.RG Boston Edison Co 
2pp 46741 007-48741 025 

—8903070032 Safely Insp Ropl 50-293/08 34 on 0811 14-1226 No violations 
noted Major areas Inspected plant oporalions.radialion prolecHon.physicat 
security, plant ovenis.mamt, surveiflanco.Parl 21 repis & oulago activities 
BLOU(3H,An Region 1. Ofc of tho Director 69/02/14 I7pp 48741 009 40741025 

S903010177 Final response to FOIA request for records App F records available in 
PDR App G documents end & availablo In PDR App H records partially withheld & 
App f recorda completefy wiffrfield (ref FOIA Exempfiort 5) 

PHI LIPS, J Division of Freedom of Information & Publications Services (Post 090205) 
89/02/22 CARREY BEAVER Massachusetts. CommenwoaUh of 13pp 46581 021- 
48501 033 

•<8903010166 Partially withheld memo forwarding operating plan for integrated assess- 
ment insp Related info also end 

BLOUGH,AR Region 1, Ofc of the Director 89/03/01. COLLINS, SJ Region 1. Ok 
of the Director 250pp 46501 034-46582 053 

8903030254 Final responso to FOIA request for records App A records available iri 
PDR App 8 records end & available In PDR App C & D records partially & complololy 
withheId,respBcltvoly, (ref FOIA Exemption 6) 

QRIMSLEY,DH Division of Freedom of Information & Publicallons Services (Post 
890205) 89/02/23 CARREY-BEAVER Massachusetts, Commonwoallh oL 7pp 
48722 144-48723 037 

-8903030293 Provides proliminary info re util Inlograled Assossmonl Team Insp 60- 
293/68-2 1 -Operalional/insp plan providing primary admini8lrall.vo & technical guidance 
will be Issued shortly Current team roster & preliminary schedule end 
BLOUGH.R Region 1, Ofc of tho Director 00/05/06 Region 1. Ofc of the Director 
lOpp 46722 198 48722.207. 

-8903030306 Provides updated Info re 880008 19 Pilgrim Intograled Team Insp 50-2937 
88 21,w/onsilo 880719 21 preparation Revised operatior^al/lnsp plan will ue issued 
shortly Current team roster & preliminary schedule end 

BLOUGH.R Region 1, Ofc of Ihe Director 88/07/14 Region 1, Ofc of the Oiroclor 
4pp 48722 300-46722 309 

6903100475 Forwards Meelmg Rept 50-293/80 03 on 890131 0202 
BELLAMY.RR Region 1, Ofc of tho Dlreclor 89/02/23 BIRD.RG Boston Edison 
Co, 2pp 46609 093-46609 102 

-6903100480 Meeting Rept 50-293/60 03 on 890131-0202 Major areas 
discussed emergency operating condlllons.tratning.slaffir^g. emergency plan & implo- 
menling procedures & equipment 

CONKLIN.C, LAZAflUS.WJ Region 1. Ofc of tho Director 99/02/21 Opp 
48809 095-48609.1 02 

6902170112 NRC Info Notico 89 020, "Wold Failures in Pump of Byron Jackson 
Design " Sve fist enef. 

flOSSl.CE Division of Operalional Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York, Inc. 106pp 48572 043 46572 148 

6902210361 SuppI t to NRC Info Notice 88-073. “Direclion Dependent Leak Charade r* 
istics of Containment Purq^e Valves " Sve list end 

ROSSI, CE Division ol Operational Events Assessment (Post B70411) 89/02/27 
Consolidated Edison Co ol New York, Inc 102pp 40569 001-48589 110 

8902210564 NRC Info Notice 09 021, "Changes In Perlormanco CharaclorisUcs of 
Molded Case Circuit Breakers " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Posl 870411) 69/02/27 
Consolidated Edison Co of New York, Inc 104pp 48578 032 46576,137 

6903090265 Responds to NRC Bulletin 80.OO7.Supp1 1. ‘'Power Osclllaliong tn BWBa " 
Initial 8 requalllicalion license training programs will bo modified 1o rellecl'revisod pro 
cedures 

BIRD.RG Boston Edison Co 80/03/02 Oocumenl Control Branch (Documonl Con 
IrolDesk) 4pp 40781 .02 9-4 67 8 1*032 

8903090442 AcK receipt of 690203 ltr informing NRC of steps taken to correct violalions 
noted In Insp Rept 50-293/86-35 

BELLAMY.R.R. Region 1. Ofc of the Oiroctor 89/03/02 BIRD.RG Boston Edison 
Co 2pp 46801 159 48801.165 


- Q903090447 RCbponds to NHC 8901 11 Ur ro Violations riotod in (nsp Rept 50-293/80- 
35 Coffcckvo arlionsradwasln procobsing formerlv perlormod by contractor porsonrmi 
under operations & radiological sections now pcrlormcd by ulil personnel 
BIRD.R G Boston Edison C.-o 09/02/03 Document Control Branch (Doctimont Con 
bol Dnsk) Gpp 4880 1 161 4B801 165 

09022701 5S NRC Inlo Notice 89 022, Quoslionable Certification of Fasteners ’ Sve list 
end 

ROSSI L-E Division ol Operalional Events Assessmonl (Post 070411) 09/03/93 
Consolidated Edison Co ol New York, Inr 106pp 4B732 001 48732 106 

6902280104 NRC tnfo Nolico 80 023, ‘ Environ Qualification of Litton Voam CIR Series 
Electrical Connectors'' Sve list onci 

nOSSI.CE Division of Operalional Events Assessment (Posl 870411) BD/03/03 
Consotidalod Edison Co ot Now York, inc lOSpp 48723 038 48723 143 

B903200169 Approves reactor operauon up lu 25% of full power per ulil power ascon 
Sion lost program & Conlirmalory Action Ltr 86 10 Urges util to coeperale w/Common 
woallh of MA & local govts to further irnprovc stale of emergency preparedness 
RUSSELl.WT Region 1. Ole of the Director 89/03/03 BIRD.RG Boston Edison 
Co 12pp 46965 047 40965 058 

8902280102 NRC Info Notice 09 924. ’ ‘Nuclear Cnlicality Safely " Sve list oncI 
CUNNINGHAM, n E Division ol Industrial S Medical Nuclear Safely (Post 870720) 
B9/03/06 Consolidated Edison Go of Now York. Inc 9Gpp 4 6700 252 45700 346 

8903010207 NRC Info Notico 99 026. ■'Instrumenl Air Supply to Safety Rolatod Equip- 
ment" Sve liM end 

ROSSI.CF Division of Operational Evonls Assossmonl (Post 870411) 89/03/07 
Consolidated Edison Co of New York, Inc I05pp 48741 053-40741 158 

6603020165 NRC Info Notico 09 027, “ Limitations on Uso of Wasio Forms & High In 
tegrity Containers for Disposal of Low Levol Raclwasle" Sve list end 
GREEVE8,JT Division of Low Level Waste MBoagomonl & Docommissionino (Post 
870413) 59/93/00 Consolidated Edison Co ol New York, Inc tlZpp 40798 114- 
48/90 231 

89 93060372 NRC Info Nolico 09-028. "Weighl & Ctr of Gravity Oisoropancios for Copes 
Vulcan Air Oporaled Valves " Sve lisl encT 

ROSSI.CE Division of Oporational Evanla Assossmonl (Post 070411) 09/03/14 
Consolidated Edison Co of Now York, Inc 107pp 48895 001 48B95 109 

6903090021 NRC fnfo Notico 89 029, "Poloniial Failure of ASEA Brown Bovorf Circuit 
Breakers During Seismic Event " Sve list onU 

ROSSI.CE Division of Onoralior^al Evonla Assessment (Posl 070411) 69/03/ IS 
Consolidated Edison Co of Now York, Inc lOGpp 48670 053 48870 169 

8903099133 NRC Inlo Notico 09 030, "High Temp Environs at Nuclear Power Plants " 
Sve (ist oncI 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/93715 
Consolidalod Edisorr Co ol Now York, Inc 105pp 46895 1 10 40005 215 

8903160427 NRC fnfo Notice 89 031, "Swolling & Cracking of Hafnium Control nods," 
Sve list end 

ROSSLCE Division ot Oporational Events Assessment (Post 870411) 69/03/22 
Censofldafod Edison Co of New York, fnc f02pp 48986*001-40966.(03 

8903170410 NRC Info Notice 80 032, "Surveillaace Testing of Low Temp Overpressuro 
Pfotoction Sys Sve (isf oncf 

ROSSI.CE Division ot Oporational Events Assessment (Post 970411] 90/03/23 
Consolidated Edison Co of Now York, Inc 104pp 40992 044-40992 147 


R Porlodio operating reports & related correspondence 

6903070041 "Ratlioaclivo Efiluent & Waste Disposal Ropl Including Mote ore log Ion I 
Data.Jul Doc 1988 " W/ 890227 Ur 

REILLY.SM, CONALAS.RA, HIGHRLUKL Boston Edison C?o 00/12/31 62pp, 
40770 020 40776 071 

8903160174 "Number ot Personnel & Men Rem by Work Job Funciioa 1988" W/ 
800301 ltr 

HIGHRLL.KL Boston Edison Co 86/12/31 4pp 40869 276 48850 281 

6902279086 Monthly oporatlng ropl for Jan 1089 lor Pilgrim Unil 1 W/ 690214 Ur 
MUNRO.W . HIGHFILU.KU l3oslon Edison Co 89/01/31 7pp <10504 206 4Q504 302 

6903060046 Forwards plant biweekly status rept for 890129 0210 
BLOUQH.AR. Region 1, Ofc of Iho Oiroctor 69/02/21 WIGQINS.JT Region 1, Ofc 
oi Iho Director Cpp 40736 061 48736066 

6963060543 Forwards piani biweekly status ropl for 60921 1-24 
BLOUQH.AR Region 1. Ofc of Iho Dlreclor 00/02/26 WtQGlNS.Jr Region 1. Ofc 
ol Iho Director 7 pp 48757 1 13 48707 1 10 

890324DD69 Monit^y oporaling repl lor Fab 1009 for Pilgrim Nuclear Power Slfltion W/ 
090313 Ur 

MUNRO.W , HIGHFILL.K L Boston Edisot^ Co 89/02/20 7pp 40040 150 49040-150 


S Reportable occurrences, LERs & related corrospor^dence 

6902280377 PN0 1 89 010 011 899221, startup Iranslormor Irippcd & locked oul on 
ground differential relay actUBtioriUcenseo invesiigaling cause Decay heat minimal & 
roaclorwaler tomp docroasod aboqi 1 F in first 3 h afler toss ol power 
BLOUGH.R Region 1. Ole of Iho Director 89/92/21 Ip 4 062 7 -040 -4 0627 048, 

6903070046 LER 09 004-00 on 8 D0 12 7, discovered two primary containmonl air oporat- 
ed valvos inoperable resulling in unit st^uUlowr> Cauaod by pressure drop ralQ of 
stored air supply for valvos Now lubing inilalled W/890227 Ur 
ELLIS.O W . BIHO.R G Boslon Edison Co 89/02/27 5pp 48763 279 4B763 284 

0903130388 tER 89 005-00 on B0O293.1ocked high radiation area access door to rad 
waato truck lock found unaocuroct during routine 0 h audit Caused by malfuncliori of 
locking mechanism Door secured adtlMcck (podlocK) atlached W/ 590303 Ur, 
LUNN.OP . BlRO,RG Boston Edison Co 89/03/03 6pp 40829 320-40829 334 
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G, Atfju<flcatory corresponrience 

$903080510 Rev 0 lo Pilgum ^<ation ovaci/ation limo oslim/aies 8 iraUic <ngt plan 
LpcJalo * Apps A B & M epcl 

■ KL[) A&sociales Inc /^IflSBies Ca/08/2& Doslon Biiison Co 700pp 48ebl 112 
40655 063 

0903090046 Suln|llarl^es riamonslmlions observaeJ <liinng 860107 hoating conduclod by 
Senator E Kennetfy in CommonwPnlEb af MA ro Iransporlalion provider irairung for 

RUSSELL, WT (legion 1 0(c of (he Director 60 8184 08/12/29 MURLEY.TE 
Office of Nuclear Reactor Regulalion, Director (Post 070411) I2pp 48809 001* 
48699 012 


H, General correspondonca 

8903010176 Pfovid^5 repi re background & initial da la gathered by Cilizans Monitoring 
Network around plant lor Dec (S68 Jan 1989 

WUIRHEADD, BURROWS.B . QUAID.D Affjlration Nol Assignad 09/02/14 DUNN.V 
Massachusetts Commonwealth of 35pp 40648 120 48648 141 

8903240144 Djscusses noctear organ nation change A forma itori of new radwaslo & 
chemislry section a1 facility which repts diroclly lo plant manager Tech Spec liguro 
end License amend roquosl will be submitted lo update charl 
aiRD,Re Boston Edison Co 89/03/00 Document Control Branch (Document Con 
iral Desk) 2pp 49040 021 49040 022 

8993200361 Partial response to FOIA requesl for do-cumenis Forwards App E/E & por 
lions of App F/F documents App D/D.E/E & portioi^s of App F/F documents availabfo 
in PDR App G/G S portions of App F/F withheld (rof FOIA Exomplion 5) 

GRIMSLEY,D H Division of Freedom of Informal ion & Publications Services ^Posl 
690205) 09/03/10 JOHNSON^G E Swidfer S Berlin 9pp 40931 238^40934 061 

’•8903299401 Forwards R Bird clarification r© liconseo offsito emergency planning proc- 
ess for planl,incfudirg siurfios conducted lor sheltering beacti/lranslont populalTons to 
provide town of Ouxbury.MA w/dala fo ldor>tily firval usabto sheitors 
BELLAMY.RR Region 1. Ofc of tbo Director 87/11/17 DINAN.MA Affiltalioni Not 
Assigned fp 4B934 045 46934 001 

6903270 1S4 Rosportfs to 881 1 10 Itr lo Vico Presicfent Bush ro personal spfoly il facility 
permitted to rostarl-Rosumption of power dependent on safisfaclory demon slralion of 
requiretf improvemonls m emorgoncy preparedness 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 670411) 69/03/ 
10 DUPUY.J AUifiation Not Assigned 17pp 49110 244 491 10 260 

8903220415 Responds to 000209 Hr requesting) answers to questions ro emorgoncy 
planning in EPZ & 890223 Hr re synopsis of visils to Taunton Stalo Hosp, designs tod 

a tion clr for EPZ 

AMV.Rn Region 1, Ofc of tho Director 69/03/15 DINAN.MR Affiliation Nol 
Assigned 5pp 49008 246 490QB2S0 


P. Operating license stage documents & correspondence 

8993019165 FOIA roquesl for records re NRC/ulil 861124 mgt mealing documented In 
W Kane 8^1231 Ur 

CARREY BEAVER Massachusolls, Commonwcaflh of 66/05/23 GRIMSLEY.O.H 
NRC No Dolailcd Affiliation Given 2pp 46581017 40581016 

8908010168 FOIA request for records re supplemenlary Conlirmalory Action tlr CAL- 
86 10 issued on 8G0827 

CARREY.QEAVER Massachusells. Commonwoallh of 08/05/23 GRIMSLEY.DH 
NRC • No Del ailed AfNiation Given 2pp 48561 019 46581 020 

8903030241 FOIA roqueal for docuinonts roceiv^^d by or generated by Pilgrim RoBtarl 
Assessment Panol re Panel activities 

CARREY, BHAVER Massachusetts, Commonwealth oL 60/10/ H GRIMSLEY.D H Dj. 
vision of Freedom of Intorrnalion <&. Publicalions -SorviCQs (080515-690204) 2pp 
69671 039 69671 044 

8902230662 Forwards EG&Q Idaho revised LIr Evaluation SIM-16*09, “Review ol Off' 
Silo Doso Oalculaliop Manual, Rev 2,Pi1mim Nuclear Power Station" Review oonclud 
cd manual wilhin guidelines of NUREG 8133 & acceplable 

WCDONALO.OG Project Directorate 13. 66/02/13 BIRO.RG Boston Edison Co 
2 pp 4&S69, IB 1-40560 m 

-89D223066T "evaluation of Pilgrim Olfailo Dose Calculation Manual Through Rev 2 " 
S1MPSON.FB Idaho Nalional Enoineering Laboratory SIM-ie-89. 80/01/30 
MEINKE.W Radlallon Pro tec I ion Branch 12pp 46560 163 46560 194 

6902230339 Forwards safely ovalualion ro util 831117 & 650620 responses to Generic 
Ltr 63-28, Horn 2 1 (Parts 1 & 2). "'equipment Classificalion & Vendor Interface Pro 
gram ■■ Resigns os acceptablo 

MCDONALD. OG Project Direclorale 1-3 09/02/15, BIRD,RG Boston Edison Co 
3pp. 485GB 217-465G0 234 

”9902238345 Safely evaluation supporting ulil 831117 & 650628 responses lo Generic 
LIr 63-28 Jtem 2 1 ro equipment classification A vendor interface program for reactor 
tnp sys 

‘ Project Dimctoralo b3, 00/02/15 3pp 48560 220-40568 234 

8903019177 Final response lo FOIA requesl (or records App F records available in 
POR App Q documents end & available in PDR App H records partially wilhheld 8 
App I records completely withhold (re I FOtA ExempVon 6) 

PHIL! PS, -J Division of Freedom of Informal! on A Publicalio-ns -Services (Post 890205) 
09/02/22 GARREY^BEAVER Massachu soils, Commonwealth of l3pp 40581021- 
48581 033 

6903030254 Final response lo FOIA raquest (or records App A records available in 
POR App B records end & available tn PDR App C & D records partially & completely 
wilhheld.rospeotivQly, (rel FOIA Exemption 6) 

GRIMSLEYAH Division ol Freedom of Informalion & Publications Services (Posi 
090205) 89/02/23 CARR GY-8E AVER Massachusetia, Commonweallh o(. 7pp 
46722 144 45723037 


•0903030269 Advisios Ihet licensor* power asrcnsion program salislu's NfU. n 'quest (nr 
formal rcslarl program & bCticdule w/appropnale tiold points f urlher review uf licuns 
ce technical lusUficalion lor non mslrurnenlecl trarsmilters ongoing 
EVANS M Region 1 Ole of the Dire dor 89/02/23 DOmiLl'lNL Region 1 Ofc of 
Iho Director 2pp 40722 I5>1-4G722 152 

”0903030273 Discussos review ol current sialus of licensee power ascension tost pro 
gram & specific issues (denltlied during 000408 rngt meeting 

EVANS, M Region 1. Ole of Iho Director 09/02/23 Alfilialion Nol Assigned 2pp 
40722 153 48722 154 

-•6903030263 "Pilgrirn Nuclear Power Station Special Post Startup Training Program to 
Salisly Requifcmonils ol NUREG 1021,SGCliDn ES lOD.Parts B 2o & B ? flor fleaclor 
Operator Licensed Personnel S Paris 0 2 o & D 2 f for Senior Reaclor 
BALFOUR.hr, MARTRANGL.PE. GILLESPIE, D Boston Erfison Co 88/08/09 
43pp 40722 155 46722 197 

”8903030303 "Incfopondenl Review of Adequacy of Power Ascension Program TosI 
inn “ 

HANLEV.DW, FAIRBANK,R V . ANTONOPOULOS P Boston Edison Co 80/07/8/ 
98pp 46722 208 48722 305 

••8903030314 Forwards ropt of results of NRC review of licensee reslart readiness sell 
assessment repl & process conducted on site during 080620 24 visit Ltcenben soil 
assessment process lound thorough 

OOERFLEIN.LT Region 3, Ole of the Oireclor 00/08/05 COLLINS.SJ Region 1, 
Ofc of the Director 16pp 48722 310-48722 325 

”6903030320 Summary ol Pilgrim Restart Assessment Panel 08001 1 telcon ro slalus of 
NRC & licensee activities associated w/proposod plant restart Next panel meotirg vviIj 
bo held on 880825 

COLLINS.SJ Region 1, Ofc of the Director 08/08/15 RUSSELL, WT Region 1. Otc 
of the Oireclor 52pp 48722 326 48723 017 

”8903030324 Summary of Pilgrim Restart Assessment Panel 600025 mooling m 
Plymoulh,MA ro status ol NRC & licensee activities associated w/ proposed plant 
reslart Panel meeting by telcon planned for Q00901 

COLLINS.SJ Region 1, Ofc of the Director 88/08/31 RUSSELL, WT Region 1. Otc 
of the Director 6pp 48723 Ol 6 48723 023 

”8903030328 Summary of Pilgrtm Reslart Assessment Panel 800901 meeling by telcon 
ro alotus ol NRC & licensee aclivilios associated w/proposod plant reslart Panel 
meeting by telcon planned for 880915 

COLLINS.SJ Region 1, Ofc ol the Oireclor 88/09/13 RUSSELL.WT Region 1, Ofc 
of the Direclor 6pp 48723 024 48723 020 

”8903930334 Summary of Pilgrim Restart Assessment Panel 880915 meeting by telcon 
re status of NRC & licensee aclivUies associated w/proposod plant restart Panel 
meeting in Plymoulh.MA on 080929 planned Partially deleted sub} panel issues end 
COLLINS.SJ Region 1, Ofc of the Pirector 88/09/28 RUSSELL, W T Region 1, Otc 
of the Direclor. 8pp, 40723 030 48723 037 

0903030267 Forwards Revs 25 & 26 to Procedure 8 7 3, "Secondary Containment Leak 
Rato Tost Test results indicalod leakage in excess of Tech Spec acceptance crito 
ria 

HIGHFILL.KL Boston Edison Co 69/02/25 Document Control Branch (Document 
Control Desk) Ip 48690'206 40690 249 

”8903030266 Rev 26 lo. “Pilgrim Nuclear Power Slalion Secondary Containment Leak 

* Boston Edison C <1 80 / 12/20 22pp 48690 207-40690 228 

”8903030315 Rev 25 to, "Pilgrim Nuclear Power Station Secondary Contammenl Leak 
RateTesr’ 

* Boston Edison Co 86/12/22 2tpp 46690 229 46890 249 

8 9030601 39 Fonwards record idenlitied as App C/C-1 in 890207 rosponso to FOIA 
requesl, por telcon Record improperly withheld 

ORIMSLEY.D H Division of Freedom of Information & Publications Services (Post 
690205) 69/03/01 JOHNSON.G E Swidler & Berlin Ip 48761 284 40761 209 

-0903060142 "Prellmfnary Critical Path Projection for RF07 " 

‘ Boston Edison Co 86/04/25 2pp 46761 288-48761<289 

8903100313 Forwards safety evaltfalion accepting revised temp profile, per GE EAS-96- 
0687. "Orywell Temp Analysis for Pilgrim Nuclear Power Station '* Prolilo requested to 
be documented in neixt updated FSAR 

MCIX)NALD,DG Project Direcloralo 13 89/03/03 BIRD.R G Boston Edison Co 
2pp 46810.024-48810 029 

”0903100314 Safety evaluation accepling util levised temp prolilo, per QE EAS-98 0867, 
"Drywell Temp Analysis for Pilgnm NucTear Power Station 

* NRC - No Detailed Affiliation Given 69/03/03 4pp 48810 026 48810 029 

8903200189 Approves reactor operation up to 25% of full power per util power ascen- 
sion test program & Confirmatory Action Ltr 86-10 Urges util lo cooperate w/Common- 
wealth ol MA & local govts to further improve stale of emergency preparedness 
RUSSELL.WT Region 1, Ole of the Director 89/03/03 BIRO.RG Boston Edison 
Co 12 pp 46665 047-46965 056 

8903200301 Partial response to FOIA requesl for documents Forwards App E/E & por- 
Itens of App F/F documents App D/D. E/E 0 portions of App F/F documents avaifable 
in PDR App G/G & portions oi App F/F withheld (ref FOIA Exemption 5) 
GHIMSLEY.DH Division of Freedern of fnformalion & Publications Services (Post 
690205) 89/03/10 JOHNSON.G E Swidler & Berlin 9pp 48931 238-48934,061 

”6903200315 Partially deleted memo re licensee performance & plant shutdown 
STELLO.V, Ofc of the Executive Direclor for Operations 06/06/12 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 48931 331-48931 331 

”8903200338 Forwards background infer for Chairman Zech visit lo plant on 870310 1 1 
KANE.WF Region 1, Ofc of the Director 87/02/27 8RACH.E W Region I, Ofc of 
the Direclor. 12pp 40931,334-48931 345 

”8903200341 Forwards background Info for Commissioner Carr visit io plant on 870522 
KANE.WF Region t. Ofc of the Director 87/05/14 MARTIN, T O Region 1, Ofc of 
the Director 1 17pp. 48931 346-48932 094 
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-*6903200302 Torw^ircK backgrounU into on plant foi Comnussiuncr Hoqt'is visit to plrinl 
on 6U050b 

WIGGINS JT KANLWf nc-giOn t OIr ol tho Oiroctor 66/04 / MARI IN, I O 
Ri’nion 1, Ole ot I ho Director 20Hpp 4»')J3 10 / 46934 044 

8903160296 Gononc Ltf HO 02 to all holders of OLs & CPs lor niidoar power roartors fo 
actions lo improve doleclion of lountorfoit & fraudutonlly marketed products hvc lisl 
end 

VARGAS A Associate Director for Projects (Post B70411) BO/03/21 C.onsoticJated 
Edison Co of Now York, tnc 57pp 48960 00148960 057 

0903230405 Final response to FOIA request for documonis rorwariJsi App J & roloas 
able porliotis ot App K documonis Subi doc'oments also avaifablo in PDR App L & por 
tions ot App K cfocumenls withhold (ref FOIA Exemption 5) 

GRIMSLEY.DH Division ot rreodorn of Information & Publicatioins Services (Post 
890205) 09/03/21 CARRE Y-BEAVEH Massachusetts, Commonwoctlth of 5pp 
49032 156 49032 166 

“0810250001 Forwards vtowqraphs & rolatod info from 081005 mooli ng w/ util & Coni 
monwoallh of MA ro facility readiness as pari of preparations for Commission meeting 
on B8l0t4 

STELLOV Ofc of the Executive Director for Operations 8B/ 10/07 ZECH Commis 
sioners 29pp 49032 167 49032 205 

“8903230453 Pdrlrally withhold undated memorandum ro BWB Mark 1 contammonls & 
plant proposal of safety onhancemenl program improvements Staff opprovod seven of 
preposoa mods.including containment spray nozalo mods 

STELLO.V Otc of the Executive Director for Oporalions 89/03/21 ZECft Commis- 
sionors 2pp 49032 226 49032 226 


<3, Inspection reports, IE Bulletins & correspondence 

0903070029 Forwards Safety Insp Rept 50 203/00 34 on 881114-1226 
COLUNS,SJ Region 1. Ofc of Itio Director 89/02/17 BIRD.n G Goslon Edison Co 
2pp 48741 007-48741 025 

“8903070032 Safely Insp Rept 50 293/80 34 on 881114 1226 No violations 
noted Major areas mspocled plant oporalions.radialion proleclion.physical 
security, plant events, mainl, surveillance, Part 21 ropts & oulago aclivilios 
BLOU(aH,AR Region 1, Ofc of the Director 89/02/14 17pp 4B741 009 4074 1 025 

8903010177 Final response lo FOIA request for records App F rocords available In 
PDR App G documents onef & avaifabto in PDR App H records partiaffy withhold & 
App 1 records complolely withhold (ref FOIA Exemption 5) 

PHILIPS, J Division of Freedom of Information & Publications Services (Post 09D205) 
89/02/23 CARREY BEAVER Massachusotts, Commonwealth of 13pp 4058 1 021 
48581 033 

“8003010186 Partially withhold memo forwarding operating plan for into grated assess 
menf insp Rofafed info also oncf 

BUOUGH.AR RoQion t, Ofc of tho Director 89/03/01 COLLINS, SJ Region 1, Ofc 
ofthe Director 250pp 40581 034-48502053 

8903030254 Final response lo FOIA request for recoitlsApp A records available In 
PDH App B records end & available in PDR App C & D rocortls partially & completely 
with he Irrespectively, (rel FOIA Exemption 5) 

GRIMSLEY.DH Division of Froodom of Information & Publications Services (Post 
890205) 89/02/23 CARREY*BEAVER Massachusotts, Commonwoollh of 7pp 
40722 144 40723 037 

-8903030293 Provides preliminary info re util Intagralod Assessment Team Insp 50- 
293/88-21 Operational /insp plan providing primary admimslraUvo & technical guidance 
will be issued shortly Current team rosier & preliminary schodulo end 
BLOUGH.R Region 1, 0(c of the Director 08/05/06 Rogion 1. Ofc of tho Director 
lOpp 48722 190 48722 207 

“6903030306 Provides updated Info ro 800808 19 Pilgrim Inlegratod Team Insp 50 293/ 
B8 21,w/onsilo 880719 21 preparation Revised oporalional/insp plan will uo issued 
shortly Current team roster & proHminary scliodulo end 

BLOUGH.R Region 1, Ofc of tho Director 08/07/14 Rogion 1. Ofc of the Oireclor 
4pp 48722 300 48722 309 

8903100476 Forwards Meoling Rept 50 203/89 03 on 890131 0202 
BELLAMY.RR Region 1, Ole of the Director 09/02/23 BIRD.RG Boston Edison 
Co 2pp 48809,093 48600 102 

“6903100460 Meeting Rept 50 203/89 03 on 890131 0282 Major areas 
discussed emergency operating condillons.lraming, staffing, emoroency plan & imjtio 
menling procedures & equipment 

CONKLIN.C, LAZARUS, WJ Region 1. Ofc of the Oireclor ao/02/21 &pp 
48809 095 40809 102 

8902170112 NRC Info Notice 89 020, “Wold Failures in Pump of Byron Jackson 
Design " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043 48572.140 

8902210351 Suppi 1 to NRC Info Notice 88-073. “Direction Dependent Leak Charnclor 
islics of Containment Purge Valves " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York. Inc 102pp 40509 001-48589 1 10 

0902210S64 NRC Info Notice DO 021, “Changes in Performance CharaclerisHcs of 
Molded Case Circuit Breakers “ Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 879411) 89/02/27 
Consolidated Edison Co of New York, Inc 104pp 4B57B032 48578 137 

6903090265 Responds to NRC Bulletin 88 007, Suppi 1. "Power Oscillations in BWRs '' 
Initial & requahficalion license training programs will bo modified lo re fleet' revised pro 
CGcfur6<i 

BIRD.R G Boston Edison Co 89/03/02 Docuoiont Control Branch (Oocumonl Con- 
irol Desk) 4pp 46781 029 48781 032 

6903090442 Ack receipt of 890203 Ur Informing NRC of steps taken lo correct violations 
noted in Insp Rept 50-293/86*35 

BELLAMY.RR Region 1, Ofc of tho Director B9/03/02 BIRD.RG Boston Edison 
Co 2pp 48001 159 40801 165 


- 6903090447 Responds lo NRC «‘)01 1 1 Hr ro violations noiotj in Insp Rept 50 293/fl8 
3b C/Orrorlivo arlions radwaslu procussing lormerly porlormed by contractor porsohncl 
under opfvations A radiological see lions now performed by util personnel 
RIRO.ft G Boslon Edison ( d 69/02/03 Document Control Branch (Documonl Con- 
Irol Desk) 6pp 4H«0( 16 1 4BB0t 165 

8902270158 NRC Inlo Notice 89 022, 'Questianabla CQrlificalion of raslenofs “ Sve list 
end 

nOSStC. L Division at Ofiermional Events Assessment (Post fl/0411) 69/03/63 
Consolidated Edison Co of New York, \nc 1Q5pp 40732 001 4073? 106 

8902280104 NRC Into Notice 09 023, "Environ Oualif lent ion ol Litton Voam CIR Senos 
Electrical ('onnectofs" Sve list end 

ROSSt.CE Division of Operational Events Assossmonl (Post 870411) 69/03/03 
Consolidated F dison Co of Now York, Inc 106pp 46723 ODD- 48723 143 

8003200109 Approves reactor oporation up to 25% of lull power pur util power ascen 
Sion lost program A Confirmatory Action Ulr 86 10 Urqos ulif Lo cooporale w/ Comm on 
wealth of MA & local qovls lo lurlhor improve stole of emergency prepafednoss 
RUSSELL, WT Region 1, Ole of the Director 09/03/03 BIRD.R G Boston Edi&on 
Co 12pp 48905 047 48965 058 

09022Q0162 NRC Info Notice 69 024. ‘ Nuclear Cnlitality Safety '' Sve list onci 
CJUNNINGHAM.R E Division of Industrial & Modicat Nuclear Safety (Post 870720) 
00/03/06 Consolidated Edison Co ol Now York. Inc 96pp 4B700 252 48700 346 

8903010207 NRC Info Notice 89 026, “Inslrumonl Air Supply to Safoty-RolatoU Equip- 
ment Sve list end 

nOSSI.CE Division of Oneralconal Evor^ls Assossmonl (Post 870411) 89/03/07 
Consolidated Edison Co of Now York, Inc 105pp 40741 053-48741 15B 

8903020165 NRC Info Nottco Q9 027, “Limitations on Uso of Waslo Forms & High In- 
leqrity Conlnlnors* lor Disposal- of Low Level RadwaaLo" Sve list end 
GREEVES.JT Division ol Low Love! Waste Mana-goment & Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of Now York, Inc 117pp 40798 114- 
48798 231 

8903080372 NRC Info Nolico 00 028. "Weight A Gtr of Gravity Discropancros lor Copes 
Vulcan Air Opornled Valves ” Sve list oncT 

ROSSt.CE Division of Oporalionat Events, Asscasmonl (Post 870411} 89/03/14 
Consolidated Edison Co oi Now York, Inc I07pp 48895 001 48695 109 

8903090021 NRC Inlo Notice 09 020, "Potonliat Failure of ASEA Brown Boven Circuit 
Breakers During Smsmic Evoiil” Sve list enci 

ROSSI, CE DivfcSion of Operational Events Assessment (Post 070411) 09/03/15 
Consolidated Erfison Co of New York, Inc lOGpp 48870 053 48870 169 

6903090133 NRC Info Notice 09-030, “High Temp Environs at Nucloar Power Plants” 
Sve list oncI 

ROSSl,CE Division ol Oporatlonai Events Assessment (Post 070411) 00/03/15 
Consoti dated Edison Co of Now York, Inc 106pp 48895 1 tO 49095 215 

8903160427 NRC Info Nolico 89 031. "Swolling & Cracking of Hafnium Control Rods" 
Sve list end 

ROSSI, CE Division of Oporatiena) Events Assassmor>t (Post 070411) 89/03/22 
Consolidated Edison Co ot Now York, Inc 102pp 40906 001 4D906 103 

8903170419 NRC Info Notice 00 032. “Surveillanco Testing of Lew Tomp Overpressure 
Protect ion Sys “ Sve nst end 

ROSSLCE Division ol O/ioralional Evonls Assossmonl (Post &70411) 89/03/23 
Consolidalud Edison Co of Now York, Inc 104pp 4Q002 044-48992 147 


R Periodic oporaling roporU & related correspondence 

0603070041 “Radioaciivo Effluent & Waste Disposal Rept Including Moleerologlcal 
Oata,Jul Doc 1900 “ W/890g27 Ur 

RE)LLY,SM. CONALAS.R.A, HIGHFILL.K L Boston Edison Co 80/12/31 52pp 
48770 020 40778 071 

0903150174 “Number ol Personnel & -Man Rom by Work & Job Function 1008" W/ 
690301 Ur 

HIGHFILL.K L Boston Edison Go 00/12/31 4pp 40860 270-48860 261 

0902270698 Mofdhly operaUnn rept for Jan 1069 for Pilgrim Unit 1 W/ 690214 Ur, 
MUNRO.W , HIGHFILL.K L Boston Edison Co 09/01/31 7pp 48504 206 40504 30? 

0003060048 Forwards plant biweekly status rept for 890129 0210 
BLOUGHAR Region 1. Ofc of tho Director 89/02/21 WIGGINS.JT Region 1. Ofc 
of the Diroclor Cpp 40736 061 48?3S06a 

6903000543 Forwards plant biweekly status rept for 69021 1-24 
BLOUGH,AR Region 1. Otc ol (ho Difoclor 89/02/26 WIGGINS.JT. Rogion 1. Ofc 
of tho Direclof 7pp 40767 1 13 40/67 1 10 

8903240060 Monthly operating rept for Fab 1009 for Pilgnm Nuclear Power Station W/ 
090313 Hr 

MUMRO.W, HIGHFILL.K L Boston Edison Co 09/82/20 7pp 4D040 ISO 49040 1B8 


S. Reportable occurrences, LERs & related correspondence 

B9022B0377 PNOlQOOIOon 8902 21, start up Irnnsformor tripped & locked out on 
ground diMoronlial relay aciualion Licensee investigating cause Decay heat minimal & 
reactor water lomp decroased about 1 F tn first 3 ft after (o-ss ol power 
BLOUGH.R Region 1. Ofc of the Director 69/02/21 Ip 40627 040 40627 040 

8903070040 LLR 09 004 00 on 8 90 12 7. discovered two primary containmonl air oporal- 
od valves Inoporahle resulting m unit shutdown Caused by pressure drop rate of 
stored air supply for valves Now tubing malallcd W/090227 Hr 
ELLIS DW. BIRD.R G Boston Edt<5 on Co 69/02/27 6pp 48763 270 48763 204 

0903130388 LCR 89 005-00 on B90293.lockod htQh radiation area accosa door lo rad 
waslo truck lock found iinsocurod during roulino 6 h audit Caused by malfunction o 
locking mechanism Door secured & addllock (padlock) alia died W/ 890303 Hr 
LUNN.QP , aiRD.RG Boaiorv Edison Co 69/03/03 6pp 40829,329-40028 334 
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C9031*J0661 PNOIfl9 016on Allan appfov&d NRC Roslart Assossmonl 

Panel ^ecommendalLon lo release licensee from second approval poinl In power as 
consion tost program Testing activities for next ptiaso statod 

WARREN, C. BLOUGH.fl Region t. Ofc of Iho Director 89/03/03 3pp 40033 331* 
48833 333 

090315052$ LER 8G 020-01 on 8 50320, identified lhal soulh wall of switchgoar room not 
listed in Procedure 8G 16 13 Caused by feifure to identify barrier required lo mcol 
IQCFfiSO.App R. in sito surveillance procedures Actions falcon W/0D03O6 Itr 
KELLY,JL, BIRO.RG Boston Edison Go 89/03/06 5pp 48876 097 48870,101 

3903200333 Notification of 690309 Mgt Mooting 09 043 w/ulil in King of Priissifl.PA lo 
discuss licensoe follow up to 890304 scram 

LYASH.J J Region 1, Ofc of llie Dirocto/ 89/03/07 Region Ofc of tho Director 
Zpp 48970 017 48970 018 

6903220205 lER 894)06-00.on 890210.aulDinallc actuation o1 Inboard RWCU sys por- 
tion of primary containment isolation control sys occurred Caused by air in inslrumen- 
tation sensing lino of RWCU Air ventod from frkboard fi outboard RWCU W/090310 Ur 
ELLIS, D W . BIRO,n G Boston Edison Co, 09/03/10 6pp 49007 281-49007 286 

8903220269 LER 89-007-00 on 8902 11. unexpected Group I isolation signal duo to high 
reactor vessel waler lovel during WSIV testing Caused by Inadequacy fn dovofopmeni 
& review o-f test proceduro Procedure being rovisod W/890313 Ifr 
ELLIS.DW,B!RD.RG Boston Edison Co 89/03/13 6pp 49004 282-49004 297 


T, Hearing transcripts on non anlllrust matters 

8903060492 Testimony before Senate Labor & Human Rosourccs Committeo ro Pilgrim 
nuclear power slalron * 

♦Plymouth, MA j?189 8l56 86/01/07 200pp 48659 084 49650334 

8903230405 Final response to FOIA requesi for documonts Forwards App J & roloas- 
ablo portions of App K documenla Sum documents also availabla in PDR App L & por- 
llons of App K documonls wilbhold (ref FOIA Exomalion 5f 

GRIMSIEY.DH Division of Freedom of Information A Pubilealions Soivices fPosI 
D9D205) 69/03/21 CARRE Y-GEAVER Mo ssachu soils, Commonweal Ih of 5pp 
49932 156-49032 i66 

-8903230444 Slalcment by RW Krimm before Senate Commiltoo on Labor & Human 
RssourccsmPlymouth.MA.BBOlO? 

KRIMM, RW Federal Emergency Management Agency 08/01/07, 10pp. 49032 206- 
49932 224 


U. Congressional/Executive Correepondence 

B 993090272 Responds lo B81222 Itr rcoueating inclusion of town of Bot^no within 
plume exposure pathway EP2 for plant NRC dolerminod that oxisting plumo exposure 
pathway EPZ suffices for public safely. 

ZECM.L W. Commissioners 80/03/01. KIR BY, EP Messachusotts, Commonwoallh of. 
App 48890014-48000018 

-8903090276 Endorses roquost of Bourne Board of Soloctmen lhal town bo Included In 
radiologicaf omergoncy respenso plan 

KinBY,EP Massachusolts, Commonwoallh of. 88/12/22 Commisslonors. Ip. 
46600.016 4B609016, 

8903199554 Responds lo 681222 hr roquesting inclusion of (own of Bourne within 
plumo exposure pathway EPZ Delermined lhal existing pathway ot plant sufhclenl lo 

S rovide reasonable assurance that public lieallh & safety protoctod, 

ECH,LW. Commissioners 60/03/01. KERRY, JF, Senate. 4pp. 40B22 065 
46622 070 

-6903100558 Requests NRC designate town of Bourne, MA as community wllhin 10- 
mile EPZ surrounding plant Families A civil defense aulhonlios deserve lo be appnsed 
of emergency Info A receive support (or planning olforts 

KERRY, 3 F. Senate 88/12/22 Z£CH,L. Commissioners 2pp. 48022 069-48 622 070. 

690317(1189 Urges NRC to designate town of Bourne as falling within 10<mile EPZ sur- 
rounding Pilgrfm Plant. 

KERRY.3F Senate 88/12/22 2 ECH,L, Commissioners. Zpp. 48694 232-48894.233. 

6903210360 Responds to 881227 Hr requesting NRG to Include town of Bourne within 
plume exposure pathway EPZ for plant Existing EPZ at plant considered suffTctent to 
provide assuranco that public health A safety will be protected. 

ZECH,L.W Ck^mmlsslonorB 39/03/01. GAHIR.T S. Maseachusetls, Commonwealth of 
4pp 46984.046 4 8984 050, 

-0903219306 Proposes lhat (own of Bourne bo designated as part of plant EPZ since 
part of town resla within 10 milos of facility 

CAHIR,T S MassachuseUs, Commonweaflh of. 86/12/27. ZECH,L.W. Commissioners 
Ip 48ee4’050 48984.050 

8903140273 Responds to 890117 Hr ro offsilo emergency planning status Assures that 
views of state/local officials considered in 831 221 bommfsslon endorament of 
deliberate, phased start up program over 4-6 month period w/augmented NRC over- 
sight 

ZEOHiLW. Commissioners 69/03/03 DUKAKIS,M B- Massachusetts. Commonwealth 
of. 0pp 4eB53‘268-4e853,266, 

-6903140282 Discusses dlBappoInlmenl w/lack of Commission Interest In views of 
slate/local aulhontles re status of offsite emergency planning for plant Lack of ade 
quale reception ctrs for radiological monitoring A deconlamination emphasized. 
DUKAKIS, MS. Massachusetts, Commonwealth of. 09/01/17, ZECH,L Commission- 
ers. 3pp. 46853 264-48853:266 


V. Operator Examinations 

8903130278 Requests rescheduling of licensed operator raqualifteation training penod to 
following completion of power ascension program estimated in Apr 1989. 

BIRD.RTai. Boston Edison Co. 89/01/12. (fALLO.R. Region I, Ofo of the Direcicr. 
Spp 48821 324-46821*325 


8902230641 Approves 690112 request for rescheduling slart of currant liconsod opera 
lor requnlificalion training poitod which began on 890101 until 890501, when complo- 
iton of power ascension program expected 

MCDONALD.DG Pro|ocl Direclorato 1-3 09/02/16 BIRD.RG Boston Edison Co 
3pp 40569 342 40569 344 

8903220159 Gonenc Lir 09 03 to all power reactor licensees A applicants for OL ro op- 
erator liconsinq nati oxam schedule Sve list end 

VARGA, S A Associate Director for Projects (Post 870411) 89/03/24 Consolidalod 
Edison Co of Now York, Inc 54pp 40005 001-49006 056 
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P, Operating license stage documents A correspondence 


6903010311 Fonvards FR nolle o of proposed issuanco of orders authorizing dispositian 
of compononl parts & torminalmg License R-114 

MICFfAELS.TS Slandardizalion & Non Power Reactor Pro(ect Direclorato 89/02/23 
WILKINSON.n E. Michigan State Univ, East Lansing, Ml Spp 46648 039 48640 045 

-6903010316 Notice of proposed issuance of orders authorizing disposition of compo 
nonl parts A terminating License R-114 

MILLER.Gt Standardization A Non-Power Reactor Project Directorate 89/02/23 
4pp 4 3640.042 4064 8 045 


R. Periodic operating reports A related correspondence 
8903220196 “Annual Rept 1980 “ 

WILKIMSON.BW Michigan Stale Univ, East Lansing, Ml 89/03/14 Document Con 
Irol Branch (Oocumonl Control Desk) 2pp 49004.063 49004 064 
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F. Security, medical, emergency A fire protection plana 

6903140027 Rev 5 lo EPIP EG-10, “Offsito Personnel A Vehicle Contamination Monitor- 
ing at Relocation Ctrs for Nuclear Station Evacuees “ 

GOLDEN,J C Commonwealth Edison Co 89/01/31. gpp. 48857.262-48857.290 

6902230493 Change Request TA 88-516 to Rov 4 to EPIP 130-1, •Technical Director 
EPIP " Rovisod table of contents also present. 

' Commonwealth Edison Co 69/02/05 6pp 48570,001-40579 006. 

8903060405 Forwards EnforcemenI Conference Repls 60 295/80 07 A 50 304/80 07 
on 600216 to discuss radioactive mall transport event A safeguards event identified In 
previous Insp repta. 

nORELIUS,CE Region 3, Ofc of the Director 80/02/26, REEO.C. Commonwealth 
Edison Co. 2pp 4B779 018 40779 023 

-8903080406 Enforcement Conference Repls 50-295/89 07 A 50 304/89 07 on 
800216 Major areas discussed radioactive mat! transport A safeguards 
ovants.apparont violations associated w/events A licensee perspective A corrective 
actions 

SNELL,W, CREEO.J.R Region 3, Ofc of the Director 89/02/24 4pp 48770 020- 
48779 023 

8903280185 Revised EP IPs, including Rev 6 to ED-5, Rev 13 to ED6,Rov 11 to EO- 
10,Rev 8a lo ED-14 A Rov 6 to EO-26 

MALKEWICZ,A,3. Commonwealth Edison Co 89/02/28 125pp 49076 113- 

49076 240 

8903240252 Advises of acceptability of proposed scope A objectives for plant emergen- 
cy preparedness exercise scheduled for 890503, per B90214 Itr 
(aREGEH.L R Region 3, Ofc of the Director 89/03/01. REED.C Commonwealth 
Edison Co Ip 49O3B.327-40O38 327 

8903140485 Forwards Safety Insp Repls 50-295/09-06 & 60.304/89-06 on 890214- 
17 No viotations noted. 

GREGER,LR Region 3, Ofc of the Director 89/03/06, REEO,C Commonwealth 
Edison Go Zpp. 48858.032-46658.046. 

-8903U04B9 Insp Repts 60 295/89-06 A 60-304/89 06 on B90214-17 Major areas 
Inspected emergency preparedness prog ram, licensee action on previously I de nil fled 
ttems.emergency plan acllvalfons A operational status of program 
PLOSKI.T., SMITH, M., SNELL.W Region 3. Ofc of the Krector 89/03/03 13 pp. 
48058.034-48058 046 


H. General correspondence 


8903260124 Comment opposing proposed rules tOCFRSO A 55 re educ A experience 
requirements for senior reactor operators A supervisors at nuclear power plants, 
MAODEN,J J. Affiliation Not Assigned 89/03/17 NRC - No Detail^ Affiliation Given, 
tp 49144 039-491 44-039. 


4 , Insurance A IndemnUy Information 

6903150140 Informs of onsite property damage insurance In force at plants, 
RICHTER.M.H. CommonweaHh Edison Co 89/03/09. Document Control Branch (Doc- 
ument Control Desk] Ip. 48371 345-48871.345, 

6903280163 Forwards Endorsements 203 A 204 to NELIA Policy NF-43, Endorsements 
177 A 178 lo MAELU Policy MF-22, Endorsements 115 A 116 to NELIA Policy NF-ie7 
A Endorsements 68 A 99 to MAELU Policy MF-54. 

OSTER,J. Commonwealth Edison Co. 89/03/20. DINITZJ. Document Control Branch 
(Document Control Desk). 13pp 49063' 176-49063.1 87. 
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P. Operating llcen&e Mage documents & correspondence 

S902280351 Advisos of withdrawal of QQt005 proposed amond to Tech Spec adminis 
Iratlvo controls Section 6 Request being withdrawn due to ftnalizalior^ of major roorga 
nizatlon 

GHRZANOWSKI,R Commonwealth Edison Co 89/02/21 MURLEY.T^E Office of Nu* 
clear Reactor Regulation, Director (Post 070ni1) 2pp 48633 227-48633 228 

8902280088 Application for amends to Licenses DPR-39 & DPR HQ.changlog Tech Spec 
6 1 re administrative controls, per Generic Ltr 80 06 

CHRZANOWSKl.R. Commonwealth Edison Co 09/02/22 MULLER. D Office of Nu- 
clear Reactor Regulation. Director {Post B70411) 2pp 48626 064-48626063 

-8902280093 Proposed Tech Specs citanging Section 6 1 re admlnistratwe controls 
* Commonwealth Edison Co 69/02/22 1 Bpp 46626 066 48626 083 

8903060179 Forwards EGG NTA 8244, "Conformance to Generic Ltrjlem 2 1 {Part 2> 
Reactor Trip Sys Vendor Intorface.Zion Nuclear Generating Station Units 1 & 2,’* tech- 
nical evaluation rept. Response acceptable 

PATEL.CP. Project Directorate 111-2 89/02/27 BLISS.H E Commonwealth Edison Co 
4pp 48740 031-48740 044 

-*8902130331 “Technical Evaluation Rept, Conformance to Generic Ur 03-28, Ham 21 
(Part 2) Reactor Trip Sys Vendor Interface.Zlon Nuclear Generating Station, Units 1 & 
2 " 

MCCORMICK,R.D EG&Q Idaho, Inc {subs of EQ&G, Inc) FIN 0-6001 EGG NTA- 
8244 88/12/31 Division ol Engineering & Systems Technology (Post 870411) tOpp 
48740 035-48740 044. 

8903100440 Forwards EGG-NTA-8326, "TMl Action, NUREG 0737 {1101) Relief & 
Safety Valve Tesling,Zion Units 1 & 2," technical evaluation rept Util provided accept 
able response to reouiromenls of Item II 0 1 w/exceptlon of items noted 
PATEL, C.P. Project Directorate |||-2. 89/02/28 BUSS.H E Commonwealth Edison Co. 
4pp 4a804'212-48804 247. 

-8902020412 “TMl Actlon,NUREG-0737 (II D 1), Relief 8 Safety Valve Testing, Zion 
Units 1 8 2 /' teeftifeaf evafualion rept 

YUAN,C Y , NALEZNY.C L , FINEMAN.C P EG&G Idaho. Inc, (subs of EG&6, Inc ) 
FIN A 8492 EGQ-NTA-B326. 88/12/31 NRC - No Detailed Affiliailon Given 32pp 
48804,2 16-48a04'247 

6903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, “QA Program for Nu- 
clear GeneraffnpSladons," fneorporaffng Pages 1-38 & 1 44 
RICHT6R,M.H. Commonwealth Edison Co. 89/03/01 Document Control Branch {Doc- 
ument Control Desk) Ip 40 BO 8' 2 52-48 808 ’2 53, 

-8903100136 Corrected Rev 54 to "QA Program lor Nuclear Generating Stations," In'- 
corporaffng Pages 1-30 & 1-44 

SHEWSKIV/.J, Commonwealth Edison Co 89/01/27 lOpp 48808 254 48808 263 

8903080303 Forwards comments on licensee response to Generic Lir 88-17 re expedi- 
tious actions taken for reducing risk from potential loss of DNR Util response meets 
Intent of subj generic ltr but due to brevity not reviewed In great detail 
PATEL, C P. Project Directorate 111-2 69/03/02, 0USS,H.E. Commonwealth Edison Co, 
6pp. 487e8.O23-4876B'027 

8903240261 Confirms 890323 meeting In Glen Ellyn, IL to discuss util quality verification 
program, per 890210 It/ 

QRtENMAN.E G Region 3, Ofc of the Director 89/03/03 REED,C. Commonwealth 
Edison Co 3pp 49039 043-49039 045 

8903160058 Ack receipt of 890127 submittal of Rev 64 to QA Topical Rept CE-1- 
A Program continues to satisfy requirements of 1QCFR50,App B & acceptable 
WRIGHT, G.C Region 3, Ofc ol the Director. 89/03/07. REEO.C Commonwealth 
EdsonCo 2pp. 48893 108-48893,109 

8603200351 Notice of consideration of issuance of amend to Licenses DPR-39 & OPR- 
48 & proposed NSHC determination & opportunity for hearing Amend revises Tech 
Spec Section 6 0, "Administrative Control " 

SANDS.S.P, OLSHAN.LN, PATEL, CP. Project Directorate 111-2 89/03/09. 10pp. 
40983;1 37-48983- 146. 

8003200451 Usts actions to be performed to address postulated loss of component 
cooling WBter.UtIt will provide backup water source to charging oil coolers to ensure 
that leakage through reactor coolant pump seals does not occur. 

REED,C, ^mmonweatlh Edison Co 69/03/13 MURLEY.T.E. Olllce of Nuclear Reac- 
tor Regulation, Director (Post 870411). Ip. 48971*110-48971-1 18, 

8003280216 Forwards details of allegation re activities at plant (RIII-88-A-0162) for 
review & fo11owup.Reque8ts that results ol review & disposition be submitted to 
Region 111 within 46 days W/o end. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/17, REED.C. Commonwealth 
Edison Co. 2pp. 49075;096-49076:097 

8903160206 Generic Ltr 89-02 to all holders of OLs & CPs for nuclear power reeclora re 
actions to improve detection of counterfeit & fraudulently marketed products.Svc Ifat 
end. 

VARGA, S A Associate Director for Projecls (Post 870411). 89/03/21. Consolidated 
Edison Co. of New York. Inc 57pp 4 B96O.D0 1-48960.057. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010011 Discusses util 8901 26 Hr re BWR operating restrictions to preclude regional 
Instabilities, per NRG Bulletin 88-001 Utif camiot unilaterally take slated 
po8itlon.Provl8ion8 of Supp1 1 should be adopted w/o exception 8i Interpretation 
DAVIS, A.B. Region 3. Ofc of the Director, 89/02/15. REED.C. Commonwealth Edison 
Co. 2pp, 46669.367-48659,358 

6902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron Jackson 
Design " Svo list end. 

RO^|,CE. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidate Edison Co of Now York, Ino 106pp. 48572:049-48572-148, 

8902210961 Supp1 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Cheracter- 
jsflcs of Containment Purge Valves," Svo list end. 

ROSSLC.E, Division of Operational Events Assessment (Post 870411). 69/02/27. 
Consolidated Edjsoh Co of New York, Inc, 102pp. 48580*001-40589:110. 


8902210564 NRC Info Notice 89 021, "Chanaas in Perforrriance C ha rac lens lies of 
Molded-Case Circuit Broakors" Sve Hal end 

ROSSI.CE Division ol Operational Evonls AssossinDnl {Post 870411) 89/02/27 
Consohdalod Edison Co of Now York. Inc 104pp 48578 032 48578.137 

89O3OBO405 Forwards Enforcement Conforenco Repls 50-295/09 07 & 50 304/89 07 
on B9021G to discuss radioactive mall transport ovenl & safeguards event idonlifiod In 
previous Insp repls 

NORELlUS.uE Region 3, Ofc of Ihe Direclor 80/02/20 REED.C Commonwoallh 
Edison Co. 2pp 46779 010 40779 023 

-8903060408 Enforcement Conleronco Repls 50-295/80 07 A 50 304/89 07 on 
890216 Major areas discussed radioaclivo inail transport & safeguards 
events, apparent violations associated w/ovonla & liconsoo perspeclivo & corrodlvo 
actions 

SNELL.W. CREEO.JR Region 3, Ofc of the Direclor 89/02/24 4pp 40779020- 
40779 023 

8903240229 Forwards Safety Ir^sp Repls 50-295/66-25 & 50 304/88-25 on 831215- 
090104 No violallons noted, Woaknosses noted re access controls for high radiation 
areas & radiation occurrence rept program 

GrEGFR.LR Region 3. Ofc ol Iho Director 89/03/01 REED.C Commonwealth 
Edison Co 2pp 49040 215-40040 235 

-8903240230 Insp Repls 50-205/03-25 & 60 304/08 25 on 881215 090104 No viola 
lions noted Major areas Inspected rad ialion prolsction prog ram, In eluding organization 
& mgt controls.changes In organizalion.porsannel.facililios.QquIpment & procedures 
SLAWINSKI.WJ . PAUL,RA. SNELL.W Region 3. Ofc ol the Director 89/02/23 
19pp, 40040:217 49040 235. 

89022701 SS NRC Info Notice 89 022. ' 'Quest Ion able Certification of Fasteners," Sve list 
end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 00/03/03 
Consolidated Edison Co of New York. Inc 105pp 46732 0011 48732 106 

8902260104 NRC Info Notlco 09-023, "Environ QualHIcatlon of Litton Veam CIR Series 
Electrical Connectors" Sve list oncl 

ROSSI.CE Division of Operational Events Assessment {Post 870411) 69/03/03. 
Consolidated Edison Co of New York, Inc 106pp 48723 030-40723 143 

8902280162 NRC Info Notice 89 024, "Nuclear Crillcality Safety ” Sve list oncl. 
CUNNINQHAM.R E. Division of Industrial & Medical Nuclear Safely (Poai 870720) 
09/03/08, Consolidated Edison Co, ol Now York, Ino 96pp 48700 252-48700 346. 

8903140405 Forwards Safety Insp Repls 50 295/09-06 50-304/69 06 on 890214- 

17 No violaKons noted 

GREGER.LR Rooion 3, Ole of tho Direclor 09/03/06 REED.C Commonwealth 
Edison Co 2pp. 46858 032-48858 046, 

-8903140480 Insp Repls 50-295/69 08 & 50-304/89-06 on 890214 17. Major areas 
(nspectod emergency preparedness prog ram, licenseo action on previously Identified 
items, emergency plan activations & operational status of program 
PLOSK/.r, SM/TH,M,. SNELL.W Regton 3, Ofc of tho Director 69/03/03 f3pp 
4685&' 034-48858*046, 

6993010207 NRC Info Notlco 69 026, “Inalrumanl Air Supply lo Safety Related Equip- 
finent." Sve list er^d 

ROSSI, C,E Division of Operational Events Assessment (Post 87041 1). 89/03/07. 
Consolidated Edison Co of Now York, Inc 106pp 48741 053- 4074 1.1 66 

8903160478 Responds to NRC Bulletin 88-011 re prossurlzor surge line thermal 
slratlflcatlon Ulil Is parlicipalina in program lor partial resolution of Isaua through Wes 
tinohouse Owners Group (WOQ)_ObJoc lives of WOG program Haled. 

RICHTER, M H. Commonwealth Edison Co 09/03/07 Document Control Branch (Doc- 
ument Control Desk) 4pp. 4 8 673.356- 4 8 87 3' 35 9. 

BM302016B NRC Info Notlco 89 0-27, ■"LirnUalions on Use of Waste Forma & High In 
legrity Containers for Disposal ol Low lovol Redwaste Svo list end. 

G REEVES, J.r Oivfsfon of Low Level Waste Management 6i Dacommfssfonfng (Poet 
070413). 89/03/08. Consolidated Edison Co. of hTow York, Inc. 117pp 48706 114- 
46700.231. 

8903210269 Discusses Safely Insp Repls 50-295/89-04 & 50-304/89 04 on 890105 & 
forwards nolle© of violation. 

MILLER JHJ, Ragion 3, Ofc of tho Direclor, 69/03/08 REED.C. Commonwoallh 
Edison 6). 3pp. 48982*106-48982 202 

•^8903210261 Notice of violation from Insp on 800 1 05 ,V iota Hon noted licensee failed lo 
adequately teat secondary undervoltage mod by testing actual secondary undenrol- 
tage contacts that auto close 480V transformer feeder breakers for toth units, 
MILLER, HJ. Region 3, Ofc of the Direclor 09/03/09, 2pp. 46962.20 1-48902.202. 

8903240150 Forwards Safety Insp Repls 60-295/89 92 & 59-304/89-02 on 890104- 
0217 & notice of viola lion. Concerned w/ apparent lack of communications between 
plant mgt & plant stalf,inost notably station eperatore 

gREENMAN^EG. Region 3^ Ofc of the Director. 80/03/10. REED,C. Commonwealth 
Edison Co 2pp. 49040* 174- 49040:1 00. 

••8003240182 Notice of violation from Insp on 890104 -0210. Violation noted:T0st Proce- 
dure PT-7B, "Auxiliary Feedwater Pump Sve Water Valves Operability Checks," on 
Units 1 & 2 failed as- found stroke time 

GREENMAN.EQ, Region 3, Ofc ol the Director. 89/03/10. Ip. 49040.176-49040:176. 

-8903240186 Insp Repls 60-295/69 02 & 60*304/89 02 on 0901 04 0217, Violations 
noted .Major areas inapeoted:lnsp of licensee soMon on previous Insp findings, summary 
of operations & B60116 Unit I shutdown for steam generalor lube leakage 
HINDS, J.M. Region 3, Ofc of the Director. 89/03/08. 22pp. 49040:177-49040:196. 

8803060372 NRC Info Notice 89 028, ''Weight & Clr of Gravity Discrepancies lor Copea- 
Vulcan Air-Operated Valves." Sve list encT. 

ROSSI, C.E. Division of (^rational Events Assessment (Posl 679411). 89/03/14. 
Consolidated Edison Co. of New York, Inc. 107pp. 48695.001*40895 100 

8903090021 NRC (nfo Nolle© 89-929, "Potential Failure of ASEA Brown Bo vert Circuit 
Breakers Dudrvg Seismic Event *' Svo list end 

ROSSI.CE. Division of Operational Events Asseasmenl IPpsl 070411). 89/09/16. 
Consolidated Edison Co, oi New York, Ino. lOOpp. 4 6879 .05 3 -4 0070; 169. 
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89030a0t33 NRC fnft> NoUCO 89 030. Temp Eftvironi. a1 Nuclear Power Planls " 

Svc fisi er^c? 

RDSSICE Division of OporaUonal Events Ab'sessmonl {Posl 8704 11) 89/03/15 
Con-solidatod Edison Co ofNowYorkJnc tOGpp 48095 110 48095 215 

8903180427 NRC Info Notice 69 031. Swellinq ■& Cracking of Hafnium Conirol Rods 
Svc lisl ercl 

ROSSf.CE Division of Operalional Events AssessmenI (Post 870411) 89/03/22 
Consolidated Edison Co of Now York, tnc 102pp -18936001 40986 103 

8-903170419 NRC Info Nolico 89 032, -'Surveilfanco Testing- ol Low Temp Overpressure 
Protection Sys " Svc list end 

ROSSI.C E Division of Oporeti-onal Events Assossmenl (Post 870411) 89/03/23 
C-onsolidaled Edison Co of Now York. Inc lOdpp 46992044'48D02 147 


R Periodic operating reports 8i related correspondence 

89032 10287 Rov 11A to "Environ Radiological Monitoring Program " 

* Commonwealth Edison Co 87/12/31 6pp 43984 152-48984 157 

8903140023 "Effluent & Waste Disposal Semiannual Repl for Jiil Dec 1988" W/890224 
hr 

JOYCE.T P Commonwealth Edison Co 08/12/31 3tpp 43640 272 40B4B 302 

8903140450 Forwards occupatmnal radiation exposure portions of planls operating ropts 
lor 1938, per Rog Guide 1 16 

RESCEK.F Commonwealth Edison Co 89/02/22 DAVIS, A B Region 3, Ofc of 1h© 
Director Ip 46853 218 40953 243 

• 6903140045 Forwards occupalional radiaiton exposure rept for IQBO.por Rog Guide 
t 16 

PLIML.GJ CommonwoaILh Edison Co 80/02/02 DAVIS, 0 Region 3. Ofc ol the DL 
rector Ip 48853 232-48053 235 

••89031 406 49 "0-ccupalfonal Personnel Radiation Doses for 1&&8" 

* Commonwealth Edison Co 68/12/31 3pp 48853 233 48053 235 

8903148029 Forwards errata to radioactivo effluent rept lor Ocl 1087 through Juno 
1933 

JOYCE, T P Commonweallh Edjson Co 89/02/24 Document Control Branch (Docu* 
marl Control Desk) 3pp 48834 207-40834 215 

••890314D16B Errata to "El fluent & Wasto Semiannual Rept Ocl Dec 10B7, Liquid Ef- 
ffuents • Summation of All Releases 

' Commonwealth Edison Co 87/1 2/31 Ip 48934 210 48034 210 

‘ 6903140173 Errata to "Elfiuenl & Wasto Disposal Semiannual Rept Jon Mar 
1968, Gaseous Efiluenis • Elevated Reloase 

* Commonwealth Edison Co €0/03/31 6pp 48B34 211-48834 216 

8903220019 Forwards monlhl/ operating repls for Feb 1089 (or Zion Unils 1 £. 2 & ad 
dendum lo Jan 1 969 rept 

JOYCE,! P Commonweallh Edison Co 69/03/07 Documonl Conirol Branch (Docu 
ment Control Desk) Ip 4902V 001 49021627 

-8903220091 Monthly operating repls for Fob 1980 for Zion UnUs 1 ^ 2 
AUSTIN,G Commonweallh Edison Co 09/02/26, 11pp 49021 002-4g02V012 

-8903220096 Addendum lo monlhly operating ropts for Zion Units 1 & 2 for Jan 1969 

* Commonwealth Edison Co BS/01/31 15pp 40021 013-49021 027 


8, Reportable occurrences, LERe & related correspondence 

69l)306()477 LER 89 0D2<O0en 690 127 .turbine & reactor trip occurred while trouble 
shooting failure of safeguard tost light to light Caused by technician placing test leads 
across Incorrect terminal points Bulb replaced W/ 69 0227 Hr 

SODEN,B, JOYCE.T P Commonwealth Edison Co 89/02/27 4pp. 4D779 029- 
46779.032. 

8903230180 LER 69 003 00 on 86021 3, vent slack iodine sample not analyzed due to 
damaged sample cartridge Caused by Inadequate design Auxihaiy bldg vent paths 
evaluated for possible use in Tech Spec sampling requirement W/890315 Ur. 

DOIL,C, JOYCE.T.P. Commonwealth Edison Co 69/03/15 5pp 4 9038.061- 
49036065 


V. Operator Examinations 

89032201 SS Generic Ltr 80 03 lo all power reactor Itcensoes & applicants for OL re op- 
erator licensing nail exam schedule. Gve list end 

VARGA, S A Associate Director (or Proiects (Posl 870411) 69/03/24 Coosolidaled 
Edison Co of Now York. Inc 64pp 49005 001 49005 056 
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F, Security, medical, emergency & lire protection plana 

8902270149 Forwards Insp Repls 60-259/88-27,50-260 /«6-27 & 60 296/68 27 on 
830623 €90106 No violations or deviations noted 

MCCOY.fr Raclon 2, Ofc of the Director 89/02/13, KINGSLEY, OD. Tennessee 
Valley Authority Ipp 40585 336-46585 353 

-6902270154 Insp Repls 50-250/68-27,50 260/88 27 & 50-296/68 27 on 860823- 
690106 No violations or deviations noted Major areas Inspected seismic 
qualifical1ons.cleanlines3 controls, fire pro1ection49urve(flance testing & Instrumentation, 
LONG,A R Region 2, Ofc of the Director. 69/02/13 17pp 48586 337 485e5'353 

8903090225 Advises that 681207 Rev 1 to radiologicat emergency plan consistent w/ 
provisions of 10CFR50 54 (q) & acceptable 

MCCOY .F.R, Region 2, Ofc of the Direclor 89/02/23 KINGSLEY.OD Tennessee 
Valley Authority. 2pp 46600 259-48800 260 


8903090401 Informs of 890531 rescheduled dale for radiological emergency plan oxer 
ciso 

GRIDLEY.R Tennessee Valley Authority 09/03/02 Region 2, Ofc of the Director 
2pp 46800 158 48800 159 

8903220006 Forwards Rev 10 lo physical secunly & contingency plan Rov withhold (rof 
I0CFR73 2I) 

GRIDLEY.R L Tennessee Valley Aulhonty 89/03/10 Document Control Branch 
(Documont Control Desk) 2pp 49003 308 49003 309 

8903270274 Rev 4 to EPJP 5, ’General Emorgoncy,* Rev 3 to EPIP-17. "Emergency 
Equipmenl & Supplies" & Rov 1 to EPIP-18, “Tornado Emergency Procedure " 
GRIDLEY.R Tennessee Valley Authority 89/03/17 30pp 49054 003-49054 120 


P. Operating Ifcense stage documents & correspondence 

89022400-29 Responds to 87003 1 request for exemption from cnlicality monitoring ro 
quiromonls of 10CFR70 24 to receive, possess & use SNM as reactor fuel Exempliort 
unnecessary since previous oxomptions have not expired 

HERMANN.RA Ofc of Special Projects (Pro 881231) 08/05/11 WHITE, S A Tonnes 
see Valley Aulhonty 2pp 48583 317-40503 318 

6902140261 Forwards complete listing of 107 updated employee concerns special pro 
gram subcalcgory repls 

GRIDLEY.R L ionnoBsoe Valley Authority 09/02/06 Document Control Branch 
(Documont Control Desk) 6pp 48901 001-48931 045 

-0902160161 Rev 4 to TVA Empfoyeo Concerns Special Program Subcaleqory Rept 
5 0100, "Silo Specific Wofdina," consisting ol Vol 5, "Welding Catogory " 

BROWN, WR Tennassoa Valloy Authority 50100 VOS R04 87/12/20 55pp 

48921 125 48921 178 

8902270148 Informs of changes In util senior nuclear mgl PP Conor now silo licensing 
manager.JL McAnally resigned from TVA, effeclivo on 890127 & NC Kazanas now 
vice presldonl 

KIN(aSLEY.O,0 Tennessee Vnllay Aulhonty 80/02/14 CRUTCHFIELD.D NRC - No 
Detailed Alfiliatlon Given 2pp 40580 256 465BB 257 

B9022B0005 Summary of 890201-03 & 06 meetings at site re electrical cable installation 
& ampacity issues A action plan for closure Attendance rosters & list of ma|or iloms 
which TVA is to accomplish as part of resolution of cable issue end 
MORAN, OH TVA Pro eds Division 89/02/15 TVA Projects Division. 20pp 
40627 137 48627 164 

6902280466 Responds to NRC 090122 safety evaluation of ATWS alternate rod injec- 
tion A recirculation pump trip sys Util continues to endorse position that acfdl equip 
meni &/or mfg diversity not rteeded 

GRIDLEY.R Tenness-oo Valley Aulhonty 89/02/21 Documonl Control Branch (Do-cu 
ment Conirol Desk). 2pp. 48625’! 6B 48625 169 

8903020379 Fonvards response lo Generic Lir 80-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safety-Rolaled Equipment " 

GRIDLEY.R tennessee Valley Authority 89/02/23 Documonl Conirol Branch (Docu- 
ment Conirol Desk) 27pp 48673.268-48673 294 

8903130660 Nolificalion of 890307 mooting w/ulil In Rockville, MD lo discuss TVA pres- 
entation of cade separation issue resolution methodology 

MORAN, DH. TVA Projeds Division 00/02/28 BLACK, S Assistant Director for 
Projects 3pp 40633 203 48633 205 

8903100023 Summary of 800216 meeting w/ulil In Rockville, MD re TVA statisticaf meth- 
odology on electrical cable separation Agenda & list of attendoos end 
MORAN.D.H TVA Projeds Division 89/03/01 TVA Projects Division 12pp 

48B04 082-48804 093 

6903220520 Summary of 890307 meeting w/licensee in Rockville, MD lo discuss licens- 
ee proposed methodology for cable separation Attendance roster listed in End 1 & 
licensee viewgraphs in End 2 

MORAN.DH. TVA Projocla Division. 89/03/14 TVA Projects Division lOpp 

49005 076 49005 0B5 

8903200118 Forwards "Mainl Improvement Program,” Books 1 & 2 Improvement pro 
gram designed to evaluate axlsling activillesjcfenlify needed improvements & manage 
changes through implementation Program 65% complete 

QRIOLEY.R Tennessee Valley Authority 89/03/16 Document Control Branch (Docu 
ment Control Desk) 3pp 489S4 328 48956 220 

-8903200123 "Mainl Improvement Program," Books 1 & 2 
SESSOMS.R.O, CAMPBELL, G Tennessee Valley Authority 89/02/Ot. 500pp 
48964:33 )-4B956 220 

8903210300 Forwards Rev 1 to "Operability Criteria lor Evalualion of Lower Drywell 
Access Platforms " 

GRIDLEY.R- Tennessee Valley Authority 89/03/15, Document Control Branch (Docu 
ment Control Desk) 2pp. 48994.204-48994 216 

.-8903280342 Rev 1 to Design Criteria BFN 50-C-7302, "Operation Criteria for Evalua- 
tion of Lower Drywell Access Platforms " 

GAINES, RE„ RUPERT.JR., MCCALL.J K Tennessee Valley Authority 69/02/22. 
12pp. 46904’206 46994 216, 

6903230106 Discusses NRC concerns re supplemental DCRDR summary rept, dltd 
581109 Determination of restart applicability of human engineering discrepancies per 
Suppi I to NUREG-0737 seems questionable Meeting to discuss concerns will ba 

BLAck.S Assistant Director for Projeds 89/03/17 KINGSLEY, O D Tennessee 
Valley Authority 4pp 49Q22.35 1-49022 354 

8903230112 Ack receipt of uHl 890214 Hr re notification of senior nuclear power mat 
changes wllhin TVA Rev lo corporate nuclear performance plan should be submitted 
within 60 d^s lo provide mechanism for NRC review of changes 
LIAW.B.D TVA Projects Division 89/03/17 KINGSLEY.OD. Tennessee Valley Au- 
thority 6pp, 49048-1 92-4 904B 197 
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890324Q011 Rosponcls !o requosl <or acldl info on rust in lower conlainmoni spray 
header (LCSH) of Unil 2 Nozzles in LCSH removed & oulboard isolation valvo 
repaired List of commilmenls end 

G RIDLEY. R Tennossoo Valley Aultiority fiD/03/t7 Documoni Control Branch {Docu 
mcnl Control Dosk) «tpp 49039 tOO 49039 19t 

8903160296 Gonoric Ltr 89 02 to all holders of OLs & CPs for nucloar power reactors re 
actions lo treprovo deicclion of counlorlQil & frnudulonlly markoted proclucls Sve list 
end 

VARGA.S A Associate Director for Prolccts fPosI 870411) B9/03/21 Consolidated 
Edison Co of Now York. Inc 57pp 4Q360 001^48960 057 


Q. Inspection reports. IE Bulletins & correspondence 

8902270130 Forwards Insp Repts 50 259/88 33,50 260/80*33 & 50 296/88-33 on 
881101 30 Rept idenUties activities that appeared to violate NRC requirements but are 
not Cited 

MCCOY.FR TVA Projects Division 89/02/13 KINGSLEY.O D Tennessee Valley Au 
thorny 2pp 48580 109 48500 130 

-8902270138 In^ip Repts 50-269/88 33,50-260/80 33 & 50 296/08 33 on 081101- 
30 Violation noted Major areas inspected operational safely 
verification, mods.sun/GillancQ observations, sys return to sve stains o1 t0CFR21 repts 
& BOS 

CARPENrER.D.B, LITTLE, WS Region 2, Ofc ot the Director 89/02/13 2fipp 
48S88 tn 40588 138 

8902270149 Forwards Insp Repts 50-259/08 27.50 260/88-27 & 50 296/88-27 on 
080823 890106 No violations or deviations noted 

MCCOY.FR Region 2, Ofc of the Director 09/02/13 KINGSLEY.O D Tennessee 
Valley Authority 2pp 40585 335-48585 353 

-8902270154 Insp Repts 50-259/80 27.50-260/88-27 & 50 296/00-27 on 860023- 
890106 No violations or dovlations noted Maior areas inspected seismic 
qualifications, cleanliness controls, tiro protection, surveillance testing & instruntentation 
LONG.A R , ELROD.S , IGNATONIS.A Region 2. Ofc of tile Director 09/02/13 J ?pp 
48585 337 40585 353 

8902280600 Forwards satoly evaluations supporting 800115 request for relief from 
A8ME Boiler & Pressure vessel Code Section XI re insoivice msp of power plant 
components 

BLACK, S TVA Projects Division 89/02/14 KINGSLEY.O D Tennessee Valley Au- 
thority 4pp 48624 140*48624 151 

-8902260511 Safely evaluation supporlinq Request H-3, relief from ASME Boiler & Pres- 
sure Vessel Code Section X! re inservice »nsp of nuclear power plant connponents 
including, hydro static testing requirements for Class 2 piping & components 

* Ofc of Special Projecls (Pre 081231) 09/02/14 Bpp 48624 144-48624 147 

..0903030419 Safety evaluation supporting Request H.12 re Class 2 piping & compo 
nenls of 1 85 hydraulic control units m CRD sys. 

* Ofc of Special Projects (Pro 881231) 89/02/14 4pp. 48824 140 48624 151. 

8903080137 Forwards corracled Insp Repts 50 259/08-32,50-260/88-32 & 50 206/88- 
32 on 881001-31 & notice of violation Response to notice of violation exlendod 30 
days 

MCCOY.FR Assistant Director for Inspection Programs 89/02/17 KINGSLEY.O D, 
Tennossoo Vaffey Aulftorily 2pp 48739 349 40740 030 

-8903060139 Corrected ltr forwarding Insp Repts 50-259/80 32, 50 260/60-32 & 50- 
206/88 32 on 801001-31 & notice of violation 

MCCOY, F R Assistant Director for Inspection Programs B9/02/02 KINGSLEY.O D 
Tennessee Valley Aiithorlly 2pp 48739 351-48739.352 

-8903060144 Notice of violation from insp on 881001-31 Violation noted* reactor bldg & 
refueling floor vonlltation radiation monitor calibr & functional test not performed on 
881017 

MCCOY, F R Assistant Director for Inspection Programs 89/02/02 2pp 48730 353- 
40739 354 

-8903060147 Corrected Insp Repts 50-269/88 92,50.280/88-32 & 50-296/88-32 on 
801001-31 Violations noted Major areas Inspected eperalionat safety 
verification, sun/e ill a nee observation, mods, sys return to sve & ROs 
CARPENTER.O R . LITTLE.W.S. Region 2. Ofc of the Director 89/02/01 36pp. 
4B739 355-46740 030. 

8902170112 NRC Info Notice 89-020, “Weld Failures In Pump of Byron Jackson 
Design ” Sve list end. 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 69/02/24 
Consolidated Edison Co. of New York, Inc 106pp 48572 043 46572 148 

8902210351 SuppI 1 to NRC Info Notice 88-073, “Dlreclion-Dependem Leak Character- 
islics of Containment Purge Valves *' Sve list end 

ROSSI,CE Division ol Operallonal Events Assessment (Post 870411) 89/02/27. 
Consolidated Edison Co of New York, tno I02pp 48589,001-48589 110 

B902210564 NRC Info Notice 09-021, "Changes In Performance Characteristics of 
Molded-Case Circuit Breakers " Sve list end 

ROSSI, CE Division ot Operailooei Evenis Assessment (Post 87QA1t) 89/02/27 
Consolidated Edison Co of New York, Inc. 104pp. 4B578.092-48578'137 
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89D32204B2 Advises that rosponso to NRC Bulletin 88 001, "Potonlial Safely Rolatocl 
Pump Loss' comp! ole for Unit 2 only Schedule for responses lor Units 1 & 3 oxpocl- 
od within 30 days 

BLACK SC Assistant Director for Projects 89/03/01 KINGSLEY.O D Tennosseo 
VallOy Aulhorily 4pp 49003 025 40003 02a 

6902 270158 NRC Infp Noiico 09-022. “OuesUonablo Certification ol Fasteners ” Sve list 
one} 

ROSSI.C/ E Division ol Oporalionat Events Assassmonl (Post 870411) 89/03/03 
Consolidated Edison Co ol Now York, Inc »05pp 48732 001-40702 i06 

8902260104 NRC Into Notice 89 023, “Environ QiialilicatiQn of Litton Voam CIR Sones 
Elocincal Connectors ” Sve list enef 

ROSSI.C E Division of Oporational Events ABsossmenl (Post 8704)1) 89/03/03 
Consolidated Edison Co of Now York, Inc I06pp 40723 038 48723 143 

8902290162 NRC Info Notice GO 024, ‘ Nucloar Cnlicotity Safety '* Sve lisl end 
CUNNINGHAM RE Division of Industrial & Medical Nucloar Safety (Post 870720) 
09/03/06 ConsQlidaied Edison Co of Now York, Inc 96np 40700 252 48700 346 

8903100320 Confirms that uhf plans to imptemonl GE interim sfabifify rocommondofions 
before star tup, per NRC Bulloiin 86.007.Suppl 1 

GBIOLEY.R Tennessee Valloy Authority 00/03/06 Oocumenl Confrol Branch (Docu 
me ni Control Desk) ip 40010 213 48Q10 213 

0903010207 NRC Info Nolico 69 026. '‘Inslnimonl Air Supply to Safely Related Equip 
ment “ Sve list end 

ROSSI.C E Division of OporaHona) Evonis Assessment (Post 870411) QD/03/07 
Consolidated Edison Co of Now York, tnc I05pp 48741 053-48741 158 

8903020165 NRC Info Nolico 99 027, “Limilalions on Use of Waslo Perms & High In- 
tegrity Containers for Disposal ol Low Lovot Rad waste Sve list end 
QREtVES.JT Division ol Low Lovol Waste Managomonl & Decommission mg (Post 
070413) 09/03/06 Consolidated Edison Co of New York, Inc I17pp 40798114- 
48798231 


099 3080372 NRC Info Notice 09-028, 'Weight & Ctr of Gravity Discropancios for Copes 
Vulcan Air Opcraiod Valves ” Sve list end 

ROSSI.C E Division of Operational Evonts Asscssmont (Post 870411) 69/03/14 
Consolidated Edison Co of Now York, Inc t07pp 40695 001-46095 109 

8903090021 NRC tnfo Nolico 09 029. "Potonlial FallufO of ASGA Brown Bovori Circuit 
Breakers During Seismic Event " Sve list end 

HOSS/.CE Division of OporaVonal Events Assassmonl (Post 870111/ 89/03/15 
Consolidated Edison Co of Now York. Inc 106pp 46879 053 48070 169 

8903090133 NRC Info Notico 09 030. "Hlgti Temp Environs at Nucloar Power Plants " 
Sve list onci 

ROSSI.C E Division of Onaralional Evonts Assessment (Post 870411) 89/03/15 
Consolidated Erlison Co of Naw York, Inc t06pp 48005 1 10-40095 215 

8903270233 Responds to NRG Info Notice 08-002. “Torus Shells W/ Corrosion & De- 
graded Coalings in BWR Conlalnments ■' Summary ol rolovanl projocts for various 
utils successful employing undoiwater altornallva to draining vessel oncI 
STUART, CO SQ, Finn ey Go 09/03/U> ROSSI.C E Division of Operational Evonis 
Assessment (Post 0704 ft) 9pp 49056 023-40058 03 1 

6903210367 Responds to NRC 090202 ltr fo violations no led in Insp Repls 50-259/80 • 
32.60 260/80-32 & 50-296/06 32 Uhl Inlliatotl dotaifod ovaluation of surveillance 
program.mcluding surveillance instrucUon schodullng.p^orformance & adequacy 
GRfDLEY.R Tor^nesseo Valley Aulhorily 09/03/10. Deoument Control Branch (Docvi- 
meni Control Dosk) 6pp 46080 160 4&080 l03 

8003180427 NRC Info Nolle© 89-031, “SwallinQ & Cracking of Hafnium Conlroi Rods" 
Sve list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of Now York. Inc 102pp 40056 001 48906103 

0903170419 NRC Info Nolico 89-032, " Surveillance Testing of Low Temp Overpressure 
Protection Sys " Sve fist oncf 

ROSSI.C E Division of Operahono) Events Assossment (Post 870411) 09/03/23 
Consolidated Edison Co ol Now York, Inc I04pp 4B0D2 044-4D992 147. 


R. Periodic operating raporla & related correBpondence 


800 31 50 190 Monthly operating repta for Jan 1989 for Browns Ferry Nucloar PlanLW/ 
800302 ltr 

CAMPBELL.Q G , RATLIFF.S A , CAMPBELL.G G, Tennossoo Valley Authority. 89/01/ 
31 72pp, 48860 125-40800 195, 

8903100142 Forwards ‘'Seml&nn.ual Radioaclivo Effluent Release Ropt Browns Ferry 
Nuclear Plant (BFN) Ellluenl & Waslo Disposal Semiannual flopt,Jul*Ooo 1908/' 
“Semiannual Radioactive . Changoa to BFN ODCM" 8; rev of BFN process control 
program. 

GRFDLEY.R Tennossae Valley Authority 69/03/02. Document Control Branch (Docu- 
ment Control Desk) 2pp. 4QB20,O71'48D28 212 

-8903100162 “Semiannual Radioaclivo Effluonl Roleaeo Rept Browns Forty Nuclear 
Plant Jul-Oec 1988 “ 

LEE.B E Tennessee Valley Aumonly, 88/12/31. 74pp 4882B.O73-48828.140. 

-0903100158 “Semiannual Radioactive EffluenI Release Rept Browris Ferry Nuclear 
Plant.Changes lo ODCM “ 

* Tennessee Valley Authority. 88/07/20. 43pp 48820- 147- 4 8828; 1 89 

8903 100160 “Radioactive Elfluenl Release Rept Browns Ferry Nuclear Plant Rev of 
Process Conlroi Program “ 

* Tennessee Valley Authorily, 89/03/02 Bpp 48020, 190-48028 812, 
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S, Reportabte occurrences, LCRs & related correspondence 

89030903^10 NPOES noncomp Fiance noli^ioation on 690117, discharge seual number 
107 for Unit 3 ejicoeded iho daily rnaximum of 100 mg^t 

SCHMIERaACH.M Tennessee Valley Autlionty 89/01/31 Alabama, Stalo oF I2pp 
48796 254 48793 265 

8903060009 Summary of Operaling Reactors Evenis Meoling 69 08 on 890222 Alien- 
dee list •& events discussed & signlicanl elements of events end 
l.ANMING,WD. Events Assessment Branch 89/02/23 ROSSI, CE Division of Oper- 
ational Events Assflssmenl <Post 870411^ ^3pp 48735 230-48736 242 

8903160011 LER 89 001-00 on 890209, failure 1o provide required continuous firo walch 
on inoporabto fire doors, per Tech Spec 3 It E Caused by insuthcienl framing ot lire 
prolectton personnel Corrective maant initiatod W/69031<} ftr 

WfLLAROj C . CAMPBELL.G G Tennessee Valloy Aulhonly 69/03/10 4pp 
46885022-48805 025 


T, Hearing transcripts on non 'antitrust mailers 

89830 300 to Forwards transcnpl of 690217 meeting between NRG & TV A re seismic 
issues at pPanl 

GEARS, Q E, TVA Projects Division 09/02/23 TVA Projects Division 3pp 48691 181 
48691 332 

-8903030012 Tfanscripl of 890217 pubtic fneGtlng w/utif in RocKvilla.MD re open sois- 
mro Cfitena Issues Pp 1-147 

* Commissioners 89/02/17 I40pp 48691 184 48691 332 


V, Operator Examinations 

8903220159 Genenc Llr 69 03 to all power reactor iicensoes & applicants for OL ro op- 
erator licensing nail exam schedule Svc list end 

VARGA, S A Associate Dircclor for ProJ eels (Post 670411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001-49005 056 


DOCKET 60-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency A fire prolecMon plans 

6610270435 Forwards revs to physical socurily & contingency plans, to be incorporated 
as Rev 16 to safeguards plan End withtield, 

KUNCL.LG Nebraska Public Power DistricI 68/10/13 MARTIN, RD Region 4, Ofc 
of Ihe DJreclor 2pp. 36373 '307-38373 308 

8903090347 Requesls noLificalion witbin 30 days II utii anticipates any problems In ac* 
commodatina non Region IV personnel In abbrevialed silo access program 
YANDELL.LA Region 4, Ofc of Iho Direclor. 89/02/02 TREv6fiS,GA Nebraska 
Public Power Oislricl 2pp 48783045 46783046 

8902280513 Forwards corroded B90202 FR notice et withdrawal of portion of 670710 &. 
660304 applications for amends to License DPR-4 6 Amends would revise Toch Specs 
re fire area barrier & peneJralron fire seals limiting conditions for opofalion 
0'CONNOR,P.W Project Dlrecioralo IV 89/02/15 TREVORS.GA, Nebraska Public 
Power District 3pp. 46624 123-46624*126 

8903080462 Advises that Rev 23 to safeguards plan consistent w/ provisions of 
IOCFR5054fpiA acceplablo 

CALLAN.LJ Region 4, Ofc of the Director 89/02/27. TBEVORS.QA Nebraska 
Public Power District. 2pp 46779 340 48779 352 

8903090112 Confirmation of Action Llr CAL-80-06 ra 800228 A 0301 conversations w/ 
util concerning actions taken in rosponso to Insp Rept 50 296/80 06 inciudtng training 
of socunty personnel on 10CFR73 7 i reporting requlromenls by 690316 
MARTIN.RD, Region 4, Ofc of iho Director 89/03/02 PARRISH Nebraska Public 
Power District 2pp 48874 001 46874 002 

0903200208 Forwards Insp Rept 50 298/89 06 on 890206-10 Violaliona noted 
CALLANLJ Region 4, Ofc of the Director 89/03/06 TREVORS, Q A. Nebraska 
Public Power District 2pp 48963 355 48963 357 

-8903200210 Partially withheld Insp Repi 50'208/a9 06 on 890206-10 (ref 
10CFR73 21) Violations noted Major areas Inspected physical Bocunty program 
including, mg t supporl,secunty program plan & audits & protected area physical bar- 
riers 

EAflNEST.AB. EVERETT.R J Region 4, Ofc of Ihe Direclor 80/03/01 Ip 
48963 357 46963 35? 

6903200132 Forwards fnsp Rept 50-298/89-OS on 890215 17 No violations or devi- 
ations noted, 

CALLAN.L J Region 4, Ofc of the Director 89/03/07 TREVORS.G A Nebraska 
Public Power Distrfcl 2pp 48965*141 49965146. 

-'0993200136 fnsp Repl 60-298/09-08 on 890216-17 No violations or doviahons 
noted Major areas ln5pec1ed,opera1ional status of emergency preparedness 
program,lncludmg changes lo EPiPs & changes to emergency racflitie8.equipment & 
instrumenlelion. 

TERC,N W , EVERETT.R J. Region 4, Ofc of fhe Director. 89/02/28 4pp 48065'143- 
48965 146 

8903200253 Revised emergency plan implemenling procedures, including Rev 6 to 
5.7 n .5 7 1 3,5 7.1 g, 5 7 23 & Rev 6 lo 5 7 26 W/89030a Itr 

MERRILL,C , MAYDEN.R . TREVORS. R A. Nebraska PabKc Power District 69/03/08, 
52pp 48969 103-40969, 155 


H. Qeperal correspondence 

8903010285 Comment opposing proposed rule 10CFR5O & 55 ro educational require- 
manla for operating personnefat nuefear power plants 

8AnUTH,W L Affiliallon Not Assigned 69/01/26. NRG - No Oeiallod Afftifakon Given 
1p. 46669004-48589,304. 


8903100352 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants Util conlinues to implement new programs & 
practices that enhance & improve maint 

kUNCL.LG Nebraska Public Power District 89/02/27 CHILK.S J Office of the Sec- 
retary of Iho Commission 3pp 4QB06 309 4BQ06 31 1 


J. Insurance & Indemnfty information 

8903239047 Complies w/property insurance reporting requirement of 10CFR50 54(w)(2} 
on property Insurance coverago List provides required Info detailing property Insurance 
cover^e carried by util tor plant Policy expires on 890501 

TREVCjHS.QA Nebraska Pubfic Powor Dislrld 89/03/17 Document Control Branch 
(Document Control Desk) Ip 49030 142 49030 142 


P. Operaifng license stage documents & correspondence 

8902200613 Forwards corrected 890202 FR notice of withdrawal of porlion of 870710 8 
OB0304 applications for amends to License DPR-46 Amends would revise Tech Specs 
ra lire area barrier & penetralion fire seals fimilinn conditions for operation 
O’CONNOR, PW Project Oireclorale IV 89/02/15 TREVORS.G A. Nebraska Public 
Power Disincl 3pp 48624 123 48624 126 

-8902200520 Corrected FR notice of withdrawal of applications for amends for Lfconso 
DPR 46, ref correct docket number 

O'CONNOR, PW Project Diroclorato IV 89/02/15 Ip 48624 126 48624 126 

8992280469 Responds lo Generic Ltr 88-14, ‘’Instrument Air Supply Sys Problems Af 
fecting Safely Related Equipment " Util performs quarterly dewpoint testing of Inslru 
monl afr sy5 which demonstrates consistent dewpoint below 32 F 
KUNCL.LG Nebraska Public Power District 89/02/20 Document Control Branch 
(Documoni ControJ Desk) 1 1pp 48626 296 48626 306 

89D301D145 Forwards Amend 128 to License OPR-46 & safety evaluation Amend 
changes implemenlalron date for rev of source range & Inlormedlate range monilor 
operaoiniy requirements Irom 890211 lo before luel loading during 1989 reluoiing 
oulage 

O’CONNOR.PW, Project Oireclorale IV. 89/02/21 TREVORS.G A Nebraska Public 
Power Dlslrict 4pp 48645.203 46645 212 

-0903010160 Amend 126 to License DPR -4 6, changing Implamontation date for rev of 
source range & jntermediato range monitor operability requirements from 890211 to 
before fuel loading during 1 969 refueling outage currently scheduled lo begin In Apr 
1969 

RLfBENSTEIN.L S Assistant Drroctor for Region IV Readers & Special Projects 89/ 
02/21 2pp 48645 207-46845,208 

<-8903010152 Safety ovefuation s^porting Amend 126 lo License DPR-46 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/02/21 4pp. 
48645 209-46645 212 

6903170190 Forwards summary of 890208 meeting in Region IV ofc re general Issues 
of Interest lo licensee & NRC.Supporting info also end 

CALLAN.LJ Region 4, Ofc of Iho Director 89/03/07 TREVORS.G A Nebraska 
PublicPower Oislifcl 64pp 46693 110-48893 173 

8903280071 Discusses TJ Oakes 990206 Itr re return of end plant spent fuel conlingert- 
cy pPan W/o plan 

CALLAN.LJ Region 4, Ofc of the Director 80/03/14 LINDER.LD Nebraska Public 
Power Distficl 3pp 49119 092-40119 094 

0903160296 Generic Ltr 69-02 to all holdors of OLs & CPs for nuclear power reactors re 
actions to improve detec|ioi> of counterfeit & fraudulently marketed producIs.Svc list 
end. 

VARGA, S,A. Associate Director for Proiects (Post 870411). 89/03/21 Consolidated 
Edison Co. of New York. Ir^o 57pp. 48960 001-48960 057. 


Q, Inspection reports, IE Bullellnfi & correspondence 

8902170112 NRC fnlo Notice 09 020, "VVeld Failures In Pump of Byron-Jackson 
Design “ Svc list end 

ROSSJ,CE Division of Operaticinaf Events Assessment (Post 870411) 89/02/24. 
Consolidated Edison Co. of New York, Ina 106pp 48572 043 48572'14B. 

6902210381 Supp1 1 to NRC tofo Notice 88 073, ’’Direction-Dependent Leak Character- 
istics of Containment Purge Valves ** Svc list end 

ROSSI, CE. Drvislon Of Operational Events Assessment (Post 870411). 89/02/27. 
Consolldaled Edison Co of New York, Inc 102pp. 48589 001-48589 1 10 

6902210564 NRC Info Notice 89 021, “Changes In Performance Charactenstfes of 
Molded'Case Circuit Breakers Svc list end, 

ROSSI.CE. Division of OperaUonal Events Assessment (Post 870411), 89/02/27 
Consolidated Edison Co of New York. Inc. 104pp 48578.032 48678 137, 

8903030408 Forwards Insp Rept 50-298/89-01 on 890101-0205 & notice of deviation 
CALLAN.LJ Region 4, Ofc of the Director 89/02/27 TREVORS.G A Nebraska 
PubJio Power District 2pp. 48667 268 48667 280, 

-8903030411 Notice Of deviation from map on 890101 0205 Deviallon no ted .Inal rumen I 
shutoff valves for sensing reactor pressure & reactor water level not sealed or locked 
as com milled to fn updated SAR 

^ Region 4. Ofc of the Director 69/02/27. Ip. 48667.268 48667.268 

-8903030414 Insp Rept 50-298/80-01 on 890101-0205 Devral Ion noled.Major areas 
In5pected.plant fitatus,opara(lona1 safety verificatfon, monthly surveillance & maint ob- 
servallons &. safety sya walkdowr> 

PICK.G A , BENNETT.W R , CONSTASLE.G L. Region 4, Ofc of the Director 09/02/ 
23 12pp 46657:269-486 &7‘2Q(7 

8903060536 Forwards Insp Rept 50-298/89 04 on 890123-27 No violations noted 
CALLAN.LJ Region 4, Ofc of the Director 89/02/28 TREVORS.G, A Nebraska 
Public Power Olsfricl. 2pp. 48767 169 48767 181 
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>-edQ30B0537 Insp Rept 50-29Q/B9 04 on 690123-27 No viofatio-ns or deviations 
nolod Major areas inspected solid radwasto & radioactive malls Iransporlalmn pro- 
grams 

NICHOLASJB, BAER, RE Region A, Ofc of the Director 09/02/23 tipp 
48767 171-48767 161 

S903130566 Forwards rosponso to SuppI 1 to NRG Bulletin 88 007, *’Powcr Oscillations 
in BWRs ” Applicable Gh interim stability recommendations described in Allachmeni 1 
incorporated into station procedures on 661109 

KUNCL.LG Nebraska Public Power Dislncl 89/02726 Document Control Branch 
(Document Control Desk) 4pp 46821 175 46821 178 

8903000493 Forwards Insp Rept 50 298/89-02 on 890123-27 Violations noted but cita- 
tion not being issued 

CALLAN.LJ Region 4, Ofc of the Director 89/03/01 TREVORS, 6 A Nebraska 
Public Power District 2pp 48767 060 40767 074 

-8903080497 Insp Rept 50 296/89 02 on 890123-27 Violation noted Major areas 
inspected engineering & technical support capabilities & aclivilies 
BARNES,! Region 4, Ofc of the Director 69/02/27 lOpp 46767 062-48767 074 

8903090112 Confirmation of Action Ltr CAL 89 08 re 890228 & 0301 conversations vtJ 
util concerning actions taken in response to Insp Rept SO 290/69 06 including training 
of security personnel on 10CFR73 71 roporlmg rec^uirements by 890315 
MARTIN, n D Region 4. Ofc of the Director 09/03/02 PARRIS,H Nebraska Public 
Power District 2pp 40874 001-48874 002 

8903160233 Forwards Insp Rept 50 298/69 05 on 800123-27 & 0206-10 & notice of 
violation 

CALLAN,LJ Region 4, Ofc of Iho Director 89/03/02 TREVORS.QA Nebraska 
Public Power Dislncl 2pp 48877 238-40677 248 

-8903160235 Notice of violation from Insp on 890123-27 & 0206 10 Violation 
noted failure to maintain training records 

* Region 4, Ofc of the Director 09/03/02 1p 48077 240-48877.240 

-8903160237 Insp Rept 50-298/89 06 on 890123-27 & 0206 10 Violation noted Maior 
areas inspected action on previously identified msp findings & hconsee self assess- 
ment capability 

MCNEILL,W M , BARNES, I Region 4, Ofc of the Director 09/03/01 8pp 4DD77 241- 
48877’249 

8902270158 NRC Info Notice 89-022, "Quostionabto Certification of Fasteners'’ Svc lisi 
end 

flOSSI,CE Division of Oporatlonat Events Assessment (Post 670411) 89/03/03. 
Consolidated Edison Co of New York, (nc 105pp 48732 001-48732 108 

8902280104 NRC Info Notice 89 023, "Environ Qualification of Litton Voam CIR Senas 
Electrical Connectors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidated Edison Co of New York, Inc 106pp 46723 038 48723 143 

8903140519 Forwards Insp Rept 50-290/69 09 on 89O213-10.Violatlona 
noted Enforcement conferonce scheduled for 690323 

CALLAN.LJ Region 4, Ofc of the Director 80/03/03 TREVORS,GA Nebraska 
Public Power District 2pp 46855 190 48855 196 

-8903140529 Insp Rept 50-269/89 09 on 890213 16 Potential violation noted Major 
areas inspected diesel ganorator air sys failures 

PICK.QA Region 4, Ofc of the Director BENNETT.W R , CONSTABLE.Q L Region 2, 
Ofc ol the Director 89/02/28 6pp 48655 192-48055 196 

8902280162 NRG Info Notice 69 024, "Nuclear Grilicatity Safety " Svc hat end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
89/03/06 Consolidated Edison Co of New York, Inc 96pp. 48700 252-46700 346 

8903200208 Forwards Insp Rept 50-298/69 06 on 690206-10 Violations noted 
CALLANLJ Region 4, Ofc of the Director 89/03/00 TREVORS.QA Nebraska 
Public Power District 2pp 46963 355-46963 357 

-8903200210 Partially withhold Insp Rept 50-298/69-06 on 890206-10 (rof 
10CFR73 21) Violations noted Major areas inspected physical sacunty program 
lncluding,mQt support, security program plan & audits & prolected area physical bar- 
riers 

EARNEST.AB. EVERETT,R J Region 4, Ofc of Iho Diroclor 09/03/01. Ip 
48963 357-48063 367 

8903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safety Related Equip- 
ment " Svc list end 

ROSSI.CE Division of Operalionel Events Assessment (Post 970411) 80/03/07 
Consolidated Edison Co of New York, Inc 105pp 48741 053-48741 156 

8903200132 Forwards Insp Rept 50-298/89-06 on 890215-17 No violations or devi- 
ations noted 

CALLAN.LJ Region 4, Ole of Iho Director 89/03/07. TREVOHS.GA Nebraska 
Public Power Dlsuict 2pp. 48965 141-4B965 146 

-8903200136 Insp Rept 50-290/89 08 on 090215-17 No violations or deviations 
noted Major areas inspected operational status of emergency proparodnesa 
program, Including changes lo EPjPs & changes to emergency facllilies.equipmenl & 
insUumenlatlon. 

TERC.N M , EVERETT, R J Region 4, Ofc of the Oireclor 89/02/28. 4pp. 4B965 143- 
48965' 146 

8903200186 Informs that Insp Rept 60 298/88-32 cancelled.therefore no Insp rept will 
be Issued for rept 

CALUN.LJ. Region 4. Ofc of the Director, 89/03/07 TReVORS,GA Nebraska 
Public Power Dislnct Ip 46971 056-46971,056 

0903020165 NRC Info Notice 89-027. "Limilatlons on Use of Waste Forms & High In 
legrity Containers for Disposal of Low Level Radwaste " Svc list end 
QREEVESiJ.T Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08 Consolidated Edison Co. of New York, Inc 117pp 48798114- 
48798.231. 

6903170424 Notice of enforcement conference w/ulil on B90323 in Arlington, TK 
CONSTABLE, G L. Region 4, Ofc ol the Director 89/03/08 Region 4, Ole ol the Di- 
rector 2pp, 48953 232-48953 233 


6903080372 NRC Info Notice 00-020, "Weighi Cir of Gravity Discropancios for Copes 
Vulcan Air Operated Valves " Svc list encT 

ROSSI.CE Division of Operational Events Asseasmonl (Post 870411) 09/03/14 
Consolidated Edison Co of Now York, Inc t07pp 4QD95 001 4B896 109 

8903090021 NRC Info Nolico 89-020, ‘Tolonlial Taiture of ASEA Brown Bovori Circuit 
Breakers During Seismic Event " Svc list end 

ROSSI.CE Division of Opcialional Events Assessment (Post 670411) 09/03/15 
Consolidatod Edison Co of New York, Inc I06pp 40070 053 48070 160 

B903090133 NRC Info Nolico 89-030, ■"High Temp Environs at Nuclear Power Plants" 
Svc list end 

ROSSI.CE Division ol Operational Evenls Assossmenl (Post 670411) 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 48805 110 48895 215 

8903160427 NRC Info Nolice 89-031, "Swolling & Cracking ol Hafnium Control Rods" 
Svc list and 

ROSSI.CE Division of Operalionel Evants Assessmor^l (Post 670411) 69/03/22 
Consolidated Edison Co of New York, Inc 102pp 48086 001-46966 103 

6903200014 Forwards Exam Rep I 60-2Dfl/OL 69 01 of oxam Qdiriinlslerod during wk of 
690227 

CALLAN.LJ Region 4, Ofc of the Director 80/03/22 TREVORS.G A Nebraska 
Public Power Dislncl 2pp 49066 233 49066 336 

-890 3260018 Exam Rept SO 2GG/OL-B9-01 on 890226-0302 Exam results one senior 
reactor operator & lour reactor oporotors passed all portions of exams One reactor 
operator failed wrillen exam 

WHITTEMORE.J E., PELLET.J L Region 4, Ofc of Iho Director 89/03/20 84pp 
49066 235 49066 318. 

-8903280020 Forwards commonts on questions & answers associated w/ NRC admlnis 
lered during on 890228 0302 Concerns should bo considered dunng grading ol written 
exams 

TREVORS.G A Nebraska Public Power District BD/03/03 Region 4, Ofc ol the Direc- 
tor. 18pp. 49066 319 49066 336 

8903170419 NRC Info Nolico 09 032, " Surveillance Tasting of Low Temp Overpressure 
Protection Sys " Svc list onci 

ROSSI.CE Division ol Oporallonal Events Assossment (Post 870411) 89/03/23. 
Consolldalod Edlaon Co of Now York, Inc 104pp 40902 044 40992 147 


R. Periodic operating reports & related correspondence 

8903030505 "Cooper Nuclear Station Somlannual Operating Rept Radioactive Elfluenta 
for Jut Doc 1968 '■ W/C00217 Hr. 

TREVORS.QA Nebraska Public Power Dislnct GO/12/31 305pp 48702-141- 
48703.085 

B9030B0248 "Annual Opoeating Rent for 1008 " W/00022& Hr 
TREVORS.QA Nebraska Public Power Disiricl DB/12/31 3Bpp 48767187- 
40767 224 

89 0 3240173 Monthly operating rept for Cooper Nuctoar Station for Feb 1969 W/600307 

Hr 

SCHEUEnMAN.J.T , HORN.Q R Nebraska Public Power Dlalrlcl 09/02/28 5pp 
49039 203 49030 287 


$. Reportable occurrences, LERs & rclaled correspondence 

6903030463 LER 09-001-00 on DG0 125, automatic reactor scram duo lt> high neutron 
flux occurred Caused by stem disc separation & seating of main disc resulting In pres- 
sure spike mboard & outboard MSlVs rorurblshod.W/8e0224 Hr. 

REEVeS.D.L., KORN.G R. Nebraska Public Power Distrlcl 00/02/24 6pp. 40602 162- 
40602 167. 

0903100251 LER 69 002 00 on 890 131, unplanned acluallon of reactor protection sys & 
Groups 2,3 & 6 Isolations occurred Caused by fnadequate job planning & lack of con 
centra ti on on task Planl ays roslorod lo prior modo of operations W/a9O302 Hr. 
REEVES.O L. HORN.G R NobrashB Public Power Disiricl 89/03/02 4pp. 46802 339- 
48602 342 

8903220511 Advises that NRC received 10CFR21 nolificallon from WPPSS, addrossing 
discovery of unmonltored radiological reloase path ai Washington Nucloar Plant Unit 
2, that was caused by design error by Burns & Roo.lnc Related LER oncl. 
O’CONNOR.PW Proioct Directorate IV. 09/03/08 TREVORS.G, A Nebraska Public 
Power District. 3pp 49005:057-49005 064 

6903240058 LER 09 003-00 on B002l3,em6rnoncy diosol gonomior manually shutdown 
& declared Inoperable duo to air leak In 3D psig conlroT air header Caused by inad- 
equate design control Supports added & tubing rerouted lo minimize cyclic stress 
KRAUSE, n . HORN.G R Nebraska Public Power Dlstricl. 69/03/15, Spp 49046 046 
49046.052 

8903280255 LER 86 011 OO.on G90220,a& found difforontial pressure for RHR pumps A 
& C found above required action level Caused by personnel orror.On duly shiH super- 
visor counseled & shill supervisors required to review procedures. W/fl90322 Hr. 
KRAUSE,R.W,. HORN.G R Nebra^a Public Power District 80/03/22 4pp 
49074 235-49074 236 


V* Operator ExainEnatlona 

0903280014 Forwards Exam Rept 50-208 /OL-89-01 of exam administered during wk of 
690227. 

CALLAN.LJ. Region 4, Ofc of the Diroclor. 80/63/22. TREVORS.G, A. Nebraska 
Public Power Disfrict 2pp. 49066-233-49068.336. 

-B003280D1B Exam Rept 69 298/01-00 01 on 890228 0302 Exam results one senior 
reactor operator & lour reactor operators passed all portions of exams One reactor 
operator tailed written exam 

WHlTTEMORE,J,E , PELLET, J.L Region 4. Ofc Of the Director. 69/03/20 04pp 
49066 235-49066*31 0 
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. 89O32BIW20 Forwards comments on questions & answcis associalGri w/NRC adininis 
dimng on 690228-0302 Concerns should be considGicd during Qrading ol wnllon 


T^eToRS G a Nebraska Public Power Districl 09/03 /'03 Region 4 OFc ol the Oirec 
tor tPpp 49066 319 49066 336 


8903220159 Generic Ur 09 03 lo all power reactor licensees S applicanls for OL ro op 
(i/atnf liccnsjna nail exam schedule Svc list end 

VAHG^ A A^sS'ltD Difector (or Proiecis (P05l 870411) 09/03/24 Ctonbol.clalotl 
Edison Co ol New York, Inc 54pp 49005001 49005 056 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT. UNIT 2 


0903160285 Forwards revised Tech Spec pago lo 890224 application for amends lo Li 
censes DPB-24 & DPR 27.consisting ol Tech Spec Roquosl 12B,pQr NRG 890301 
request Clarificaiton ol motor- driven auxiliary feedwater pump slarl provided 
FAY.CW Wisconsin Electric Power Co 89/03/03 Document Control Branch {Docu- 
ment Control Desk) 3pp 40893 049 4QB93 052 

-8903160291 Revised Tech Spec Table 15 1 5 3 on omergonoy cooling 
' Wisconsin Efeclric Power Co 09/03/03 Ip 48693 052 40093 052 

8903179047 Forwards exomplion from lOCFRBO.App l< fo injection inolhod of low pres- 
sure ECCS into upper plenum of reactor in event of LOCA 

SWENSON.WH ProjGCl Directorate ll(-3 89/03/08 FAY.CW Wisconsin Fleclnc 
Power Co 2pp 48893 199-48693 207 


F Security, medJea!, emergency & lire proleclfon plans 


8903130010 Forwards public version of revised EPiPs including Rev 15 lo EPIP 1 3, Rev 
6 to EPJP 3 1 S Rev 13 lo EPIP 4 1 W/ DH Grtmsfey undid rcloase memo 
FAYCW Wisconsin Electric Power Co 89/02/21 Oocumenl Control Branch {Ooru 
meni Control Desk) 5pp 48818 154 48818 314 


-6903130022 Public version of Revised EPiPs includirg Rev 15 lo EPIP 1 3,Rev 6 To 
EPJP 3 1 Rev 13 10 EPIP 4 1 & Rev 3 to EPiP 4 2 
• Wisconsin Electric Power Co 89/02/21 156pp 48618 159 48818 314 


8903240223 Advises of acceptability of proposed scope of participation & objeclives (or 
clan 1 890315 exercise ^ * 

GREGER,LR Region 3. Ole of Ihe Director 89/03/01 FAY.C W Wisconsin Electric 
Power Co Ip 49039 176 49039 176 

8903140236 Final response lo FOIA request for doc umenis Forwards App A 
documents App A documents also available m PDR 

GRIMSLEY,OH Document Control Branch (Documenl Control Desk) 69/03/09 
HAWKINS M ImpellCorp 2pp 4B875082 48B75 063 


-8903140279 fnforms that Region ill required lo participate in emergency response ex- 
ercises on quarterly basis Approved exercises for FYBO listed 

NORELIUS.CE Region 3, Ofc of Ihe Director 88/06/15 Region 3. Ole of the Direc- 
tor 5pp 48B75 108 48875 112 


89032702B1 Forwards Page 58 ol plant security plan W/o end 
SCHIFF.LC Wisconsin Electric Power Co 89/03/13 NRC - No Delaifed Affiliation 
Given ip 19055 073 49055 073 


B9Q3240290 Advises that Revs 29 & 31 to emergency plan consistent w/ provisions of 
I0CFR50 54(q) & acceptable 

GREGBR.IR Region 3. Ofc of Ihe Director 89/03/ 15 FAY.CW Wisconsin Electric 
Power Co 2pp 49039 258 49039 259 


H. General correspondence 

8903010429 Comment opposing proposed rule 10CFR50 ro effecliveriDss of maml pro- 
grams for nuclear power plants 

FAY.CW Wisconsin Electric Power Co 89/02/17 OockoUng & Services Branch 3pp 
48670 10B 48670 1 ID 

8903080039 Comment opposino proposed rules 10CFR50 & 55 ro degree requirement 
for senior reactor operator (SRO) Unless grandfathered m next 4-5 yrs author to be 
locked out of lob & does not intend spending 20 plus yrs as reactor operator 
VARGA, fl Affiliation Not Assigned 89/02/22 Office of the Secretary of lha Com mis 
swn 2pp 46745 222-46745 223 


I. Financial Information 


0902270244 Forwards util guaranleo of paymenl of retrospective premiums for Unils 1 & 
2 Certified ulil annual financial slalemonls for yr ending 8812^1 & certified cash flow 
protection for 1989 end 

REMMEL.JG Wisconsin Electric Power Co 89/02/15 MURLEY.TE Office of Nucle- 
ar Reactor Regulation, Director (Post 870411 ) 1 9pp 48587.1 55 48587:1 73 


P. Operating license stage documents & correspondence 


-8903170052 Exemplion from lOCFRSO.App K ro injection of fow prossuro ECCS into 
upper plenum of reaclcr in event of LOCA 

HOLAHAN.GM Division of Reactor Projects III.IV.V A Special Projects (Post 
870411) 69/03/00 Wisconsirt Electric Power Co 7pp 40893 201 48893 207 

0903210022 Submits steam generator tube rupture analysis mlo.por Tech Spec Chango 
Request 127 .increasing allowable core power peaking factors Justification for 30 
minule safely injection termination time used m analysis provided 
FAY.CW Wisconsin Eloctnc Power Co 89/03/10 Document Cofilro! Branch (Docci- 
monl Control Desk) 3pp 48982 193 48982 195 

0903260167 Application tor amends fo Licenses DPfl-24 & DPR 27, consislmn of Tech 
Spec Change Request 129 elmninating function from overpowor DoUaT (OPDT) sol- 
poinl to increase Ilexibilily of operation at full power 

FAY.CW Wisconsin Electric Power Go 89/03/17 Documenl Control Branch (Docu- 
menl Control Desk) 4pp 49075 096 49075 104 

-6903280169 Proposed Tech Specs.elimmaling f(l) funclion Irom overpower Dol1a-T 
setpoint to mcfoase flaxibiUty of operation at full power by allowing use of full flux dif- 
feronce operating envelope- 

• Wisconsin Electric Power Co 89/03/17 3pp 49075 102-49075 104 

8903160296 Generic Ltr 89 02 to all holders of OLs A CPs for nuclear power reactors ro 
acltons to improve detection of counterfeit A fraudulently markotod products Svc list 
end 

VARGA, S A Associate Director for Projecls (Post 870411) 89/03/21 Consolidatnd 
Edison Co of Now York. Inc 57pp 46960 001 40960 057 


Q. Inspection reports, IE BulleUns A correspondence 


8902260552 Discusses S9011O-1 1 domonslration for insp of reactor vessels Compute/- 
based ultrasonic losling sys A new focused transducers have capability for more real- 
istic A accurate flow dimonsioning than beam spread correction usod in past 
STAHLE.C Project Direclorale 1-3 89/02/14 MECREDY.R C Rochoslor Gas A Elec- 
Inc Cerp 3pp 48624 155 4B624 159 

-6902280553 Discusses 890110 11 meetings re nozzle sizing study Most accumto 
sizing obtained by collecting data of edge diffracted waves from goomotne oxtromltlos 
of flaw 

GIESKEJ H Sandia National Laboratories 80/01/13 HUM.MR Malonals Enginoor- 
mg Branch 2pp 48624 15 6 4 8 624 159 

B902170112 NRC Info Notice 69 020, “Weld Failures in Pump of Byron Jackson 
Design ” Svc list one! 

ROSS1.CE Division of Operational Events Assossmoni (Post 870411) 89/02/24 
Consolidated Edison Co of New York, Inc. 106pp 48572 043 48572 140 

8902210351 SuppI 1 lo NRC Info Notice 88 073. "Direction Depondonl Leak Character- 
islics of Conlainmenl Purge Valves ’’ Svc llsl end 

ROSSI, CE Division of Operational Events Assessmoni (Post 070411) 09/02/27 
Consolidated Edison Co of New York, fnc 102pp 40589 001-48589 110 

8902210564 NRC Info Notice 80 021, "Changes in Performance Characlorlslica of 
Molded Case Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assossmoni (Post 070411) 09/02/27 
Consolirialed Edison Co of New York, fnc 104pp 48578 032 46578 137 


8902240181 Fonvards notice of consideration of issuance ol amend lo Licenses DPR- 
24 A DPR 27 under TAGs 68862 A 68863 re nuclear fuel storage ennchmenls 
SWENSON.WH Project Directorate 1113 68/82/15 FAY.CW Wisconsin Electric 
Power Co 2pp 48583 351 48583 357 


-8902240187 Notice of consideration ol issuance of amend to Licenses DPfl*24 A 
DPR 27 A opporlunity for hearing re changing Tech Specs to increase U 235 contem 
per total centimeter for OFA fuel assemblies A lo permit use of axial fuel blankets 
WAMBACH.TV Project Directorate III 3 89/02/15 5pp 48563 353 46663 357 


8903010047 Advises that confirmation of environ qualificalion of neuton flux 
monitors per Reg Guide t 97 .delayed until first refueling outage after Gamma Meincs 
provxfes qualified items 

FAY.CW Wisconsin Electric Power Co 89/02/17 Documenl Control Branch (Docu 
menl Control Desk) 2pp 48646.102-48646103 


8M30 10376 ResMods to Generic Ur 88-14, ■'Inslrumenl Air Sys Problems Affecting 
batety Related Equipment" Discharge control valves for two eleclric-dwen auxiliary 
fe^waler pumps designed to fait open upon loss of Snstrume nl ai r 
FAY C W W^onsin Electric Power Co 89/02/20 Oocumenl Cor^lrol Branch (Docu- 
ment Control Desk) 5pp 48646 195-46646 1 99 


8903130409 Forwards Safety Insp Repts 50 266/89 05 A 60-301/09 05 on 090130- 
0203 Violation of 10CFRSO 59 re required safety ovaluaiion noted No nolle© of viola- 
tion will be issued based on action to improve implementation of rogulatlon 
WRIGHT.GC Region 3. Ofc ol the Director 89/03/02 FAY.CW. Wisconsin Eloclric 
Power Co 2pp 40019 260 48819 270 

-8903130419 Insp Rants 50-268/69-05 A 50-301/89 05 on 890130 0203 Violations of 
1OCFR50 59 noted Major areas inspected design changes A mods 
HASSES.R A , PITILUPS.M P . LOUGHEED.V P. Region 3, Ofc Of the Diroclor 00/03/ 
02 9pp 48819.262-48819. 270. 

6902270156 NRC Info Notic© 89 022, "Questionable Certification of Fasteners " Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/03 
Consolidated Edison Co of Naw York, Inc 105pp 40732 001-48732 106 

6902260104 NRC Info Nolico 09-023, "Environ Qualification of Lilton-Voam CIR Series 
Eleclricaf Connectors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consofidaled Edison Co of Naw York, Inc 106pp 48723. 038 4B723 1/-,3 


8903030037 Application for amends lo Lfeenses DPR 24 & DPR~27, consisting of Tech 
128.revising Item 3 b. "Auxiliary Feedvrater" of Tech Spec 
Table 1535 3. "Emergency Cooling" 

^ B9/02/24 Oocumeni Conlrof Branch (Docu- 
ment Corrlrol Desk) 2pp 48716 001-48716 003 


8903140347 Responds lo NRC Bulletin 88 01 1. "Prossurizer Surge Uno Thermal SlralUi- 
catlon" Util parlicipatinp in program intended lo resolve Issue through WestinghousQ 
Owners Group (WOG) WOG program objectives listed 

FAY,CW Wisconsin Eleclnc Power Co 09/03/03 Document Control Branch (Docu- 
ment Control Desk) 4pp 48854 226-48854 229. 


** V^Em^en^°SSohng^^^ ^ Feedwater/* A Table 15 3 5 

* Wisconsin Eleclnc Power Co 89/02/24 Ip 4B716 003-48716 003 


6902260162 NRC Info Notice 89 024, "Nuclear Criticality Safety." Svc list end 
CUNNINQHAM,R E, Division of Industrial A Medical Nuclear Safely (Post 870729) 
89/03/06 Consolidated Edison Co of New York, Inc aSpp 48700 252-48700*348 
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8903010207 NRC Info Nolice 00 026, "Instrumenf Air Supply lo Saloly Ralalod Equip 
monl " Svc fist onci 

ROSSt.C E Division of Operalional Evonls Assessmonl (Post 070410 00/03707 
ConsolidatorJ Edison Co of Now VorH, Inc 105pp 40741 053 48741 ISO 

8903020165 NRC Info Notice 09 027, "Limitations on Use of Waste Forms & Highi In 
fegrity Containers for Disposal of Low Level Radwaslo " Svc list end 
GREEVESj T Division of Low Level Wasfo Managennont & Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of New York, Inc 117pp 48798 114 
48798 23 1 

89030B0372 NRC Info Nolice 89 028, “Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves ” Svc list oncT 

ROSSI, CE Division of Operational Evonls Assessment (Post 870411 J 89/03/14 
Consolidafed Edison Co of Now York, Inc 107pp 40095 001 40095 109 

8903090021 NRC Info Nolico 89 029, "Potential Failuro of ASFA Brown Boveri Circuit 
Breakers During Soismic Event ” Svc list end 

ROSSI, CE Division of Oporational Events Assossment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc lOGpp 48870 053 40070 169 

8903090133 NRC Info Nolico 00 030, "High Tomp Environs at Nuclear Power Plants*’ 
Svc lisl end 

ROSS1.CE Division of Operational Events Assessmonl (Post 870411) 89/03/15 
Consolidated Edi'ion Co of Now York, Inc 106pp 48895 110 4Q895 215 

6903160427 NRC Info Notice 89 031, "Swelling & Cracking of Hafnium Control Rods" 
Svc list end 

ROSSLC E Division of Operational Events Assessmonl (Post 070411) 80/03/22 
Consolidated Edison Co of New York. Inc 102pp 40986 001-40986 103 

6903170419 NRC Info Nolice 89 032, "Surveillanco Testing of Low Temp Overpressure 
Proloclion Sys *’ Svc list end 

ROSSLC E. Division of Operational Evonls Assessment (Post 870411) 89/03/23. 
Consolidated Edison Co of Now York, Inc 104pp 40992 044-40092 147 


R Periodic operating reports & related correspondence 

0903030490 "Semiannual Monitoring Ropl.Jul Doc 1900" W/890227 lU 
FAY.CW Wisconsin Electric Power Co 08/12/31 IQpp 40601 001-48691 01 o 

6903080089 "Personnel Exposure & Monitoring, CY 1908 " W/090223 (tr 
FAY.CW Wisconsin Eleciric Power Co 80/12/31 2pp 48768 214-48760 215 

8903080484 "Annual Results & Data Ropt 1980 for Point Beach Nucloar Plant Units 1 & 
2 " W/090227 Ifr 

FAY.CW Wisconsin Electric Power Co 60/12/31 126pp 48766.103 40766 230 

6903160042 Monthly operating repis for Feb 1989 for Point Beach Nudoar Planl.Unih 1 
& 2 W/890309 fir 

KRAUSE.CW, FAY.CW Wisconsin Electric Power Co 89/02/20 9pp 48885 003- 
48885 011 


S. Reportable occurrences, LERa & related correspondence 

6903130396 LER 89-001 00 on 0 90203,0 perator dicovered both supply breakers in open 
position due to simultaneous automatic turbine runback Cause not positively 
Identified Efforts will bo made to ease difflcully w/supply breakers Wy890303 Itr 
FAY.CW Wisconsin Eleciric Power Co 89/03/03 5pp 40820 085 48020 089 


V* Operator Examinations 

8903080174 Advises that oporator & senior licensing exams scheduled (or wk of 
89061 2 Util requested lo provide end approved ref mall at least 60 days prior to exam 
date 

WRIGHT, GC Region 3, Ofc of the Direclor 89/02/23 FAY,CW Wisconsin Electric 
Power Co 12pp 48767 101-48767 112 

6903280193 Confirms 890323 mgt meeting in Glen EiiynJL to discuss pians lo improve 
reactor operator requalificalion program 

GREENMAN,E G Region 3. Ofc of the Director 89/03/20 FAY.CW Wisconsin Elec- 
tric Power Co Ip 49075 210-49075 210. 

6 9032201 S9 Generic Ur 89 03 to all power reactor licensees & applicants for OL re op- 
erator liconslng nail exam schedule Svc list end 

VARGA.SA Associate Director for Projecls (Post 870411), 89/03/24 Consolkdaied 
Edison Co of New York, Inc 54pp 49005 00 l-49005‘05a 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F, Security, medical, emergency & fire protection plane 

B902230404 Rev 45 to Emergency Plen Implementing Procedure EM-206, ’‘Emergency 
Plan Roster & Notification " 

STEPHENSON, J D Florida Power Corp (subs of Florida Progress Corp), 89/02/15 
23pp. 48569 174-46509 196 

8903020074 Forwards Insp Repl 50 302/89 01 on 890101-27 & notice of violation 
ERNST.ML Region 2. Ofc Ql the Director 89/02/17 WILGUS.WS Florida Power 
Corp (Subs of Rorida Progress Corp) 2pp 48672 122-48672 136 

-8903020085 Insp Rept 50-302/89 01 on 890101-27 Three violations noted Meior 
areas inspected plant operations.securily, radiological controls, LER & nonconforming 
operations repts.tollowup on onsite events & licensee action on previous insp items 
HOLMES RAY.P , TEDROW.J . CRLENJAK.R. Region 2. Ofc of the Director 89/02/ 
16 lipp 48672 126 4B672 136 

8903080301 Forwards Rev 4 to modified amended security plan Rev withhold (ref 
10CFR73 21) 

WIDELL.R C, Florida Power & Light Co 89/02/28 Document Control Branch (Docu- 
ment Control Desk) Ip 48768 036 40768 035 


B90-3140236 Fmai rosponso to FOlA request for doc umen Is Forwards App A 
documents App A documents also availablo in PDH 

GRIMSLEY.DH Documont Control Branch (Documonl Control Desk) 89/03/09 
HAWKINS.M ImpellCorp 2pp 40875 082 48875 083 

-8610130013 Informs of headquartars parltcinauon in listed exorcises vy/ regions for 
1900-1909 

SPESSARO.RL Division of Operational Assessment (Post 870413) 88/09/23 
ALIAN.J M Region 1. Ofc ot Ifio Director 2pp 4007S 004-48075 085 


H General correspondence 


8903160466 Requests changes to sid dislribu lions per corporato organizelionai 
changes Strf disfribufiort changes encf 

WILGlIS.WS Florida Power Corp (subs of Florida Progress Corp ) flO/02/23 Docu 
men I Control Branch (Oocumont Control Desk) 3pp 4GB78 175 4BS78 177 

8903100236 Commonl on proposed rulo 10CrR50 ro ensuring affeclivenoss of main! 
promms for nucloar power plar^ls Industry actions m malnl area offecUva w/contlnu 
inn Tmprovomont across Industry Bniance of plant oquipmanl inappropnato 
WTdELL.RC Florida Power Corp (subs of Florida ProgroBS Corp) 89/02/28 
CHILK.SJ Office of Iho Socrctory of ttiQ Commission 2pp 40806 159 48006 160 


J. Insurance & indemnity Information 


8902270612 Forwards endorsomonls lo listed NELIA & MAELU policiOB & cortificalos 
OCONNOR.DJ Marsh & McLennan, Inc 89/01/ID DINITZ.I Office of Nucloar Reac- 
tor Rogulation, Oireclor (Post 070411) 125pp 48505 055-40505 179 

0903240345 Forwards itemization of nucloar onsito properly Insurance currently in place 
for facility 

V/IOELL,RC Florida Power Corp (subs of Florida Progross Corp ) 69/03/17 Docu 
menl Control Branch (Oocumont Control Desk) 2pp 49040 010-19010 020 


P. Operating license stage documents A correspondence 


8902280136 Responds (o Qonoric Ltr 08-14, "Insfrumonf Air Supply Sys Problems Af- 
foclmg Bafety-Refatod Equipment ’’ Task force croated to evaluate full range of ac 
lions & plan instituted consisting of Hated elemonta 

WIDELL.R C Ftorida Powor Corp (subs of Honda Progross Corp) 89/02/09 Docu- 
monl Control Brandi (Documonl Control Desk) 5pp 40633 22Q 46633 233 

8982270436 Requests discretionary enforcemont associated w/porformance of surveil 
lance roquired by Tech Spec 4 3 111 Liconsao proposes lo delay performance of 
next monthly test until plant rostartod rollowing repair of reactor coolant pump 
WIDELL.R Cj Florida Power Corp (subs of Florida Progress Corp) 09/02/ 14 Region 
2. Ofc of Iho Direclor 3pp 48566 050-4B58 6 061 

8902270293 Forwards Amend 110 to License DPR-72 & safely evaluation Amend ro 
visos Tech Specs to moclily surveallance roquirements allowing tostinQ of high & low 
pressure injection sys in Modes 3.1,5 or 6 ralhor fharv In Mode Q only. 

SILVER, H Project Dirocloralo 11-2 89/02/16 WfLQUS.WS Florida Power Corp 
(subs of Florida Progress Corp ) 2pp 4D586019 4Q5Q6 028 

-8902270298 Amend 110 to License DPn-72, revising Tocli Specs survoillanco rcqulro* 
ments to allow testing of high & low pressure Injecfion sys in Modes 3,4,5,or 6 rather 
than in Mode 6 only 

BERKOW.I I M. Piofect DIreclorato 11-2 60/02/16 4pp 48506 021-48506 024 

-6902270302 Safely evaluation si^porling Amoetd 1 10 lo Liconse PPR-72 
‘ Office of Nucloar Reactor Regulation, Director (Post f}704n) 69/02/16 4pp 
40506 025 40586 028. 

0902130160 Provides facllily lab resuits on spiked liquid samples of NtlC confirmatory 
moasuremonf s program. 

WIDELL.R C Florida Power Corp (subs of Florida Progress Corp,) 09/02/ 17 
KAHLE.J 0 Rogion 2, Ofc of tho Orroctor tp 48029 328-40829 326 

8903090150 Ack foceipt of 090214 Hr requesting discrotiona^ enforcemonl to allow 
continued opera1lor> w/roactor coolant pump power monitor channnis Tech Spec sur 
veillance not porformoU Hoquosl granted in 690216 lolcon. 

ERNST.ML Region 2. Ofc of Ih© Director 89/02/24 WILGUS.WS Florida Power 
Corp, (subs ot Rorida Progress Corp) ip 487Q0 012-40700 0 12 

6903200141 Discusbos utbl resolution ol TMI Action Horn lll<3 5. ‘'RaBc’C/f Coolant 
Pump Trip" Issue rosolved basod on use of B&W Owners Group molhodologlosi m 
response lo Qananc Ltr 06-05 

SILVER.H Project Diroctorato !l z 89/03/16 WILGUS.WS Ficicuia Power Corp 
(sobs of Florida Progress Corp ) 2pp 48971 116 40971 117, 

8903220 421 Forwards Slate of Ft temporary oparaling pormil Purmil cc nsolidalos slste 
surface water discharge permits for Unils 1,2 & 3 8 ailowB cor tinueh plant oporaflon 
while helper coolmg towors under const at site 

WILSON.KR Flondsi Powor Corp (subs of Florida Progress Corp ) 89/03/16 D03u* 
mont Control Branch (Document Control Desk) 26pp 49005 272 49695 319 

8903230192 Corrects response lo Ogestien 4 in 881010 Hr re Sup pi 1 to NUREQ 0737. 
"DCRDR " Two of elghl indicaling liglits on diosol generator A paialloi Week & diesel 
generator B parallel block identified w/o annuncialor points 

WIDELL.R C Florida Powor Corp (subs ol Florida Progress Corp ) 80/03/ 1 7. Dccu- 
mont Confrof Branch (Document Conlrof Desk) 2pp 40020 164 4902Q 165 

8903160296 Generic Ltr 89 02 to all holders of OLs & CPs lor nucloar power reactor a ro 
actions to improve detection of cognferfoit & fraudulonlly marketed products Svc list 
end 

VARGA.SA ASBoctale Director for Proiects (Post 8704(1) 89/03/21 Consolidafed 
Edison Co, of Novir York. Inc 57pp 49960 001 -4806 9 057 
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0. Inspection reports, IE Bulletins & correspondence 

8902230504 Forwards Rev 2 to, '"Inservice Insp Repair & Roplacemenl Program ” 
Rev.whic^ Gonsl&ls of minor housekeeping changes, updates & replaces oartier pro- 
gram submitled on 680209 

WIDELL.RC Florida Power Corp (subs of Florida Progress Corp) >&9/02^09 Docu- 
menl Control Branch (OocumBr^l Conlrol Desk) Ip 48555 315-48556 341, 

> 0902 2 3 DS 35 Rev 2 to “Inservtce Insp Repair & Replacement Program '* 

COOPER, J Florida Power Corp (subs ol Florida Progress Corp ) 89/'02/09 26pp 
48555 316 48555 341 

8903020074 Forwards Insp Rept 50 302/89 01 on 690101 27 & notice of violation 
ERNST, Ml Region 2, Otc of the Director 89/02/17 WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 40672 122-48672 136 

“0903020080 Notice of viotalion from insp on 890101-27 Viotalion noted whale perform- 
ing plant heatup, one mam feedwater (FW) pump unlalched when reactor protection 
sys channels removed from shutdown bypassjesutling In emergency FW sys actu- 
ation 

ERNST.M L Region 2. Ofc of Ihe Director S9/02/17 2pp 4B672 124 48672 185 

“89030200 B 5 ln$p Rept 50 302/69 01 on 890101 27 Throe vlotations noted Major 
areas inspecteo plant operations, security .radiological contfols,LER & nonconforming 
operations repls, followup on onsite events & licensee action on previous insp dems 
HOLMES RAY.P, TEDROW.J . CRLENJAK.R Region 2, Ofc of Ihe Director 89702/ 
16 tipp 40672 126 46872 136 

8902260266 Responds to violations noted in fnsp Rapt 50 302/80-34 Correclive 
actions nonconforming repl wrillen & surveillance re-performed to declare channel op 
orebla & technical review of procedures for reactor protection sys channels bogun 
WIDELLpRC Florida Power Corp (subs of Florida Progress Corp ) B9/02/22 Docu- 
ment Control Branch (Oocumeni Control Desk) 3pp 48624 251-4B624 253 

8903090031 Confirms telcon between W Rossfeld & K Poeilnar on 890206 re enforce- 
ment conference to be conducted on 890306 in Region II ofc for discussion of undor- 
sizod Asco solenoid valves as delineated in 50 302/66-01 

ERNST.M.L. Rejfon 2, Ofc of Ihe Diredor 80/02/22 WILGUS.WS Florida Power 
Corp (subs of iNOrida Progress Corp) Ip 40780 010 407BO 010 

B903090167 Notification of significant licensee moeling w/ulil on 890306 1o discuss un- 
dersized ASCO solenoid valves issue 

CHLENJAK.R V Region 2, Ofc of the Director 69/02/22 Region 2, Ofc of tho Direc- 
tor Ip 48800 060 46800 060 

6902170112 NRC Info Notice 89-020, ' Weld Failures In Pump of Byron-Jackson 
Design " Sve list enci 

ROSSI, CE Divlsron of Opeiational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043-48572.148 

0903100073 Forwards Region I! Ur 1o licensee aulhorizmo discretionary enforcement & 
ficcnsee requosi Basis for granting enforcemont is that plant will be shut down no 
fater than 89022B to repair failed reactor coolant pump 

STaHR,J P Region 3, Ofc of Ihe Direclor 89/02/24 TAyt.OR.JM Office of Nuclear 
Reactor Regulation, Di/ector (Post 870411) 2pp 40804 024-48604 029. 

8902210351 SuppI 1 to NRC Into Notice 88-073. "Oireclion Dependent Leak Character- 
islrcs of Containment Purge Valves " Sve list end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York. Inc 102pp 46509 001 48569 1 10 

8902210564 NRC Info Notice 89 021, ‘'Changes in Performance Characteristics of 
Molded Case Circuit Breakers " Sve fist end 

ROSSI, C,E. Division of Operational Events Assessment (Post 670411) 89/02/27 
Consolidaled Edison Co of New York. Inc 104 pp 48578 032 48578 137 

6 9-0-3 090430 Responds to Bulletin 88 011, " Pressurize/ Surge Line Thermal Slratiflca 
tion " No addi surge ins pa planned unless results of analyses programs warrant other 
or periodic assessment 

WIDDELL.RC Fforida Power Corp (subs of Flond a Progress Corp) 69/02/28 Doc- 
umanl Conlrol Branch (Documenl Control Desk). 3pp 4060 MOO 48801.102 

■6992270156 NRC Enfo Notice 89-022, "Questionable Cerlificatlonof Fasteners “ Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Conaolldaled Edison Co of New York, Inc 105pp 40732 00 1 -46732 1 06 

8962280104 NRG Into Not Ice 89 023, "Environ Qualification of LiUon-Veam CIR Sones 
Eleclrieal Conneclors " Sve list onci 

ROSSI, CE Division of Operational Events Assessment (Posl 870411) 99/03/03 
Cor^solidatcd Edison Co of New York. Inc 106pp 48723 038 4 8723*143 

8902260162 NRC Info Notice 89-024, "Nuclear Criticality Safety " Sve list end 
C UNN INGHAM, R E Division of Induslrial it Medical Nuclear Safely (Post 870729) 
89/03/06 Consolidated Edison Co of New York, Inc 96pp 40700 252-46700 346 

0903010207 NRC Info Notice 89 026, "Inslrumenl Air Supply lo Safely-Related Equip 
ment " Sve hst end. 

ROSSI, CE Divislort of Operational Events Assessment (Posl 870411), 69/03/07 
Consolidated Edison Co of New York, Inc 105pp 48741 053 48741 158 

8903020165 NRC Info Notice 89 027, "Limilations on Use of Waste Forms & High In 
legrity Containers for Disposal of Low Level Radwaslo " Svc list end 
GREtVES.JT Division of Low Level Waste Wanagemenl & Decommissioning (Post 
870413). 69/03/08 Consolidaled Edison Co of f«w York, Inc IITpo, 48798 114 
40796 231. ^ 

6903240300 Forwards fnsp Rept 50-302/69 02 on 890130-0201 No v/ofations or devi 
aliens noted 

JUL!AN,CA Region 2, Ofc of Ihe Oirectgj. 69/03/09 WILQUS.W.S, Flonria Power 
Corp (subs, of Florida Progress Corp) 2pp, 49037 331-49037 349 

“B9O3240303 Insp Repl 50 302/89-02 on 890130-31. No violations noted Major areas 
inspected reactor coolant pump vibration monitoring sys data acquisition, (nlerprotalion 
&. written tnstruclions for protective measures in avont of failure, 

CCONOMOS.N, BLAKE.JJ Region 2, Ofc o1 Iho Director 89/02/27 17pp 
49637 333-49037 349 


8903080372 NRC Info Notice 09 020. "WBighl & Glr of Gravity Discrepancies for Copes- 
Vulcan Air Operated Valves " Svc list er^cT 

ROSSLCE Division Of Operalional Events Assessment (Posl 870411) 89/03/14 
Consotidaled Edison Co of New York, Inc 107pp 48895 001-48095 109 

8903230363 Responds to violations noted in Insp Repl 50 302/89-01 CorracUve 
actions required actions of AP-450, "Emergency Feedwater Actuation" performed 
WIOELL.RC Florida Power Corp (subs of Florida Progross Corp) 89/03/14. Docu- 
ment Conlrol Branch (Oocument Control Desk) 3pp 40023 021 49023 023 

6903090021 NRC Info Notico 89 029, "Potential Failure of ASEA Brown Boverj Circuit 
Breakers During Seismic Everit " Svc list end 

ROSSLCE Division of Operational Events Assessment (Posl 870411) 69/03/15 
Consolidated Edison Co of Now York, inc 106pp 48070 053-48070 169 

8903090133 NRC Info Notice 89 030, "High Temp Environs al Nuclear Power Planis," 
Svc (isl end 

RQSSI.CE Division -o-f Operational Events Assessment (Post 670411) 89/03/15, 
Consolidated Edison Co of Now York, Inc 106pp 48895 1 10 40895 215 

8903230196 Responds to NRC Bulletin 88 010, "Noncomforming Molded Case Cjrcull 
Breakers" All 94 moftfod case circuit breakers pulled from util safely-related stock & 
traceable to original mfg No breaker testing required 

WIDELL.RC Florida Power Corp (subs of Florida Progress Corp) 89/03/17 Docu- 
ment Control Branch (Document Control Desk) 5pp 49029 148-40029,152 

8903160427 NRC Info Notice 09 031, "Swelling & Cracking of Hafnium Control Rods " 
Svc list end 

HOSSI.CE Division of Operational Events Assessment (Posl 870411) 89/03/22 
Consolidated Edison Co of New York, Inc 102pp 48966 001-48906 103 

8903170419 NRC Info Nolico 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Svc list end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 89/03/23 
Consolidaled Edison Co of Now York. Inc 104pp 40992 044 40992 147 


R. Periodic operating reports & related correspondence 


8903060162 "Semiannual Radioactive Effluent Release Rept.Jul Dec 1980 " W/0OO224 

JOHNSON, SQ Florida Power Corp (subs of Florida Progroas Corp,). 00/12/31 
27pp 46705 289 487 0 5 3 1 5 

890223049S Monthly oporaling rept for Jan 1969 for Cryslal River Unit 3 W/890214 Hr 
STEWART.SA, WIDELL.RC Florida Power Corp (subs of Florida Progress Corp) 
89/01/31 6pp 48570 254-48570 268 

8904060001 "OffsHe Radialion Dose Assessment for Jan-Dee 1900 " 

♦ Norlhorn Stales Power Co 88/12/31 4pp 49159 007 49159 010 

“8904060003 "Amend to Prafrio Island Effluent & Waste Disposal Semiannual Repta for 
Yr of 1907 " 

* Northern Stales Power Co 87/12/31 4pp 49159 016 49169 018 

8903220228 Monthly operating rept for Feb 1989 for Cryslal River Unit 3 W/800313 Itr, 
LANE.J E , WIDELL.R C Florida Power Corp (subs of Florida Progress Corp ) 09/ 
02/28 5pp 40005 332-49005 336 


S. Reporiabte occurrences, LERs & related correspondence 


8610220327 "Transioni Assessment Program Rept for Rancho Soco Trip, Loss of Into- 
araled Conlrol Sys Power on e51226,Translent Assessment Program RS 86 01 " 
SIMMONS, G Sacramenlo Municipal Utility District 75 06/03/21, leopp, 38320 013- 
363 28.172 

“6010220328 "Transiem Assessment Program Rept on Crystal River Unit 3 Reactor 
Trip of 010616 " 

* Florida Power Corp (subs of Florida Progress Corp ) CR-3 81-10. 86/09/26 22pp 
38320 173 38320*194 

--8610220335 "Transient Assessment Program Repl for Rancho Seco Reactor Trip on 
High Pressure.Followetl by Cooldown Transient on 051 002, Transient Assessment Pro- 
g^ram RS 06 05 " 

DELRUE.J, FIELO.J, Sacramenlo Municipal Utility District. 73 85/10/30. 136pp 
38328*195 38320 330 

“8610220336 "Transient Assessment Program Rept for Rancho Seco Reactor Trip on 
B10617,Tfans[anl Assessment Program RS 02-04 '* 

* Sacramenlo Municipal Ublily District 86/09/26 24pp 38328,331-38329 124 

Unplanned Ope raling Event Repl 85 6, "Manual Reacior Trip Following 
M8IV Closure Due lo (nadvartenl Emergency Feedwater Actualion.851009 
COLLINS, M E Florida Power Corp. (subs of Florida Progress Corp ) 86/09/26. 23pp. 
38329167-38329109 » i^h 

8902240254 LER 09 001-00 on 890105,deterniined that two solenoid-operated 3-way air 
valves undersized for max operating pressure differential raling Cause 
unknown. Valves replaced w/prqperly sized valves W/B90206 Ur 
MOFFATT.L W , WJDELL.R C Florida Power Corp (subs, of Florida Progress Corp.), 
89/02/06 6pp 40583*311-48583 316 

8903010133 LER 8BOI3-Olron 8B0610,apparent subconlractor failure lo develop & 
submit detailed design documents leads to MVAC control air lubirtg Installation In ac- 
cordance w/aelsmic requirements Temporary mod Installed on damper W/0902 10 Ur, 
MOFFATT.L W , WIDELL.R.C, Ffonda Power Corp (subs of Florida Progress Corp ) 
89/02/20 lOpp 48645 183-48645 192 

8903090460 ROon 890118,reaclor coolant pump 1A failed Cause not 
discussed, Sequence of events end 

WIDELL.R.C, Florida Power Corp (subs of Florida Progress Corp.). 89/03/91. Docu- 
ment Conlrol Branch (Oocumeni Control Desk) 2pp 48801 206 48801 207 
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8903090304 LER 09 004 00 on 090201, numerous colls in Uain A & D battonos found to 
have elocIrolylQ level above max tovcl allowocl by loch Specs resulting In baltonos 
being doclarod moperablo Caused by overfilling of celts W/R9D303 Ur 
MOFFATT.L W . WJDELL.R C Florida Power Corp (subs of Florida Pronress Corp ) 
69/03/03 4pp 4BB00 26t .40800 264 

8903140406 LER 09 001 01 on 890105.doterminod tbal two solortold operated 3 way air 
valves were undersized w/rospect 1o max operallno pressure difforonlial 
rating Caused by installallon of improperly rated sub) volves W/690306 Ur, 
MOFFATT,LW. WIOELURC Florida Power & Light Co 89/03/06 6pf) 40648 353* 
48848 356 

8903140492 LER GO 005 00 on 881 1 10, small cracks rn masonry lire barrier Idonlifiod On 
690202, event determined to be design basts Issue Caused by failure of const person 
net to buifd ref fire barriers m accordance w/aff design specs w/890306 Itr. 
MOFFATT,LW, WIDELL.R C Florida Power Corp fsubs of Florida Progress Corp) 
69/03/06 6pp 46034 149 48634 154 

8903220017 LER 69 006 00 on B902t3,dBlormmed that plant operating outside design 
basis duo to potential failure of circuit breakers supplying power to two decay heat 
closed cycle coofing^pumps Caused by lack of spring w/890315 Ur 
MOFFArT.LW, WIDELL.R C Florida Power Corp (subs of Florida Prooross Corp,) 
89/03/15 5pp 48993 016 46993 320 


V. Operator Examinations 

8903140572 Provides info re reactor operator & senior operator licensing exams sched 
uled for wk of 890417 Listed approved ref mails should be furnished by 090217 
JUUAN.CA Region 2, Ofc of the Director, 89/01/11 WILGUS.WS Horida Power 
Corp (subs of Florida Progress Corp ) lOpp 48846 311-48848 320. 

8903220159 Generic Hr 69 03 to all power reactor licenseos & applicants tor OL re op- 
erator licensing nail exam schedule Svc list end 

VARGA, S A Associate Director for Projecls (Post 070411) 60/03/24 Consolidatod 
Edison Co of New York, Inc 54pp 49005 001-49005 056 


DOCKET 50-304 Z|ON NUCLEAR POWER STATION, UNIT 2 


IF. Security, medical, emergency & fire protection plana 

8903140027 Rev 6 to EPIP EG- 10, '’Offsilo Personnel Vehicle Contamination Monitor- 
ing at Relocation CIrs for Nuclear Station Evacuees " 

GOLDEN, JC Commonwealth Edison Co 89/01/31 9pp 40857 202 46057 290 

0902230493 Change Request TA 68 518 to Rev 4 to EPIP 130-1, “Tochnicat Director 
EPIP " Revised table of contents also present 
* Commonwaallh Edison Co 69/02/05 Cpp 4657B 001-48579 006 

8903060405 Forwards Enforcomonl Conference Ropls 50 205/69 07 & 60-304/69 07 
on 890216 to discuss radioactive mall transport event & safeguards ovont Idontilled ir^ 
previous msp ropts 

NORELIUS.C E Region 3, Ofo of the Director B9/D2/20 REEO.C Commonwealth 
Edison Co 2pp 46770 010 48770 023 

-8903080408 Enforcement Conference Repls 50 206/89 07 & 50-304/89 0; on 
890216 Major areas discussed radioactive mail transport & safeguards 
even Is, apparent violations associated w/events & licensee perspecllvo & correctivo 
actions 

SNELL,W Region 3. Ofc of tho Director 09/02/24 4pp. 48770 020 48779 023. 

6903260166 Revised EPIPs.inctuding Rev 6 to ED 5, Rev 13 to ED 6, Rev 11 to ED- 
10,Rev Ba to ED.14 & Rev 6 to ED-26, 

MALKEWICZ.AJ Commonwealth Edison Co 69/02/28 125pp 40076113- 

49076 240 

6903240252 Advises of accepiabillly of proposed scope & objecilvos for plant emorgon 
cy preparedness exercise scheduled for 690S03. per 890214 Ur 
GREQER.LR Region 3, Ofc of tho Dlreclor 00/03/01 REED.C Commonwealth 
Edison Co 1p 49{)30-327.49O3B 327 

8603140486 Forwards Safely Insp Ropts 50 295/69 06 & 50-304/80 06 on 890214- 
17 No violations noted 

GREGER.LR Region 3, Ofc of the Director 89/03/06 REED.C Commonwealth 
Edison Co 2pp 46656 032 46B58 046 

-8903140489 Insp Repts 50 205/69 06 & 50 304/69 06 on 690214-17 Major areas 
Inspected emergency preparedness program, licensee action on previously Identillod 
I terns, emergency plan activations & operational status of program 
PLOSKI.T Region 3, Ofc of the Director 89/03/03 t3pp 48858.034-46858 046 


H. General correspondence 

8903260124 Comment opposing proposed rules lOCRRSO & 55 re educ & expenenca 
requirements for senior reactor operators & supervisors at nuclear power plants 
MADDEN, J J. Affiliation Not Assigned 89/03/17 NRC - No Detailed Affiliation Given 
Ip 49144 039-49144 039 


J. Insurance & hdemnlty Information 


8902280088 Appticalion for amends to Liconses DPR 39 & DPR 48,changir^g Tech Gpec 
6 1 re administrative conlro1s,por Generic Ltr S8-06 

CHRZANOWSKI,R Commonwealth Edison Co 69/02/82 MULLEH.D Office of Nu 
clear Reactor Regulation, Deroctor (Post 070411) 2pp 46626 064 46626 083 

-89'022800d3 Proposed Tech Specs changing Soclion 6 1 ro odmlmstrallvo controls 
* CommonweaUh Edison Co 89/02/22 I8pp 48626066-48626083 

6S03060179 Forwards EGQ'NTA-&244, ^'Confomnanco to Genenc Ltr, Ham 2 1 (Part 2) 
Reactor Trip Sys Vendor Intorface.Zion Nuclear Ganorating Station Units 1 & 2,** tech 
nicat ovatuatlon repi Response acceptable 

PATEL.C P Project Oirecloralo MI-2 09/02/27. BLISS.H E. Commonwealth Edison Co 
4pp 46740 031 -4674 0 044 



MCCORMICK, R D EQ&G Idaho, Inc (subs of EGAQ, Inc ) FIN D 6001 EGG NTA 
8244 86/12/31 Division oi Englnaenna S Systems Technology (Post 870411) lOpp 
48740 035 46740 044 

8903100440 Forwards EGG NTA-a326. "TMI Action.NUREG 0737 (II.D 1) Relief & 
Safoty Valvo Testing, Zion Units 1 & 2,'’ technical evaluation reptUlil provided accept 
able response to requirements of Hem II D 1 w/exceptlon of Items noted 
PATEL.C P Project Dircctorato HI 2 89/02/26 BLISS, H E Commonwealih Edison Co 
4pp 46604 21 2-40804 247 

-8902020412 ”TM1 AclIon.NUREG 0737 (II D 1>.Roltol & Safoty Valvo Testing.Zlon 
Units 1 & 2," lechnical evaluation re pi 

YUAN.CVm NALEZNY.CL, FINEMAN.CP EG&G Idaho. Inc (subs of EG&G. Inc) 
FIN A 6462 eGG-NTAfl326 6D/12/3t NRC - No Dotaltod Affiliation Glvon 32pp 
40804 216-46804-247 


0903100119 Forwards correclod Rev 54 lo Topical Repf CE l-A, "QA Program for Mu 
door Generating Stations," In corn ora ling Pages 1-36 & t 44 
RICHTER, MH Commonwealth Edison Co 69/03/01 Doc u mo nt Control Branch (Doc 
umont Control Dosk), ip 46608 252-46608 250 

-6903100138 CoffCCtod Rov 54 to "QA Program tor Nuclear Generating Stations," In 
corporallng Pages 1-38 & 1-44 

SHEWSKliWJ Com monweallh Edison Co 89/01/27, tOpp 46806 264-46800 263 

8903080303 Forwards comments on licensae response to Qenertc Ltr BB 17 re expedi- 
tious actions taken for reducing risk from potential loss of DHR Utif response moots 
Intent of suW generic ltr but duo to brevity not reviewed in groal detail 
PATEL, C P Prelect Diroclorato Ml -2 69/03/02 BLISS.H E. Commonwoallh Edison Co 
Spp 48768 023-40766 027 

8903100309 Forwards nonproprletarv WCAP 12176 & propriolnry WCAP-12t75, "Eval 
uation ol Degraded R1C55 tube Locetod in Steam Generator A of Zion Unit 2" Pro 
prfetary rent withheld (rof tOCFR2 790). 

TRZTNA.QE Commonwoallh Edison Co 89/03/02 Of lice of Nuclear Reactor Reg u 
lation, Director (Post 87041 1) 12pp 48B03 133-46603 228 

-89(13100402 Nonpropriotary "Evaluatior^ of Degraded R1C55 Tube Located in Steam 
Generator A ol Zion Unit 2 " 

HOUTMAN.JL Weslinghouso Elflttnc Corp WCAP-12176 69/02/28 84pp 

46803,145-48003 220 

6903249261 ConFirnis 000323 meotlng in Glen Ellyn,IL to discuss util quality venlication 
program.pof 890210 Hr. 

GREENMAN.EG Region 3, Ofc of the Director 60/03/03 REED.C Commonwealih 
Edison Co 3pp 40039 043*40039 046 

69031 600 SB Ack receipt of 800127 submittal ol Rev 54 lo OA Topical Ropt CE t- 
A Program conltnuQs to satisfy requiromonta of 10CFR60,App B & acceptable 
WniGlHT.GC, Region 3, Ofc of the Director 89/03/07, REED.C Commonwealth 
Edison Co, 2pp 46B93 108 46693 109 

6903200381 Notice of consider atlon of issuance of amend to Licenses DPR-30 & DPR 
48 A proposed NSHC determination & opportunity for hearing Amend revises Tech 
Spoc Soetton 6 0. "'Administrative Control ' 

SANDS, SK, OLSilAN.LN , PATEL, C.P Project Diroclorato 1112 89/03/09 lOpp 
48903,137>48G63146 


8903200451 Lists actions to bo performed to address postirlatad loss of component 
cooling water Util will provldo backup wator source to charging oil coolers to ensure 
that leakage through reactor coolant pump seals does not occur 
REED.C. Commonwealth Edison Co 66/03/13. MURLEY.T E. Olfico ol Nuclear Reac- 
tor Regulation, Director (Post 67041 1) ip 4e97l'1 1 B 48971 1 10 

8903280219 Forwards details of allegaflon ro octlvilios at plant (Rill 68-A 0162) for 
review & followup.Roquosts that ro suits ol roview & disposition bo submiltod to 
Region III wllhln 45 days W/o end 

NORELIUS.C E Region 3, Ofc of tho Director 89/03/17 REED.C. Commonwealth 
Edison Co 2pp 49076 O90-4GO75-OO7. 

8903160296 Generic Ur BD-02 lo elf holders of OLs & CPs for nuclear power reactors ro 
actions to improve detection of counterfeit & IraudulenMy marketed products Svc list 

VARQA,SA Associate Director tor Projects (Post 870411). 80/03/21 Consolidated 
Edison Co, ol New York. Inc 57pp 40980.001 48960 057. 


8903150140 Informs of onsite properly damage insurance in force at plants. 
RICHTER.M.H Commonwealth Edison Co 89/03/09. Documonl Control Branch (Doc- 
ument Control Desk) tp 4887 V346 48871 345 


P. Operating license stage documents & correspondence 

6902280351 Advises of withdrawal of 881005 proposed amend lo Tech Spec adminis- 
trative controls Section 6 Request being withdrawn due to finalization of major reorga- 
nization 

CHRZANOWSKI.R Commonwealth Edison Co 89/02/21 MURLEY.T,E Office of Nu- 
clear Reactor Regulaliorr, Director {Post 870411). 2pp 48633 227-48633 228 


Q. Inspection reports, IE Buileflns 5 correspondence 

B903010011 Discusses util 890126 Hr re BWR operating restrictions to preclude regional 
Instabilitie8.per NRC Bulletin 89>00t Util cannot unllatorally take stated 
position Provisions of Suppl 1 should bo acloptod w/o oxceplion 5 infer prof a Hon, 
DAVIS, A.B Regions, Oio of the Dlreclor 69/02/15 REED.C Commonwealth Edison 
Co 2pp 46659 357-48859.330 

6902170112 NRC Info Notice 89 020, "Wold Falturoa in Pump of Byroft-Jackaon 
Design " Svc li$l oncl 

ROSSI, CE. Division of Oporalionnl Events Assossmenl (Post 870411) 89/02/24 
Consolidated Edison Go of Now York, Inc 106pp 48572 043*48572.148 
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69022 10351 1 to NRC Jiifo Nolico aa 073, Oireclion pppencJonl Leak Ciharacler 

isircs of Containinont Purge Vaf^/os ’ Svc list oacl 

HOSSICC Dwisjon ot Operational Evorils Assossnneat {Post 870411) 89/02/27 
Consol iflated Edison Co of New Yoik, fnc 102pp 4flSBao01 48589 1 10 

89022105C4 NPC Into Notice 09 021. 'Changes in Perfornnanco Characianstics of 
WolJcJ Case Circuit QroaNofs ' Svc list end 

nOSSICE Division of Operaiional Events Assessment tPosi 870411) 89/02/27 
Consolirtated EefisenCo a( Now York. Inc 104pp 48578 032 40578 137 

8903080405 Forwards Enforcement Conference Flepls 50'205/89 07 & 50 304/69 07 
on 890i^tC todigCLiss racfroactivc mall transport evert & safeguards event idonliifiod in 
urovioiiS msp rep Is 

NORELIUSCE Rogiort 3, Ofc of lha Oiredor 89/02/28 REED.O ComnionwGallh 
Edison Co 2pp 48779 018-48779 023 

..8903080408 Enfo/cemanl Conference Ftepts 50 295/69 07 & 50 3 04/09-07 on 
890216 Wajior areas discussed radioactive mall iransporl & safeguards 
evenls.apparonl violaiions associatocl w/evenls & licciisee perspective & correclivc 
actions 

SNELL, W CREEDJR Region 3. Ofc of the Director 89/02/24 4pp 40779 020- 
48779 023 

S903240229 Forwards Safely Insp Repls 50-295/68-25 fi 60 304/88 25 on 881215- 
890104 No violations noted Weaknesses noted re access controls for high radlaliort 
areas & radialfon occurrence rapt program 

GREGEB.l R Region 3, Ofc of tlio Director 89/03/01 REED.C Commonwoallh 
Edison Co 2pp 49040 215 49040 235 

-8903240230 Insp Repls 50-295/86-25 & 50 304/88 25 on 081216-090104 No viola 
lions noled Major areas mspecled ratfiatiort protection program,(ncludin 9 organization 
& mgl coniro is, changes fn organization, por5Qnnal.facilJtios.eduipmon1 8 procedures 
SLAWINSKI.WJ, PAUL.RA, SNELL.W Region 3. Ofc of Iho Director 89/02/23 
19pp 49040217 49040 235 

8902270166 NRC tdf-o Notice 69 022. "Questionable Certificalion of Fasloners " Svc list 
end 

ROSSI.CG Division of Operational Events Assessment (Posl 870411) 89/03/09 
Con soil da led Edison Co of Now York, Inc 105pp 48732 00 1-4B732 108 

B902280104 NRC Info Notice 69 023. "Envifon Quatificalion ot Lillon Veam CIR Series 
Etectrical Conneciors ” Svc Ijsl end 

ROSSl.CE Division of Operational Events Assessmenl (Posl 870411) 89/03/03 
Consolidalcd Edison Co of Now York. Inc 106pp 48723 038 4B723 143 

3902260162 NRC fnfo Noirce 89 024. "Nudear Cnlicafity Safely '' Svc fist end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Posl 870729) 
09/03/06 Consolidated Edison Co of New York. Inc 96pp 48700 252*48700346 

6903140485 Forwards Safely Insp Repls 50 295/89 06 & 50-304/69-06 on 690214* 
17 No violations noted 

GREGER.l R Region 3, Ofc of lha Director 89/03/06 REEO.C Commonwealth 
Edison Co 2pp 4 Q 056 032-48058 046 

*•6903140489 Insp Repls 60-295/80 06 & 50-304/89 06 on 890214*17 Major areas 
inspected emergency preparedness piogrBrT)>fic-en5ee aciion on previously identified 
ilams.emerQcncy plan activations & operalional slalusof program 
PLOSKI.T . SMITKM . SNELL.W Region 3. Ofc of the Director 69/03/03 I3pp 
48858034 4B858 046 

0903010207 NRC Into Notice 09 028, "Inalrumeni Air Supply lo Safely Related Equip 
menl ’• Svc lisi end 

ROSSI.C E Division of Operalional Events Assessmertl (Post 8704 1 1) 89/03/07 
OonsolidalGd Edison Co ol New York, Inc 105pp 46741 053 48741 158 

8903150476 Responds to NRC Bultetin 66 011 re pressunzer surge line thermal 
slralificaiion Uti7 is participating in program for partial resolution of issue through Wes* 
linnhouse Owners Group (WOG) Objectives of WOG program fisled 
RICHTER. M H Commonwealth Edison Co 89/03/07 Document Control Branch (Doc 
ument Control Desk) 4pp 48073 356 46873 359 

8993020165 NRC Info Notice 89 027, "Limilations on Use of Waste Forms & High In 
(cgrilY Conlaincrs for Orsposal of Low Level Rad waste " Svc list end, 

GREEVES.JT Division of Low Level Waste Managemeni & Decommissioning (Posl 
670413} 89/03/08 Consolidaled Edison Co of New York, Inc 117pp 48798 114- 
48798 231 

8903 21 0250 Discusses Safely Insp Repts 50-295/69-04 & 50-304/69 04 on 890105 & 
forwards notice of viola lion 

MILLER.HJ Region 3. Ole of the Director 89/03/08 flCED.C Commonweallh 
Edison Co 3pp 48962 19B 48962 202 

-6903210261 Nolico of violalion from fnsp on 890 1Q5 Violation noted Ifcensoe failed to 
adequately tost secondary undorvoltaqo mod by leafing actual secondary undervol 
taga coniacis that aulo close 480V Irans former feeder breakers for both unlls 
MILLER, H J Region 3, Ofc of Ihe Orreclor 89/03/09 2pp 40982 201-40082 202 

8903240159 Forwards Safely Insp Repis 50 295/69 02 & 50-304/89 02 on 890104- 
0217 & notice of vrolalion Concerned w/appareni lack of communications between 
pfanit mgl & plant slaff.mosi notably station operators 

GHEENMAN.EG Region 3, Ofc of the Director. 89/03/10 REEO.C Commonwealih 
EdisonCo 2pp 49040 1 74-49040 198 

-8906240162 Notice of vJolalion from msp on 890104 0210 Violation noted Test Proce 
duro PT-7B, "Aujciliary Feedwater Pump Svc Water Valves Operability Checks,” on 
Units 1 & 2 tailed as louncf stroke time 

GREENMAN.EG Region 3, Ofc of the Director 89/03/10 Ip 49040 1 76 49040 176 

-8906240168 fnsp Repis 50 295/89-02 & 60 304/B9-02 on 890104-0217. Viofaltons 
noted Major areas inspected insp of licensee action on previous insp findings, summary 
of operations & 890115 Unit 1 snuldown for steam generator tube leakage 
HINDS, J M Region 3,01c of the Director 89/03/08 22pp 49040 177-49040 196 

8903060372 NRC Info Notice 89-028. '‘Weight & Ctr of Gravity Discrepancies for Cepes- 
VuTcan Air Operated Valves " Svc list ertcT 

HOSSf.CE Division ol Operational Evenls Assessment (Post 670411) fl9/03/14 
Consolidated Edison Co of New York. Inc t07pp 48695 001.48895 109 


6903220298 Summarizes work performed ciunnej rofiiol oulaqo,pcr NRC Bulletin 86 
O0B,Suppls 1 & 2 Alternate charging S auxiliary spray lines for pinni io bo insradod 
during 190B ratuelmg oiitago 

RICHTEH.M H Commonwealih Ed isort Co 89/03/14 Document Control Branch (Doc 
umcni Control Desk) 3pj) 49005 105 40005 107 

B903090021 NBC ln(o Notice 89 029, ‘Polential Failure ol ASEA Grown Boveri Circuil 
Breokers During Seismic Event " Svc list one! 

ROSSl.CE Division of Operatiorial Evenls Assessment (Post 870411) 09/03/15 
ConsolidalQd Edison Co of New York, Inc 106pp 40870 053 48B/0 169 

8903090133 NRC Info Notice B9 030, "High Temp Environs at Nuclear Power Planis " 
Svc list end 

ROSSI.C E Division of Ouorationa! Evenia Assessment (Post 6/04 M) 09/03/16 
Consoftdated Edison Co of New York, lric 106pp 40896 1 10 40896 215 

89031G0427 NRC Inlo Notice 89 031, "SwGilmg & Cracking of Hafnium Control Rods ” 
Svc list one! 

ROSSl.CE Division of Operalional Events As«iessmont (Posl 870411) 09/03/22 
Co rksoli dal od Edison Co of New York, Inc I02pp 48986 001 48906 103 

6903170419 NRC Info Notice 09 032, ‘'Surveillance Testing of Low Temp Overpressure 
Protection Sys ” Svc list end 

ROSSl.CE Division of Operalional Evenls Assessment (Posl 070411) 69/03/23 
Consolldnlecf Edison Co of New York, fnr I04pp 46992 044 40992 147 


R. Periodic operating reports & related correspondence 

6903210267 Rov 1 1A to ‘‘Erwiron Radiological Monitoring Program " 

* Commonwealih Edison Co 87/12/31 Bpp 48984 152 46984 157 

6903140023 “EMIuonl & Waste Disposal Semiannual Rept lor Jul Doc 1980 " W/Q90224 
Itr. 

JOYCE.TP Commonwealih Edison Co 08/12/31 31pp 40848 272-46840 302 

69031404BO Forwards occupalionat radiation exposure portions of plants oporahng repis 
for 1988, per Reg Guido 1 16 

RESCEK.F Commonwealih Edison Co 89/02/22 DAVIS, A B Region 3, Ofc of the 
Director Ip 40853 216 48853 243 

-0903140645 Forwards occupational radialton exposure repl for 19B8,per Beg Guide 
1.16 

PUML.G J Commonwealth Edison Co 09/02/02 DAVIS, B Region 3, Ofc of tho Di 
rector Ip 40663 232 46853 235 

-6903140649 '’Occupational Personnel Radiation Doses for 1900 ” 

* Commonwealih Edison Co 08/12/31 3pp 48853 233*40853 235 

6903140029 Forwards errata lo radioacUvo effluent rept for Oct 1987 through Juno 
tOBB 

JOYCE,! P Commonwealth Edison Co 89/02/24 Document Control Branch (Docu 
menl Control Desk) 3pp 48034 207-48834 215 

-8903140168 Errata lo "Effluoni ^ Waste Semiannual Repl Oct Dec 1987, Liquid Ef 
Ituenls ' SumroaUon ol Wt Rotaases " 

* Commonwealih Edison Co 87/12/31 tp 40834 210 48034 210 

-8903140173 Errata lo "Effluent & Waste Disposal Semiannual Rept Jan Mar 
1980,Ga$6Ous Effluents Elevated Release " 

* Commonwealth Edison Co 08/03/31 5pp 40834 211-40834 215 

9903226019 Forwards monthly operating repts for Feb 1980 for Zion Units 1 & 2 & aef- 
dendum lo Jan 1969 repl 

JOYCE.TP Commonwealih Edison Co 89/03/07 Document Conifof Branch (Docu- 
ment Comrol Desk) Ip 49021 001-49021 027 

-8903220091 Monthly operaling repts for Feb 1989 for Zion Units 1 & 2 
AUSTIN, G Commonwealth Edison Co 89/02/28 lipp 49021 002 49021 012 . 

-9903220098 Addendum to monthly operating repts for Zion Units 1 & 2 for Jan 1 9Q9 

* Commonwealth Edison Co 09/01/31 I5pp 49021 013 49021 027 


S* Reportable occurrences, LERs & related correspondence 

8903060009 Summary of Operating Reactors Evenls Meeting 89 08 on 890222 Atten- 
dee list & evenls discussed & significanl elements of evenls encf 
LANNING.WD Events Assessment Branch 89/02/23 ROSSl.CE Division of Oper- 
ational Events Assessment (Post 6704 1 1) 13pp 40735 230 48735 242 

8903Q10179 LER 89-002 00 on BOO 125. unauthorized open knife switch conlrgllirig load 
shedding relay 237 LSX occurred Cause not readily determined Corrective action will 
bo r^orlGd in suppi response after root cause is identified W/890224 Ur 
KACZMAREK.HJ, JOYCE,! Com monweaflh Edison Co 89/02/24 4pp 40644 337- 
46644 340 

6903080147 LER 89 003-00 on 890 131, operator received rod urgent failure alarms while 
atlempling lo withdraw control rod bank C Caused by both cognitive & procedural 
personnef error Card replaced & unit brought critical W/090302 Ur 
PARKE R.J , JOYCE.TP Gommonweallh Edison Co 69/03/02 5pp 48768 221* 
48768 225. 

6903200114 LER 09*004-00 on 890211, air ejector offgas radiation monitors inoperablo 
due to blower Inslatled on wrong unit Caused by personnel error Extensive labeling 
improvement program initialed & tailgate sessions held W/890313 Itr 
BLESS. A, JOYCE.TP Commonwealth Edison Co 89/03/13 4pp 48965 028- 
48965 031 


V, Operator Examinations 

8903220159 Generic Ltr 69 03 to all power leactor licensees & applicants for OL re op 
era lor licensing nail exam schedule Svc list end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co o* New York, Inc 64pp 4S005 001-49005 056 
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DOCKET 50-306 KEWAUNEE NUCLEAR POWER PLANT 


F Securily, medical, emergency & lire protection plarts 

B903270106 Responds to 081228 Ur ro compU'tn ro wrilo ol laciltty sccurUy 
i-namiat Pfoposorf expansion of ono vital area boundary lo moet inlonl oJ requiromonls 
tof adeoualo vital area barnor acceptable 

HANNONJN PfO)ocl Dircctoralo 1118 89/03/20 STCINHARDT.C R Wisconsin 
Public Service Oorp 2pp 'laOSG 00 1 '19056 002 


H. General correspondence 

B903010355 Commonl opposing pioposed rules 10CFR50 & 55 ro proposed degree 
roquirement No spccilic data to indicate that rulo will improve plant saloly exists 
BURACZEWSKi.S Wisconsin Public Service Corp 80/02/ tO Docketing & Services 
Branch Ip '18509 320 40509 328 

8903020109 Comment opposing proposed rules 10CFR50 & 55 ro educational & Qxperi 
enco requiromonts for somor reactor operators & suporvisors at nuclear power plants 
KOPPE.G W Wisconsin Public Service Corp 89/02/ 13 Docketing & -Senneos Branch 
2pp 48671 174 48671 t75 

8903100327 Comment opposing proposod rule lOCFRSO to mainl at nuclear 
plants Supporl^ NUMARC comments Rufe unnecessary lo Improve maint a! nuclear 
power plants & will be detrimental to plants w/otfectivo mainl programs 
STF1NHARDT,C R Wisconsin Public Service Corp B&/02/27 Docketing & Services 
Branch a7pp 46806 181-48806 207. 

6903170367 Comment opposing proposed rules 10CFR5O & 55 re oduc & experience 
requirements for senior reactor operators & supervisors at nucloar power 
plants Recent Improvements In qualifications & training acloquaioly addresses safely 
STEINHAHDT.C R Wisconsin Public Service Corp 69/03/09 Docketing & Services 
Brandi 8pp 40B78 213 48878 220 


I. Financial Information 

8903280120 Forwards 1988 annual financial repls for stated utils 
STEINHARDT.C R Wisconsin Public Service Corp 89/03/82 Document Control 
Branch (Document Control Desk) Ip 49073 005-49073 216. 

-8903280126 "Wisconsin Power & Light Hotdingsjnc Annual Ropl " 

UNDERKOFLER.J Wisconsin Power ^ Light Co 60/12/31 48pp. 49073 086 
49073 136 

-6903280130 "Wisconsin Public Sve Corp 1980 Annual Ropl " 
srOLL,L M Wisconsin Public Service Corp 88/12/31 40pp 49073 137-49073 176 

-6903280134 "Madison Gas & Efecl/k; Company Annual Repf," 

HELFRECHT.D J Madison Gas & Electric Co, 88/ 12/31 36pp 49073.177-49073 215 


J. Insurance & Indemnity Information 

8903150369 Forwards Endorsements 67 6 68 to MAELU Policy MF-7t & Endorsements 
83 & 84 to NELIA Policy NF-204 

STEINHARDT.C R Wisconsin Public Service Corp 89/03/07 Document Conlrel 
Branch (Documenl Control Desk), 6pp. 48876 317-48676321 


P, Operating license stage documents & correspondence 

8902240207 Forwards WCAP-12020, "Anaiysis of Capsulo P from Wisconsin Public Svo 
Corp Keweur\ee Nuclear Power Plant Reactor Vessol Radiation Survatllance Pro- 
gram " Repl includes updated withdrawal schedule lor capsule T 
STEINH ARCTIC R Wisconsin Public Service Coep 89/02/17 Document Control 
Branch (Document Control Desk) 1 p 48579 269-48579 359 

-8902240206 ’’Analysis ot Capsule P from Wisconsin Public Svo Corp Kewaunee Nucle- 
ar Plant Reactor vessel Radiation Surveillance Program." 

YANlCHKO,SE. ANDERSON .SX. ALBERTIN.L Westinghouse Electric Corp WCAP- 
12020 00/11/30 86pp. 48579 270 48679:369. 

8903090011 Forwards updated control room habitability evaluation rapt re NRC con 
cerns oyer conlrof room ventflatlon & response to resutls of survey 
STEINHARDT.C R. Wisconsin Public Service Corp. 89/02/28 Document Control 
Branch {Documani Conlrol Desk/ 1 1pp. 4a781;f06 46781*196 

-6903C90012 "Updated Confrof Room Habitabffity Evaluation Repf " 

MEGAHED.E M , CULLOTTA.R A., SCHWAB.Q V Wisconsin Public Service Corp 89/ 
02/22 81pp, 40781:116-48781*196 

Au.* A. ...A..i — being sertl lo Region III for 

- 9/03/01, Document Control 

■ • 102. 

8903230130 Forwards Amend 81 to License DPR-43 8i safety evaluation. Amend re- 
flects personnel changes .corrects typos & makes minor word changes to clarify intent 
of Tech Specs 

GUTTER, JG Project' Directorate 111-3 89/03/13. STEINHARDT.C R Wisconsin Public 
Service Corp. 2pp 49022 247-49022.277. 

-8903230138 Amend 81 to Licertse DPR-43, rellectlng personnel changes, corrects 
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O Inspection reports, IE Bulletins & correspondence 


0902270136 Advises timi ulii 080708 & 690131 responso to NRC Bulloiin BQ 004. "Po 
lonlial Safely Relate rf Pump Loss “ fulfills rpquiromenK Mainl of documenlalion & 
ovaluation of actions for 2 yrs in rasponding to subject bullotin requusted 
GffTTER.JG Projccl Dirocforarc Iff 3 89/02/10 STCfNHARDTG R Wisconsin PuMc 
Service Corp 3pp 48580 267 48688 269 

8902170112 NRC tnfo Notice 09-O2Q, "WolrJ Failures in Pump ot Byron Jackson 
Design ' Sve list end 

ROSSVCE Division of Operational Events AHsossnrkonl (Post 870411) 89/02/24 
Consolidated Edison Co of Now Voik, Inc I06pp 40572 041 4Q572 148 

8902210351 SuppI t to NRC Info Nolico 80 073. '■OirQction-DependGpt Leak Character 
latics of Conlamment Purga Valves ” Sve list end 

ROSSI.CE Division of Operalionol Events Assossmenl (Post 870411) 09/02/27 
ConBolidaled Edison Co of Now York, Inc 102pp 40589 001-48589 1 to 

690 2 210564 NRC Into- Notice 09-021.. "Changes in Performance Characteristics of 
Molded Case Circuit Dreakors " Sve list end 

ROSSI.CE Division of Oporalienal Evertts Assesamoni (Post 070411) 89/02/27 
Consolidated Edison Co of New York. Inc I04pp 48578 032 48570 137 

8903100286 Provitlos Inlerprotations ro NRC Bultolin 00 DtO. "Nonconforming Molded 
Case Circuit Broakors," por 890110 tdeon Written required rept will bo submitted by 
000401 

STEINHARDT.C R Wisconsin Public Sorvico Corp 09/03/01 Documonl Control 
Branch (Documer>l Conlrol Desk) 2pp 48810 001 48Q1D 002 

8902270158 NRC Info Nolice 09 022. "Quoslionablo CorlificaHon of Faslonors" Svo list 
one) 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411) 89/03/03 
Consofida ted Edison Co of New York, fnc t05pp 49732 00 f 48732 106 

6902260104 NRC fnfo Notice 89 023, "Environ Oualificalion of Lille n Vo am CIR Serioa 
Electrical Connectors ” Sve list end 

ROSSI.CE Division of Operational Events Assossmoni (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc 106pp 40723 038 48723 143 

8902280162 NRC tnfo Nolice 00 024, "Nucloar Critical ily Safely" Sve list and 
CUNNINGHAM, RE Division of Industrial & Mcdic&t Nucloar Safety (Post 070729) 
69/03/06 Consolidated Edison Co of New York, Inc 06pp 40700 852 40700 346 

8903140284 Requosis allornntivo schedule lor avalualion ol pressunzer surge lino Ihor- 
mal 8tratthcation.par Bullotm 60-011 

HINTZ,DC Wisconsin Public Sorvico Corp 89/03/06 Documom Conlrol Branch 
(Oocumoni Control Desk) 4pp 468&D 083 40853 002 

8903310207 NRC Info NoHco 89 026, "Instrument Air Supply to Safety Rolalad Equip- 
menl '* Sve list end 

ROSSI.CE Division of Operational Events Aa&essmanl (Post 870411) 09/03/07 
Consolidated Edison Co of New York. Inc 105pp 43741 053 40741 158 

8903020165 NRC Info Nolico 00 027, "Limilatlons on Use ol Wasto Forms & High In- 
tegrity Conialners for Disposal of Low Lovol Radwaslo " Sve list end 
GnEtVES.J T Division of Low Lovol Waslo Managomont & Decommissioning (Post 
870413). 09/03/00. Consolidated Edison Co of hTow York, Inc 117pp 40790'114 
4870B 231 

8903160254 Forwards addi info ro NRC Builolin 70 14, "Torslonol Momonl Exclusion 
Whan Using USAS B31,l 1967 Power Piping Code ’* Bel loves that no saloly concerns 
w/conilnuing lo perform stress analysoa In piping ays employing curronl methodology 
STEINHARDT.C R Wisconsin Public Sorvico Com 80/03/10 Documonl Conlrol 
Branch (Document Control Desk) 2pp 40684 “254'46034 313 

-8903160263 "Discussion of Torsion Effects on Limtl Moment Thoory & Piping Code 
Cnteiia." 

* Teledyne Engineering Services TR-7078 09/03/07 17pp 48804 256 40684 272 

-8903160272 "Documentation of Methodology Used for Combination of Momonts for 
Piping Constructed lo USAS 031 1-1967 Power Piping Code." 

PETROKAS.RF, SWAlM.eO S. Levy, Inc SLI 0904 89/02/28 27pp 48684 273- 
46884 299 

-8903160281 "Summary Rept on Sampling Study lo Evalgala Elfecl ol Torsional 
Moment on Pipe Stress Qualification, Prairie Island 8 Kowmineo Nuclear Power 
Ptenls.” 

PATEL, R N Fluor Daniel. Inc. R 834486-1 00/03/03 14pp 48084 300 48B84 313 

8903080372 NRC Into Notice 69 028. "Weight & CIr of Giavily Discrepancies for Copas 
Vulcan Alf-Operatod Valves'" Sve list encT 

ROSSI.CE Division ol OpQratiot>al Events Assossmoni (Post 870411) 69/03/14. 
Consolldaled Edison Co of New York. Inc 107pp 48395 00 1-4 839 5M 00. 

8903090021 NRC Info Notlco 69-029, "Poloniial Failure ol ASEA Brown Boven Circuit 
Braakera During Solsmic Ev6f>t " Sve list end 

ROSSI.C.E Divisior^ of Operational Events As&ossmonl (Post 870411). 89/03/15 
Consolidated Edison Co of Now York, Inc I06pp. 48870.053 48Q70 169. 

6003090133 NRG Info Notice 69 030, "High Temp Environs at Nucloar Powor Plants" 
Sve list end 

ROSSI.CE Division of Operational Events Assessment fPost 870411) 80/03/16 
ConBolidaled Edrson Co* of New York, Inc t06pp. 4B895 110 46895 215 

6903160427 NRC Info Notice 09-031, "Swelling & Cracking ot Hafnium Control Rods" 
Sve list end 

ROSSI, C.E. Division of Operellonat Events Assessment (Posl 870411) 69/03/22 
ConsoHdaled Edison Co of New York, Inc. 102pp 48986 001*40986 103 

3903270261 Forwards safely evaluation accepting lloonsee responsos to NRC Bulletin 
88-002, "Rapidly Propagating fatigue Cracks In Sleam Qenoralor Tubes" 
GHTTEH.JG Project Okeclof ale lTl-3. 89/03/22 STEIN H AROT.C R Wisconsin Public 
Service Corp. 2pp 491t0,10a'49t10'112, 
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‘•fi9032702&5 Safety evaluation supporting util responses to NRC Quilotin 88*002* "Rap 
Idly Propagating Fatigue Cracks In Slaam Generator Tubes " 

‘ Offica ol Nucfear Reactor Hogulailon, Direclor <Post 670411) 89/00/22, 3pp 
49110 no 49110 112 

8903170419 NRC Info Notice 89 032. "Survofllanco Teaiing of Low Teiinp Overpressure 
Protection Sys " Svc list end 

ROSSI.CC Division of Operalronal £ vents Assessment fPost 870411) 89/03/23 
ConsolKfalflil Edison Co of fslew York, he 104pp 48992 044 48992 147 


n, Perfodlc operatfng reports & refaled correspondence 

8903989562 •'Kewaunee Nuclear Power Plpnl Annual Operating Rept 1988 " W/e9022a 
llr 

STEfNHARDT.C R Wisconsin Public Service Corp 88/12/3 J 144pp 48766,266 
4876? 049 

8903090408 "Semiannual EflJuenl Re)oa86 Repl.Jul Dec 10BB " W/fl90301 Hr- 
STEIMNARDT.C R Wisconsin Public Service Corp 88/12/31 4Qpp 437B4 073* 
48704 113 

8993230466 Monthly oparating rept for Feb 1989 for Kewaunee Nuclear Power 
plant W/a9031Q Itt 

RUITER.GH, ST£INHARDT,CR Wisconsin Public Service Corp B9/02/26 5pp 
49023 003-49023997 


S. Reportable occurrences, LERs & refaled correspondence 

890229 D3 S3 LER 69 001 00 on 890202, tliroo Hems of generic interest re single active 
failure of internal conlainmonl spray check valvojarge break lOCA & conlainmeni 
analysps for large break LOCA noted during functional Tnsp W/690222 Itr 
WEaSJJ, BERNHOFT.SL. STEfNHARDT.C R WisconsFn Puljfic Service Corp 89/ 
02/22, 20pp 48 62 5 100-48626 119 

8903210319 LER 89 002 00 on 8902 10, automatic isotfllron of steam generator blow- 
down occurred while performlnq prevenlive maint on motor operated steam Inlet 
valve Caused by use of inatfeciuale procedure Procedure will be revised W/890313 lU 
DERQMANN.JW , STEINHAROT.C R, Wisconsin Public Service Corp 89/03/13 4pp 
48998352-48998^355 


V, Operator Exemfnallona 

6603220159 CGnorIc Ltr 8 9 03 1o elf power reactor licensees & applicants for OL re op 
orator licensing nail exam schedule Sve list enc). 

VARGA, S A Associate Director for P/ofects (Post 870411) 89/93/24. Consolidated 
EdiSonCo of New York, fnc 54pp 49085 001*49005 056 
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P. Security, medical, emergency & ffre protection plans 

6993240287 Advises thal 890207 Rev 20 to physical sacurily plan consistent w/provl- 
sfonsof tOCFRS0 54Cp) 8 acceptable 

GREGERiLR Region 3, Ofc ol the Director 89/03/01. WUSOLF.DW Norlhorn 
Statoa Power Co 2pp 49039 330 49039.331 


H, General correspondence 

$903080450 Comment opposing proposed rules 10CFR50 81 55 re oduc 8> experience 
recuirements lor senior roacio; operators & aupervisers at nuclear power planfs 
LARSON.CE Norlhe/n Stales Power Co. 09/02/23 CHILK.Sd Office of Ihe Socre 
laify ol the Commission. 3pp, 4a765’1 09.48765 111. 


I Financial Information 

8903130403 "1086 Annual Rept ** W/8g0301 Hr. 

HOWARD, JJ„ BRLrSVEN,AO. Northern States Power Co. 88/12/31, 48pp. 
46829 277*46829:328 

6903200356 SuppI to Annual Repi, "Financfal A Slalfstical Info " W/800313 Hr. 
ISADAHL,J. Northern Stales Power Co. BB/12/31. 22pp, 48971:023 46971:023. 


P, Operating Jieenie atage documents A correspondence 

8003010295 Responds to Generic Hr 88*14. "Instrument Air Suppfy Syg problems Af* 
(ecting Safety- Related Equipment." Verificalton of failure position of cooling water 
supply valves lo emergency diese] genera lors will done duririg monthly tests 
MUsOLf.D. Northern slates Power Co. 89/02/20 Document Conlrol Branch (Oocu 
mem Control De&kJ 15pp. 48d46‘206 48646 227. 

8903230140 Forwards notice of consideration of Issuance of amend's lo Licenses DPR* 
42 A DPR.60 & opporiunfty for hearing. Amends change OL to permit transfer of by* 
product mail to facility from other util job sites for vol reduction. 

DliANNI.D.C. Project Direciorate 111*1, 60/02/28. MUSOLF.D.M Northern States 
Power Co 3pp. 4fo2e-34 1*49028 343. 

•-B'9032d0i47 Notice of consideration of issuance of amer»ds lo Licenses DPR*4a 4 
DPR-80 & opportunily for hearing Amends change OL io permit transfer of byproduct 
mall to faciliw from other ubl job sites for vol reduction 4 deconfamlnaiion. 

DE A0A2|O,A W. Projecl DJroctorale 111*1. 89/02/26. 4pp. 49028 344*49028.347 

8903210^ Submits add! Inlo re wide range ateam generator level used fn emergency 
operaling procediKOB as cnteiia lo conlnw auxiliary Taedwai or flow lo steam generator 
to avoid overfHllnaper flog Guide 1.87 

WUSOLF,D. Northern States Power Co, 89/03/06, Office of Nuclear Reactor Regule* 
ton, Dtrector (Post 8704 1 1 ). 2pp. 48982, 196 48662:197. 


8993160296 Generic Ltr 89 02 io all holders of OLs & CPs for nuclear power reactors ro 
actions to fmprov© deiectfon of counterfeit & fraudulonlfy markoteci products Sve its! 
^i^cf ^ . . . 

VARGA.SA Associate Diroclor for Prolecls (Post 070411) 89/03/21 Consolidated 
Edison Co of New York, Inc 57pp 46960 001 48960 057 


Q. rnapection reports, IE Oulletlna & correspondence 

S903D89I76 Responds lo NHC 801121 Ur re violations noted in Insp Roots 60 282/88 
la & 50 306/88*16 Corracliva a ctrons as-found cafibr data required on purchase 
orders for calibr of flow meters used for local leakage rate tests 
LARSON, CE Northern States Power Co 08/12/21 WRIGHT.GC Region 3. Ofc of 
Ihe Direclor. 7pp 4B743 221*48743 227 

8903280121 Responds lo NRC 881123 Itr re violations noted in Insp Repts 50 202/80 
19 & 50 306/B8 1 0, Corrective action personnel airlock door seal lost successfully per 
formed on 680713 & airlock test procedures revised to prevent recurrence 
LARSON .C E Northern Slates Power Co 88/12/21 AXELSON.W L Region 3. Ofc of 
the Director 2pp 49074 04 0 49074 049. 

8902170112 NRC fnfo Notlco 091)20, "Wefd Failures In Pump of Byron-Jackso'T 
Oeslon " Sve list end 

ROSSI.CE. Division of Operalionat Events Assessmenl (PosI 070411) 89/02/2'. 
Consolidated Edison Co, of Now York, Inc 106pp 48572 043 48572 148 

8903060111 Requests allernato schedule for evaluation of pressurlzer surge hnu the. 
mal strati licallon, per NRC Bulfetin 88*011. Schedule of 2 yrs from receipt of bullelir 
enough lime to colled data to ensure compliance w/requiremenl 
LARSON.C E. Northern Stales Power Co 89/02/24 Document Conlrot Branch (Docu 
menl Control Desk). 5pp 40738 135 4B736 139 

8803990224 Forwards response to NRC 090201 fir re violations noled In Insp Repts 60* 
282/68-23 & SO 306/06*23 Response withheld 

LARSfDMC.E Northern Stales Power Co 89/02/24. Office ol Nuclear Reactor Regu* 
lallon, Director (PosI 870411) Ip. 48700 257*4078O'257. 

B9022 10351 SuppI 1 to NRC Info Notico 88-073, "Direclion'Depondent Leak Character 
jsllcs ot Conlammonl Purge Valves " Sve list end. 

ROSS),ce Division of Oparatfonal Events Assessment (Post 070411) 89/02/27. 
Consolidated Edison Co. of Now York, fnc. 102pp 40509 001*48589.1 10 

8902210564 NRC Info Notice 60*021, "Changes in Performance Characteristics of 
Molded Case Circuit Breakers Sve list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 09/02/27. 
Consolidated Edison Co of New York, Inc 104pp 48570 032*40578 137 

8902270168 NRC Info Notice 89 022, "Queslionable Cerliftcalion of Fasteners" Sve list 
end 

ROSSI,CE. Division of Operational Events Assessmenl (Post 070411) 89/03/03, 
Consolidated Edison Co of New York, Inc 105pp 40732,001 48732 106 

6992280104 NRC Info Notice 09-023, "Environ Qualification of Litton*Veam CIR Series 
Eleclrfcal Connectors,'" Sve fist end 

flOSSLCE, Division ol Operational Events Assessmenl (Post 870411) 09/03/03 
Consolidated Edison Co. of New York, Inc. 106pp 46723 030*46723.143 

8902280102 NRC Info Notice 86-024, "Nuclear Cnticality Safety" Sve list end 
CUNNINGHAM.R E Division of IncTuslrfal a Medical Nuclear Safely (Post 070729) 
B9/03/06 Consolidated Edison Co. of New York, inc. 96pp. 40700 262*48700:346. 

0903010207 NRC Info Notice 89*026, "instrumenl Air Supply to Safety-Relaled Equip* 
meat " Sve list end, 

ROSSI, CE. Division of Oporalional Events Assessment (Post 870411), 89/09/07 
Consolidated Edison Co, of New York. Inc 105pp 40741:053*48741.168 

$903020185 NRC Info Notice 09 027, "Limitations on Use of Waste Forma & High Jn- 
teonty Containers for Disposal of Low Level Radwaste." Sve list end. 

GflEEVES,J.T. Division of Low Level Waste Management & Decommissioning (PosI 
870413). 80/03/05, Consoridai&d Edoon Co of New York, fnc 1irpp. 40798*114- 
45798 231. 

8903170051 Forwards TR-7049C, "Olscosslon Of Torsion Effects on Limit Morwenl 
Theory & Piping Cods Criteria," per IE aulletin 79*14 

MUSOLF,D, Northern Stales Power Co. 89/03/08 Document Control Branch (Docu- 
ment Conlrol Desk). 4pp. 48894. 1 1 0-48894:1 72 

-S9O317OO50 "Discussion ot Torsion Effects on Limit Momenl Theory & Piping Code 
Criteria," technical rept 

" Teletfyna Englneerlfig Services TR-7049C 89/01/19. 45pp. 40894:114*40094:172. 

6903100264 Forwards addi Info re NRC Bulletin 79*14, "Torsional Moment Exclusion 
When Using USAS 031. M 967 Power Piping Code." Believes that no safety coricema 
w/contfnulng to perform stress analyses in piping sys employing current methodology. 
STEINHARDT.C R, Wisconsin Publlo Service wp 89/03/ fo. Document Conlroi 
Branch (Document Control Desk) 2pp 40864*254*4eeB4;3l3. 

-8903160381 "Summary Rept on Sampling Study lo Evaluate Effect of Torsional 
Moment on Pipe Stress Qua li ties tion, Prairie Island A Kewaunee Nuclear Power 
PfaniB." 

PATEL, R,N. Ffuor Daniel. Ino R.8344a6*t 89/03/03. 14pp. 48804:300* 40884 31 3. 

6903210070 Forwards Insp Repis 50* 262/60*201 A 50*306/06-201 on 801026*1104 A 
potential anforcament kndirtgs Weaknesses exist in procurement A dedication of com- 
mercial-grade Items A util/vendor interfaces 

HOLAHAN»G.M. Division ol Reactor Projects * JII.IV.V A Special Projecls (Post 
970411). 00/03/10. URSEN.C.E. Northern Stales Power Co. Spp. 48900.294- 
48350.326. 

-6903210072 Insp Repla 50 - 282/68 201 A 50*306/85*201 on 581025*1104, Major 
areas lnspeolod,licensee vendor Interface program for procuremenl of Items for use In 
$afely*r elated applications at facilities A 1uCFR2l rK)tifK:atlons, 

MC(NTYRE.R.P., BHACRE.W, Verwtor Inspection Branch 09/03/01. 27pp. 
45900 299 48980.325. 



DOCKETED ITEMS 99 


6903080372 NRC Info Nolica 69'02a, "Weight & Ctr of Gravity Dlscrepanclds for Copes- 
VuTcan Air-Operated Valves " Svc list oncT 

flOSSLCe Division of Operational Events Assessment (Post 870411) B9/03/14 
Consolidated Edison Co of New York, Inc 107pp 48805 001-48895 109 

8903090021 NRC Info Notice 80 029, "Potential Failure of ASEA Brown Boverl Circuit 
Breakers During Seismic Hvenl “ Svc lisl onci 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 80/03/16 
Consolidated Edison Co oi New York, (nc 106pp 40870 053-40870 169. 

8903090133 NRC Info Notice 89 030, '*High Temp Environs at Nuclear Power Plants" 
Svc list end 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 89/03/15, 
Consolidated Edison Co of Now York, Inc 106pp 40395.110 4QB95 215, 

8903260234 Advises that work on new orifices on unit will not be compleled until Aug 
1990 revising 881010 commitment to NRC Bulletin SB 004, "Potential Safety-Relaled 
Pump Loss • 

LARSON, C E NorlKern Slates Power Co 89/03/20, Document Control Branch (Oocu 
ment Control Desk) 3pp 49075 356-49075 356. 

8903160427 NRC Info Notice 69 031, "Swelling & Cracking of Hafnium Control Rods," 
Svc end 

ROS8l,CE Division of Operational Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of New York, Inc 102pp 40986 001-48988*103. 

8903170419 NRC Info Notice 89 032, "Surveillance Testing of Low Tomp Overpressure 
Protection Sys " Svc list end 

RO$SI,CE Division ol Operational Events Assessment (Post 870411.) 89/03/23 
Consolidated Edison Co of New York, Inc. I04pp 48992 044-48992.147. 


Rh Periodic operaling reports & related correspondence 

6903200323 Monthly operating repis for Feb 1969 for Prairie Island Units 1 & SW/ 
890306 ftr. 

OUGSTAD,D., MUSOLF.O Northern States Power Co 69/02/28 9pp 48970*351- 
48970 359 

6903200431 Forwards "Effluent & Waste Disposal Semiannual Bept for Jul-Deo 1968," 
"Rept for Jan Deo 1988," "Amend to Prairie Island Effluent & Waste Disposal Semi 
annual RepI for First Half Yr of 1988" & "Amend to Prafrle Island Effluent & 

FEY.FL Northern Stales Power Co. 89/02/20 Document Control Branch (Documonl 
Control Desk) Ip. 49158 352-461 59 010. 

“8903140074 "Effluent Semiannual Reel Jul-Dac i960," 

* Northern Stales Power Co. 88/12/31 I6pp 49 150’353-491 69.006 

“6903200442 "Amend to Prairie Island Effluent & Waste Disposal Semiannual Repl lor 
First Half Yrof 1908." 

* Northern Slates Power Go 88/06/30 6pp 49169’01 1-49159.015 


V. Operator Examinations 


J. Insurance 8 Indemnity Informatlan 

6902270269 Forwards Endoraomenls 103.00,10 & 10 to NEUA & MAELU Policies NF- 
194 & MF 60 & Certificates N 34 & M 34. respectively 

VIETEN.MJ Marsh McLennan, Inc 89/02/14 DINITZ.I Olfico of Nudoar Roador 
Regulation, Director (Post 070411) 7pp 4Q587 321 48587 327 

6903220437 Repts nuclear properly insurance in force to protect plant 
MA1LIET,.L Maine Yankee Atomic Power Co 89/03/13 Document Control Branch 
(Document Control Desk) Ip 48993 270-48963 278. 


P. Operating llcefise ataga documents & correspondence 

$606260079 Forwards safely evaluation accepting 860520 proposed change to ap- 

g roved cafcufationaf methodofogy for determination of fuel cycle 
EARS.P.M. PWfl Project Directorate 8 06/06/ 20, RANDAZZA,J 0 Maine Yankee 
Atomic Power Co 2pp 360BO 016-36680 022 

“6606260064 Safely evaluation accepting util 860520 proposed change re augmenta- 
tion factor removal from approved calculaiional methodology for determination of op 
orating limits of fuel oycle 

• Office of Nuclear Reactor Roftulaiion, Director (851125 870411) 88/06/20, 3pp 
36680.029 36880 022 

8903200250 "Roaclor Containment Bfdg Intograleci Leak Rale Tost for Ool 1988" W/ 
090309 llr. 

GIGQEY,C A, SPEED.L J. HEBERT,J R Maine Yankeo Atomic Power Co 88/10/31 
161pp. 48054 155 4 6 954 305 

8903220221 Forwards Rev 4 to "Operational QA Program," for review & acceptance. 
WHITTIER,QD Maine Yankee Atomic Power Co 86/12/16 WESSMAN.nH Prolecl 
Directoralo 1-3. Ip 40996322-46997 045 

“8903220231 Rev 4 lo "Operalional QA Program" 

FROTHINGHAM,J , BOULETTE,E T., QARRITY^J.H Maine Yankee Atomic Power Co 
60/10/03. 50pp 46096.323 48997 045 

8902270365 Responds to Generic Ltr 80-17 re loss of DHR Primary Inventory trend sys 
Installed to provide reactor vessel level info for Inadequate core cooling Inslrumenta 
lion. 

FRIZELE,C.D. Maine Yankeo Atomic Power Co 89/02/02. Document Control Branch 
(Document Control Desk) 8pp. 49586 00 1 *4058 Q 008. 

8902230883 Notification of Cancellation of BOOZtS meeting w/util In Rockviile,MD to dis- 
cuss 10CFR50.d2 (ATWS) submittal 

SEARS. P. Project Directorate I 3 89/02/03 WESSMAN.R H Project Directorate 1-3 
2pp 48589.246-40569 247 

8902280349 Forwards responses lo open Itema identified In NRC 881115 Ur re conform- 
ance to recommandallons for inatrumontatlon to monitor component cooling water 
llow,pcr Reg Guido 1 97, Rev 3 

WHITTIER, uD. Maine Yankee Atomic Power Co 89/02/10. Document Control 
Branch (Document Conlrol Desk). 7pp 46627.241 48827 247 


8903220159 Generic Ur 69-03 to all power reactor licensees & applicants lor OL re op- 
erator licensing natl exam schedule. Svc list end, 

VARGA, S A Associate Director for Projects (Post 070411) 89/03/24. Consolidated 
Edison Co, of New York, Inc 54pp 49005 001-49005.066 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


p. Securltyr medical, emergency & fire protection plans 

8902230940 Notification of Significant Licensee Meeting 89-031 w/utll on 890306 In 
King of Prussla,PA to discuss security program enhancemenls 
TRIPP, L.E Region 1, Ofc of the Director. 89/02/16 Region 1, Ofc of the Director. 
2pp 40555:36 f-46655j352. 

6903070035 Forwards Insp Rept 50-309/86-24 on 881 220-8901 30.No violations 
noted Concerns re Inadvertent actuation of safety Injection on 681222 discussed. 
WIGGINS, J.T, Region 1, Ofc ol the Director, 89/02/17. FRIZZLE, CA Maine Yankee 
Atomic Power Co. 2pp. 48 763; 28 5-4 6763; 207, 

“8903070039 Insp Repl 50-309/88-24 on 80 1220- 090 130. No violations noted. Major 
areas Inspected previous Insp findings, licensee event (ollowup.operational safety 
veriflcalion, main I, physical 8ecurity,8urvdl1ance A radiation A fire prolecilon, 

TRIPP, LW, Region 1. Ofc of the Direclor, 89/02/1 6 1 tpp. 40763.207-48763 297, 

8903280049 Revised EP IPs .including Rev 26 to 2.&0,6,Rev 8 to 2.50.7, Rev 6 to 
2 50.1 1 , Rev 10 to 2 60, 1 8 & Rev 1 1 to 2.50. 1 9. 

* Maine Yankee Atomic Power Co 89/03/06. 102pp. 49076;24 1-49078:342, 

8903200284 Responds to NRC 890213 notice of violation A proposed Invposition of civil 
penalty in amount of $76,OOO.Util has undergone comprehensfve A aggressive pro- 
gram lo upgrade security program .Physical security plan Info withhold. 

WHITTIER, G.D. Maine Yankee Atomio Power Co. 69/03/15. Ofc ol Enforcement 
(Post 870413). 2pp, 48964.063-46664:084, 


H. General correepondence 


8903080252 Comment opposing proposed rule lOCFRSO re maint programs for nuclear 
power planIsUtll er^orses comments liM by NUMARC A Nuclear ulU Beckfitting A 
Reform Group.Rule fails to provide basis for oelermlning effective maint program 
EDWARDS, D.W. Yankee Atomic Electric Co. 89/02/27. Docketing A Services Branch 
3pp. 46745.320-48745:322. 


8903100175 Comment Opposing proposed rules lOCFRSO A S5 re educ & experience 
requirements for senw reactor operators A supervisors at nuclear power 

« lant8.Trainlng A eduo are not mutually exclusive. 

fHinfER,Q.D. Maine Yankee Atonw Power Co 89/02/28. Docketing A Servicea 
Branch. 5pp. 46806:223-46806:227. 


8902230642 Application for amend to License OPR 36, consisting of Proposed Change 
146, amending Tech Spec Sections 3.0 A 4.1 lo add primary invontorv trend sys for 
reactor vessel level indication A core exit thermocountos channel oporablldy 
FRIZZLE, C.D. Maine Yankee Atomic Power Co, 69/02/16. Document Control Branch 
(Documenl Control Desk). 5pp 48560 051 48569.058 

“890223064$ Proposed Tech Spoos.addmg primary Inventory trend sya (or reactor 
vessel level indication A core exit thermocouples channel operability A surveillance 
requirements to Seollons 3 9 A 4.1 

• Maine Yankee Atomic Power Co. 80/02/15 Document Conlrol Branch (Oocumenl 
Control Desk) 3pp 48569,050-48569 058. 


8903130203 Requests enforcement discrellon to remain in hot shutdown until 890217 lo 
complete repairs to eloctricel penetrations associated w/$lx open containment Isola- 
flon sys valves Repairs expocied to lake from 3 to 7 days. 

FRIZZLE, C.O, Maine Yankee Atomic Power Co 09/02/16. RUSSELL,W.T. Region 1, 
ore oi the Director. 3pp. 4BB1Q’274-4B819;277. 


8903100081 Responds to Generic Ltr 0B*t4, "Instrument Air Supply Sys Problems A(- 
feeling Safety-Related Equipment." Sys at plant ope rated, maintained A periodically 
teslea to provide assurance of performance as expected w/design basis events. 
FRIZZLE, g.D Maine Yankee Atomic Power Cq. 89/02/24, Document Conlrol Branch 
(Document Control Desk). 6pp. 4BBQ6.09 1 •4B806;095, 


8903080517 Informs that Slate of ME has no obfoctlons to proposed util Tech Spec 
mod re surveillance Interval for CEAPM lest. 

OOSTIE,P.J. Maine, State of BS/ 03/01. Document Control Branch (Document Conlrol 
Desk). Ip. 48742*355 46742:355 


8903080554 Informs that State of MB has no objections lo proposed Tech Spec 
changes re steam excess How check valve surveillance testing intervals A deletion of 
oreanlzalion charts from administrative control requiremenis, 

DCSTIE.P.J, Maine, State ol. Q9/03/01. Document Control Branch (Document Control 
Desk). 2pp. 48773.358-49778:359. 

6903130169 Returns proposed changed Tech Spec Page 3.10-3, inadvertently enci w/ 
961226 submittal, per B90303 telcon. 

SEARS, P.M. Project Directorate 1-3. 69/03/03. FRIZZLE, CO. Maine Yankee Atomic 
Powered 3pp. 46619:159-46819:161. 

6903200021 Advises that review ol proposed amend to License DPR-36 re spent fuel 
shipping casks will lake approx 10 months for compfetion of revlew,per 890126 re< 
quest. 

LAINAS.Q.C Division of Reactor Projects - l/H (Post 870411). 09/03/03. STERN.P. 
Maine. Stale of. 2pp. 4695B 360-48056:361. 

8903160296 Gervaric Ltr 69-02 lo all holders of OLs A CPs (or nuclear power reactors re 
actions lo Improve detection oi counterfeit A fraudulently marketed producls.Svc list 
encl. 

VAROA,$,A. Associate Direclor for Projecta (Post 670411). 86/03/21. Consolidated 
Edison Co of New York, Ino. 67pp. 46^,001-46960.057. 



100 DOCKETED fTEMS 


Q FnspccClon reports, IE Bulletins & correspondence 


5903070037 Ac ft receipt of BQO1 10 III inlormmg NRC of slaps lakon lo correct vrolalions. 
noted 10 fosp Flt'pt 50-3 00/86- Based on G90202 lolcon NRC untferslorxls tliat rnle 
vnni pr-occdurns wjII bo updalcfl lo doserrbo admimsiraliv^^ nietbod*} 

UEbl AMY.n Ft netjron I, Ofc ol the Diieclor 09/02/14 FRIZZLE, CD Maine Yankee 
Alomic Power Co 2pp 40763 222-40763 225 

8902230052 Nolificalion of Signilicanl Lrcenscij Meeting B9 03 B w/util on 890329 in 
King of Prussia PA for cn fore err on1 conference 

TRIPP, I E Rorj'On I, Ofc of Iho Director 89/02/16 Regron 1. Ole of tfie Drroclor 
2pp 40555 3^0 40555 350 


8302240036 Adwsos 111 a I eniprcenient conloron-te schodulDd lor 890320 lo flisciibs ap- 
paronl use of F^rociiremenl (.ovef 2 purcliasos ol commercial grailarepfacpfnont iloms 
w/o (focumonted ovafiinlion & failuro to validate coflificafesot conformance 
KANE.WF Region 1. Ofc ol Iho Diroclor 80/02/16 FRl2ZLE,C D Mama Yankee 
Atomic Power Co 3pp 4D576 356 40576 358 

0902200071 Conltrms 00021& lelcon granting rogucsl for one Ume cnforcomcnl discro 
tien re tdsEoration to oprrabto staliis containmanllsoialion valves rendered inoperable 
duo to environ flualiriCGlion considcralrons.uniil 600217 

RUSSELL.WT nenioP 1. Ofc of the Director 80/02/16 FRIZZLE, CD Mamo Yankoo 
Atomic Power Co Spp 48620062 48626 063 

B903Q7Q035 Forwards Insp Rept 50 309/08-24 on C0 1220 890130 No vjolalions 
noted Concerns re inadvortont actual ron of snfoly injackon on 8B1222 drscussod 
WIGGIN5,JT nogioo 1. Ofc of tlio Director 89/02/17 FRIZZLE, CD Maine Yar^koo 
Atomic Power Co 2pp 46763 205-4 C763 207 

-3903070039 Insp Repl 50 309/88 24 on COtZ^OSOO-fOONo violations nolod Major 
areas inspcclod previous insp findings, licensee event foffowup,opera1ionat safely 
vcnticnIiori.niaioL physical secunly.stirveillanco & radiation & lire protection 
7RIPP.LW Region I. Ofc of the Director. B9/02/15 1 tpp 40703 287 40763 297 

9903100326 Responds |o NRC 890120 Itr fo viofations noted in Insp Rept 60 309/BO- 
21 CorrecLivo actions conduj I removed from support S ro analysis dcterminod support 
not roguired to properly support conduit Tubing support relnstaliod & rotorqued 
WHITTIER, GO Maine Yankee Atomic Power Co 89/02/21 RUSSELL, WT Region I. 
Ofc of tho Drroclor 2pp 48803 325 40803 326 

8903090349 Responds ID NRD 090124 (tr re violalrons noted in Insp Repi 5O309/BD' 
230orreclivo actions uso of RADMAN softwaro for porferming manifest calculations 
Implemenlcd to roduco errors & Procedure 9 1 20 revised on 8a0<30 
WH!7TI£n,Q,D Mnino Viinkoa Atomic Power Co 89/02/23 RUSSELL, WT Region 1, 
Ofc or tho Diroclor 2pp 48783 332-48763 333 

6902170112 NRC info Nollco 89 020, “Weld Failures in Pump of Byron-Jackson 
Design Sve list oncf 

ROSSI.CE Drvialon of Operational Events Assesamoni fPosI 070411) 80/02/24 
Consolidated Edison Co of Now York, fnc 106pp 48572 043 48572 146 

9992210351 Suppf 1 to NRC Infc Notloo QB 073, “Duecllon Dependent Leak Characlor 
Is lies of Coniainmenl Purno Valves " Sve ksl oncf 

ROSSLCE Dwislon of Onordllonal Events Assoasmoni (Poai 070411) 89/02/27 
Consohdated Edison Co of Now York, Inc )02pp 48560 001-46589 1 19 

8902210664 NRC fnfo Nollco 00-021, ''Changes in Performance Charactoristics of 
Moidotf Case Circuit Breakers “ Sve II si oncl 

ROSSI.CE Division oif Operational Events AsscssmonI (Post 870411) 89/02/27, 
Consolidaidd EdJSonCo ofNowY'orh, (nc. t04pp 48576 032-48570. 137 

69022701 B8 NRC info NolEco 89*022, "Question ablo Corlllicalion of Fasteners " Sve list 
oncL 

ROSSI, C.E Division of Operationnl Events Assessment (Post 870411) 89/03/03 
Con&oildatcd Edison Co of New York, Inc 105pp 48732 001-48732*106 

0902260104 NRC Info Notico OD-023, "Erwiron Qualilicalion of Ullon Veam CIR Series 
Electrical Connectors Sve lisi end 

RQSSf.CE Division of Operallonal Events Assessmenl (Post 870411) 89/03/03 
ConsolJdalocf Edison Co of Now YoiJc, Inc 108pp 48723 03B-4B723.143 

0902200162 NRC Info Notice 80'024. "Nuclear Crilicalily Safety Sve fiat end. 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 670720) 
89/03/06, Consolidated Edison Co of New York, Inc 96pp 4e700'252-48700 346 


6903170233 Forwards roeponse to NRC Bulletin 08 011, "Pressunzer Surge Liite Ther- 
mal Slratiflcallon" No ovidonce of permanent deformation or distress to eillier surge 
lino or associaled spring liongors noted 

FRIZZLE.C D. Maine Yankee Alomic Power Co 69/03/06 Document CorsIroJ Branch 
iOocumonl Control Desk) 6pp 48894 340 48894 345 


9903010207 NRC Ihfo Notice 00-026, "Inslrument Air Supply to Safely Related Equip- 
ment/' Sve fist onct 

ROSSfeCE. Division of Oporallonal Events Assessment (Post 870411) 09/03/07. 
ConsoTrdalod Edison Co. of New York, Ino. 105pp. 48741 053-48741,158 


8903020166 NRC fnfo Nollce 89-027, "Lfmilations on Use of Waste Forms A HCgh In- 
l&gniy Conlalnofa lor Olsposat of Low Level Radwaste " Svo Ivst end 
GREtVESJT. Division of Low Level Waste Managemont & Oecommissfonwig (Post 
870410) 69/03/08 Consolidated Edison Co of New York, fnc 117pp 48796,114- 
48768 231. 


8903210342 Ack receipt of B90223 Ur informing NRC of steps taken lo correct violations 
noted fn lr>sp Repi 50-309/89-23 Ac lions svill he examined during fulure (nsp o( li- 
censed program 

BELLAWR R Region 1. Ofc of Ihe Director 69/03/13 FRIZZLE,CO, Mafno Yankee 
Atomic Power Co 2pp 46984 300-469 84-3 12. 

0903089372 NRC Info Nolrce 89-026. "Weighl A Ctr of Gravity Discrepancies for Copes- 
Yulcan Air-Operated Valves " Sve list encT. 

ROSSLCE Division of Operational Events Assessment (Post 870411), 89/03/14 
ConsolKfaled Edison Co of New York. Ii^c 107pp, 48896 001-48895 109. 

0903090021 NRC info Nolic© 89 029, ''Potenlial Failure of ASEA Brown Boveri Circuit 
Breakers Derlng Seismic Event Sve kst encl. 

ROSSLCE Division of Operallonal Events Assessment (Post 670411) 09/03/15. 
Consolidated Edison Co. of New York. Inc 108pp. 48870 053-46870,169. 


8903090133 NRb Info Nolico 09 030, 'High Tamp Environs at Nuclo.ir Power Plants" 
Svc lisl oncf 

ROSSI OF Division of Opcralional Events Assessment (Post 670411) 09/03/15 
Consolidatecf Edison Co ol New York, Inc I06pp 40895 1 10 48695 215 

0903200254 Responds to NRC 690213 notice of violation & proposed imposhton of civil 
penally in amount of $75,000 Ulil has undergone comprehonsivo & aggrossivo pro 
gram to upgrade socunly program Physical security plan info withhold 
WHITTIER.GD Maine Vankno Atomic Power Co 69/03/16 Ofc of Enforcomonl 
(Posi 870413) 2pp 48064 083 48964 084 

B903 160427 NRC Info Nolico 89 031, "Swellrng & Cracking of Hafnium Control Rods" 
Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 69/03/22 
Consolidated Edison Co of New York, Inc I02pp 40986 001 4890G 103 

090317-0419 NRC fnfo Notice 89 032. "Survoilianco Testing of Low Temp Over pressure 
ProIcctiDn Sys " Svc list end 

ROSSI.CE Division ot Oporalionat Events Assessment (Post 070411) 89/03/23 
Consolidated Edison Co oi New York, Inc l04pp 48902 044-48092 147 


R Periodic operating reports 0 related correspondence 

8903130221 "Maino Yankee Semiannual Effluent Refoaso Ropl for Jul Dec 1968 ” W/ 
890228 Itr 

WHITT IE R, G D Maine Yankoo Alomtc Power Co 06/12/31 RUSSELL, WT Region 1. 
Ofc of the Diroclor 15pp 48821 327 48021 341 

6903210179 Forwards monlhJy statistical repi for Maine Yankee Atomic Power Stalran 
for Ff'b 1909 Revised shuldowf> power reduclion shoot for Jan 1089 also encl 
WHITTIER, G D Maine Yankao Atomic Power Co 89/03/09 NRC - No Dalalfed Affili- 
ation Given Ip 48980 202-4B980 208 

-0903210101 Monthly stall sitcat repi for Feb 1989 (or Maine Yankoo Atomic Power Sla- 
Ifon 

RIVARD.D A Maine Yankee Atomic Power Co 89/02/28 5pp 40900 203 48900-207 

-8903210180 Revised unil shuldown & power reductions for Jan 1909 
RIVARD.D A Maine Yankee Atomic Power Co 89/01/31 Ip 4B900 208 40980 208 


S, Reportable occurrancaa, LERs A related correspondence 

09Od24l>O36 tER 69 002-00 on 6902 14, environ qualilicalion discrepancies identified ih 
conlflinmsnl Gleclfical cable connector seals in that heal shrinking not In conformance 
w/mfg usage range Roactor shuldown & seals repaired W/fl90316 Ur 
NICHOLS, 6. WHfTTIER.GD Maine Yankee Atomic Power Co 89/03/16, 3pp 
49039.192-49039 194 


V Operator Examinations 

8902230600 Requests util provide ref malls fisted m encl for requalification evaluation 
scheduled (or wk of 890515 Participation of employee on exam learn rcduostcd 
ESEUGROTKPW Region 1, Ofc of Ihe Director 69/02/14 FRIZZLE.CD fvlalne 
Yankee AtcHTVW Powai Co- Tpp 48555 342-48555 348 

0903220159 Generic Ltr 80 03 to all power reactor licensees applicants for OL re op- 
erator licensing nail exam schedule Svc list end 

VARGA, S A Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001 49005 056 


DOCKET 50-311 SALEM NUCLEAR QENERATINQ STATION. UNIT 2 


F. Security, medical, emergency & fire protection plans 

09‘O223O432 Rev 4 to Artificial Island Emergency Plan Administrative Procedure EPIP- 
lOOB.Rev 9 to FPIP 1013 & Rev 13 to table of contents 

BLAUER.M Public Service Eleciric & Gas Co of New Jersey 89/02/17 7tpp. 
48576 260 4 8578 330 

89032I02B5 Rev 7 10 EPtP 20 4S, "Emergency Response Cal lout/ Personnel Recall " 
THOMSON.G Public Service Electnc & Gas Co of New Jersey 89/03/06 37pp 
489 B2 326 4B982 357 


H, General correspondence 

0903080185 Comment supporting proposed rule 1QCPR50 re ensuring effeclivenass of 
maint programs for nuclear power plants, extension of NRC authority lo BOP portion 
of plant & misapplication of adequate protection std of backfit rule 
PBESTON.BA Public Sen/fee Efactnc & Gas Co of New Jersey 89/03/24. 
CHILK,S J, Office of the Secretary of the Commission 8pp 48745 210-48745-217 


I, Ffnancial Information 


8903219133 Fonvarefs 1668 stockholders annual repis of each owner of facility & 1969 
projected cash flow stat0ments,per 1975 amends to Pnee-Anrferson Act. 
MILTENBERGER.S, Public Service Electric A Gas Co of New Jersey 89/03/14, Doc- 
ument Control Branch (Document Control Desk), 14pp. 49001 246 49002 1 10 


J, Insurance & Indemnity information 

8902270812 Forwards endorsements to listed NELIA & MAELU policies A cerlificates 
OCONNOR.D J Marsh & McLennan. Inc 89/01/13 DINITZ.I Office of Nuclear Reac- 
tor Regulation, Director (Post 870411) 125pp, 48585055-48585 179 
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f* Operating license stage dociimonts & correspondence 

&9022fl0430 rorwflrcis commonls on specific i;neslions ro policy btatomenl on oxomp 
lions from rogiilatory control published in FH on Qfl 1212 Util hcliovcs sliding scnic of 
bonolil approach should bo used ro radialion exposure 

MILTENBtRGER.S Public Service Electric & Gas Co ol Now Jersey 09/02/09 
Docketing & Serviros Branch 4pp 40630 170 40033 173 

8903020136 Returns 000008 proposed Tech Specs Change LCR 00 06 becauso oxleru 
sive mads necessary bolero approval can bo granted 

BUTLER. WR PrO|0Cl Direcloralc t 2 09/02/15 MILTENRERGER.S Public Service 
Electric & Gas Co of Now Jorsoy 3pp 40674 170 40674 214 

3902230441 Responds to J Stone 090202 roquosL (or add) info ro 00-1231 liocnso 
Change Roguost 00- 15, concerning rcdofinition of “luily wiltidrawn’' from 220 steps 
withdrawn to range from ?22 to 220 steps Withdrawn 

MILTENBERGER.S Public Service Electric & Gas Co ol Now Jersey 09/02/10 Doc 
umont Control Branch (Oocumonl Control Dosk) 2pp 40569 340 40560 341 

3903270345 Notification of 890313 mooting w/C E in Rockvillo.MO to discuss results of 
Salem proicct & licensing of future c £ proiocls 

NEWBtHRY.S Instfumontalion & Control Systems Branch 09/02/23 THAOANt,AC 
Assistant Director lor Systems 2pp 49150 273 49150 274 

8903130453 Summary of 890222 conlerence call w/ulll ro NRC 000104 roguost for addi 
info concerning NUREG 0737, Item 11 D 1 

STONE.J C Pro[GCl Diroclorale I 2 89/03/02 NRC - No Dotniled Aflilialion Given 
3pp 40950 007-48950 009 

8903140310 Requests discretionary onforcemerit ro action statement lor Limiting Condi* 
tion ler Operation 36 2 1, "Containment Spray Sys," to provide addI 4 day period 
beyond expiration of current action stalomonl to rostoro sys to operability 
LABRUNA.S Public Service Electric & Qas Co of Now Jersey 09/03/03 
RUSSELL.WT Region 1, Ole of the Director llpp 40959 073-48050 002 

8903140493 Forwards revised Tech Spec pages (or Inclusion In License Change Re- 
quest 08 02,dld 0609 12, per J Slone request 

MILTENBERGER.S Public Service Electric & Gos Co of Now Jersey 09/03/03 Doc- 
ument Control Sranch (Oocumonl Control Desk) 2pp dOB&7 087 40057 129 

—8903140570 Proposed Tech Spec pages for inclusion In License Change Roquosl 00 
02,dtd 000912 

* Public Service Electric & Gas Co of Now Jorsoy 89/03/03 41 pp 48857 009 
40857 129 

6903150214 Documents 800202 tolcon ro License Change Request 88 11 on RHR auto 
closure interlock deletion 

MILTENBERGER.S Public Service Elociric & Gas Co of Now Jersey 89/03/03 Doc- 
ument Control Branch (Document Control Desk) 3pp 48859 116 48859 118 

8903140298 Discusses util 801230 application for amends to Licenses DPR 70 & DPR- 
75, incorporating now fuel design VANTAGE 6 Hybrid Total Zircalloy 4 mass used in 
cere grill warrants evaluation before NSHC determination rendered 
TOSCH,K Now Jersey, State of 09/03/00 Document Conirol Branch (Document 
Control Dosk) Ip 48834 056 48834.056 

8903140102 Nollfication of 090314 meeting w/utlt in Rockvillo.MD to dlsc-uss application 
of Gonorlc Hr 07-09, "Sections 3 0 & 40 of STS on Applicability of Llmiling Condi 
lions for Oporation & Survolllanco Requirements,’' 

STONE,JC Pfolect Directorate 1 2 89/03/07 BUrLER,WR, Project Diroclorale 1-2 
3pp 40Q5B.18O 48850,182 

8903200360 Forwards safely evaluation supporting licensee response to Generic Ltr 03- 
28, Item 4 5 2, “Reactor Trip Sys Roliabllily, On Lino Testing “ 

STONE, J C Project Directorate I 2 89/03/10 MILTEN BERGERS Public Service 
Electric & Gas Co of Now Jersey 3pp. 48970 31 1-40970,314. 

8903160296 Generic Ltr 89 02 to all holders of OLs & CPs (or nuclear power reactors re 
actions to improve detection of counlorfoU & fraudulently marketed products Sve list 
end 

VARGA, S A Associate Director for Proiocls (Post 870411) 69/03/21 Consolidated 
Edison Co of Now York, Inc B7pp 4a0CO'001-48fl60O57 


Q. Inspection reports, IE Bulletins & correspondence 

6902170112 NRC Info Notice 89 020, “Weld Failures In Pump of Byron Jackson 
Design “ Sve list end. 

ROSSI, CE Division of Oporalional Events Assessment (Post 870411) 69/02/24 
Consolidated Edison Co of Now York, Inc 106pp 48572 043 48572 148. 

B9022103S1 Suppl 1 lo NRC Info Notice 88 073, "Direclion-Dopendenl Leak Character- 
istics of Containment Purgo Valves " Sve list end 

ROSSLCE Division of Operational Events Assessment fPost 870411) 80/02/27. 
Consolidated Edison Co of New York, Inc 102pp. 48580 001-4B5B9'110 

6902210564 NRC Info Notice 89 021, "Changes In Performance Charactoristics of 
Molded Case Circuit Breakers.” Sve list end. 

ROSSI, C.E Division Of Operational Events Assessinenl (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 104pp, 48578.032-48578 137 

890227Q158 NRG Info Notice 89 022, "Questionable Certllication of Fasteners *' Sve list 
end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc, 105pp 48732 001-48732:106 

6902260104 NRC Info Notice 89-023, “Environ Qualification of Litton Veam CIR Series 
Electrical Connectors “ 8vc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/03/03 
Consolidaled Edison Co. of New York, Inc. 106pp 48723 038 48723,143 

6903100292 Folwards Vols I & II to "Fall 1986 NDEs of Selected Class 1 8 Class 2 
Cornponents of Salem Goneraling Slalion Unit 2." 

MILTENBERGER.S Public Service Electric & Gas Co, of New Jersey 89/03/03 Doc- 
ument Control Branch (Document Control Desk) 19pp 46016001-48618 141 


-8903100294 Vols 1 & 11 of Tall 1988 NDEs ol Solcciod Class 16 2 Components of 
Salem G-encrating Station, Unit 2 ” 

INGAMI:LLS,J R Soulhwo^sl Rasoafch Institute 00/11/30 350pp 40016 020- 

48818 Ml 

6903140634 Forwards Tech Spec 6 9 16 arnual repts ol personnel receiving exposures 
in oxcess ol 100 mrem/yr Results ol sloam rjoncralor lubo sve insps periormod during 
fourth refueling outage in Nov 1986 for Satem Unit 2 also end 
MILTENBERGER.S Public Service Eloclnc & Gas Co ol Now Jersey, 89/03/03 Doc 
umont Conirol Branch (Qocunnant Control Desk) 2pp 40034 071 40034 OGO 

-8903140712 Tech Spec 60 15 anr\ual rept ro personnel roceiving exposures greater 
than too mrem/yr Resutls of sloam gonerator tube sve insps performed during fourth 
refueling outage ol Salem Umt 2 m Nov 1 98D end 

‘ Public Sorvtco Electric & Gas Co ol Now Jersey 88/12/31 4pp 40B34 077 
18834 080 

8003140641 Responds to NRC 8901 18 ltr re concerns noted m Insp Ropls 50 272/08* 
60 & 50-311/88 BO In houao INPO lypo observation 6 engineering assurance process 
to ldonlilv& evaluate paltcrns indicating need for addi mgt attention initiated 
MILTENBERGER.S Public Service Electric & Gas Co ol Now Jersey 89/03/03 Doc- 
ument Control Branch (Docunionl Cor^trol Desk) 3pp 40833 334 48B33 336 

6903200044 Responds to 890303 requosi for discretionary enforcement In case of con- 
tainment spray header 21 a1 piarti /\ddl 96 h period granted for Tech Spec 36 2 1 for 
specific ease of repairs to spray hoadcr 

ALLAN.JM Region 1,0 fc of the Director 09/03/04 MILTENBERGER.S Public Serv 
Ice Eleclric & Gas Co of Now Jersey 2pp 40970 231 48970 242 

0902280162 NRC Ihlo Notice 89 024, ' Nuclear Crilicalily Saloly" Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Posl 87Q720) 
09/03/06 Consolidated Edison Co of Now York, Inc 96pp 40700 252-48700 346 

6903180231 Requests altorrtalo sd^odulo for responding lo Action 1 b of NRC Bdlolin 
60 011 re pressurizcr surge lino thermal stralificalion Westinghouse Owners Group 
offort to resolve Issue from generic standpoint joinad 

LABRUNA,S Public Service Eloclnc & Gos Co of Now Jorsoy 69/03/06 Docunent 
Control Branch (Oocumonl Control Dosk) 6pp 48871 346 40071 351 

6903010207 NRC Info Nohce 89 026, "•Instrumonl Air Supply lo Safoly-Rslatod Equip 
menl" Sve list enct 

ROSSI.CE Division of Oporalional Events Assossmont (Posl 87041 1) 89/03/07 
Consolidated Edison Co of Now York, Inc I05pp 46741.053-46741.158 

6003020165 NRC Into Notice 09*027, "Llmltallons on Uso of Waslo Forms & High in 
tognly Contalnors tor Disposal of Low Level Radwasio " Sve list end 
GREtVES.JT Division of Low Level Waslo Managoment & Decommissioning (Post 
670413) 80/03/08 ConsolidQlocI Edison Co ol hfow York, Inc 117pp 48708 1 14- 
48790 231 

6903210138 Responds to NRC 89O80B Ur re violations nolod In Insp Ropls 50 272/00- 
24 & SO 311/66-27 Corrocilvo actions spillod fuel oil cloanecJ.omorgoncy dmsol gener- 
ator returned lo sve & individuals involved counsolecl 

LABRUNA.S Public Sorvico Elociric & Gaa Co of Now Jersey 89/03/10 Document 
Conirol Branch CDocumont Conirol Dosk) 5pp 40085 043-40905047 

6903210178 Ro spends to NRC 890200 ltr ro violations noted In Insp Ropls 50-272/08 
26 & 50 31 1/BB-25Corroclivo actions radiation prolocllon suporvlsora involved w/ 
steam generators counselod on stnet compliance w/ radiation permits & roqulromanls 
LABRUNA.S Public Sorvlco Electric & Gns Co of Now Jorsoy 80/03/10 Document 
Conirol Branch (Documont Cor^trol Desk) 6pp, 40905 063 48985 067 

89O30BO372 NRC tnlo NoUco 89 020, “Wolfllit 6 Clr of Gravity DIscfopanclos for Copea- 
Vufean Air Operated Vafvos " Sve (ist onci 

ROSSI, CE Division of Operational Events Assessment (Posl 070411) 09/03/14 
Consolidated Edison Co tji New York, Inc t07pp 46895 001 48896 109. 

8003090021 NRG Info Notice 80-029, "PotQnlial Failure of A$EA Brown Qovorl Circuit 
Breakers During Seismic Event “ Sve list end 

ROSSLCE Division ol OporalionHl Evome Assossmont (Posl 070411). 09/03/15 
Consolidated Edison Co. of New York, Inc 106pp 488/0053 48B70 169 

8903090133 NRC Info Nolice 09-030, "High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSLCE. Division of Oporalional Events Assessment (Post 870411) 89/03/16 
Consolidaled Edison Co ofNow York, Inc, 1<J6pp. 48095 110 40805.215 

6983 1604 27 NRC Info Notico OQ-031, “Swelling & Cracking ol Hafnium Control Rods,” 
Sve list end. 

ROSSLCE Division of Oporalional Events Assessment (Post 070411) 89/03/22, 
Consolidaled Edison Co of Now York, Inc 102pp, 40086001-40906 103 

6903170419 NRC Info Notice 00-032, “ Surveillance Testing of Low Tomp Ovorprossure 
Protection Sys." Svo list end 

ROSSI.CE Division of Operational Evonls Assessment (Post 678411) 80/03/23. 
Consolidated Edison Co of Now York, Inc 104pp 48002 044-4B002;1 47. 


R. Periodic operating reports & related correspondence 

6902270396 Monthly operating rept for Jan 1989 for Salem Genoraliog Station Unit 
2W/890211 Ur 

ORTICELLE.A., WHITE.P , MILLER, LK. Public Service Eloctrio & Qas Co. of Now 
Jersey 68/01/31. Itpp. 46585 324 48585 334 

B603090252 “Discharge Monitoring Hqpl lor Jan 1089.” W/690224 
TREJO.J, Public Service Electric S Gas Co. ol New Jersey 09/01/31 CAPORALE.Q. 
New Jersey, State of 25pp 48761 200-4D70V224, 

6903220120 Monthly operating repl (or Feb 1988 for Salem Unit 2.W/ 8903 IS ltr. 
ORTICELLE,A , MtlLER.L K, Public Sorvlco Electric & Qas Co of New Jersey. 89/02/ 
28 12pp 490051086 49005 607 
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8^3140634 Forwards Tach Spec 69 \ 5 annual /epis of personnel receiving exposures 
in excess of 100 mram/yr Results of stoam generator tube sve insps performed during 
fourth refueling ouCage in Nov 1968 for Salem Lfnii 2 also end 
MllTENBERdER.S PubTic SeATice Elaclnc & Gas Co of New Jersey 69/03/03 Doc- 
ument Control Branch fOocumenl Control Desk) 2pp 4a B34 071*481034 080 

•-6603t40711 Tech Spec 6 9,1 5 annual rep! re personnel receiving exposures greater 
than 1 00 mrem/yr 

* Public Service Eleclric A Gas Co of New Jersey 88/12/31. 4pp 40834 073* 
4BB34 076 

6903210316 Forwards SGS*RERR-25, "Semiannual Radioa Clive Effluent Release 
RepUul'Dec 1 968” A Rev 6 lo ODCW 

MiLTFNBERQER.S Public Service Electric A Gas Co of New Jersey 69/03/03 Doc- 
ument Conlrol Branch (Document Control Desk), 2pp 46981.117 460B1. 271 

^6903218321 “Salem Generating Stalion Semiannual Racfioactiva Effluent RepUuhDec 
1988." 

♦ Public Service Efecirte A Gas Co of New Jersey. SGS REAR 25 86/12/31. Sflpp 
469B1;t19 46961 '271 

6003230435 forwards amended discharge monitoring repi for pfani containing info as 
required In Permil NJ000S622 for Jan 1 969 

TREJO, J Public Service fleclrfc & Gas Co of New Jersey 60/03/09 CAPORALE^.Q 
New Jersey, Stale of 7pp, 49008 328*49008 334 

►*8903220448 Amended "Discharge Monitoring Rept for Jan 1989" 

TREJO.J Public Service Elecliic A Gas Co. of New Jersey 89/01/31 6pp 
49008 335 49008 340. 


S. Re portable occurrencear LERs & related correspondence 

6903140524 LER 69-003*00 on 690205, unit experienced Rx trip on steam generator 23 
low (evsl concurrent w/steam flow/ feed flow mismatch Caused by Inadequate proce- 
dures associaled w/ operating plant Procedure AOP-COND 2 revised W/a 90302 Itr 
POLLACK,M J , MiLlER,l,K. Service Eleclnc A Gas Co ot New Jeisey BS/03/ 
02. 5pp 46633 256 4B633’260 


V. Operator Examinations 

6903220169 Generic Lir 69*03 to all power reactor licensees A applicants for OL re op 
eralor licensing nail exam schedule Svo list end 

VARGA ,S A Aasoefale Director lor Projects (Post 670411). 09/03/24, ConsoJidflted 
Edison Co of New York, fnc 54pp 49005 001*49005056 
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P. SacurTty, medtcaL emergency A lira piotecllon plans 

6903030076 Forwards reel of 1688 annual emergency exercise conducted on 
881003 Exercise Included trtil A offsite agency parlldpal^n A was evaluated by NRC 
A FEMA 

CFUNK.S L. Sacramento Municipal Uiilily District 69/01/23. FISH,R Region 5, Ofc of 
Ihe Director 48pp 4 8394 .008-4 8694 ’055 

6902280549 Forwards Insp Rept 60 312/60 40 on 881206*8901 13 No vfofaffons 
no ted. Menu a I reactor trip on 681212 largely altnbuted to witllnirndsa of plant staff lo 
operate balance* of-pfant equipment in degraded state 

21 W MERMAN, R, Ragten 5. C)fc of the Director. 89/02/00 FIRUTJF. Sacramento 
Municipal Utility Dislrlct 2pp. 46633278*48633.290 

**6902290650 Insp Rept 50*312/88-40 on 881208*690110 No vidlatlons or devia lions 
noted Major areas Inspected operaUonal safely venf}ca1lon.health physics A security 
observations, ESF sys walhdown.maliit,OA & surveillance A testing. 

D'ANGELO.Ai MYERS.CJ., QUALLS, P.M Region 5, Ofo of the Director. 89/02/06. 
11pp. 48633.280*48633.200, 

8903130091 Forwards Amend 5 to security training A qualiffcabon plan Afnertd withheld 
fref 10CFR2 790) 

SHETIER,JR, Sacramento Municipal Utihly District 69/03/03. Document Control 
Branch (DocumenI Control Desk) Ip, 45619 256*40519,256 

6903160029 Informs that util plans lo modify reactor bldg Ere hose standpipe sys In 
contilnuing effort to upgrade fire proiectlon at plant Mod will greatly enhance manual 
fire r^htlng capabditlas In reactor bldg. 

CROLEY.B,G. Sacramento Muntdpat Utility DfstricL 89/03/06. Document Control 
Branch (Document Control Dealt). Ip. 4 8077:220-4 66 7 7’220. 


H. QerMfii corraspondanoe 

8903000533 Comment on proposed rules 1 0CFR50 A SS le eduo A experience require- 
ments ot senior raadof operatcKS A supervisorB. Requirement tor edoc from sourco 
other than Industry \Mltpfobably cut into time alfotled for training now received, 
COOPER, M D. Professional Reactor Operator Soefety. 69/02/19. NRC * No Detailed 
AffiHatlon Given, 4pp. 48744:121-48744.124. 

8M2270430 Responds lo 890201 Itr re continued operalion of plant due to problems A 
shutdown from Dec 1985 to Mar 1966 During shutdown, major plant sys reevaluated 
from design basis NRC evaluation desenbed in enci NUREG-1286 A Supp1 1 
)^LAHAN,Q.M. Assistant Dfr^lor for Region Ilf A Region V Reactors, 69/02/21. 
BARTLETT.B J. AlfiflaUon Nol Assigned 7pp. 48586:172-46588:179. 

-*6902270435 Comments on continued operation of plant In view ol woblams asaodat* 
ed w/plant Suggests taking Into consideraUon. safety of people fn Sacramento A sur- 
rounding ccmmumtiea instead of caving fnlo poUtfcians. 

BARTLtrr.BJ. Affialion Not Assigned. 88/02/01. NRC - No Delaifed Affiliation 
Given. Ip. 4B5a6‘179*4e5fi«;17fi. 


1. Financial Information 

8903010190 Advises of mlont to use general funds in event of relrospeoKve premium 
nssessment.Offictaf s1atemenl,d(d 681027,whlch includes projection of District fl 
nances on Page A 7 end 

BOGGS, D. A Sacramento Municipal Utility District 89/02/24 Office of Nuclear Read 
iof Regufalion, Direclor (Post 87041 1) 103pp 48645 053 46645' 1 67, 


P. Operating IFcense stage documenta & correspondence 

8903090226 Public version of summary of 890201 meeling w/ulll in Region V re licens 
ae action on potenllal release of confamlnaled restn In liquid efflueni waste stream 
dunng 690115 19. Agenda A oull^eol ©vents and 

YUHAS.GP. Region 6, Ofc of the Director 89/02/06 Region 5. Ofc of Ihe Direclor 
12pp 46801:186 48001.197 

6902230471 Responds (o Generic Ltr 88*14, "Instrument Air Supply Sys Problema Af* 
feeling Safety Related Equipment." inslrment air sys dewpoint monitored continuously 
at output of air dryers A fillers via digital readout meter. 

KEUTEfl.DR. Sacramento Municipal Ulilily District 80/02/15 Document Control 
Branch (Document Control Desk) lipp 4BS69 059 4B566 069 

8902240067 Requests temporary exemption from two testing requirements of 
10CFR50,App J, Sect ion llj.D3 re reactor bldg penetrations Exemption would permit 
operation until next refueling outage lo complete all surveillances Fee paid 
kEUTEaO R. Sacramento Municipal Utility Dislrlct 89/02/16 KNIGHTON, G Docu* 
meni Control Branch (Document Control Desk), 2pp 48583 293-48583 294 

8903060073 Rev 1 Co proposed Amend t30 to License DPR*54.edding operating re- 
quirements to Tech Specs designed to provide proper limitatfons & conditions on- re- 
actor bldg pressure equalization operations during power operation, 

KEOTEa,OR Sacramento Municipal Utility District 89/02/28 KNtGHTON.G Docu- 
ment Control Branch (Document Control Desk), 12pp. 48736 067-48736 066 

*•8903060078 Revised proposed Tech Specs,lncluding Pages 3*30a,3-30b, 3-40a,3' 
45,3 46,4-1 8a A 4-75 re addition of operating requirements designed to provide proper 
limitations A conditions on reactor blog pressure equalization operations 
* Sacramento Munidpal Utility District, 89/02/26 &pp 48736:079-46736.086 

8903140409 Application for amend lo License OPR- 54, con slat mg of SuppI 1 to Pro 
posed Amend 175, Rev OJor one time extension for certain surveillances required by 
Tech Specs to be penformed beginning 890329 

KEUTEfl.DR. Sacramento WunTcIpallftilily District 89/03/06 KNIGHTON, Q Docu- 
ment Control Branch (Document Control Desk) 2pp. 40854 231-40654:233 

••8903140419 Proposed Tech Spec Page 4 17, Including one-time extension lor certain 
surveillances required to be performed by 890329 
' Sacramento Municlpaf Utility District 69/03/06 ip 46854 233 46654,233. 

S90320044D Suppls 800131 response to Generic l\t 88-17, "loss of DHR " Administra 
live controls will be provided (o ensure containment closure achieved prior to core un 
covety. 

CROLEY.BQ. Sacramento Municipal Ulllity District 89/03/09 KNIGHT ON, G. Docu- 
ment Confrol Branch (Document Control Desk). 2pp 48959 065*46959 066. 

6903230037 Usts actions completed per B90201 confirmatory action itr to enable restart 
from 890131 plant shutdown Sys design operating pressure of 1,325 psi oslablishod 
for auxiliary feedwater, based on max pump speed when motor driver used, 

FIRLtT,J.F. Sacramento Municipal Utility Dislrlct. 89/03/11 MARTIN.JB Region 5, 
Ofo cl the Direclor. 8pp. 49029 352 49029 354, 

8903220101 Advises that In effort to Improve reliability of DHR. Installation of motor- 
driven feedwater pump being evaluated Mod of auxiliary feedwater pump cage to pro- 
vide Innproved access for operations A main! also under evaluation 
CROLEV.BG Sacramento Municipal Utifity Dlslrlcl. 69/03/13. KNIGHTON.G. Docu- 
ment Control Branch (Document Control Desk) Ip. 49004:093-40004.093 

8903240102 Advises that ulil will Install motor dnven feedwater pump to augment feed- 
water sys no later than refueling outage following operating Cycle B 
CROLEV.B.G Sacramento Munlcipar Utility District 69/03/16 KNIGHTON.G Docu- 
ment Control Branch (Document Control Desk). Ip. 49040.206*49040:206 

5903160200 Generic Ltr 89-02 tO all holders of O La A CPs for nuclear power reactors re 
actions lo improve detection of counterfeit A fraudulently marketed product8.Svc list 
enc). 

VARGAS A. Associate Director for Projecis (Post B70411). 89/03/21. Consolidated 
Edison Co of New York, Inc 57pp. 46060.001-48960.057 

6903270304 Di&cussea possible loss of absolute control rod position Indication If abso- 
lute posilkin indlca1Jor> for conlrol rod positions lnoperab!e,uVl wifi restore rod to oper- 
able statue tn 12 h 

FlRL|T,J F. Sacramonlo Municipal Utility District. 89/03/22 KNIGHTON.G Document 
Control Branch (Document Control Desk), 2pp. 49055:068-49055 069> 


Q. Inspection repoftt, IE Bulfetina A eomspondsnes 

8902280549 Forwards Insp Rept 60-312/88*40 on 881206 89011 3.No violations 
noted Manual reactor trip on 661212 largely attributed to willingness of plant staff to 
operate balance- ol*plant equipment In degraded slate. 

ZTMMERMAN,R. ReglOfi 5, Ofc of the Director 69/02/06. FIRLIT.J F. Sacramento 
Municipal UUlity Dislrfci 2pp 48633:276-48633' 290. 

-09O229OSSO Insp Rept 50-312/86*40 on 601208-8901 13. No vlolalions or deviaHons 
noted.Ma}or areas lnfip6Cled.operationaf safety verlfication.health physfea A security 
observations, ESF sys walkdown.maint.QA A surveillance A testing 
0'ANGELO,A.. HY^RS.C.J . QUALLS.P.M. Region 5, Ofc of Ihe Director. 89/02/06 
tipp. 48033‘.2tlQ*4a6O3.29O. 

8902340300 Responds to NRC 690113 notice of violaUon A proposed Imposition of civil 
penalty In amount of $100,00O.Correctlve aclk)n8;Frocedure AP.305-13. "Enviroo Re- 
leases of Liquid Radloaclivity" rev(8ed.Fee paW. 

FIRLIT,J.F. Sacramento Munfeipat Utifity District. 89/02/13, LIEBERMAN.J. Division of 
Information Support Servloes (Post 890205) 17pp. 46580:166*48580:171. 
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8903060060 Forv/ards Insp Ropt 50 312/08 42 on 881227^30 & 890125^27 No viola 
tions noted 

KIRSCH.D.F Region 5, Ofc of the Director 89/02/13 FIRLIT,J Sacramertto Munici 
pal Utility District 2pp 48739 176*48730 190. 

•<8903060072 Insp Repl 50-312/86 42 on 881227-30 & 890125-27 No violalions 
noted Major areas Inspected followup items, Part 21 ropIs.LBRs & licensee program 1o 
maintain quality of diesel generator fuel oil 

MELFI.JF, RICHARDS.SA Region 5. Ofc of the Director. 89/02/ 13 14pp 

48739 177 48730 190. 

6903060186 Forwards Exam Rent 60-312/OL 88 02 administered on 881206 13 
KIRSCH.D F Region 5, Ofc of the Director 89/02/15. FIRLIT,J F Sacramento Munici- 
pal Utility District 2pp 48768 063*48768 153 

•^6903060198 Exam Rept 50 312/OL 88 02 on 801206*13 Exam results all seven senior 
reactor operator candidates passed written & oral exams 

JOHNSTON.G.W., ELIN,J0 Region 5. Ofc of the Director 89/02/06 e9pp 

48768 065 48768'163. 

8903060202 Forwards Insp Rept 50 312/88 41 on 881214 69t)103.No violations noted 
ZIMMERMAN, RP Region 5. Ofc of the Director. 89/02/15. FIRUT.JF Sacramento 
Municipal Utility District 2pp 48767 286 48767.355 

»’8903060207 Insp Rept 60-31 2/88 41 on 881214-890103 No violations noted Major 
areas Inspected onsite followup of event of 881212 & associated mgl meotings on 
8B1219 & 890103 Weaknesses observed re decision to operate plant in degraded 
slate. 

MILLER.L F., JOHNSTON, G , JENSEN,W Region 5. Ofc of the Director. 09/02/13. 
86pp. 48767 270 48767.355 

8902270503 AcK receipt of 690127 Ur informing NRC of steps taken to correct violations 
noted in Insp Rept 60-31 2/60 33 

ZIMMERMAN, R P Region 5, Ofc of the Director. 89/02/17 FIRLIT,J F. Sacramento 
Municipal Utility District Ip 48567 185-46587 19l 

8902170112 NRC Info Notice 09 020, “Weld Failures In Pump of Byron Jackson 
Design “ Sve list end 

ROSSI,CE Division of Oporailonal Events Assessment (Post 870411). 89/02/24 
Consolidated Edison Co. of New York, Inc 106pp 48572 043-48572,148 

8902210351 Supp1 1 to NRG Info Notice 88 073, “Direction-Dependent Leak Character- 
istics of Containment Purges Valves “ Sve list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 89/02/27. 
Consolidated Edison Co or New York, Inc 102pp 48589 001 46680.110 

6902210564 NRC Info Notice 89 021, “Changes in Performance Charactarlstlcs of 
Molded Case Circuit Breakers.'* Sve list end. 

ROSSI,C£. Division of Operational Events Assessment (Post 670411). 80/02/27 
Consolidated Edison Co. of New York, Inc. 104pp 48578.032*48578 137, 

8903000392 Ack receipt of 800213 Itr 8 payment of civil penatty In amount of $100,000 
UEQERMAN,J Region 1. Ofc of the Director 80/03/01 FiRUT,JF Sacramento Mu 
nicipal Utility District 1p. 48799 355-4B799<355 

8902270160 NRG Info Notice 89 022. “Questionable Certification of Fasteners “ Sve list 

end 

ROSSLC.E Division of Operational Events Assessment (Post 870411). 89/03/03 
Consolidated Edison Co. of New York, Inc 105pp. 40732.001-48732 106 

8902280104 NRC Info Notice 69 023, “Environ Qualification ol Litton -Veam CIR Series 
Electrical Connectors.'* Sve list end 

ROSSI, GE Division of Operational Events Assessment (Post 870411), 89/03/03 
Consolidated Edison Co. of New York, Inc 106pp. 48723 038-48723 143 

6902280102 NRC Info Notice 89-024, “Nuclear Criticatity Safety." 5vc list encL 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/06, Consolidated Edison Co of New York, Inc. 06pp 46700>252-4e700 346. 

8903150030 Responds to NRC BuUetin 86 01 1, “Pressurizer Surge line Thermal Slretifl^ 
cation " VT-3 visual exam of pressurizer surge line & bounding analysis performed w/ 
0 considering effects of thermal striping 

CROLEY.B.G. Sacramento Municipal Utility District 89/03/06 Document Control 
Branch (Document Control Desk). 2pp 48870.355-48070*360 

-8903160039 Advises of alternate schedule for investigations 8 analyses In response to 
NRC Bulletin 88-011, “Pressunzer Surge Line Thermal StratllicaUon,'* on behali of 
owners group menrtbers. Thermal striping evaluation will be submitted by 691031, 
SPONDJp.F. Babcock & Wilcox Operating Plants Owners Group. 69/02/24, 
ROSSI, CE. Division of Operational Evenfs Assessment (Post 870411). 4pp. 
48870:3S7-46870;360. 

8903210117 Discusses plans to replace QE HFA latching relays dunng refueling outage 
scheduled for Aug 1089, per NRC Bulletin 88 003, Twelve latching relays mfg by QE 
identified at plant. 

CROLEY,B,Q Sacramento Municipal Utility District. 80/03/06. MARTIN,J.8. Region S, 
Ofc of the Director. 2pp, 48083; 175-48963* 176. 

8903010207 NRC Info Notice 80 026, “Instrument Air Supply to Safety-Related Equip 
ment." Sve list end, 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 89/03/07. 
Consolidated Edison Co. of New York. Ino, 105pp. 4874 1;0S3-4 8741:156. 

800302016S NRC Info Notice 89-027, “Limitationa on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste." Svg list end, 

QREEVESJ.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidaled Edison Co. oi NW York, Inc. 117pp. 48798:114- 
48796*231, 

8903080372 NRC Info Notice 60-026, "Weight & Ctr of Gravity Discrepancies for Copes* 
Vulcan Air-Operated Valves." Sve list encl. 

ROSSLC.E. OMdon of OiMrational Events Assessment (Post 870411) 89/03/14. 
Consolidated Edison Co of New York, Inc. I07pp. 40896.001-46696:109. 

9903090021 NRC Info NoUce 86 029, “Potential Failure of A3EA Brown Boveri CIrcgfl 
Breakers Durir>g Seismio Event.'* Svq list end, 

ROSSI, C.E. Oivislon of Operational Events Assessment (Post 870411). 89/03/15, 
Consolidated Edison Co. of New York, Inc 10^. 48870.053 48870* 1&9. 


8903090133 NRC tnfo NolicQ 09-030, “High Temp Environs at Nuclear Power Plants " 
Sve list encl 

ROSSI, CE Divjsion ol Operational EvanU Assessment (Post 870411) 89/03/16 
Consolidaled Edtson Co or Now York, Inc 106pp 48805 110 40895 216 

8903160427 NRC Ir»fo Notice D9-031, "Swelling & Cracking of Hafnium Control Rods “ 
Sve list end 

ROSSI.CE Division of Oporailonal Events Assossmont (Post 870411) 69/03/22 
Consolidated Edison Co of New York, fnc, 102pp 48906 001 4B9B6 103 

8903170419 NRC Info Notice 89 032, “Surveillance Testing ol Low Temp Overpressure 
Protection Sys *’ Sve list and 

ROSSi.CG Division of Operational Events Assessment (Post 870411) 89/03/23 
Consolidaled Edison Co of New York, Inc 104pp 48902 044*46992,147 


R* Periodic operating reports 8c related correspondence 


8903200053 Fonwards monthly porlormanco data for Way 1068 
KEUTER.OR Sacramento Municipal Utility District 83/06/28 Document Control 
Branch (Document Control Desk) 45pp 48958*2 25-4 8956 269 

8903090372 “Semiannual Radioactive Effluent Release Rept, Jut Doc 1968*' W/660301 
ffr 

KEUTER.D.R Sacramento Municipal Ulilily District, 86/12/31 MARTIN,J B, Region 6, 
Ofc of the Director, 101pp. 48856*285 4QB57 063 

8902240172 Forwards SPDS quarterly peilormanco rept lor Oct Doc 1986, per NUREQ 
1286. “SER on Rancho Soco Restart “ 

CRUNK.SL Sacramento Municipal Utility Dislrict 89/02/14 KNIGHTON, G. Docu- 
ment Conlfol Branch (Document Control Desk) 4pp 49580*206 48560 21 1 

8902240328 Forwards monthly operating rapt for Jan 1989 & corrected Dec 19Q8 ropt 
(or Rancho Seco 

CRUNK.SL Sacramento Mur^lclpal ULili^ Dislrict, 09/02/15 KNIQHTON.G Docu- 
ment Control Branch (Document Control Desk) Ip 46571 254 48571 261 

-8902240331 Monthly oporatinn rapt for Jan 1689 for Rancho Seco 
MU ELLA, M Sacramento Municipal Utility District 89/01/31, Opp. 46571.255- 
48571 260 

-8902240332 Corfocled monihty opefaling ■rapt lor Dec 1 068 for Rancho Seco 
MUELLA.M. Sacramento Municipal Utility District 86/12/31 1p 4B571-26U 
48571 261 

8903230094 Monthly operating rept for Fob 1989 lor Rancho Seco Nuclear Gonorating 
Station W/aoosiS (tr, 

MUELLER, M, CRUNK.SL Sacramento Municipal Utillly Districl. 80/02/28 9pp 
49031 349 49031 357 

8903100384 Forwards monthly performance dale for dec 1986 re plant expanded PI 
program.por NRC request. 

KEUTER.D.R. Sacramento Municipal Utility Dislrict. 09/03/03 KNIQHTON.G Docu- 
ment Co rdrol Brar^ch (Documont Control Desk) 43pp 48604.169 46604.211. 


S. Reportable occurrences^ LERe & related correspondence 


8610220327 “Transler^l Assessment Program Root for Rancho Seco Trip, Loss ol Inte- 
grated Control Sys Power on 651 2 26, Transient Assossmont Program RS-06 01." 
SIMMONS.Q. Sacramento Municipal Utility District. 75, 66/03/21. 160pp 36326 013 
38320172, 

-8610220336 ‘Transient Asaessmont Program Rept for Rancho Seco Reactor Trip on 
High Prassure,Fo)lowed by Cooldown Transient on 85 1002, Tran slant Assessment Pro 
gram RS-BO 05,” 

DELBUEJ,, FIELD, J Sacramonto Munlctpal Utility Districl 73 85/10/30. 136pp. 
36328:195-38320*330. 

-8810220338 ’’Transient Assessment Program Rept for Rancho Seco Reactor Trip on 
81061 7, Transient Assessment Program RS-82 04.*’ 

‘ Sacramento Municipal Utility District. 66/09/26. 24pp 36320;331-96329.124 

8002280148 Summary of Operating Reactors Events Moeting 60 07 on &602l5.Usl of 
attendees, list of events discus sad .summary of events for long term followup or Input 
to NRC performance Indicator program & surrimary ol reactor scrams encl. 
LANNING.W.O. Evonls Asseaamant Branch. B9/'02/t7 ROSSI, C.E. Division ol Oper- 
ational Events Assessment (Post 870411). 25pp. 4 863 3:054-4 663 3:078. 

8803080473 Special Rept 89-02 on 8901 25; lire barrier mechanical penetration 2233 not 
restored to operable status within 7 days per Tech Specs & rubber boot seal removed 
from oenetraf ion. Hourly flrewatph posted ^ penetration restored 
KEUTER.D.R. Sacramento Municipal UtiHly DIatrIcl. 89/02/23 MARTIN. J 8, Region 6, 
Ofc of the Director. 2pp. 48779,027-48779.028. 

8903060045 LER 88-020-00.on 661216 & 16, disco vorod core Hooding tank daily pres- 
sure bolow Tech Spec ilmit.Caused by personnel error Pressure restored to within 
Tech ^00 tlmit8.Procedure tDAP-ooia will be revised. W/660224 Itr. 

RUTTER, s., FlRLhTJ.F. Sacramanto Municipal Utility District. 89/02/24. 5pp. 
40769,002-48769:006. 

8903030474 Special Rept 60-003:on 890201 -02, RC5 sample dale Indicaled specilio ac- 
tivity exceeded 0.8 uCi/ml i>13l Ilmil.Caused by normal Increase In Iodine activity aftei 
power reduction Isotopic analysis continued until restoration complete. 

KEUTER.DR. Saoramonlo Municipal Utility District 89/02/27. MARTIN.J.B. Region 5 
Ofc of the Director 46692:1^-48692:160. 

8903090403 LER 60-001 -00:on 8001 31, auxiliary feedwater (AFW) pump reached over 
speed Condi Uon resulting In overprossurization of both AFW traln$,Roactor manuail) 
tripped on 890201 .Caused by failure to establish decay heat sys W/690228 Itr. 
SCHUMANN, D., FIRLITJT. Sacramento Municipal Utility Districl. 89/02/26. 6pp 
46798.330-40798:336 
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S9C3 170146 Forwards Ausciliary Foeclwaler Sys Oveiprosbui«anon Ewoni EngtnGQfing 
Evolualfon ReptFcb of 890131 evoni 

CROLEYBG Sacramen»o Municipal litjtify Districl 80/03701 Documoot Conirol 
Branch lODCcitncml CotItoI OesK> Ip 4BSC3 032 ^18353 106 

-6903170153 'AuKiirary Fcodwatcr Sys Ov&rprcBsun nation Evcnl EnginDoring ■Eyalua 
Von RfipVFeb 1383” 

ATWELL, JK KHANJM. PEA BODY, W F Saciamenlo Municipal Ulilily Oislrrcl 09/ 
02/ 2& 73pp 48953 033 48953 1C6 

3903220395 LCR 60 017*01 on asiaoe.discovcrod thal diGscI fuel oti slorage tank A in- 
stead of lanK B sampled Caused by use of Informal method ol communication & fail- 
ure of Irainma program Potonliaf dovtalion repl prepared W/0903 1 3 Hr 
BOWSER.RW, FIRLIT.JF Sacramento Muriicipal Ulrliiy District 89/03/13 6pp 
49003 058 49003 063 


V Operator Enarntnal Ions 


69030 B0 188 Forwards Exam Repl 50 312/OL 80 02 administered on 831206- 13 
KIRSCH^D F Region 5, Ofc of Itia Direclor 89/02/ 15 FIRUTJ F Sacramento Munici 
pal Ulifity Disiricl 2pp 48783063-48768 153 

-6903080190 Exam Rept 50-312/0L*a8 02 on 381206-13 Exam rosullsall seven senior 
reactor operator candidates passed wnllen & oral oxams 

JOHNSTON.GW. ELM.J O Region 5. Ofc of the Piroctor 63/02/06 89pp 
43768085 48768 J53 

6903220159 Generic Llr 89-03 to all power reactor liconsees & applicants for OL re op 
erator ricanslne natl exam schedule Sve list end 

VARGA, S A Associale Director for Praiects (Post 070411) 69/03/24 Consolidated 
Edison Co at New York Jnc 54pp 49005 001 40005056 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


f. Security, medical, emergency ft rire protection plans 

8903240091 Forwards ‘'Emergency Preparedness Exercise REX89.Ex©rc(SO Scenario " 
BOYD.DW Arkansas Power & Light Co 88/12/30 MARTIN.nD Region 4. Ofc of 
the Director lOpp 49032 227-49033 131: 

- 8903249097 ''Emergency Preparedness Exercise REX SQ.Exorciso Scenario " 

* Arkansas Power ft Light Co 09/03/15 250pp 49032237 49033131 

9903270036 Public version of "E'mergoncy Preparedness Exercise Scenario for Mar 
1989” 

» Arkansas Power A Lighl Co 69/01/20 200pp 49049 223 49050 116 

8902230463 Revisod EPIPs.cansisimg of Rev 8 to 1903 13 ft Rev 13 to 1903 42 

* Arkarrsas Power & Light Co. 89/02/07 9pp 48570 323-48570 331 

B903 020321 EPIPs.conbisling of Rev 10 to 190361 ft Rev 5 to 1003.62 

* Arkansas Power & Light Co 89/02/17 51pp 48738 329-48739 020 

8902280269 Advises that 881025 Rev 14 (0 socurily plan censisienl w/ provisions ol 
t0CFR5054(p) ft acceptable 

CALLAN,L J Region 4* Ofc of Hie Direclor. 89/02/22 CAMP BELL.G. Arkansas Power 
ft Light Co 2pp 4B627'23a-4ee27 240 

3903130228 Forwards request for addl fnfo re fire barner penetration seal testing fnfo 
tcquesled by 890324 

HARBUCK.CC, POSLUSNY.C Profecl Dfrecloralc IV 09/02/23 CAMPBELL, TG Ar- 
kansas Power ft Liflhl Co 4pp 4S821 342 46621 345. 

8903230465 Rev 5 to Emergency Plan fmpremenling Procedure 1903 63, “Emergency 
Response Ctrs “ 

' Arkansas Power ft Light Co 09/02/28 5pp 49030*1 1 1 49030 115 

0903230220 Rev 7 lo Emergency Plan Implementing Procedure 1904.001, “Offstte Dos© 
Projections - Gaseous Effluent Monitonng Sys Computer Graphics Method ” 

* Arkansas Power ft Light Co 09/03/08 77pp 49026 160*49020 226 

8903160578 Re^onds to 890223 request lor eddi info re ulil 881221 submiltal of re* 
suits of retest fire barner penetration seat testing Response to request will be submit- 
ted by 090424. Delay due lo workload of Ere protection group 
HOWARD, DR Arkansas Power ft Light Co 89/03/00 HARBUCK*C , POSLUSNY,C 
Office of Nuclear Reactor Rogulallon, Director (Post 679411) Ip 48071*322- 
48071 322 

8903140236 Final response lo FOfA reouesf for documsnis Forwards App A 
documenls App A doci/menls also available jn PDR 

GRIMSLEY.OH DocumenI Control Branch (Document Control Dosk) 89/03/09. 
HAWKfNS.M. Impelt Corp 2pp 48076 082-48875083 

-8010130013 Informs of headquarters participalion in listed exercises iw/ regions for 
1980 1989 

SPESSARD,RX Division of Operatlor^al Assessment (Post 870413). 88/09/23 
ALLAN ,J M Region 1, Ofc of the Director 2pp. 48675 064 46B75085 

8903220488 Rov 7 to EPIP 1905002* "Offsile Emerflency Monilorlnp “ 

* Arkansas Power ft Ughl Co B9/03/G9 4pp 49002 310 49002313, 

8993220413 Revised EPIPs .including Rev 9 to 1903 13, "Nolificatfon of Corporate Offi- 
cial" & Rev 10 lo 1903,030, “Evacuallon ’* 

‘ Arkansas Power ft light Co. 69/03/10 79pp. 46997050 40D97 131. 


H. General correspondence 

8903980274 Comment supporting proposed rule tOCFRSO re ensuring effecliveness of 
mainl programs for nuclear power plants 

CAMPBELL,T.G. Afkartsaa Power ft Light Co 89/02/24. CHfLK,S J. Office of the Sec- 
retary ol the Commission 4pp 48746.170 48745 173 


P. OpcraWfig license stage documents ft correspondence 


0993090295 Requests nolifccahon within GO days of anticipalion of any problems in ac 
commodaling non Region IV prirsonnel 

YANDELL.LA Region 4. Ofc of the Director 89/02/02 CAMPBELL, G Arkansas 
Power ft Light Co 2pp 40781 262-48781 263 

8903010303 Forwards ‘ Summary of Engineorintj Evalualion of ANO 1 High Prossuroln 
lection Sys Backflow Condition," for review 

HOWAHD.DR Arkansas Power ft Light Co 89/02/14 CALVOJA Pro|oct Director 
ate IV fp 40670 074*40670 095 

-'8903010304 ' Summary of Enpineering Evalualion of ANO-1 High Prossuro Injoclion 
Sys Backflow Condition " 

• Arkansas Power ft Light Co 89/02/ 14 2lpp 40670 076 48670 096 

8903100044 Forwards request for addl info ro proposed plant mods to meat roquiro 
menis of 10CFR50 62 in order to compfele roviaw 

HARBUCK,CC PrOieci Directorate IV 80/02/23 CAMPBELL J G Arkansas Powers 
Light Co ISpp 46810 278-46010 292 

8903090280 Forwards response (o 890216 request for addl info on high prossuro Inlor- 
facfi <HPI) backflow evoni Now design using rodundanl chock valves as supplemonlccl 
by testing & maint considered adequate to preclude any future HPI conditions 
HOWARO.DR Arkansas Power & Light Co 89/02/24 CALVO.JA Prolocl Di/eClor 
ale IV 9pp 40001.146-40001 154 

8903990431 Appficalion for amend to License DP R'5l, re vising Tech Specs re snubber 
visual insp inlorval to allow delay of snubber insp due bolwoon 090321 ft Q00619 la 
next refueling outage schoefufetf for Mar 1990 Foe paid 

CAMPBELL.! G Arkansas Power ft Light Co 89/02/27 DocumenI Control Branch 
(Document Control Dosk) 3pp 40784 044 46704 052 

-0903098436 Proposed Tech Specs, allowing delay of snubber insp duo between 
690321 & 990610 until next rcruefing outage scheduled for Mar 1990 

• Aikansas Power ft Light Co 69/02/27 6pp 48704 047-48704 052 

8903100525 Forwards summary of SPDS isolation device test results 
HOWARD.D R Arkansas Power ft Light Co 89/02/28 HARBUCK.C Project Director 
alofV 3pp 48803 017-40003 019 

8903220461 Responds to NRC Bulfolm 86 01 1, “Pressurizer Surge Line Thermal SIralift 
cation " Extensive data colloctlon program undertaken al facility to provide detailed 
understandma ol thermal slralificalion phenomenon to support analysis* 

HOWARD.D R Arkansas Power ft Light Co 89/03/03 DocumenI Conirol Branch 
(DocumenI Control Desk) 3pp 49003 310 49003 312 

8903150574 Responds lo Genonc Ltr 86-14, “Insirument Air Supply Sys Problems Af* 
fecung Salely-Relaied Equipment " Specific actions requested to bo taken listed 
HOWARD.D R Arkansas Power ft LighI Co 89/03/07 MIRAQLIA.FJ, Associafo Di 
rector for Projecis (Post 870411) 7pp 48858 912 48058 218 

0903230354 Forwards Amends 1 16 ft 89 lo Licenses DPR-51 ft NPF 6, respectively ft 
safely evaluation Amends add operability ft surveillance requirements for coro exit 
thermocouples 

HARBUCK.CC, POSLUSNY.C Project Directorate IV 89/03/00 CAMPBELL,! Q Ar 
kansas Power ft Light Co 4pp 49022 283 49022 301 

-8903230356 Amonds 116 ft 89 to> Licenses DPR-51 ft NPF 6.respaclivolYi adding 
opera bifily ft surveillanco requirements for core exit thermocoupfes to plant Tocn 
Specs per NUREG 0737 ft Generic Ltr 83 37. 

CALVO,JA Project Direclorale IV, 09/03/08 14pp 49022 287-49022 299 

-0903230357 Safety evaluation supporting Amends 116 ft 69 to Licenses DPR 51 ft 
NPF-B, respectively 

• Office of Nuclear Reactor Regtiialion, Director (Post 870411) 89/03/08. 2pp 
49022 300 49022 301 


8903240225 Drscusses procedural guidance for conducting gross leak testing of valves 
irii HPI sys discharge piping Llhl proposes to amend procedure to Instruct operator lo 
observe gauge pressure reading for 1 minute while conducting tost 
HOWARD.D fl Arkansas Power ft Light Co 89/03/09 CALVO.J A Project Diraclor- 
ate iV. 2pp 49040,043 4 9040 044. 

8903220329 Concludes that B&W methodology significantly improved safely of EtaW-de- 
signed reactors permitting closure of TMI Action Plan Item ILK 3 5 re reactor coolant 
pump inp Issue (MuIN Plant Action G 01) 

hARBUCK.C.C Project Diroclorafe IV 69/03/10 CAMPBELL.TG Arkansas Power A 
Light Go Spp 40005 0ea-49005;0?0 

8903230027 Forwards Amend 117 to License DPR-51 ft safely evaluation Amend modi* 
fies Tech Specs by adding surveillance requirements for automatic actuation ol shunt 
tnp attachments of reactor Inp breakers ft inp relays 

HARBUCK.CC Project Direclorale IV 89/03/10 CAMPBELL,! G. Arkansas Power ft 
Light Co 3pp 49028.195 49028' 208 

—8903230030 Amend 117 to License DPR-51,rnodifying Tech Specs by adding surveil- 
lance requirements for aulomatlc acluahon of shunt trip attachments of reactor trip 
breakers ft for silicon controlled rectifier tnp relays used lo interrupt power 
CALVO.J A. Projecl Directorafa IV. 89/03/10 7pp 49028 196-49026 204. 

-8903230042 Safety evaluation supporting Amend 117 to License DPR -SI 
• Office of Nuclear Reactor Regulation, Direclor (Post 870411) 89/03/10, 2pp 
49020 205 49028 206 

8903160296 Generic Hr 69-02 lo all holders of OLs ft CPs for nuclear power reactors re 
acfiooa to Improve detection of counferfeit ft fraudufenlty marketed product a. Sve list 
end, 

VARQA,$A Associate Director for Projects (Post 870411) 89/03/21 Consolidated 
Edison Co of New York. InC 57pp 4 8960 001-48960 057 
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Q, Inspection reports, IE Bulletins & correspondence 

89022B035B Forwnrds Insp Ropts 50-313/B9 03 & 50 368/09 03 on 09D124 25 Insp 
condiicled to review cifcumslances following 090120 reactor trip which loci to reactor 
coolant bacKloakago through HPSI check valve 

C ALLAN, LJ Region 4. Ofc of the Director 89/02/ 1 7 CAMPBELL.G Arkansas Power 
& Light Co 2pp 48624 254 40624 276 

.-8902280360 Insp Ropts 50 313/09 03 & 50 368/09 03 on 090124 25 Major areas 
inspected circumstances following 090120 reactor trip leading to reactor coolant back- 
leakage Itirough RPSI chock valve whicti failed to scat 

CHAMBERLArw.D Region 4. Ole of Iho Director 89/02/16 21pp 48624 256- 
46624 276 

8902280357 AcK receipt of 881230 Itr informing NRG of stops taken to correct violations 
noted Insp Repls 50 313/08-25 & 50-36B/B8-25 Rosponso not submilled within 30 
days of 80101 4. as required 

CALLAN,l J Region 4, Ofc of the Director 89/02/21 CAMPNELL.G Arkansas Power 
& Light Co 2pp 48024 189 40624 104 

-'8902260364 Responds to violations noted in (nsp Repts 50-313/88-25 & 50 388/88- 

25 Corrective actions operations will review control of locked valvos for cold shutdown 
6i refueling modes of operation & studs on chock valve loosened 

LEVINE, JM Arkansas Power & Light Co 08/12/30 CAlLAN.LJ Region 4, Ofc of 
the Director 4pp 48624 191-48624 194 

6983030272 Ack receipt of 890104 Itr informing NRC of steps taken to correct violations 
noted in Insp Ropts 50 313/08-20 & SO 368/88 20 

CALLAN.L J Region 4, Ofc of tho Diroctor 89/02/23 CAMPBELL,G Arkansas Power 
& Light Co 2pp 48692 262-40692 260 

-6903030261 Responds to violations notod in Insp Repts 50 313/88 20 & 50 368/88 
20 Corrective actions englnoo ring calculation performed to determine accoplability of 
installed hinge pin Breaker handle shafts inslaflod 

LEVINE.JM Arkansas Power & Light Co 80/01/04 CALLAN.L J Region 4. Ofc of 
the Director Bpp 48692 264 48692 268 

6902170112 NRC Info Notice 69 020, "Weld Failures in Pump of Byron Jackson 
Design " Sve list end 

ROSSLCE Division of Oporaiional Events Assossmont (Post 870411) 09/02/24 
Consolidated Edison Co of New York, Inc 106pp 46672 043-48572 148 

6902210351 SuppI 1 to NRG Info Notice 88 073, "Direction Dopondent Leak Character- 
istics of Containment Purge Valves,” Sve list end 

ROSSLCE Division of Operalional Events Assessment (Post 870411) BO/02/27 
Consolldalod Edison Co of New York, Inc 102pp 4B589 001-48589 1 10 

S9O2210564 NRC Info Nolica 89 021, "Changes in Performance Charactcnsllcs of 
Molded-Case Circuit Breakers ” Sve list end. 

ROSSLCE Division of Operational Events Assessment fPost 870411) 89/02/27 
Consolidated Edison Co oi New York. Inc 104pp 48578 032-40578 137 

8903090431 Application for amend to License DPR-51, revising Tech Speca ro snubber 
visual map Interval to allow delay of snubber Insp due between 690321 & 860619 lo 
next refueling outage scheduled for Mar 1990 Fee paid 

CAMPBELL,? G Arkansas Power & Light Co 89/02/27 DocumenI Control Branch 
fOocumont Control Desk) 3pp 48764 044-48764 052 

— B903090436 Proposed Tech Spocs, allowing dofay of snubber insp duo bolwoen 
690321 & B90619 until next refueling outage scheduled for Mar 1900 
* Arkansas Power & Light Co 89/02/27 6pp 40704 047-48784 052 

8903100224 EN-89 021 on 890302, notice of violation & proposed imposition of civil pen- 
alty In amount of $25,000 Issued based on failure to cor^lrot occupational exposure to 
loss than 3 rems per calendar quarter & perform adequate surveys 
JOHANSEN,J, LIEBERMAN.J Ofc of Enforcement (Post 870413) 80/02/27 Ip 
48808 291-48808-291 

6903090263 Forwards SALP for util for period Jan 1987 • Juno 1988. consisting of oiigl- 
nal SALP, summary of 881021 maeling & 801220 response to SALP board ropl 
MARTIN, R D Region 4, Ofc of the Director 89/03/01 CAMPBELL,G Arkansas 
Power & Lighl Co 22pp 48782 1 02-40782 178 

*■6903090206 Informs that util has reviewed NRC ropt of SALP of 880916, Repts 50 
313/87-41 & 50 368/87-41 for facility Mgt moeling held on 801021 to review results 
of SALP rept w/NRC & util providing comments, 

CAMPBELL,! G, Arkansas Power & Light Co 88/12/20 MART1N,RO. Region 4, Ofc 
of the Director 2tpp 48782 160-48782 178 

8903090350 Ack receipt of 0901 10 Hr informing NRC of steps taken to correct violations 
noted in Insp Repts 60-313/68-26 & 60-368/88-26 

CALLAN.L J Region 4, Ofc of the Director 09/03/02 CAMPBELL.G Arkansas Power 
AUghtCo 2pp 48783.026 40783036 

-6903090355 Responds to violations noted in Insp Repts 60-313/08 26 & 5O-3e0/00- 

26 Corrective actions procedure rev effort initiated in Mar 1988 to consolidate proce- 
dures associated w/dosign control process & will address reorganization. 

LEVINE.JM, Arkansas Power & Light Co 89/01/10 CALLAN.L J Region 4, Ofc of 
the Director 9pp 48763 028 48783 036 

6903090376 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $26,000.Violationa based on overexposure to individual in excess of NRC 
quarterly limits for radiation exposures to whole body 

MARTIN.R.D Region 4, Ofc of Ihe Director. 89/03/02 CAMPBELL.G, Arkansas 
Power & Light Co. 5pp, 48783 047-48783 054 

-6903090377 Notice of violation & proposed imposition of civil penally In amount o{ 
$25,000 Noncomplianco noted individual working in Unit 1 roslrlcled area recoivod 
whole body dose of 3 218 rems w/ cumulative whole body dose for quarter of 4 546 
rems. 

MARTIN, R D Region 4, Ofc pi the Director 89/03/02 3pp 48703 052 40783054 

6902270156 NRC Info Notice 89 022. "Questionable Certification of Fasteners'' Sve Net 
end 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 89/03/03 
ConsoHdaled Edison Co of Now York, Inc t05pp 48732 001-48732 106, 


6902280104 NRC Info Notice 89 023. ""Environ Oualificalion of Litton Voam CIR Sonos 
Electrical Connectors " Sve list onci 

ROSSLCE Division of Operational Events Assossmont (Post 8/0411) 09/03/03 
Consolidated Edison Co of New York, Inc 106pp 40723 030 46723 143 

8903140502 Ack receipt of 081220 & 090127 Hrs Informing NRC of slops taken, lo cor 
rod violations noted in Insp Ropls 50 313/00-29 & SO 360/80-29 Vcolalion A roviewed 
& determined lo iiavo occurred as slated 

CALLAN.L J Region 4. Ofc o1 the Director 80/03/03 GAWPBELL,G Arkansas Power 
a Light Co app 48858 058 40850 066 

6902260162 NRC Info Nolico 89 024, "Nucloar Criticality Safety " Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nucloat Safety (Post 870729) 
69/03/00 Consolidated Edison Co of Now York, fne 96pp 48700 252 48700 34S 

8003'Qi10207 NRC Info Notico 89 026, "Inslrumonl Air Supply to Safety- Re fated Equip 
moni " Sve fist onci 

ROSSl.CE Division of Operalional Evonls Asscssmo-nl (Post 870411) 89/03/07 
Consolidated Edison Co of Now York, Inc 105pp 48741 053 48741.150 

8903200133 Forwards Pago 2 ol notico of violalion.lnadvertonlly loft out.ro Insp Ropts 
50-313/88 36 & 50 360/80 36 W/o onci 

CALLAN.L J Region 4, Ofc of the Director 89/03/07 CAMPBELL.G Arkansas Power 
& Light Co Ip 48964 089-48964 009 

690-3230369 Requests that violation noted in Insp Ropts 60 318/88 47 & 50 388/08 47 
bo efonffod or foscindod 

LEVINE, J M Arkansas Power & Llghl Co 89/03/07 CALLAN.L J Region 4. Ofc ot 
tho Diroctor 4pp 40031 330*49031 341 

8903020165 NRC Info Nolice 09-027, "Limitations on Use of Waste Forms & High In 
tcgrily Conlalnors for Disposal ot Low Lovol Radwosto " Sve list end 
GREEVes.JT Division ol Low Lovol Waste Managemonl & Decommissioning (Post 
879413) G9/03/00 ConsolKfated Edison Co of Now York, Inc 117pp 4Q70B’1t4» 
48798 231 

8903170395 forwards insp Repis 50-313/89 02 & 50 368/89 02 on 890101-31 & nolico 
of violation Increased mgt attontion required ro number of uhl failures to ropl evenls in 
Hmos alloIlQd by NRC requirements 

CALLAN.L J Rogion 4, Ofc oJlIio Director. 89/03/09 CAMPaELL.G Arkansas PowGr 
& Light Co 2pp 46053 201 48053 216 

-8903170396 NotiCG of Violation from Insp on 090 101 -31. Violations noted failuro to pro- 
vide response to nolico ol violation within required lime & failure to comply w/LER fL 
emorgancy diesel goneralor faduro roporting requlromonts 
' Region 4, Ofc of the Director 09/03/00 2pp 40053 203 40953 201 

-8949170399 In&p Repts 50-313/0Q<02 & 50-360/09 02 On 890101*31. Violations 
noted Major areas inspected plant si at us, followup on previously Identified itams.LERa 
& ovenls 6 operational safety & menihly mainl/ surveillance oljsorvallons 
JOHNSON.WD. HAAG.RG, CHAMBERLAIN, D Roglon 4. Ofc ol Hie Director 09/ 
02/27 12pp 48953 205 409S3 216. 

8903230118 Forwards Insp Repts 50 313/99 06 & 50.3GD/GO 00 on 890221 24 No vio 
lotions or deviations notod Two unioselved items Idenlilied 

CALLAN.L J Region 4, Ofc of tho Dire-ctor QO/03/89 GAMPBEuL.T Q Afkansqa 
Power & Light Co 2pp 49026 130 49029 130 

-6903230124 tnsp Repts 50 313/09 06 & 50-360/00-06 on 000221-24 No violations 
noted Unresolved iloms re radiographic exam procedures lor ponotramoters 
noted Major areas inspoclod mods to Unit 1 HPIS & repair of Umt 2 roluoTing wafer 
tank 

QILBERT.LO. BARNES, I Region 4, Ofc ot tho Director 69/03/09, 5pp 49029 132 
49026 136 

6903220222 Responds to NRC Hr ro violations notod in fnsp Ropts 50 313/89 39 & SO 
366/80-36 Corrective actions radwasle supervisor reprimanefod & counsolod ro falluro 
to assure propor sociiring of radioactive mall pack ago 

LEVINE.JM Arkansas Power & Light Co 09/03/10. CALLAN.L J nogion 4, Ofc of 
the Director 4pp 48084 263 40994 266 

6903080372 NRC Info Notice 89 028, "Weight & Ctr of Gravity Discropanclos tor Copos- 
Vulcan Air-Oporolod Valvos " Sve list oncT 

R03SI,CE Division of Operational Evonla Assesamonl (Post 078411) 09/03/14. 
Consolidated Edison Co of New York, Inc. I07pp 4 8095 001-49896’ 109 

6903090021 NRC Info Nolico 69 020, "Potonlial Failure ol ASEA Brown Dovori Circuit 
BroaKors During Seismic Event ’* Sve list end 

ROSSl.CE Division ol Operalional Evonls Assossmonl (Peat 870411) 09/03/15. 
Consolidated Edison Co of Now York, Inc 106pp 4OO7O.O53-4B07O 169 

8903090133 NRC Info Nolico 89 030, "High Temp Environs at Nuclear Power Plants" 
Sve lisl one! 

ROSSl.CE Division ol Operational Evonls Assessment (Post 870411) 09/03/15 
Consolidated Edison Co oi Now York, Inc fOBpp 40605 110-4869$ 215 

890-3160427 NRC Info Noltce 09 031, ""Swelling & Crocking ol Hafnium Control Rods" 
Sve list end 

ROSSl.CE Division of Operalional Events Assessment (Post 670411) 09/03/2? 
Consolidated Edison Co of Now York, fnc. 102pp 48989.001 46986 103 

8903170419 NRC Ihfo Nolico 09-032, "Survolllanco To sling ol Low Tomp Ovorprossuro 
Protocllon Sya *' Sve list onci 

ROSSl.CE Division ot Operalional Events Assessment (Post 670411) 80/03/23, 
Consolidated Edison Cq of Now York. Inc 104pp 46992 044 48992 147. 


R. Periodic operating reports A related correspondence 


8903240210 Semiannual radiological oHIuent release ropl for Third & Fourth Quarters 
1988W/&00301 Itr. 

HOWARD, DR Arkansas Power & Light Co 60/12/31 30pp. 40036 >123-4003 0-1 60 
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S. ReporKablfr ocourrancofti LERs ft folated corroepondence 

0902240105 LER 88 017*00 on 081 1 12,{iiscavOfGd svc wale/ pump suclion hay lake 
ardo galo laakfng Caused by adiustmont gate sealing surfacos ft loosening of Jrnmo to 
wail mounting bolts Galea repaired ft proccduro prepared W/8903 10 Jlr 
TAYLORX^. LEVINE, JW Arkansas Power ft Light Co 89/02/10 6pp 48579 001 
48579038 

8902270300 Requests addl info ra 890120 HP I backflow ovonl wilhin 7 days ol Hr 
receipl Markup ol Fegure 2 from 090214 submil tal w/locaiion of RGB pressure bound 
ary for HPJ< lines & valves m HPI lines considorcd pressure isolation valves requested 
POSLUSNY.C Pfojaci Directorate IV 89/02/16 CAMP0ELL.TG Arkansas Power ft 
tight Co 5pp 4B588 091 46588095 

6903870600 LER BB 01B 00 on 80l208,subcritical autornatic roaclor trip occurred dirring 
healup ft pressurization Caused by operator failure ft probe duro inadequacy Procedure 
changed W/8 90221 Hr. 

JACKS, J D , LEVfNE,J M Arkansas Power ft Light Co 89/82/21 5pp 48763 175* 
40769 179 

8903070069 LER 68 031 01 on 880924, w/e disoovered terminated incorrectly in 4,160 
voH ac vital power supply breaker which aflecied automatic starting circuitry tor HPI 
pump Cause unknown Wiring onor corrected W/8D0228 Hr 

JACKS.JD, LEVINE, JM Arkansas Power ft Light Co 89/02/22 6pp 40741026 
49741 081 

6903090104 LER 08 015 01 on aB0828.incraased support loads idenlified on two hy 
lifaiiljC snVibbOTS HS 101 & HS 102 allathed to RCS press uoTor sorgo lino Caused bf 
failure of NSSS vendor to mi.rudo appropnale mass of RCS fluid W/B90228 Hr 
TAYLOH.L A , LEVINE.JM AiXansas Power ft Licjlnl Co 89/02729 5pp 48701 264 
46781 260 

6903090360 LER 08 009 01 on 880022.1hroe inoperabio snubbers discover oef on safety 
related piping sys One snubbor failed due to spec of undersized snubber ft other two 
found w/inadegualQ travel remaining for Iharmal growth W/890220 Hr 
TAYLOR.L, LEVfNE.JW Arkansas Power ft Light Co 80/02/20 5pp 48783 293* 
46703 297 

0903130676 PAI04V 89 012 on 600204 .ficenseo Issued cendilipn rept ro DHR suction 
fine pipe support damage Damage Involves obvious unexpected movement at pipe 
support which caused damage 1o lugs Conference call to review scheduled tor 
098301 

CHAM|3ERLA!N,0 Region 4, Ofc of IhQ Director 89/03/0 i Ip 4082 1 170- 
40021 170, 

8903780305 LER 89 001 00 on 6B1217,RCS hot leg resiaianco temp detector calibr 
using wrong calibr data sinco mslalfation In May 1982 Caused by procedural 
Inadequacy Calibr procedure for TE- 1041 /1 042 revised to reflect correct calibr W/ 
690308 Ur 

TAYLOR.L A . LEVINE, J M Arkansas Power ft Light Co 89/03/08 4pp 48983 151' 
40QB3 154 

8903200443 LER 88 024 00 on 8B1219.0HR sys inboard suction valve cfosedjesullmg 
in loss of DHR sys flow Caused by inadvertent jarring el panel housing control relays 
for suction valve Cau Iron label placed on panel w/09 0310 Itr 
TAVLOR.L, LEVfNEJM Arkansas Power ft Light Co 89/03/10 5pp 48959 000 
46959 004, 

0903200096 LER 60*003'00on 8C0907,doterminocf that floor penolralion located in fire 
barnor a1 Elovalron 335 of auxiliary bldg sealed using unqualified styrofoam type 
matl Caused by personnel error Penetration seals repaired W/6903 17 Hr 
TAYLOR.L A. LEVINE, JM Arkansas Power ft Light Co 89/03/17 4pp 49074 103^ 
49074 106 


V. Operator Examinations 

0903220189 Generic Ltr 89 03 to all power roaclor licensees ft applicanls for OL re op 
orator ficanslng nail exam schedule Svc fiat end 

VARGA.SA Associate Oirecl-or for Projecls <Pos1 B7Q41 1} 89/03/24 Consolidated 
Edison Co of New York* Inc 54pp 49005 001 •49005 056 


DOCKET 50-315 DONALD C, COOK NUCLEAR POWER PLANT, UNIT 1 


F, Securlly, medical, emerge hcy ft fire prolecifon plans 

8903070042 Forwards Safeguards fnsp Repis 50-315/69-05 ft 50 316/89 05 on 
890113-23 No violations noted 

CREGER.L R Region 3. Ofc of the Director. 89/02/23 ALEXJCKM P Indiana Michi- 
gan Power Co formerly Indiana ft Michigan Electric Co) 2pp 48741 003 48741 006 

-6903070043 Insp Ropts 50 315/89-05 ft 60-316/09-05 on 0901 13 23 No vrolalions 
noled Major areas Inspected mgl support, socurily program plans, audits, prelected ft 
vilal area physical barriers ft da lection ft assessment a Pda, 

FLfNK,DE . WADEDAJ J , CREED. J R Region 3, Ofc of the Director 89/02/22 2pp 
48741005 48741.006 

8903090419 Forwards Safely fnsp Repts 50 315/89 02 ft 50-316/89-02 on 881220- 
090207 ft notice of viofalion 

AXELSON.W.L Region 3, Ofc of tha Director. 89/02/28 ALFXICH.M P Indpana Michi- 
gan Power Co (formerly Indiana A Michigan Electric Co} 3pp 48807 225 40807 270 

-0903090427 fnsp Repts 50-315/09-02 ft 50-316/69 02 on 881228-690207 Violations 
noied Major areas inspected ac I ions on previously Idenlified ilems,pleint 
operations, reactor trips .fire prelection, emergency preparedness ft oulagea 
BURGESS, at. Region 3, Ofc of Ihe Director 80/02/27 S2pp 48807 229 40807 250 

8903230174 Forwards Amends 122 A 109 to Licenses DPR 58 ft DPR 74, respeclively 
ft 6ER Amends modify Paragraph 2 0 of license lo require compliance w/amended 
physical security plan, per 10CjFR7355 search requirements 

STANG.J Project Directorate MM 89/03/15 ALEXfCH.MP Indiana Michigan Power 
Co (formerly Indiana A Michigan EfoctricCe) ALEXfCH.M P American Electric Power 
Service Corp 4pp 49030 179 49030 109 


-6903230170 Amends 122 ft 100 to Liconbos DPR 50 A DPR-74,rospocliVQly, modifying 
Parflgrapli 2 D of licorjso to require compliance w/ amonrfed physical securily plan per 
l0Ct-R73 56 Toquwomonls Plan musl ho vmplomonlod wUhrn 1 80 days 
QUAY.Tfl ProjOcl Difocto/ato mi 89/03/15 4pp 40030 183 49030 186 

-0903230181 SER supporting Amends 122 ft 109 to Licenses DPR-58 ft DPR-74. re- 
spoctivoty 

* Oltico of Nuclear Reactor Regulation, Director (Posl 0/0411) 09/03/15 3pp 
49030 167 4903D 189 


H General correspondence 

0903020213 Comment opposing proposed rules 10CFR50 ft 55 re oduc A oxporionco 
requpfomonls for sonior roaclor opnralofs ft supervisors at nuclear power plants Rules 
provide needless demoralizing olfect on roaclor operators 

BAKER.KR Allifialion No! Assigned 89/02/09 Docketing ft Services Branch 2pp 
4Q671 201-40671 202 

6903010376 Comnient opposing proposed rule tOCFRBO re offeclivonesa of mainl pro- 
grams lor nuclear power pUnls UliJ shares Commissioner Robert concerns on oxpsl- 
encQ of rule 

ALEXICH,M P Indiana Michigan Power Co (formerly Indiana & Michigan Eleclric Co ) 
09/02/17 CHILK.SJ Office of Iho Socrotary of the Commission 3pp 48560 340 
40589 342 

0903000204 Comrnoni opposmg proposed rules 10CFR50 ft 55 re dopreed stains for 
senior operating ficonso holders Proposal bolh wnneeded, unwarranted ft issire should 
bo pul lo rosi Pursuit of proposal will deier valuable omployecs from Industry 
MUTZ.B Affilialion Not AsbignocI 89/02/27 NRC - No Detailed Alfilialion Given 5pp 
4074 5 271 40745 275 


J Insurance A Indemnity Information 

8903280143 Forwards details of present fovofs of properly insurance mainiamed A 
source of insurance per 10CFR50 54(wK2) 

ALEXICH,M P Indiarro Michigan Power Co (formorfy Indiana ft Michigan Electric Co ) 
09/03/21 MURLEY.TE NPC - No Detailed Affiliation Given 2pp 49074 115- 
40074 1 16 


P, Operating license stage documents A correapondsnee 

0011100250 Application lor amends lo Lfconaes DPR 60 ft DPR 74.chnnoin9 Tech Spec 
3/4 4 5, "SI earn Generators," to clarify roquiremenls for sleam generator tube 
integrity Foe paid 

ALEXtCH.M p Indiana Michigan Power Co (formerly Indiana A Michigan Electric Co ) 
06/11/13 DENTON, HR Office of Nuclear Reactor Regulaiion, Director (051125 
8704111 6pp 38627 306-30627 310 

• 8611180253 Proposed Tech Spec 3/4 4 5. "Sloam Generators, " clanfyiPO require 
monis for steam genarator lube inlegrity 

* Indiana Michigan Power Co (formerly Indiana ft Michigan Electric Co) 86/11/13 
Bpp 38627 312-30627 319 

0903010007 Forwards Amend 121 lo License DPR-5D A safely evaluiilion Amend pro- 
vides surveillance interval extensions for Ice basket weiglirng ft resistance temp cJo' 
lector calibrs to pormd eporaiion until Cycle 10/11 refueling outag^a 
STANG.JF Projecl Diroclorale INI 89/02/23 ALEXICHMP Indiana Michigan 
Power Co (formerly Indiarta A Michigan Efectrlc Co ) ALEXICH.M P Amoricdn Elactnc 
Power Servico Corp 3pp 40645 213 40645 231 

-0903010093 Amend 121 to License DPR 58,axlending surveillanco iniervals for ice 
basket weighing ft resislance lomp detector calibrs to permil conlinualion of operaiion 
unlit Cycle 10/ fl refueling outage scheduled for Mar 1989 
QUAY.T. PfOjQCl Direclorale HUI 89/02/23 12pp 48645 216 40645 227 

-8903010096 Safely evaluatfon si^porling Amend 121 to License DPR 58 

* Olficr of Nuclear Roaclor Regulation, Director (Post 070411) 80/02/23 4pp 
48645 220 48645 231 

6903090000 Responds to recommendalions made in 800808 Generic Ltr 08-14 re In- 
strument air supply sys problems 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Eleclnc Co ) 
09/02/24 MURLEY.T E Document Control Branch (Document Control Desk) 30pp 
40706 001-4B705 030 

8903220446 Forwards revised piping sys accepiance criteria ft list of installed Copes- 
Vulcao valv 0 s.per 801220 lelcon w/NRC re discrepancy in weight & ctr of gravity in 
valves 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana ft Michigan Electric Co) 
89/03/13 DAVIS, A B Oocumenl Control Branch (Document Control Desk) Bpp 
49020 310-49020 326 

0903220176 Applicatiori for amends to Licenses DPR 58 ft DPR-74, allowing posting of 
designaled individuals to substitute for locked doors for high radiation areas required 
by Tech Spec 6 12 2 Juslificalioo ft analysis end 

ALEXICH.M P, Indiana Michligan Power Co (formerly Indiana ft Michigan Electric Co.) 
B9/03/14 MURLEYTE Document Conirol Branch (Document Control Desk) 5pp 
49020307 49020 314 

-8903220177 Proposed Tech Spec 6 12 2.allowing posting of designated individuals to 
subslHuta for locked doors for high radiation areas 

* Indiana Michigan Power Co (formerly Indiana ft Michigan Efeclnc Co) 69/03/14. 
3pp 49020 312-49020 314 

B9O322O108 Appficatlon for amends to Licenses DPR-58 ft DPR-74, modifying Tech 
Spec 33 2 1 Tables 3 3-9,3 3 4,3 3-6 & 4 3 2 to accurately reflect design of E8F 
manual aclualion functions 

ALEXICH,M P Indiana Michigan Power Co (formerly Indiana ft Michigan Electric Co ) 
89/03/14 MURLEY.TE, Document Control Branch (Document Control Desk) lOpp 
49003 067-49003 114 
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-8903220192 Proposed Tech Specs 3 32 1 Tables 3 3-3,3 3 4,3 3 5 & 43 2 rofiocting 
design q\ ESF manual actuation functions & raf more appropriate surveilfanco £ 
action requirements for manual actuation re Westinghouso sto Tech Spoc pages, 

" Indiana Michigan Power Co (formerly Indiana & Michigan ElGClric Co) 09/03/14 
aapp 49003 077-49003 114 

8903230074 Provides addi Info on reduced temp & pressure program, per 890303 
request Analyses completed & conlirmad adequacy of containment subconipartment 
structural elements subj to reduced temp & pressure conditions in updated PSAR 
ALGXiCH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ). 
89/03/14 MURLEY.TE Document Control Branch (Document Control Desk) 2pp 
49036 318-49036 319 

8903230174 Fonvards Amends 122 & 100 to Licenses DPH-58 & DPR.74, respectively 
& SER.Amend8 modify Par^raph 2 0 of license lo require compliance w/amended 
physical security plan, per tO(jFR73 55 search requirements 

STANG.J. Project Directorate III-1 89/03/16 ALEXICH.MP Indiana Michigan Power 
Go (formerly Indiana & Michigan Electric Co) ALEXICH.M P American Electric Power 
Service Corp 4pp 49030 179 49030 189 

-8903230179 Amends 122 & 109 to Licenses OPR-58 & DPR-74,raspGCllvoty, modifying 
Paraoryjh 2 D of license lo require compliance w/ amended physical security plan par 
10CFR73 55 requirements Plan must bo implemonteci within 1&0 days 
QUAYJR Prelect Directorate III- 1 89/03/16 4pp 49030183 49030 186. 

-3903230 181 SER supporting Amends 122 & 109 to Licenses DPR 58 & DPR-74, re- 
spectively 

♦ Office of Nuclear Reactor Regulation. Director (Post 870411) 89/03/16 3pp 
4 9030' 187-49030 189 

8903160296 Generic LIr 89 02 to ail holders of OLs & CPs lor nuclear power reactors re 
actions to Improve dolectfon of counterfeit & fraudulently marketed products Sve fist 
end 

VARGA.SA. Associate Director for Projects (Post 870411) 09/03/21 Consolidated 
Edison Co of New York. Inc 57pp 48960 001-48960 057. 


0, Inspection reports, IE Bulletins & correspondence 

8903010126 Forwards Insp Ropts 50 315/09 06 & 50 316/69-06 on 890130- 0202 No 
violations noted 

QREQER.LR Region 3, Ofc ol the Director 80/02/15 ALGXICH.M P Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co) 2pp 40644 341-48644.347 

-8903010147 map flepls 50-31 5/89-06 & 50-316/89 06 on 890130 0202, No violations 
noted Major areas Inspected action on previously Identified items, emergency plan acti- 
vations & operational status of emergency preparedness program 
SMITH.M, SNELL, W Region 3, Ofc of the Director 89/62/15 6pp 48644 343- 
48644 347. 

8903070042 Forwards Safeguards Insp Ropts 60-315/89 05 50-316/80 05 on 

890113-23 No violations noted 

GREGER.LR Region 3, Ofc ol the Director 89/02/23 ALEXICH.MP Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co.) 2pp 49741 003 48741 006 

-BQ03070043 Insp Repls 50-315/80 05 & 60-316/89 05 on 890 II 3-23 No violations 
rioted Major areas Inspected mgl support, security program plans, audits, protected & 
vital area physical barriers & detection & assessment aids. 

FUNK.D E , MADEDA.T J . CREED, J R Region 3. Ofc of the Director 89/02/22 2pp 
4 8741. 005-487411006. 

8902170112 NRC Info Notice 89 020, "Weld Failures in Pump ol Byron-Jackson 
Design " Sve list end 

ROSSI,CE Division of Operational Evonls Assessment (Post 070411) 09/02/24, 
Consolidated Edison Co of Now York, Inc 106pp. 48572,043 46572 148 

8902210361 SuppI 1 lo NRC Info Notice 08 073, ‘’Direction-Dependent Loak Characlor 
Istics of Containment Purge Valves " Sve list end 

ROSSI,CE. Division of Operational Events Assessment (Post 070411), 60/02/27 
Consolidated Edison Co of New York, Inc. 102pp. 48589 00 1-46 589-1 10 

8902210564 NRC Info Notice 89 021, "Changes In Porformanco Characteristics of 
Molded-Case Circuit Breakers “ Sve list end 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 69/02/27, 
Consolidated Edison Co of New York, Inc. 104pp 48670 032-48570 137 

89030B0074 Forwards Safety Insp Ropts 50-315/89 03 & 50-316/89 03 on 890112- 
1 020 No violations noted. 

QREQER,L R. Region 3, Ofc of the Director 89/02/27 ALEXICH.M.P Indiana Mich I 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 48742'238 4 8742 283. 

-8903080078 Insp Repls 60 315/89-03 5 60 316/89-03 on 8goi12-0210.No violations 
noted Major areas inspected confirmatory measurements, Including QA, plant chemistry 
organization, mat controls, training & qualifications 

JANUSKA.AQ , BOCANEGRA.R , SCHUMACHER, M.C. Region 3. Ofc of tho Director. 
89/02/24 11pp. 48742 242-48742.263. 

8903090419 Forwards Safely Insp Repls 50 315/69 02 & 60-316/09 02 on 881226- 
890207 & notice of violation 

AXELSON.W.L Region 3. Ofc of the Director 89/02/28 ALEXICH.M P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Eledrio Co). 3pp 46807*225-48807 270. 

-*8903090426 Notice of violation from insp on 881228 890207 VIolalion 
noled emergency diose! generator CD was declared inoperable on 881229 following 
malnl & replacement grommet not within scope of work Indicated on either Job order 
form. 

AXELSON,W.L. Region 3, Ofc of the Director 89/02/28. Ip 48007.228 40807 220. 

-6903090427 ln$p Repls 50-316/09-02 & 60-316/89 02 on 801220-890207 Violations 
noted.Major areas Inspected actions on previously identified items, plant 
operations, reactor lrips,1ire protection. emergency preparedness & outages. 
BLJRGESS,B L Region 3, Ofc of the Director 09/02/27. 22pp. 46007 229-48807:250 

-8903090432 Requests results of reviews & dispositions re end allegations from former 
malnt worker within 30 days of Hr date 

GREEENMAN,E.Q. Region 3, Ofo of the Director 88/08/10. ALEXICH,M P Ir^dlana 
Wchl^an^Power Co (formerly Indiana & Michigan Electric Co.) 3pp 48807 251- 


-8903090434 Fonvards results oJ Investigation concerning allegations from former mainl 
worker NRC inspector advised WG Smith on 600024 that third item In allegation coufd 
be Ignored 

ALExiCH.M P. Indiana Michigan Power Co (tormeriy Indiana & Michigan Efectdc Co) 
88/09/09 DAVIS, A B Document Control Branch (Documeni Control Dosk) 17pp 
40807 254 48807 270 

0902270158 NRC Info Notice 89-022. ‘'Questionable Certllicalion of Fasteners" Sve list 
end 

ROSSI, CE Division ol Operational Evenls Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of Now York, Inc 105pp 48732,001 48732 106 

0902260104 NRC Info Notice 89 023, "Environ Qualification of Lltlon-Voam CIR Series 
Electrical Connectors " Sve list end 

ROSSI, CE. Division of Operational Evonls Assessment (Post 870411) 69/03/03 
Consolidated Edison Co of New York, Inc. 106pp 46723 033 48723 143 

8903100373 Informs of completion of long-term resolution action fox NRC Bulletin 00- 
004, "Potential Safely Related Pump Loss" Proposed long-term corrective acHon to 
normally oporale w/RHR cross tie valves closed 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
89/03/03. MURLEVJ.C Document Control Drancn (Document Control Desk) 3pp 
40604*248 40004*250 

8902280162 NRC Info Notice 69 024. "Nuclear Criticality Safely " Sve list end 
CUNNINGHAM.n E. DIvJsion ol Industrial & Medical Nuclear Safely (Post 070720) 
89/03/06. Consolidated Edison Co of Now York. Inc 96pp 48700 262 46700 346 

0903140427 Responds lo NRC Bulletin 08 011, "Pxessurrzer Surge Lino Thermal Slratift 
cation " Util parlicipaling m program for partial re solution of issue through Wosting 
house Owners Group w/ltslod objeclives 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
09/03/06 Documeni Control Branch {Document Control Desk) 5pp 48855 107 
48055 171 

8903610207 NRC Info Notice 89 026, "fnsirumonl Air Supply lo Safety Related Equip 
meni " Sve list end 

ROSSI.CE Olvisiori of Operational Evenls Assessment (Post 870411) 69/03/0/ 
Consolidated Edison Co of Now York, Inc 105pp 40741 053 40741 ISO. 

8903D2016S NRC Info Notice 09 027, "Limitations on Use of Waste Forms & High In 
togrily CJonldnors for Disposal of Low Level Radwaste " Sve list end, 

GftE6VES,JT Division of Low Level Waste Management & Decommissioning (Post 
070413) 89/03/00 Consolidated Edison Co of New York, Jno 117pp 40798 114- 
40798 231 

0903240143 Forwards Safoly fnsp Ropts 50-315/89 07 & 50-316/09 07 on 890209-15 
& nollco of violation 

WRIGHT, GC Region 3, Ofc of tho Diroclor 89/03/13 ALEXICH.M P Irtdiana Michi- 
gan Power Co (formerly Indiana & Michigan Eloclric Co ) 2pp 49062 301-490B2'332. 

-0003240147 Notico of violation Irom insp on 890209-15 Violation noted' failure to 
adhere lo Procedure 2-THP 4030 STP202 re control of lost conllguratior^ ol wold 
channel prossurizallon ays & four valves mispositioned during temp stabilization 
porloci 

WRIGHT, GC Region 3, Ofc of tho Oirec tor 09/03/13 2pp 49002 303-49002 304 

-SQ03240140 Insp Repts 50 316/09 07 6 50-316/09 07 on 890209-15 Violalicna 
noted Major areas inspected mtograted teak rate tesi procoduro.tost porformanco wit- 
nessing & App J Typo 8 & C lealTng results 

MAURAF A , eONCalOVANNLA , PHILLIPS, M.P. Region 3. Ofc of tho Director 09/03/ 
10 28pp 49062 305-40062.332, 

8903060372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copos- 
Vulcan Air Operated Valves " Sve list oncT 

ROSSI.CE Division of Operational Evenls Assosamenl (Post 670411). 89/03/14 
Consolidated Edison Co. of New York, Inc 107pp 40095 001-40095.109, 

8003090021 NRC Info Notice 09-029, "Potential Failure ol ASEA Brown Qoverl Circuit 
Breakers During Seismic Event " Sve list end 

ROSSI.CE Division of Oporallonal Evenls Aasossmonl (Post 870411) 99/03/15 
Consolidated Edison Co. of New York, Inc 106pp. 40070 053-40070 169. 

8903090133 NRC fnfo Nolico 09 030, "High Temp Environs at Nuctear Power Plants," 
Sve list encf 

ROSSI.CE Division of Operational Evonls Assessment (Post 070411) 89/03/15 
Consetidalod Edison Co- of Now York, Inc 106pp, 40095.110-46005,215 

0903270172 Summary of 680112 public moellng w/NSSS Owners Groups, EPRI & 
NUMARC lo discuss proposed NRC bullelln on cracked studs Agenda & list of alien- 
cloos GncI 

ROOD.H Project Dlroclorato V 89/03/17 KNIGHTON.G, Project Dirocloralo V. 6pp 
49054 070 49054*075 

8903160427 NRC Info Notice 80 031, "Swelling & Crocking ol Hafnium Conirol Rods " 
Sve list end 

ROSSI.C.E Division of Operational Evenls Assessment (Post 070411), 60/03/22 
Consolidated Edison Co ofNew York, Inc 102pp 409B6 001-46686 103, 

8903170416 NRC Info Notice 09 032, "Survoillanco Testing of Low Temp Overpressure 
Protection Sys." Sve list end 

ROSSI.CE, Division of Operational Events Assessmoni (Post 070411). 09/03/23 
Consolidated Edison Co of Now York, Inc 104pp 48062 044 48992,147. 


R, Periodic operating reports 8 related correspondence 

8903000526 "Semiannual Radloactiva Effluent Refease Rept.Ju!-Dec 1968.** 

* Indiana Michigan Power Co (formerly Indiana & Michigan Eloclric Co.) 66/12/31 
1 1 0pp 48779*21 6-40779 *323 

8903190329 "Annua) Ope rating Repl,166&." W/890228 Itr 
SVENSSON.B A, GIDSON.LS, SMITH.WG Indiana Michigan Power Co (formerly In 
diana ^ Michigan Eloclric Co ). 80/12/31 20pp 46803 257-48003 276, 
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8903090400 Forwards ladioactive efffuenl reloasc ropt tor planl for Jut Dec J900W/^o 
on cl 

ALEXICH,W P Indiana iMichigan Power Co (formedv Indiana A Michigan Eloclrro Co ) 
09/02/28 MURLEY.T E Doctimonl Control Brancfi (Document Conirol Desk) 2pp 
48790 252-40790 253 


S Reportable occurrences, L£Rs & related correspondence 

fl9030t0306 LER 00 012 01 on 001 1 1 l.idantified turbine room sump not sampled & 
anal/zed.per Tccli Spec 4 1111 1, Table 4 111 Caused by failure lo dosignalo tur- 
bine room sump liquid olfiLent as release pathway Procoduros updated! W/690210 Ur 
WOJCfK,JT, SMITH, WG Indiana Michigan Power Co (forrnedy Indiana St Michigan 
ElecIncCol B9/02/1O Spp 40642 352 46642 356 

8903010413 LER 89 001-00 on 8 90 11 G. erroneous operation of control switch lor con- 
denser eir off lakes to startup air electors occurredCaiJsod by inadequate soli 
checking SwUchos laboted & operator Iraining emphasis made W/89021 5 Itr 
DAKER.kR , SMITH, WG Indiana Michigan Power Co (formerly Indiana & Michigan 
EfecIneCo) 09/02/15 7pp 40642 345 48642 351 

8903090013 RO on 6901 16, Tech Spec 3 7 9 2 violated Caused by fire door 391 soparat- 
ing fire zones 43 & 44N being inoporablo lor more than 14 days duo to broken falch 
ind hardwaroOoor expected to return to sve by 690331 

SMITH, WG Indiana Michigan Power Co (lormcriy Indiana & Michigan Eloctnc Co) 
69/02/23 DAVIS, A B, Document Conlrof Branch (Document Conirol Desk) 2pp 
4B801 940 48601 041 

6903100440 Followup Part 21 rept re fajfuroa of closing mechanisms In two BBC Brown 
Boven, Inc, Type SHJK250 circuit breakers Installed m safely sys at plant Inillally report- 
ed on 8803 ()1 Mamt piocedirro will be rovised 

ALEXICHiM P Indiana Michigan Power Co (lormerty Indiana & Michigan Elecirre Co) 
69/03/03 MURLEY,T E Documonl Conirol Branch (Document Control Desk) 3pp 
4&604 119 48904 121 

69O324920S NPDES noncomplionce nolificatlonprefilter backv^asfi linmlaltons oxceedoci 
for Fob 1909 Plan to onsur© future compliance w/NPDES permit roquiromenls will bo 
submitted to Pfalnwell district ofc 

flTZGERAlDDM Indiana fwfichlgan Power Co (formerfy Indiana & Michigan Electnc 
Co) 09/03/09, ZUGGER.PD Michigan, State of. Ip 40939 106 49039 106 

6903270066 Pad 21 ropi re contamineled lubricant on operating mechanisms of two 
6Hi^250 circuit breakois rosullmg in failure to efoseon command & to perform salety- 
rolaled fund ion fnitially reported by uhl on 090303 

RHOADS, E W ABB Power Distribution, Inc 09/03/21. BERLINGEB.G NRC • No Do 
tailed Afliliatpon (3ivon Opp 49119 001-49119 033 

-8903270872 Pfoceduro MS-3 2,1 0-1 B, ‘^Maint & Survoil lance ITE Medium Voltage 
Swiichooar Equfpmoni 

' ABB Powor Distribution Jnc 69/03/21 12pp, 491 1901049119021 

►>8903270075 Pfccedum MS-3 1 1 0-2B, "Mamt & Surveillance ITE Low Voltage Switch 
gear Equip manU" 

ABB Power DiSInbutlon. Inc 09/03/21 I2pp 49119 022 49119 033 


V. Oparalor Examlnallons 

B903 220502 Advises that written & oral exams scheduled for wks of 090710 A 17 Ap- 
proved ret inaW listed in End 1 slioUld be furnished al toast 60 days prior to exam 
dale. 

WRIGHT.G G Region 3. Ofc ol Iho Director 69/03/15 ALEXICH.MP Indiana Michi- 
gan Power Co (formoiiy Indiana & Michigan Elecinc Co.) 13pp. 49007 300- 
49007.312 

6903220169 Generic LU 09 03 to all power reactor licensees & applicants for OL ro op- 
erator licensing nail oxam schodulo Sve fisl encf 

VARGA, S A Associato Difoclof for Projecls (Post 870411) 69/03/24 Consolldaled 
Edison Co of Now York, fne 54pp 48005 001-40005 OSB 


DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8903070042 Forwards Safeguards Insp Repts 50 315/09-05 & 50-316/69 05 on 
890113-23 No vfolalicns notod 

GREQEKLR. Region 3, Ofc of the Director. 89/02/23. ALEXICH.M P Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan ElecIrrcCo) 2pp 40741 003-46741 006 

-8003070043 Ihsp Ropls 50 315/89 05 8 50 316/69-05 on 090313 23 No vlofalions 
noledMalor areas inspected mgl supporl, security program pfans.audits, protected 8 
vital area physical barriers & doiectlon & assessment aids 
FUNK, D 6 Region 3, Ofc of the Direclor. 89/02/22 2pp 48741 005 48741 006 

8903080419 Forwards Safety Insp Repts 50-315/B9-02 & 50 316/89-02 on 681226- 
890207 & notice of viola lion 

AXELSOH.WL Region 3, Ofc oftbe Director 89/02/26 AlEXICHMP Indiana Michi- 
gan Power Co. (formerly Indiana A Michigan Electric Co) 3pp. 40607 225-48807,270 

-6903090427 Insp Repis 50-315/09 02 & 50 316/89 02 on 801228 890207 Viofatiens 
noted Mafor areas Inspected act fons on previously identified items, plant 

opefailons,reaclor trips .fi ro proleclion, emergency preparednesafi outages 
BURGESS, 0 L Region 3. Ofc of tho Director 89/02/27 22pp 48607.229 48807 250 

6903230174 Forwards Amends 122 & 109 to Licenses DPR-5S A DPR 74, respecbvely 
& SER Amends modify Paragraph 2 D of license to require compliance w/amended 
physical security pfan.per 10CFR73 S5 search requirements 

STANG,J. ProlGcl Direclarate III I 80/03/15 ALEXICH,MP Indiana Michigan Power 
Co (formerly Indiana A Michigan Electric Co), 4pp. 4 0030 1 79 4 9030 1 39 

-8903230176 Amends 122 & 109 lo Licenses DPR-58 & DPR-74 .respectively, modifying 
Paragraph 2 D of Itcense lo require compliance w/ amended physical security plan per 
I0CFR73 56 require menis Plan must be rmplemenlad wiihin 180 days 
QUAY.T.R. Prefect Ofreclorale 111-1 89/03/15 4pp. 49030‘183 49030,186 


'6903230181 SER supporling Amends 122 & 109 lo Liconsos DPR 50 & DPR 74. re- 
spectively 

* Office of Nucioar Reactor Regufalion, Director (Posl 870411) 80/03/15 3pp 
49030 107-49030 109 


H General correspondence 

6903020213 Comment opposing proposed rules 10CFR50 & 55 re ecluc & expsrtence 
requfreniGnts for senior reaclor operators & supervisors at nuclear power plants Rules 

g rovide needless demoralizing effect on reactor operators 
lAKER.K R Affiliation Not Assigned 69/02/09 Docketing 8 Services Branch 2pp 
48671 201 48671 202 

6903010375 Comment opposing proposed rule I0CFR5O re effectiveness of mamt pro 
grama for nuclear power planlsUli) shares Commissioner Robert concerns on exist 
one© ol rule 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
69/02/17 CHILK,SJ Office of the Secretary of the Commission 3pp 40509 340 
48589 342 

69030B0204 ComiTiGnl opposing proposed rules 10GFR50 & 55 re dsgroed status for 
senior operating license holders Proposal both unneeded«unwarrantoo & Issue should 
be pul to rest Pursuit of proposal will deter valuable empfoyoes from industry 
MUTZ.B Affiliation Not Assigned 09/02/27 NRC No Delailed Alfilialion Given 5pp 
4 0745 271-48746 275 


J. Insurance & indemnity Information 

8903280143 Forwards dolails of present levels of property insurance maintained A 
source of Insurance.per 10CFR50 54(w)(2) 

AiEXICKM P Indiana Michigan Power Co (formerly Indiana & Michigan ElectrEC Co) 
09/03/21 MURLEY.T E NRC - No Detailed Affiliation Gwen 2pp 49074 115 
49074 1 16 


P. Operating license stage documents & correspondence 

8811100250 Application for amends to Licenses DPR-50 & DPR -74 .changing Tech Spec 
3/4 4 5, "Steam Generators," lo clarify requirements for steam generator tube 
intogriiy Fee paid 

ALEXICH.M P Indiana Michigan Power Co {formerly Indiana & Michigan Efectnc Co ) 
06/11/13 DENTON, HR Office of Nuclear Reaclor Regulation, Djreclor (851126 
07041 1) 6pp 38627 306 30627 319 

-8611180253 Proposed Tech Spec 3/4 4 5, "Steam Generators," clarifying require- 
ments for steam generator lube inlegniy 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 66/11/13 
app 30627 312-30627 319 

6902230267 Forwards onviron assessment & finding of no significant impact ro 860815 
amend application to change Tech Specs to revise moderator torr>p 
coorficient.snutdown margin & engineering safeguards actuation requirements 
STAN6,JF Project Directorate 111 1 89/02/10 ALEXICH,M Indiana Michigan Power 
Co (formerfy Indiana & Michigan Electric Co) 3pp 46570 312-40570 317 

-6902230273 Environ assessment & finding of no significant Impact re 080615 applica 
lion revising Tech Specs re moderator temp coetficient, shutdown margin & enflinoer* 
Ing safeguards actuation requirements 

qOaY.TR Project Directorate m-1 89/02/10 3pp 48570 315 46570 317 

8903090088 Responds to recommendations made in 880808 Generic Lir 88 14 re m 
Blrumenl air supply sys problems 

ALEXICH.M P. fncfiana Michigan Power Co (formerly Indiana & Michigan Eleclnc Co ) 
89/02/24 MURLeY,T E Documonl Conirol Branch (Document Control Desk), 30pp 
46766 001 46765 030 

8903220446 Fonvards revised piping sys acceptance cniena & list of insialled Copes 
Vulcan valves, per 881220 tefcon w/NRC re discrepancy in weight & clr ol gravity in 
valves. 

ALEXICKM.P. Indiana Michigan Power Co (formerly Indiana & Michigan Elaciric Co ) 
89/03/13. DAVIS, A 0 DocumenI Control Branch (Document Control Desk) 8pp 
49020 318-49020 325 

8903220176 Application for amends to Licenses DPR-58 & DPR- 7 4, a I lowing postina of 
designated individuals to substitute for locked doors for high radiation areas required 
by Tech Spec 6 12 2 Justification & analysis end 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
89/03/14 MURLEY.T E Document Control Branch (Document Control Desk) 5pp 
49020 307*49020*314. 

-8903220177 Proposed Tech Spec 6 12 2.allowing posting of desigr^ated individuals (o 
substitute for locked doors for high radiation areas 

* Indiana Michigan Power Co (formerly Indlena 0 Michigan Electric Co) 89/03/14 
3pp 49020 312 4902 0 314 

8903220188 Application for amends to Licenses DPR-58 & DPR -74 .modifying Tech 
Spec 3 3 21 Tables 3 3-3,3 3 4,3 3-5 & 4 3-2 to accurately reflect design of ESF 
manual actuation functions 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
89/03/14 MURLEY.T E Document Control Branch (DocumenI Control Desk) 10pp 
49003 067-49003 114. 

-8993220192 Proposed Tech Specs 3 3 21 Tables 3 3-3,3 3 4.3 3-5 & 4 3-2 reflecting 
design of ESF manual actuation functions & ref more appropriate surveillance S 
action requirements for manual actuation re Westinghouse sta Tech Spec pages 
** Indiana Michigan Power Go (formerly Indiana & Michigan Electric Co) 69/03/14 
36pp. 49003,077 49003 1 14 

8903230174 Forwards Amends 122 A 109 to Licenses DPR-S8 & DPR-74, respectively 
& SER Amends modify Paragraph 2D ol license lo require compliance w/amer^ded 
physical secunly plan.p©r 10CFR73 55 search requirements 

S7flNG,J Proiecl Drreotorate III-1 89/03/15 ALEXICH.M P Indiana Michigan Power 
Co (formerly Indiana & Michigan Efectnc Co ) ALEXICH.M.P, American Electric Power 
Service Corp, 4pp 4-9030 179-49030 189 



DOCKETED ITEMS 109 


89032^0179 ArnorKls I2r* & 109 lo Licrrisi's OPR 'jft & OPR 74 re^poctivnly modtlyioq 
Pamsmpli 2 D of lircnsf* to rof(uifo uinipliaoco w/ amorufod pliysicnl SOLunly plan pur 
10CrR73 55 rrqiiircrnonts Pfan onibl bn implnironlnil wiihin 1B0 days 
QUAY in Projoci Dirocioraio III 1 00/03/ 15 4pp 19030 103 49030 106 

-8903230101 SER supporlinq Amnnds 122 & 109 lo I iconsos DPR 50 & OPR 74, to 
spoclively 

' Olfico of Nucloa: RoaLlot Rnquintion, Oirorlor (Posl 070411) 09/03/ IS ^3pp 
49030 107-49030 109 

890316029 B Gcncrir L tr 09 02 lo all holders of Of s & CPs for nucloar powor roaclors to 
aclions to improve doloclion of rcunletlejl & fraudulonlly markolod pro duels Sve lisl 
onci 

VAflGA,S A Associalo Cirector for Ptojocls (Posl 070411) 09/03/21 Consolidalftd 
Edison Co of Now York Inr, 57pp 40900 001 40960 057 


Q. Inspection reports, IE Bulletins & correspondGnee 

8903010126 Forwards Insp Repls 50 315/09 06 & 50 316/09 06 on 000130 0202 Nd 
violaltons nolcd 

GREGER.LR Region 3, Ofc of Iho Director 09/02/15 ALEXICH.MP Indiana Miclii- 
gan Power Co (formerly Indiana & Michigan Electric Co ) 2pp 40644 34I-40G14 347 

* 8903010147 Insp Repls 50 315/89 06 & 50 316/09 06 on B90 130-0202 No violations 
noted Major areas mspocted action on previously idcniihod ilems.emergoncy plan acti- 
vations & operational slatiis of omorqoncy proparodnoss program 
SMITH, M. SNELL W Region 3, Ole 0l the Director 09/02/15 5pp 46044 343 
40644 347 

8903070042 Forwards Safoyuards Insp Repts 50 315/89 05 & 50 316/69-05 un 
0901 13-23 No violations noted 

GREGER.LR Region 3 Ole of iho Direcior 89/02/23 ALEXICH.M P Indrana Michi- 
gan Power Co (fdrmarly Inrfiana & Michigan Eleclnc Co) 2pp 40741 003-40741 006 

•B903070043 Ir^sp Repls 50 315/89 05 & 50 316/69 05 on 090113-23 No violations 
noted Ma|or areas inspoclod mgl support. secunly program plans.audits, protected & 
vilal area physical barriers & doloction & assessment aids 

FUNK.O E . MADEDA.T J , CREED.J R Region 3, Ofc ol the Director 89/02/22 2pp 
48741 005 4874 1 006 

6902170112 NRC Info Notice 09 020, “Wotd Failures In Pump ol Byron Jackson 
Design’' Sve list end 

ROSSI, CE Division ot Operational Events Assessnionl (Posl 870411) 69/02/24 
Consolidated Edison Co of New York, Inc I06pp 48572 043 40572 14B 

8902210351 SuppI 1 to NRC Info Nolice 86 073. ‘‘Direction Dependent Leak Characlor- 
istics ol Containment Purge Vatvos " Sve list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 69/02/27 
Consolidated Edison Co ol Now York, Inc 102pp 46589001 405DO 110 

8902210504 NRC Inlo Notice 69 021, “Chnnoes in Porlormanco Chafnclonstics ol 
Molded-Caso Circuit Breakers " Sve list end 

ROSSI.CE Division of Operational Events Assessmonl (Posl 870411) 60/02/27 
Consolidated Edison Co of Now York, Inc 104pp 48570 032 48578 137 

6903080074 Forwards Safely Insp Repls 50 315/B9 03 & 60 316/09-03 on 890112- 
1020 No vidaiions noted 

GREGER.LR Region 3. Ole of Iho Dirocior 89/02/27 ALEXICH.M P Indiana MIchl 
gan Power Co (formerly Indiana & Michigan Electric Co ) 4pp 40742,238 4B742 263 

•'8903000078 Insp Repls 50 315/89 03 & 50 316/09 03 on 8901 12-0210 No violations 
noted Major areas inspocted’cenlirmatory moasuremonls.induding QA, plant chemistry 
organ i 2 a 11 on, rngl controls, Uaining & quatiftcalions 

JANUSKA.AG , BOCANEGRA.R . SCRUM ACHER.M C Region 3, Ole of iho Director 
09/02/24 lipp 40742 242 40742 263 

6903090-419 Forwards Safety Insp Repls 50 315/60 02 & 50 316/Bd'02 on 001228 
890207 & noiico oi vtolalion 

AXELSON.W L Region 3. Ole of Ihe Direefor 89/02/20 ALEXICH.M P. Indiana Michi 
gan Power Co (formerly Indiana & Michigan Eleclnc Co) 3pp 40B07 225 40807 270 

*’6903090426 Nolice of violation from insp on 80 1228-89 0207. Violation 
noied emergoncy diosol generator CD was declared Inoperable on 881229 following 
maint & replacement grommet not wilhin scope of work indicated on ©ilhor job order 
form 

AXELSON.W L Region 3. Ofc of llie Director 09/02/28 Ip 40607,228 40607 220 

-0903090427 Insp Repls 50’315/89 02 & 50-316/09 02 on 001220 898207 Violations 
noted Major areas inspected actions on previously identified Homs, plant 

operatic ns. reactor trips, (iro prolection.emergoncy proparodnoss & oulagos 
BDRGESS.BL Region 3, Ofc of the Director 09/02/27 22pp 48807.220 48807:250 

-0903090432 Requests results of reviews 8 dispositions re end allegallons from former 
mainl worker within 30 days of Itr dalo 

GREEENMAN,EG Region 3, Ofc of the Director 08/00/10 ALEXICH,MP Indiana 
Michigan Power Co (formerly Indiana & Michigan Electric Co ) 3pp 40807 261* 
40807 263 

-0903090434 Forwards results of invesligalion concerning allegations from fornnor onamt 
worker NRC inspector advised WQ Smith on 060824 that third item m allegation could 
be ignored 

AL^ICHpMP Indiana Michigan Power Co (formerly Indiana 8 Michigan Elect ric Co) 
86/09/09 DAVIS, A B Document Control Branch (Document Conlrol Desk) I7pa 
46807 254 46807 270 

6902270158 NRC Info Notice 89 022, “Questionable Certification of Fasteners " Sve list 
end 

ROSSI.CE Division ol Operational Events Assessment (Posl B70411) 89/03/03, 
ConBolidaled Edison Co of New York, Inc 105pp 48732 001 48732.106 

0902280104 NRG !n(o Nolice 89 023, “Environ Qualification of Lltlon-Vaam CIR Series 
Electrical Connectors “ Sve llsl end 

ROSSI.CE Division of Operational Events Assessment (Post 670411). 89/03/03 
Conaolldated Edison Co of New York, Inc 106pp 40723 038 48723 143 


8903100373 In fc tins of compfoiion of long lorm ro solution aclion lor NRC Bultotin 88 
004. 'PolenUal Salely Related Pump Loss Proposed long term rorreclive action to 
normally operale -w/RHR cross ti© valves closed 

ALEXICH.M P Indiana Michigan Power Co (formorly Indiana & Michigan Efoctnc Co) 
89/03/03 MURLEY.T E Document Control Branch (Document Conlrol Desk) 3pp 
48804 240-40804 250 

89Q22B0162 NRG Into Noheo 89 024, ‘'Nuclear Crilicalily Safety “ Sve list end 
CUNNINGHAM.R E Drvision of Industrial & Medical Nuclear Safely (Posl 870729) 
80/03/06 ConsolidatGd Edison Co ol New York. Inc 9Bpp 48700 252-40700 346 

8903140427 Responds to NRC Bill lot in 80 Of 1. 'Pfcssurizer Surge Lino Thermal Stratifi 
cation “ Util panic ipaling in program for partial resolution ol issue through Westing 
house Owners Group w/ listed chjcctives 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Eleclnc Co ) 
00/03/06 Dacumont Control Branch (Oocumonl Control Desk) 5pp 48855 167 
48B55 171 

0903018207 NBC Inlo Notice 89 026. "'iistrumen.! Air Supply to Safety Relaled Equip 
nmnt ” Sve lisl end 

ROSSt.C E Division ol Operational Events Assessment (Posl 070411) 09/03/07 
Consolidated Edison Co ol New York, Inc I05pp 48741 Q53-4B741 158 

8903020165 NRC Info Notico 09 027. “Limitations or^ Use of Waste forms & Higli In 
togrity Cordainets lor Disposal of Low Lovol Radwasto " Sve lisl end 
GhCEVES.JT Division of low level Waslo Managam^nl & OocomiriiBsioning (Post 
870413) 89/03/00 Consolidated Edison Co of New Voik, Inc I17pp 40798 114 
40790 23 1 

0903240143 rorwards Safely Insp Ropls 50 315/09 07 & 50 310/09 07 on 890209 15 
8, notice of violation 

WRIGHT GC BogionG, Ofc of ih© Director 89/03/13 ALEXICH.M P Indiana Michi 
gan Power Co (formarly Indiana & Michigan Efoclrtc Co) 2pp 490D2 3O1 49082 332 

-0003240147 Notice ol violation from insp on 090209 15 Violation noted failure to 
adhero lo Procedure 2 THP 4030 STP 20? ro control of tost configuration ol weld 
channel pressurization sys & four valves rnisposilioncd during temp stabilization 
period 

WRIGHT.G C Regioni 3. Ole ol Iho Director 89/03/13 ?pp 49002 303 49082 304 

-8903240149 Insp Bopts 50 315/69-07 & 50 316/09 07 on 090209 15 Violations 
noted Major a.rea& in*;poc1cdintcgratCid leak rate tost procedure, tost pcrformanco wit- 
nessing & App J Typo 0 & C testing rosulls 

MAURA.F A, BO NGIOVANNI. A. PHILLIPS, M P Region 3. Ofc of the Dirocler 69/03/ 
10 2app 49062 305 49082 332 

8903000372 NBC Info NoUco 89 028, ‘'Wclnhl 8 Clr of Gravity Discropnncios for Copos- 
Vulcan Air-OpQra1ed Vatvos " Sve list enef 

ROSSI.CE Division of Oporalmnal Eventa Assessment (Posl 070411) 69/03/M 
Consolidated Edison Co of Now York, Inc t07pp 4 8895 001 40005 100 

0903090021 NRC Info Notice 89 029, “Polenlial Failura of ASEA Brown Bovori Circuit 
Breakers During Snlsmic Event “ Sve list one! 

ROSSLCE Division of Oporalional Events Assossmenl (Posl 870411) 09/03/15 
Consolidafcd Edison Co ol New York, Inc lOGpp 40670 053 40B7O 169 

6903090133 NRC Info Nolice 89 030, “High Temp Envirnn«i at Nuclonr Power Plants ’’ 
Sve list end 

ROSSI.CE Division of Operational Events As&assmonl (Posl 870411) 09/03/15 
Conaolldotod Edison Co of Now York, Inc I06pp 46695 1 10-40005 2l6 

6903270172 Summary of 890112 public meeting v/ZNSSS Owners Groiips.EPRI & 
NUMARC lo discuss proposed NRC Uulfclin on cracked studs Agenda & list of ollon 
dees end 

ROOD.FL Proloct Dirocloralo V 09/03/17 KNIGHTON.G Proiocl Dirocloralo V 6pp 
490S4 070 49054 0/B 

8903160427 NRC Into Notice 00 031. “Sv^ellmg & Cracking of Hafnium Conlrol Rods" 
^vc list oncI 

ROSSLCE Division of Operational Events Assessment (Posl 0/0411) 09/03/22 
Consolldalod Edison Co of Now York, Inc I02pp 40906 001-489D6 103. 

0003170419 NRC Info Notice 69 032, “Surveillanco Testing of Low Temp Overprossuro 
Prolocliof* Sys ” Sve kst onci 

nOSSI.CE Division of Operational Events Assessment (Post 070411) 00/03/23 
Consolidated Edison Co of Now York, Inc. 104pp 40992 044 40092 147 


R. Periodic operating reports & related correspondenco 

8903088525 “Somlannual Ratlioaclive Eflluenl Release Ropl.Jul Dec 1900“ 

* Indiana Michigan Power Co. (fornnorly fndmna & Michigan Eleclnc Co) 08/12/91 
1 lOpp 48779 215-40779 323 

8903190329 “Annu-al Operating Bapt.1988“ W/890228 Itr 
SVENSSON.a A , QIBSON.LS, SMITH.WG Indiana Michigan Power Co (lormofly In 
diana & Michigan Eloclrlc Co) 88/12/31, 20pp 48803 257 4D003'278. 

8903090400 Forwards fadioaclive offluoni release ropl for plant for JulDoc 1900 W/o 
onci 

ALEXICH.M P Indiana Michigan Power Co (fermorly Indiana & Michigan Electric Co) 
89/02/28 MURLEY.TE Document Control Ojanen (Oocumonl Control Desk) 2pp 
4879 8 252-48798 253 


S. Reportable ocourrencee, LERa & related correspondence 


6903010268 LER 89 001 00 on 8601 25»di^covo red controls lo limil access to extreme 
high radiation aroa not Implemenled Caused by poor communlcallon betwoon radi 
ationprotectiQn & socunty Design change approved by plant mgl W/860210 Itr 
WOJCIK,3T, SMITH.WG Indiana Michigan Power Co (formerly Indiana & Midiigar 
Electric Co ). 89/02/10 4pp 48644 045’ 4 8644 040 
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8^3030264 LER fi3(W2-<lO<in fiSOBt? seismic resirarni (denlifred (o JiavD significant 
fjQlormalion & on 690116 Mibseguenl evalualion determined that sumn line s resses 
would exceeded TSAR ctUecia Cause unknown Design revised W/8902 1 6 Itr 
PO-STLEWAIT T K St.^lTHWG tndiana Michigan Power Co (formerly Indiana & 
KnSe CoreS^^^ fiPP 4flf>90 339 4B69O344 

6902256456 lER Q9 0Q3 00 on 8901 19 valve stem seal leak allows air »nlp sensor capjl- 
laryTbirg causing /oactof vessel tevel indication sys calibr shiM Caused by leakage oi 

B^ilSSn iV^SMITHTy^G^ffina^ichi^^^ Power Co (formerly Indiana & Michigan 
EfectneCo) 89/02^ 17 5pp 48625 001 46625005 

8903090013 RO on 8901 16 Jech Spec 3 7 9 2 violated Caused by fire doo/ 391 
ing fire zones 43 & 44N being inoperable for more than 14 days, due to broken latch 
mg hardware Door expected to relurn to svc by B90331 ^ ^ 

SMITH WG Indiana Michigan Power Co (formerly fntfiana & Michigan Electric Co ) 
89/02/23 DA VIS, A B Document Control Branch (Oocofneni Control D0S;kj 2pp 
48801 040 40001 041 


8903100446 Followup Part 21 repi re failures of closing mechanisms in two BBC Brown 
Boveri Inc. Type 5HJK25a circuit breakers installed in safety sys at plant Inilially report' 
ed on 690301 Mainl procedure will be revised 

ALEXfCH M P Indiana Michigan Power Co (formerly Indiana a Wichigan Electric Co j 
89/03/03 WURLEY.TB Documenl Control Branch (Document Control Desk) 3pp 
48004 119 48804 121 


8903210327 NPDES noncompliance notification on 890224, leak found m mam Carbine 
lubricating oil coolers Cause not slated Leaking cooler Isolated & tube plugged & 
ed(^ currenl testing performed to determine intognty of remarriing tubes 
BAKER OL fndiana Michigan Power Co (formerly fndiana & Michigan Elecirtc Co) 
89/03/06 KILMEfl.G Michigan, Slate of 2pp 48981 274-489B1 275 


8903230351 LER 86 023 03 on 8607 15-1 8, problems encountered w/prpeess inslrtimen- 
tation monitor ng vol wilhtn accumulator 2 Instrument components determined 
defective Components reptaced & insirumentation functioned normally W/890309 ftr 
BEiLWAN.TP SMITKWG Indiana Michigan Power Co (formerly Indiana & Michigan 
Efecinc Co) 89/03/09 8pp 49022 1 18 49022 125 


6903240266 NPDES noncompliance notification prefifter backwash limitalions exceedsef 
for Feb l989Pfan to ensure future compliance w/NPDES permit requirements will be 
submitted to Plamwell distnet ofc 

FJTZGERALD,D M fndiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co) 89/03/09 ZUGQERPD Michigan, State of Ip 48039 106 49039 106 


6903230349 lER 89 004-00 on 690210,leakaga through pressurizer safety valves (Ell$/ 
AB RV) detected via temp & acoustic monitor indications Caused attributed to setpoint 
drift Valve inspected & disc & seat polished & lapped W/890310 Itr 
POSTLEWAfT,TK, SMITH WG Indiana Michigan Power Co (formerly Indiana & 
Michigan Efecinc Co I 89/03/10 5pp 49031342-49031 346 


6903270066 Pad 21 rept re conlaminated lubricani on operaiing mechanisms of two 
SHK250 circuit breakers resulting m failure to close on command & to perforin safety- 
related function fnitiaify reported oy util on 690303 

RHOADS.EW ABB Power Distnbul/ort, Inc 89/03/21 BERLINGEaC NRC • No Do 
tailed Affiliation Given 9pp 491 19 001-491 19 033 


V. Operator Examinations 


S903220502 Advises that wntten & oral exams scheduled for wks of 890710 & 17 Ap 
proved ref mall listed in End 1 should bo furnished al (eajst 60 days prior to exam 
dale 

WRIGHT, GC Region 3. Ofc of the Director 89/03/15 ALEXICH.M P Indiana Michr 
gan Power Co (formerfy Indiana A Michigan Efeclric Col 13pp 49007.300- 

jf nrtrtT 


8903220159 Generic Ltr 89 03 to all power reader licensees & applicants for OL re op 
erator licensing nail exam schedule Svc fist end 

VARGA, S A Associate Director for Projecis (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001 49005 056 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT» UNIT 1 


I-, j»ecurny, meaicar, emergency & ffre protection plans 

8903030006 A^ses lhal W0920 temporary change to secunty pfan consistent w/provi 
swns of lOCFR5054(p)& acceptable pi w/piuvi 

BEILAMY.R R Regior> 1. Ofc of the Director 89/Q2/17 COSS,HD Baltimore Gas « 
Eleclric Co 3pp 48694 274 48694 276 

10CER50 54(p) & acceptable Text omitted in Rev 23 expected to be included in nex 

pidD 

BateceGas; 

® '• Otaamzalion PafsoniKl,’ 

aVoq I Organization Notification'^ A Rev 2 to ERPIf 

46654 ^ Baltimore Gas & Eleolnc Co 89/03/0 K 22pp 48854 202 

''^sion of revised ERPIPs,.ncludmg Rev 2 to ERPJI 
^ 29. EmBTpefvcy Operations Facility Director” & Rev 4 lo ERPfP 4 1 28 'Recrtvnr' 
toatKjn- W/undatedreleasememJ ' 

FOTGETTE T E Balumoie Gas & Electnc Co 89/03/01 Documanl Control Rranri 

(DocwiTHjr»t Control Desk) 2pp 49038 345 49038 359 control Brand 

“6903240(36 PuWvc version o1 revised ERPlPs, including Rev 2 to ERPfP 4 1 20 "FmRr 
gney ,9perat»ns FacU.ty £>rectQr- A Rev 4 to 4 1 Hm 

• BaUinwe Gas A Eteclnc Co 59/02/22 1 >pp 49038 347 40038 359 

8903230467 Change 1 lo Rev 13 lo ERPJP 3o '‘Personnel fniurv " 

BatiioweGasA EteebrcCo 89/O3/0B 17pp 40022 13 K49022 147 


8903160228 Forwards response lo Exam Ropts 60 317/00 260L A 50 318/88 
260L Corrective actio nn flowcharls for 60P 0, '‘Post Trip ImmedialQ Aclions'’ revisoU 
w/QCfdl guidance (or onlaririg recovery procedure based on plant conditions 
CREELGC Baltirnoro Gas A Efecinc Co 89/03/10 Document Control Branch (Doc- 
ument Control Desk) 2pp 48885 001 436B5 002 

6903160260 Forwards Rev 4 to secunly training A qualification plan Rev withheld (ref 
10CFR73 21) 

COSS.H D Baftrmore Gas A Electric Co 89/03/13 Document Control Branch (Docu 
ment Cortlrol Desk) ip 48879 356 48879 356 

8903160264 Forwards Rev 9 to safeguards coniingoncy pfan Rev withheld (rot 
10CFR73 21) 

COSS.HD Baltimore Gas A Electric Co 89/03/13 Documenl Control Branch (Docu 
ment Control Desk) Ip 48884 209-48864 209 

6903160267 Forwards Rev 24 lo security plan Rev withheld (ref 10CFR73 21) 

COSS.H D BaltimoreGas & Efecinc Co 69/03/13 Document Conirol Branch (Docu- 
ment Control Desk) Ip 40885 130 48885 130 

8903230348 Rev 10 to Emergency Response Plan (mpfomenlalion Procedure ERPIP 
4 114. ” Dosimetry '' 

* Baltimore Gas A Efeclric Co 89/03/15 8pp 49037 165 49037 172 


H General correspondence 

8902280126 Responds lo 8901 1 7 fir re declining performance at plant NRC has in 
creased overall insp elforl planned.mcluding special learn insp on 89022? 0331 UU) 
has committed lo submit corrective aOion plan to NRC 

LAfNAS.GC Division of Reactor Prolocis - f/ll (Post 070411) 89/02/21 

MIDDLETON,! M Charfes Counly, MO 3pp 48633 024 48633 029 

“8902280135 Discusses cortcerns over change in operation of plant re util 681221 
pressrelease A fine levied by NRC Concerns involve operating companies falling from 
modal operator status to being closely monitored due to declining performance 
MIODLETON.TM, LEVY.M D . SEFTON.N.J Charles County. MD 89/01/17 NRC- 
No Detailed Affilfalion Given 3pp 40639 027-48633 029 


J, Insurance A fndeinnfty fnformallon 

8903280177 Informs that util in compliance w/msurance requirements par 
IOCFR50 54(w) 

POWELL.G W Baltimore Gas A Elecinc Co 89/03/22 DINITZ.I P Office of Nucloar 
Reactor Regulahon, Difsclof (Post 6704(1) 1p 49076 057-49075 057 


P. Operaiing license stage documents A correspondence 

8902260478 Provides addi fnfo re proposed extension to Tech Spec 4 6 1 2d ra Type B 
A G local feak rote tests for 4 wks lo avoid premature reaclor shutdown. 

LIPPOLD.WJ Ballimore Gas A Eleclric Co 89/02/17 Documenl Control Branch 
(Document Control Desk) 5pp 48626 152-48625 166 

6903020632 Responds to Genenc Ltr 08 14. '‘Inslrument Air Supply Problems Affecting 
Safely Related Equipment " Program for maintaining instrument air quafily per 
NUREG 127S,Vol 2, '•Operatinq Experience Feedback flepl ” discussed, 

CflEEL.GC BallimoraGas A Efecinc Co 89/02/17 Document Control Branch (Doc- 
umenl Control Desk) Bpp 48669 343 48669 350 

8903060007 Forwards 6V McGowan 890221 Mr notifying of intention to submit plan of 
action to address declining performance at plant by 690407 No objection to revfsod 
submission date raised 

STELLO,V Ofc of the Executive Director for Operations 09/02/23 DYSON, R House 
of Rep ip 48736 140-48736140 

8903160364 Forwards CEN-382(0) NP. "Verification of Acceptability of l-Pm Burnup 
Limit of 30 MWD/Kg for Calvert Cliffs Unils 1 A 2," per request Repl supports Unil 2 
Cycle 9 reload analysis 

LtPPOLD.WJ Baltimore Gas A Elecinc Go 89/03/03 Documenl Control Branch 
(Document Conirol Desk) ip 49885 036 48095 1 14 

“6903160369 "Venficafion of Acceptability of 1-Pjn Burnup Limit of 60 MWD/Kg for Cal 
verl Ciiffs Units f A 2 ’’ 

" Combustion Engineering, Inc CEN302(B)-NP 09/01/31 76pp 40885 037- 
40885 114. 

8903160401 Forwards Amends 136 A 117 lo Licenses DPR-53 A DPR-e9. 
respeclivefy.modifying Tech Spec 5 6 1 to increase U-235 enrichment limit for untrra 
dialed fuei stored in spent fuel storage racks Safety evaluation A notice of Issuance 
end. 

MCNEIL.SA Proiecf Directorato 1-1, 89/03/07 CREEL.GC Baltimore Gas A Eleclric 
Co 3pp 40073 095-486 73 1 28 

“8903150405 Amends 136 A 1 17 to Licenses DPR-53 A DPR-69,fespec1ively, modifying 
Tech Spec 5 6 1, "CriCicafily - Spent Fuel," to increase U 235 enricnment llmd for unir- 
radiated fuel stored in spent fuel storage racks to 5 0 weight % U-235 
CAPRA.RA Prolecl Directorate 1-1 09/03/07 9pp 40873 098 48873 106 

“8903150400 Safety evafuatron supporting Amends 136 A 117 to Licenses OPR 53 A 
0PR-59,f©spBCllively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/03/07 3pp 
48873 107 4B673'109 

“8903150413 Notice of issuance of Amends 136 A 117 lo Licenses DPR-53 A DPR- 
69.Tewecbvaly 

MCNd^L.SA Division Of Reaclor Projects - I/M (Post 870411) 89/03/07 2pp. 
48873 1 10 48873 128 

8903180220 Responds to Generic Lir 88-14, ''fnslrumenl Air Supply Problerns Affecting 
Safely Related Equipmenl *’ Purchase of equipment to jest fnslrumenl air onsft© to 
provide faster lurnaround lime in progress 

CflEEL,G C BaMimore Gas A Eleclric Co 89/03/10 Document Conirol Branch (Doc- 
umenf Control Desk) 2pp 48878 092 4BB78 099 
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6903220029 Confirms 89030B info ro loss of shuldown cooling (LOSOC) implication for 
row tamp overprossuro proloclion Until Invostigalion complole.util will malnlain two 
diesel generators operable & two MPSI pumps during Modo 5 
flUSSELL.LB Baltimore Gas & Eloclric Co 89/03/15 Document Control Branch 
{Document Control Desk) 2pp 49020 175 49020 176 


6903230297 Responds to NRC B90215 Ur ro vio3ations noted in Insp Ropts 50 317/69* 
01 & 50 3IQ/80 01 Corroctive actions stigntly con lam mated Jar go metal calibr block 
shipped offsite by user who failed to contact malls procossing onii 
CREEL, GC Baltimoro Gas & Electric Co 89/03/ 16 Document Control Branch {Doc 
ument Control Desk) 3pp 49030 076 49030078 


8903160296 Generic Ur 89 02 lo all holders ot OLs & CPs for nuclear power readers re 
actions to improve detection of counterfeit & fraudulently marketed products Sve list 
end 

VARGA.SA Associate Director for Projects (Post 870411) 80/03/21 Consolidated 
Edison Co of Wew York, Inc 57pp 489B0 001 48060 057 


Q. Irtspection reports, IE Bulletins & correspondence 

6903060530 "Calvert Cliffs Unit 1 Steam Generators 11 & 12 Eddy Current Testing Final 
Rept Apr/June 1088 " W/a90224 Ur 

CREEL, G C Balllmor© Gas & Electric Co 88/06/30 152pp 48743 316*48744 100 

8902230514 Responds to deviations noted in Insp Ropts 50 317/88*25 & 50 318/08* 
25 Corrective actions formal guidance provided to delineate duties & rdsponsiblhlies o1 
test equipment cage attendant 

CREEL, G C Baltimore Goa & Eloclnc Co 89/02/10 Document Control Branch (Doc 
umenl Control Desk) 2pp 48568 251*48560 252 

0902230267 Ack receipt ot 800120 Itr informing NRC of steps taken to correct violations 
noted in Insp Repls 50 317/88-20 & 50 310/88*28 

DURR,JP Region 1, Ofc of the Director 89/02/14 CREEL,GC Baltimore Gas & 
Eloclric Co 2pp 48569 025 48569 029 

8902230566 Notification of Significant Licensee Meeting 89 032 on 690224 w/util in 
Lusby,MD to discuss SALP rept 

THIPP.LE Region 1, Ofc of the Director 09/02/14 Region 1, Ofc of the Director 
2pp 40570 228 40570 220 

6903070046 Ack receipt of 881019 response to violations noted in Insp Repts 50 317/ 
86-20 & 50 318/B8-20 on 880900 Util request for retraction of nctfCG of violation per 
10CFR2,App C denied duo to lack of prompt actions to mlllgalo violation 
EBNETER,S 0. Region 1, Ofc of the Director 09/02/16 TIERNAN.J A Battlmoro Gas 
& Electric Co 2pp 48763 317-48763 322 

8902170112 NRC Info Nolico 89 020, "Weld Failures in Pomp of Byron Jackson 
Design " Sve list end 

ROSSI, C E Division of Operational Events Assessment {Post 87041 1) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043*48572 146 

8902210351 SuppI 1 to NRC Info Notice 86*073, '•Oirocllon Dependent Leak Character 
Istics of Containment Purge Valves " Sve list onci 

ROSSI, C E Division of Operational Events Assessment {Post 87041 1) 89/02/27 
Consolidaled Edison Co of New York, Inc 102pp 40589 001-48589 1 10 

8903210564 NRC Info Notice 09 021, "Changes In Performance Characteristics of 
Molded Case Circuit Breakers Sve list end 

ROSSI, CE Division of Operational Events Assessment {Post 870411). 09/02/27 
Consolidated Edison Co of New York, Inc 104pp 48578 032-40570,137 

8903130170 Rev 1 to Notification of Significant Licensee Moeling 89 032 on 890303 w/ 
util In Lusby,MD for mgt meeting to discuss SALP rept 

TRIPP.LE Region 1, Ofc of the Director 89/02/27, Region 1, Ofc of lha Director 
2pp. 48020 006-46020 007 

8902270158 NRC Info Notice 80*022, "Questionable CerlHicallon of Fasteners" Sve list 
end 

ROSSI, C E Division of Operational Events Assessment (Post 07041 1) 89/03/03 
Consolidated Edison Co of New York, Inc. 10Spp 48732 001-48732.106 

8902260104 NRC Info Nolice 89 023, "Environ Qualification of Litton Veam CIR Series 
Electrical Connectors " Sve list end 

ROSSI, C E Division of Operational Events Assessment {Post 87041 1) 69/03/03 
Consolidated Edison Co oi New York, Inc 106pp 48723 038-48723 143. 

6903140338 Justifies alternative schedule for actions requested in NRC Bulletin 66 011, 
"Pressurizor Surge Lino Thermal Slralificalion." Response lo Hem Action l.h will bo 
submitted by 890717 

CREEL,G C Baltimore Gas & Electric Co 89/03/03. Document Control Branch {Doc 
urnem Control Desk) 2pp 48854 234 48854'236 

8902260162 NRC Info Notice 89 024, "Nuclear Criticalily Safety " Sve list end 
CUNNINGHAM, R E. Division of Industrial & Medical Nuclear Safely (Post 870720) 
89/03/06 Consolidated Edison Co of New York, Inc. OBpp 40700 252-48700 346 

8903010207 NRC Info Notice 69 026, "Instrument Air Supply lo Safely Related Equip* 
ment " Sve list end 

ROSS),CE Division of Operational Events Assessment (Post 6704 11) 89/03/07 
Consolidaled Edison Co of New York. Inc 106pp 48741 053 46741*158 

8903020165 NRC Info Notice 69-027, "Umitalions on Use of Waste Forms & High In- 
legnly Conlalners for Disposal of Low Level Radwaate '* Sve list end 
GREEVES,JT Division of Low Level Waste Management & Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of New York, Inc, 117pp 48708114 
46796 231 

8903060372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copos- 
Volcan Air-Operated Valves *' Sve ksi encT 

ROSSI.CE Division of Operational Events Assessment {Post 870411) 89/03/14 
Consolidated Edison Co of New York, Inc 107pp 48895 001-48895.109 

6903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event *' Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/16. 
Consolidated Edison Co of New York, Inc lOBpp 48870 053 4B870 169 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants" 
8vc list end 

ROSSl,CE Division of Operalional Events Assessment (Post 870411) 09/03/16, 
Consolidated Edison Co of New York, fno 106pp 48095*110 48095 215. 


8903230325 Forwards order imposing civil rnonelary penally in amount of 5300,000 ro 
violation of cquipinenl qualification rcouirGments 

THOMPSON, HL Dop Exec Dir for Nuc Malls Safely, Safeguards & Operations Sup 
port {PosI B90205) 89/03/20 CREEL, GC aallimore Gas S Eleclric Co 2pp 
49030 056 49030 068 

-8903230329 Order imposing civil monetary penalty in amount of $300,000 for viola 
lions re equipmoni quakficalion roquiromonts 

TH.OMPSuN,HL Dep Exec Oir for Nuc Malls Safely, Safeguards & Oporalions Sup 
porl (Post 800205) 89/03/02 Baflimoro Gas & Eloclric Co 1 1pp 4D030058 
49030068 

6903240133 EN 88 031 A on 890320, order imposing civil penally in amount of $300,000 
issued to liconsee Aclbn based on vlolalions involving equipment qualilicnlion require 
mania of 10CFR50 49 

WONG.H,, LIEBERMAN.J Ofc of Enforcomenl (Post 870413} 80/03/20 Ip 
40039 001 49030 001 

8903160427 NRC Info Notice 09 031 » "Swelling & Cracking of Hafnium Control Rods " 
Sve list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/22 
Consolidaled Edison Co of Now York, Inc 102pp 40986 001 48906103 

8003170419 NRC Info Notice 69 032, "Surveillonco Tasting of Low Temp Overpressure 
Protaclion Sys ” Sve Pisl end 

ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 69/03/23 
Censolldalod Edison Co of New York, Inc 104pp 40992 044 40992 147 


R. Periodic operating reporte & related correspondence 

8903610016 "Number of Personnel & Mnn-Rem by Work & Job Function, Calvert Cliffs 
Nuclear Plant * 1988 " W/090227 Hr 

CREEL, GC Baltimoro Gas & Eloclric Co BD/12/31 3pp 48637.141-48637 143 

8903150228 "Personnel Whole Body Exposures for CY0B W/890302 Ilf. 

CREEL.GC Balllmero Gas & Eloclric Co BB/12/31 3pp 40059 OD2-48B59 004 

8903220436 ‘M0CFR50 59 Annual Rept of Changes, Tesis & Exporimonts for 1058” W/ 
890314 Itr 

CREEL.GC Balirme/o Gas & Electric Co BB/ 12/31 12pp 49003 342 49003 353 

8902240340 Monthly eporaling ropts for Jan I9Q9 for Calvert Cliifs Units 1 & 2W/ 
8002 13 Itr 

BEHNKE.G . RUSSELL. L B Baltimoro Gas & Eloclric Co. 89/01/31 1 1pp 48572.032 
48572 042 

8902280082 Forwards "SomI annual Effluanl Relaaso Rapt for Calverl Cliffs Nuclear 
Power Plant Second Half 1008 " Anatylical results for stronlLum for fourth quarter not 
end 

CREEL.G,C, Ballimoro Gas & Eleclric Co. 89/02/14 Document Conirol Branch (Doc 
umenl Control Desk) 2pp 40625 208 48625 220 

-8902270627 "Semiannual Efiluont Roloaso Rept for Calvert Cliffs Nuclear Power Plant 
Second Half 1086 " 

• Ballimoro Gas & Etecific Co 88/12/31 19pp 48625 210 48625 220 

8903060058 Submits annual rept of failures & challenges to PORVs & safety valves for 
1960 

RUSSELL, LB Ballimoro Gas & Eloclric Co 89/02/20. Document Control Branch 
(Document Control Desk] 2pp 48765 029*48705 030, 

8903249113 Monthly operating repls for Feb 1989 for Calverl Cliffs Units 1 & 2.W/ 
690310 Itr 

BEHNKE.C . RUSSELL, L B BQllimere Gsa & Eloclric Co 69/02/26 lipp 49039 158- 
49030.166 


S. Reportable occurrences, LERs it related correspondence 

8903090346 LER 89-001-00 on 6 9020 6. Coordinator discovered ihal since 880025 throe 
startups occurred w/o operability ol manual trip channels duo lo missing page from 
Procedure STP 0-6-1. Caused by lack of admlnislralivo slops W/flOO307 Hr. 
SHAW.OL, RUSSELL.LB Ballimoro Gas & electric Co. 89/03/07 9pp. 48760 038* 
4B700.04G 

8903200227 Part 21 ropl ro emergency diosel n^anoralor luol supply crossover line mfg 
by Fairbanks Morse Initially reported on 890303 Fuel leaking from line could come in 
contact w/hol engine parts Crossover pipe will he replaced 

CRUSE.C H Baltimore Gas & Electric Co 69/03/07. Document Control Branch (Doc- 
ument Control Desk) 2pp 46963 123-48963 124 

8903220051 Part 21 repl ro nuctonr fuel potential loss of shutdown margin C*E issuing 
info bulletin ro shuldown margin during refueling, 

CREEL, GC Ballimoro Gas & Eloclric Co 89/03/15 Documanl Conirol Branch (Doc* 
umenl Control Desk) 3pp 40004 090-49004.002 

S903230191 LER 89 002 00 on 890214.Tecb Spec violaliona discovered duo to entry 
Into Mode 4 w/o containment purge exhaust isolation valves & air supply solenoid 
valves in dononergizod state W/BOOOIB Ur. 

RUSSELL,L B BaUimore Gas & Electric Co 09/03/16 9pp. 49030 083 49030 091 


U, Congresslonal/Exeoullve Correspondence 

8901260129 Responds lo 881220 Hr re plant declming performanca A ulil weaknesses 
warranting NRu attention.Ulil commilfed lo submit corrective action plan In early Mar 
1989 NRC Increasing overall insp coverage & planning to conduct special insa 
STELLO.V Ofc ol the Executive Director for Operations. 89/0 1/17. DYSON, R House 
of Rep 6pp. 48269 165-48269 172. 
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-8501260132 E>pfk:ssGs conceJns le poo' safely reLorcl Over pasl 18 

ffonthiSFlequcsb updates from ^JRC re plant pGrIormanctj & whether ulil can bo 
rcned upon to iiripiCj «/o a,<i ol objective outside rngl 

Di'SONR House of Rep Armed Services 80/13/29 STELlO.V Ofc of Iho Execu' 
Ij p Diiectot tcrOpcial'Of'S 2pp 48269 171 48269 172 

8903060007 Fowarrfs GV McGo^van 890221 Hr notifying of intention to submit plan of 
atJicn to address dcc'ining peiiofmance at plant bv 890407 No obteclicn lo revised 
submission date raised 

STEllOV Ofc of the Executive Director for Operations B9/02/23 OYSOM.R Houso 
of Rep Tp 4873P 140 48736 140 

-SOOioeflOlO Discusses slatus Of plan of action for improve rrept of plant 
pcrformanccper 881221 mcsijng EHort to assess root causes of 5 develop compre 
hen«.<5 ccrrcctj^e aclions for declining performance assessed Pfan wilJ be submilled 
b/ 890J07 

MCGOWAN G V Baltimore Gas & Eleclnc Co 89/02/21 STGLIO.V Ofc of the Exec- 
utiVG Director ter Operations Ip 18735 230 A&735 242 

V Operator Examlnaifons 

B9D3t60228 Forwards response to Exam Repts 50 317/86 260L & 50 9l8/88» 
2601 Coireclrje aciiOtvs tiowcharts tor EOP Q, f^osl Trip immediald Aclrons” revised 
A/add! gu'dance for entenn^ recovery procedure based on plant conditions 
CREEL GC Baltimore Gas & Cfectric Co 89/03/10 Documenl Coritrol Branch (Doc 
Lmt'nf Control Dr 5f(} 2pp 40885001 48885 002 

B903220I59 Generic Ltf 69 03 lo all power reactor licensees & appiicanis for OL re op 
erator teervitng exam schedule Svc fist end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/24 Consolidaled 
EdiSonCo ot New York Inc S4pp 49005 001 49005056 

DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 

F Security, medical, emergency & ffre protection plans 

6903030006 Adv.ses lhal 880920 temporary change to security plan consistent w/orovi 
s :ns ol 1 0CFR5O 54(p) S acceptable ^ 

|€LLA^^ / R R Reg, on 1 OfC of the Director 69/02/17 C0SS,H D Balljrnoir Gas & 
EtCcVic Co 3PP 46694 274 48694 276 

securily plan consistent w/ 
tOOFflsO 54 (p) & acceptable Text omitted m Rev 23 expected to be intJuded in next 
plan rev 

B|liT3pp"®3i5?!fs?03 

prpIpVi ^ 1, ‘ Emergency Organization Personnef," 

dt J Recovery Organization NoUhcatJon’' a Bov 2 to fRPtP 

Director" W/890301 Itr 

4^93'W224 Baltimore Gas a Electric Co 69/03/01 22pp 48854 202- 

version of revised ERPiPs, including Rev 2 lo EflPIP 
Operations Facility DirecJor" a Rev 4 lo EROJP 4 1 25 "Recoirerv 
?»mon Nohtica^ W/ undated release memo Hccoi^efy 

i-URGETTL T E Bairmoro Gas & Electric Co 89/03701 Oociimenl Conlrol Brnnrh 
(Documenl Control Desk) 2pp 49038 345 49036 359 '^onifoi Branch 

c version of revised ERPiPs, mefuding Rev 2 to ERPiP 4 i 29 '’Fmpr 
gency Operaiions Facility Director - & Rev 4 to 4 1 2rRecove^ OrgamJalL 

•Baltimore Gas &Efectrc Co 69/02/22 11pp 49036347-49038359 

8903230467 Change l to Rev 13 to ERPIP 3 o, ■ Pe/sonneJ (nwry “ 
ealtimoreGas & Electric Co 89/03/06 17pp 490^31 49022 147 

’'lKffl732?r"‘" Plan Bov w,ih(„ld (,ct 

**1K*H73*2l)°''**'**^ ^ safeguard, conlaigency planflev withheld (rot 

branch ffTocu 

men! Control Desk) ip 46885 130 48^5130^^^^ Document ConIroJ Branch (Docu- 

'“tehy'’”"' Procedure ERPIP 

• Balbmore Gas & Electric Co 89/03/15 8pp 49037 165 49037 172 

2WLCwieclwe^aUwis^j?i^baTls%T^EOPO^"PaBi?n^7^^^ ^ 50-310/88- 
enlenng recover pr^du/jK?L3f £ Acbons" revised 

CREEl fe c Ba)trr 7 K>re Gas a BeS £0^89^03/^ 

ument Control Desk) 2pp 48885001 4^65 002 ^^^' Branch (Doc- 
H. General eqrrespondeace 

cteas^ ^«'^l^*c«ort^ynnedirKludlf!!i"^^ ®* P*®"! NRC haa In- 

M.(X>LeTON,TM ChartefeS^So 3T«63W2 M&'o29"«'^ 



J Insurance & indemnrty Information 

^^WCFR50S4(w)^^^^ compliance w/tnsurjnco regufromonh por 

Bciltimoro Gas & Electric Co 89/03/22 DINITZ.J P Office of Nuclear 
Reactor RcguPation, Drroclor (Post 87041 1) ip 49075 057 49075 057 

P. Operating license stage documents 4 correspondence 

considoralion of issuance of amend lo Ltconso OPR-BQ 
5^110“ In Tech’s^ ”7 bTc""® uonduding snubber lunclional loals 

Bell, mere Gee SEIeolno 

“* ■>' amend lo License DPR.09 & pro- 

* opportunity for hearing Amend modifios Tech Spec 
u/^Mcif^ snubber fwnctionaf tests surveillance interval ^ 

MCNEILaSA Proieci Directorate 1-1 89/02/14 0pp 48569 097-48569 114 

8902280478 Provides ^ re proposed extension to Tech Spoc 4 6 1 2d re Type B 
uS^Oi ow f nSi i? fifen^aluro reactor shutdown 

'*'nslrumenl Air Supply Problems Affecting 
Program for maintamino instrument air gualiiv per 
rnFPfr ^><P®f'0nce Teeciback RepI “discussed 

uSconU&T spI?"®^ 

'’°‘''v'ba ol mienbon lo aubmil plan ol 
5Ubml5s?on d*e ?a^ed ® PS'fe'iaanco al plant by 890407 No obioolton lo revised 

o/Rep°ip. 40736 l«.4B736''i40°''*‘"‘" ^^/02fS3 OVSON.R House 

■■S.manMoe?s6T2®2i ®"'“" Improvoment of plant 

moetmg Bforl to assess root causes of & develop compre- 
2^^90407 ^ acfions (or declining performance assessed Pfan will be submitted 

MCGOWAN.G V Baltinnore Gas & electric Co 89/02/21 STELLO V Ofc of the Exec 
uiiva Director for Operations, Ip 48735 230 48735 242 urc onne txoc 

"VenficalfOn of Accepiabiiay of 1-Pin Burnup 
cSl ^ ^ supports Unit Z 

“rert* »®ijrlite " s”""" ' P'" ‘-'mil O' 60 MWD/Kg tor Col 

488 m"|^ 4®''®" '"P CEN3a2(B)-NP 09/01/31 70pp, 48085037- 

8903160401 Forwards Amonds 138 & 117 to Licen«!es DPR.5'1 A non an 

increase u 235 enrichment limit for unirra- 
oi^ted lufll stored In spent fuel storage racks Safety evaluation & notice of issuance 

to 3pM8N3oT-4S.ra'?T '■' Balbmore Oaa&Elaoluo 

Licenses DPR-63 & DPR 69.respeclivQly. modifying 
J •'^crease U 235 ennchmeni limit tor unir- 

rfbi^D A spefif fuel storage racks to 5 0 weight % U-236 

CAPnA.RA Project Oireclorate 1-1 89/03/07 9pp 4B873 098-48873 106 

"’^pPR.^|^respfjil5e?^^ supporting Amends 136 & 117 to Licenses DPR-sa & 

48e73To7?4e873lo9 Regulation. Director (Post 870411) 89/03/07, 3pp 

** 60uVspecliv^^^^ Issuance of Amends 136 & 117 lo Ucenses DPR 53 & DPR- 
Sfaayfnl^SB^a'lga R factor projects - I/ll (Post 870411) 89/03/07 2pp 


c A « . amena OJ I ecn spec 3/4,8 1 

B®"‘"'oreQaa&Elecl,lb 
assessment & finding of no sfgnificant Impact re one-time exemp- 

CAPRA.RA Project Dlreclorale 1-1 89/03/09 5pp 40959 202-48959 303 

Generic Ur 88-14, “Instrument Air Supply Problems Affecimg 

Sant'-^^irof^Traw «e“^^ 

S®®""" requiremania lo dolor repair 
Steam generator blowdown line elbow unlit next refueling outage 
c^S^njance on 080325 so und will not have Unscheduled shutdown 
RUSSELLvLB. Ballimore Gas & Efeclrc Co 89/03/13 Documenl Control Branch 
(Document Conlrol Desk) 4pp 49036 307-49036 310 i^onirof Brancn 

^°*^**^*”® 690308 (nfo re loss of shutdown cooling (LOSDC) (mplioaijon for 

?DSj-(^pgSl'fel tp"p‘ »l?S4VoT7r’® 
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0903220138 forwards Amend 11B to Liconso DPR 69.safoly ovaliialion & 
exemption Amend provides tomporary^ono itmo 20 day oxtenston to siirvoillan-ce inter 
val tor porformancQ o1 Typo B or C containmonl local look rate tost 
MCNEIL, S A PfOioct DiroctoralQ I 1 09/03/1 f> CREEL,G C Baltimore Gas & Cleclric 
Co 4pp 49020 235 49020 255 

-B903220142 Amend 110 to Llcenso DPR 69, providing temporary .ona time 20 day ox 
tension to survoillanco interval for performance o( Typo B or C containment local loak 
rato test 

CAPnA,RA Project Directoralo 1-1 09/03/15 7pp 49020 239 49020 245 

-8903220144 Safoly evaluation supporting Amend 110 to license DPR 69 

* Otfice of Nucloar Reactor Rogulation, Director (Post 870411) 89/03/15 4pp 
49020 246 49020 249 

-8903220150 Temporary exemption from rolost schodular roquiremenls of App J to 
10CFR50 for Types BSC local leak rate tests 

LAINAS.G C Division of Reactor Projocts l/U (Post 870411) 89/03/15 Baltimore 
Gas & Electric Co 6pp 49020 250-49020 255 

S90316029B Generic Ltr 89 02 to all holders of OLs S CPs for nucloar power reactors re 
actions lo Improve dotoclion of counterfeit S fraudulently marketed products Sve list 
onci 

VARGA.SA Associate Director for Pfoiocts (Post 870411) 89/03/21 Consolidated 
Edison Co of New York, Inc 57pp 40960 001-4Q060 057 


Q, Inspection reports, IE Bulletins & correspondence 

8902230514 Responds to deviations noted in Insp Repls 50 317/88-26 &. 60 918/BO 
25 Corrective actions formal guidance provided to dolmeafo duties & rasponslbllltios of 
teat equipment cago attendant 

CREEL, GC Balllmoro Gas & Electric Co 09/02/10 Oocumonl Control Branch (Ooc 
umenl Control Desk) 2pp 48566 251 48560*252 

8902230257 Ack receipt of 090120 ltr informing NRC of slops taken to correct violations 
noted in (nsp Repls 50 317/00 28 & 50*318/08.28 

DURR.J.P, Region 1, Ofc of the Dlreclor 80/02/14 CREEL,QC Dallimoro Gas & 
Eleciric Co 2pp 40569 025-46569 029 

8902230586 Notification of Significant Licensee Moelino 09 032 on 890224 w/util in 
Lusby^^MO lo discuss SALP ropi 

TRIPKlE Region 1, Ofc of the Director 09/02/14 Region I, Ofc of the Director 
2pp 48570 220 48570 229 

8903070046 Ack roceipl of 801019 rosponso lo violations noted In Insp Ropts 50 317/ 
88*20 & 60 318/86-20 on 880009 Lllil request lor retraction of notico of violation per 
10GFR2,App C denied duo lo lock of prompt actions to mllioato violation. 

EBNETER,S D Region 1, Ofc of the Diroclor 69/02/16 TIERNAN.J.A Baltimore Gas 
& Eleciric Co 2pp 46763 317-48763.322 


6903090021 NRC Ini a Notico B9 029. Potential Failure o1 ASEA Brown Ggvcri Circuit 
Breakers During Seismic Even! ” Sve list end 

ROSSLCE Division of Operational Events Assossmenl (Post 070411) 89/03/15 
Consolidated Edi'ion Co of New York, Inc 106pp 4087O 053 4DB70 169 

6003090133 NRC Info Notice 09-030, “High Temp Environs at Nucloar Power Plants" 
Sve fist end 

ROSSI, CE Division of Operational Events. Assossmenl (Post 070411) 80/03/15 
Consolidated Edison Co of Now York, Inc 106pp 48895 1 10 48895 215 

6903230297 Responds to NRC 890215 Ur ro violations nolod in Insp Repls 50 317/89 
01 & 50*318/69 01 CorrecliVQ acl tons slightly contarntnaled, largo molal calibr block 
shipped offsite by user who faitod lo contact malls processing unit 
CREEL, G C Dallimoro Gas & Electric Co 80/03/16 Document Control Branch (Ooc- 
umenl Coni rol Desk) 3pp 49D30076 49030 078 

8903230325 Forwards order imposeng civil monQlary penally in amount of $300,000 ro 
violation ol equipmoni qualilicaUon reqiiiromonts 

THOMPSON.HL, Dop Exec Oir for Nuc Malls Safoly.Safeguards & Operations Sup- 
port (Post 890205) 89/03/20 CREEL, GC Baltimoro Gas & Electric Co 2pp 
49030 056 49030068 

-6903230329 Ordor imposing civil mo not ary penally In amounl of $300,000 for viola* 
tions re equipment qualification roquiromenls 

THOMPSON.H L Dop Exec Dir for Nuc Matts Safaly.Safoguards & Operations Sup* 
port (Post 090205) 89/03/02 Balltmoro Gas S Electric Co llpp 49030 056* 
49030 068 

8903240133 EN 06 031 A on 8D0320.ordcr imposing civil penalty in amount of S300.QOO 
issued to licensee Action based, on vtolations involving equipment qualification require 
mentsof 10CFn50 49 

WONG.H, LIEBERMAN.J Ofc of Enforcement (Post 870413) 89/03/20 Ip 
49039 001 49039 001 

8903160427 NRC Info Nolico 89*031, '^Swelling & Cracking of Hafnium Confrol Rods" 
Sve list end 

ROSSI, C E Division of Operational Events Assossmenl (Post 870411) 89/03/22 
Consolidated Edison Co of New York, Inc 102pp 40986 001-48906 103 

8903170419 NRC Info Notico 80 032. "'Surveillance Testing of Low Temp Overpressure 
Protection Sys Sve list end 

ROSSI, CE Division of Operational Events Assessmonl (Post 070411) 69/03/23 
Conaolldalod Edison Co or New York, Inc 104pp 40992 044 46992 147 


fl. Periodic operating reports & related corresp cadence 

6903010015 "Number of Personnel & Man Rom by Work & Job Function, Colvort Cliffs 
Nuclear Planl - 1906 W/000227 ltr 

CH6EL.GG Baltimoro Gas a Eloctric Co 06/12/31 3pp 48637 141-40637 143 


8902170112 NRC info Notico 60 020, "Weld Failures In Pump of Byron Jackson 
Design." Sve list end 

ROSSI, CE Division of Operaflonal Events Assessment (Post 870411) 89/02/24 
Censolidated Edison Co of Now York, Inc 106pp 48572 043 4B572'14B 


8902210361 SuppI 1 to NRC Info Notice 88 073, "Direction Dependent Leak Characler* 
Isflcs of Containment Purge Valves." Sve list end 

ROSSl.CE Division of Operationa! Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 102pp 46589 001 40589 110 


8902210564 NRC Info Notice 89 021, "Changes In Performance Characteristics of 
Molded Case Circuit Breakers " Sve list end. 

ROSSI,CE Division of Operaiional Events Assessment (Post 670411) 89/02/27 
Consolidated Edison Co of New York, Inc. 104pp 40678 032-40578 137. 


8903130170 Rev 1 to Notification of Significant Licensee Mooting 89 032 on 890303 w/ 
util (n Lusby.MD for mgt meeting to discuss SALP rept 

TRIPP, LE Region 1, Ofc of the Dlreclor 89/02/27 Region 1, Ofc ol Iho Direclor 
2pp, 48620,006 48B20 007 

8902270150 NRC Info Notice 89-022, "Questionable Certification ol Fasleners " Sve list 
end 

ROSSl.CE Division of Operational Events Assessmenl (Post 870411) 89/03/03 
Consolidated Edison Co oi New York, Inc 105pp 40732.001-48732,106 


8902260104 NRC Info Notice 89 023, "Environ Quafificalion of Lftfon-Veam CIR Series 
Electrical Connectors," Sve list end 

ROSSl.CE Division of Operaflonal Events Assessment (Post 870411). 89/03/03 
Consolidated Edison Co of New York. Inc 106pp 48723 03B 40723 143, 


89D3140336 Justifies alternative schedule for actions requested In NRC Bullotin 88 011, 
"Presaurirer Surge Line Thermal Stratification" Response lo Item Action 1 b will be 
submitted by a9()717 

CREEL.G C, Baltimore Gas & Electric Co 09/03/03 Document ConlfO) Branch (Doc- 
ument Control Desk) 2pp 48854.234-40854 236 

B9O2280162 NRC Info Notice 89 024. "Nuclear Criticality Safety " Sve list end 
CUNNINQHAM.R E Division of Industrial & Medical Nuclear Safely (Post B70729) 
89/03/00. Consolidated Edison Co of New York, Inc 96pp 49700 262*48700 346 


8903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safety Related Equip* 
menl " Sve list end 

ROSS1.C.E Division of Operational Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of New York, Inc 105pp 48741 053*46741*168 


8903020165 NRC Info Nolico 89 027, "Lfmllalions on Use of Waste Forms & High In 
legrily Containers for Disposal of Low Level Radwasle " Sve Hst end 
GREEVES,J T Division of Low Level Waste Management & OecommlBsloning (Post 
B70413). 89/03/08 Consolidated Edison Co of Now York, Inc 117pp 48798 114* 
4B79B 231 


B903060372 NRC Info Notice 89*026, "Weight & Clr of Gravity Discrepancies for Copes* 
Vulcan Afr-Operated Valves ” Sve list encT 

ROSSI.C.E Division of Operational Events Assossmenl (Post B70411). 89/03/14 
Consolidated Edison Co. of New York, Inc 107pp 48895 001-48895' 109 


6903150226 "Personnel Whole Body Exposures for CYBO " W/D90302 ltr 
CREEL.G C Baltimore Gas & Eloclric Co 00/12/31 3pp 46850,092 46859 094 

6903220436 "10CFR50 59 Annual Ropl of Changes.Tesls & Experlmonls for 1086," W/ 
8903 14 ltr 

CREEL.G C Baltimore Gas &£fodrlc Co 83/12/31 12pp 49003 342 49003'353 

6902240340 Monthly oporohng ropls for Jan 1900 for Calvert Cliffs Units 1 & 2W/ 
890213 Hr 

BEHNKE.C, RUSSELl.LQ Balllmoro Gas & Electric Co 89/01/31 t1pp 48572 032 
48572042 


6902280062 Forwards "Somlannual Effluonl Roloaso Ropl (or Calvert Cliffs Nuclear 
Powor Plant Second Half 10D8 " Analytical results for sfrontium for fourth quarter not 

CREEUGC BallimofoGas & Electric Co 80/02/14 Oocumonl Control Branch (Doc* 
umonl Confrol Desk) 2pp. 4QB25 200-48625 228, 

-6902270627 "Semiannual Ellluonl Refoaso Ropt for Calvert Cliffs Nucloar Powor Plant 
Second Half 1988" 

* Balllmoro Gas & Eleciric Co, 88/12/31, 19pp 4ee25'2 10 48625 228. 

6903060058 Submits annual ropt of failures & challenges to PORVs 6 safety valves for 
1968 

RUSSELL, LB, Balttmore Gas & Elodne Co 00/02/28 Documenl Controt Branch 
(Document Control Desk) 2pp. 48765:029 48765 030 

6903240113 Monthly operating ropla for Feb 1989 for Calvert Cliffs Units t & 2W/ 
660310 ltr, 

BEHNKE.C , RUSSELL, LB Baltimoro Gas & Eloctric Co. 89/02/20 llpp 49039,168- 
49039:160 


S. Reportable occurrences, LERe & related correspondence 

8903200227 Part 2! rept re emergency diesel generator fuel supply crossover line m!g 
by Fairbanks Morse Initially reported on 300303 Fuel leaking from lino could corne In 
contact w/hot engine parts Crossover pipe will bo r^lacod 

CRUSE.C H Baltimore Gas & Eloctric Co, 89/03/07 Document Conirol Branch (Doc- 
ument Control Desk) 2pp 40983 123 46003.124 

8903220051 Part 21 rept re nuclear fuel potential loss of shutdown margin C E Issuing 
info bulletin re shutdown marnin during refueling 

CREELjG C Baltimore Gas Electric Co, 09/03/15 Document Conirol Branch (Doc 
umenl Conirol Desk), 3pp. 49004.090 40004 092 


U. Congresslonal/Execulive Correspondence 

8901260129 Responds to 661220 ltr re plant declining performance & util woaknosses 
warranting NRC attention Util committed to submit corrective action plan in early Mar 
1989 NRO increasing overall insp coverage & planning to conduct special insp 
STELLO.V Oteof the Executive Direclor (or Oporalions 89/01/17 DYSON.R House 
of Rep 6pp 46266,165-40269 172, 
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-e&OI260|32 Expresses concerns ro plant poor saloty record over pa&l 18 
monihs Requests updates fromi NRC re plant performance & whether ulil can be 
relied upon to improve vv/o aid of objective oolside mgl audit 
DYSOliR House of Rep. Armed Services 00/12/29 S7ELLO,V Ofc of Iho Execii 
live Direclor for Operatjons 2pp 48269 171-48269 1 72 

6903060097 Forwards GV McGowan 899221 l|r notifying ol intention to submit plan of 
eclian to address declining performanco at plant by 090407 No objection to revised 
submission dale raised 

STELLO.V Ofc of the Executive Director for Operations 69/82/23 DYSON, R House 
□I Rep Ip 48736 HO 46736 f40 


V Operator Examinations 

8993IS0228 Forwards response to Exam Repls 60 317/60-2601 A 68 318/08 
260L CorreciivQ actions flowcharts for HOP-0, "Post Tnp ImmarfiaW Actions'* rovrsotl 
w/addl guidance for entenng recovery procedure based on plant conditions 
CREEL.QC Saftpmero Gas 8 Electric Co 09/03/10 Document Control Branch <Poc 
umonl Controt Desk) 2pp 48885001 40006 002 

6903220169 Generid Ltr 09-03 to all power reactor Itconscos & applicants for OL re op- 
erator ficensing nail exam schedule Sve fist end 

VARGA, S A Assoctaie Director for Projects (Post 870411) B9/03/24 Consolidaled 
Edison Co of New York, Inc 54 pp 4Q005 001 49005 056 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATJON, UNIT 2 


F. Security, nedkal, emergency & fire proteclfon plans 

66102201 18 Forwards dGscription of action taken by utif to address concorn re adeqira 
cy of certain aspecis of security sysfnfo withheld [rof 10CFR73 2f) 

STANDERFER.F R General Pubic Utiiihes Corp • GPU Service Corp 86/10/10 
MURLEYJ e Region 1, Ofc of ihe Director Ip. 30322063 36322 053 

8903210410 Forwards Safety fnsp Repls 60 289/89 02 & 50*320/00*01 on 800123* 
26 Ne viofations noted 

aELLAMY.R,R Rooion 1, Ofc of the Director 09/03/14 HUXILUH D General Public 
UlililJes Corp GPU Service Corp 2pp 48960 091*48980 103 

**8903210418 Insp Repls 50 289/69 02 & 60 320/69*01 on 890123*26 No violations 
rotedM^or areas Inspocledllcenseo emergency preparodnoas prooram 
AMATO.CG Region 1. Ofc of the Director 09/03/10 llpp 48900 003*46960 103 

0'9O327O267 Rov 2 lo EPIP 8471*IMP-130006, "AddI Assislanco & Notification*' & Rev 
I to 947f IMR 1300 04, 'Gontacf/Caltoul of Emergency Personnel " 

• General Public Utifitios Corp • GPU Service Corp. 60/03/20 57pp 49053 277- 
49053 333 


0. Adjudicatory correspondence 

6903T00237 Requasls addition of LH Thonus to A deletion of WD Travers from sve (isl 
for diesel accWenl ooneraled walor proceedfng,W/Certlfiea1o ol Sve. 

LEWISiSH Assistant General Counsel for Hearings. ^160 8197 89/02/10. Oockoling 
A Services Branch 3pp 46899 169 48699 171, 

8903010053 Notice lo appeal final initial cfodslon concerning request for amend to dis* 
peso of accident gonaratad water by GPU * Notice will be followed by brief supporting 
Joint Inlervenor position on appeal Nollfication of address chanoo end 
SKOLNICKF Susq^uehanna Valley Alfianco, Lancaater, PA SKOLNtCK.F. Three Mile 
Island Alert, rf 189 6005 89/02/20 2pp 48565.183 48565.271 

0903010061 Susquolienjia Valley Alliance /Throe Mile Island Alorl comments lo Com- 
mission re whether decision of 890203 should await administrative appellate review * 
«l0y Parmlllmg appeal to be heard prior lo amend being granled end. 
SKOLNICK,F. Susquehanna Val ley Alitance, Lancaster, PA SK6 lniCK,F Three Mile 
island Aforl 60/02/20 2pp 48565:185 4 0565'2O9. 

"8903010070 Applicalion for slay of effacUvaness of final initial Decision LBP-89-07 did 
60O2O2/ Llconsee would not ba harmed by granting of slay 
Susquehanna Valley Alliance, Lancaster PA. * Three Mile l&fand Alert 89/02/20 
Commisstonors 23pp 48565.187 48565 209 

"890301(1^91 Response of GW Huver to final Initial decision of ASLB in matter of dis- 
posal of accident ganarated water from TMI-2 on tsehalf of Susquehanna Valley Alli- 
ance * 

HUVERAW Susquehanna Valley Alliance. Lancaster. PA. 89/02/20 5pp 48565’210* 
48565^214 

"0903910107 Fallow*vp testimony clarifying position on queslion of disposillor^ ol over 2 
milffqq gallons of accident generaled waler.Relaled documanlation & Certificate of 
Sve end. 

PiCCfONI,R Accord Research A Educational Associates, Inc. PICCIONi.R. Three Mile 
Island Alert, PICCIONI.R. Susquehanna Valley Alliance, Lancasier, FA, 60/02/17 
67pp 40565*21 5-46565:271 

0903010109 Ucansea cammenis on immedfale efleclweness,* Requests (hat Com mis* 
Sion apaak & approve proposed accident genaiated water disposal method by making 
licensing Board decision effective immadiaiely .Certificate of Sve end, 

BAXTER.TA. General Public Utilities Ctorp. - GPU Service Corp. BAXTER, T A. Shav/. 
Pillman, Potia A Trowbridge. #189 8063. 69/02/21 13pp. 48565.338 48565 350 

8903100007 Changes & correcltons to Susquehanna Valley Alliance/ Three Mile island 
Alert documents submitted on B90221 * Cerlillcate of sve end 
SKOLNICK,F Susquehanna Valley Alliance. Lancaster. PA, SKOLNICK.F. Three Mile 
Island Alert, # 169 8? 1 1 , 8fl /02/ 25. 5pp. A 87CI0: 1 81 -48700: 1 85 

8903100093 Advises that AS LAB reconstiiulad for OL amend proceeding & wiN consist 
of listed ASLAP mambers.rnoludfng TS Moore, CN Kohl & HA Wilber Related corre- 
spondence, 

KOHL,C.N. Atomic Safety and Licensing Appeal Panel. #180 6212 80/03/02. Atontio 
Safety and Licensing Appeal Panel, Ip 48/00.180 48700 180, 


8903100112 NoIicg ol ASLAS reconstitution* TS Moore, chairman. CN Kohl & HA 
Wifber.membors Served on 890303 W/Cerlificalo of Sve 

TOMPKINS, 8 A Atomic Safely and Licensing Appeal Panel #189 8207 89/03/02 
3pp 48700 05 1 48700 0B3 

#■903170133 Licensee answer opposing Joint fntarvenors motion for stay * Slay of LI 
censing Board decision pending appeal unwarranted under NRC slds Slay could delay 
safQ. expeditious cleanup of facHity Cerlificalo of Sve end 

BAXTER,! A General Public UWillos Corp - GPU Service Corp BAXTER,! A Shaw, 
Pittman. Polls & Trowbridge //189 8255 89/03/08 Atomic Safety and Liconsfng 
Appeal Panel I3pp 48811 038 48811 050 

8903220041 NRC Staff response in opposition to application for stay filed by Joint Inter* 
venors * Application for slay of effectiveness of Final Initial Decision LBP-e0 07, did 
890202 should bo denned W/Certificale of Sve 

LEWIS.SH, WOODHEAD.CP Assislanl General Counsel for Hoarings #189 0276 
89/03/00 Atomic Safety and Licensing Appeal Panel 14pp 4B872 223-48672 236. 

#903230040 Susquehanna Valley Alliance/TMI Alert molion for extension of lime lo file 
brief in support of request for appeal in matter of disposal of 2 3 million gallons of 
radioactive water at T Ml, Unit 2 * Sve list end 

SKOLNICK.F Susquehanna Valley Alliance, Lancaster, PA SKOLNICK.F Three Mile 
Island Alert /?189 0287 89/03/11 Atomic Safety and Licensing Appeal Panel 4pp. 
48809 053 48889 056 ^ 

G9032300S1 Licensee answer lo Joint Inlervenors motion for extension of time lo file 
brief on afyeal * Motion opposed based on failure to demonstrate good cause W/Cer* 
tificale of Sve 

BAXTER,! A General Public Utilities Corp - GPU Service Corp BAXTER,! A Shaw, 
Pillman, Polls & Trowbridge #189 8310 89/03/15 Atomic Safety and Licensing 
Appeal Panel €pp 48888 315*48088 320. 

0903230077 Susquehanna Valley Alliance & TMI Alert molion for extension of time lo 
fife brief in support of request for appeal in matter of 2 3 million gallons of.,.* Cerliff- 
cale of 5vc end Served on 89031 6 Granled for ASLAB on 890316 
Susquehanna Valley Alliance. Lancaster. PA * Three Mile Island Alert #189 8291, 
89/03/16. Atomic Safely and Licensing Board Panel 3pp 40888 2 7 7*4 888 8 -279, 

8903270084 Order * Advises that Commission currently considering question of 
pffecliveness, pending appellate review of final initial decision in case Issued by ASIB 
In LB P-89-07 Certificate of Sve end Served on 690322 

CHfLK.SJ Office of the Secretary of the Commission #189 8336 89/03/22 3pp 
46968 005-489 8B 007 

8903290129 Correction notice * Advises that date of 891203 appearing in text of Com* 
mission 890322 order incorrect Date should ba 071203 Certificate of Sve end Served 
on 690323 

CHILK.SJ Office of Ihe Secretary of the Commission. #189 8344 89/03/23 3pp. 
49001:115.49001*117 


H. General correspondence 

8903060291 Approves end Rev 20 to TMI-2 organization plan.per ulil 890213 submdtfll 
STOLr,JF, Project Directorate 1-4 89/03/01. ROCH^MB General Public Utilities 
Corp. . GPU Service Corp 3pp 48742 199-48742 202 

"6903131)654 "Organ Izalion Plan for TMf*2/' 

* General Public Utilities Corp, - GPU Service Corp 89/03/01. Ip. 46742 ■202* 
48742 202. 


J. Insurance & Indemnity Information 

8903080614 Forwards Endorsemenls 130 & 131 to NELIA Policy NF'164, Endorse- 
ments 107 & 108 lo MAELU Policy MF-4 4, Endorsements 84 & 95 to NELIA Policy NF- 
107, Endorsements 110 & ill to NELIA Policy NF-220 & Endorsements 97 & 98 to 
MAELU Pokey MF-73. 

FARReLL.E Marsh & Mclennan, Inc 89/01/18 DfNITZ.I Office of Nuefear Reactor 
Regulallon, Director {Post 870411) 23pp 48743.197-48743 220 


P. Operating license stage documents & correspondence 

8903010081 FOfA request for "Easter Sunday Dosimetry Repl." ref In HA Falk 790426 
memo 

AAMODT.MM Aamodts 89/01/26 NRC * No Detailed Affiliation Given 3pp 
48560*901. 48590 303 

89030 30 105 Forwards "Review of 10CFRS0 Technical Regulalory Requlremenls," 
Review shows no addi exemptions required 

ROCHE, M.B. General Public Utilities Corp. • GPU Service Corp. 09/02/10 8T0LZ-J P. 
Project Directorate 1-4 B8pp 48694.056*48694:143. 

8902230286 Forwardajor NRC review, "Criticality Safely Evaluation for Increasing TMI *2 
Fuel Mass LlmiL" 

ROCHE, M B. General Public Utilities Corp, - GPU Service Corp. 89/02/13. Docunoent 
Control Branch (Document Control Desk), ip, 48669 030-40569 042 

"8902230299 Rev 0 lo ''Criticality Safety Evaluation for Increasing TMI-2 Safe Fuel 
Mass Llrnit '* ~ 

WELLS.M . BEVELACYVAJ., SHEARER.P.M General public Utilities Corp. - GPU 
Service Corp 4710*3220 89-1 ROO 89/02/01. 12pp. 48569 031-48569:042 

6902240334 Forwards request for addi Info for preparation of final SuppI 3 to program- 
matic environ Impact statement dealing w/posl-<fefuelina monitored storage, 
STOLZ.J,F. Project Dlfectorale 1-4. 89/02/14 ROCHE, M.B. General Public Utilities 
Corp, - GPU Service Corp 5pp 48579.1 84-48 5 7 9* IS# 

6903030233 Forwards request for addi info re processed water disposal sys to complete 

technical re^‘'-'»- - - amalure solldifjcaMon of 

evaporator b- ‘ - ■» 

S^TOLZiJ.F. - : General Public Utilities 

Corp. - GPU I « 
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83032203BB Proposed rule lOCfR?. Stalornont ol Policy on Liligalion of TMI Rolalcd 
Issues in Power Roactor Oporafinq Liconso Proceedings Rovocalion of Supersedotl 
Policy Sfalemenl Concerning TM( Related Procoduros '* 

CHILK.SJ Commissioners 00/02/ 16 <1pp 48000 001 40000 004 

8903010099 Final response to FOIA request for records Forwards documoni listed in 
App A App A document available in PDR 

GRIMSLEY.OH Division of Froodom of Information & Publications Services (Posl 
890205) 89/02/23 AAMODT.M M Aamodts 2pp 40580 304 4G5B1 016 

-8903010102 Proliniinary Estimates ol Population Dose & Heallh Ef feels " 

BATTIST.L . 8UCHANANJ NRC - No Detailed Aflilialion Given NELSON.C Environ 
me ri tal Prole Clio n Agency 79/04/15 7lpp 40580 306^4fl501 016 

8903070205 Notification of 890307 meeting w/BWR Owners Group tn Rockville, MO to 
discuss Items ol currenl interosl Agenda end 

SHAO,LC Division of Engineering & Systems Technology {Post 870411) 09/02/28 
MIRAGLIA.FJ Associate Director for Inspection & Technical Assossmenl (Post 
870411) Qpp 48763 023 48763 030 

8903100449 Summary of 890222 meeling between NMSS & NRR projocl manager ro 
status of cleanup & H Thompson concern that NRR sot cleanup cnloria that could 
cause problem for NRC laler on 

BELUMJ Regulatory Branch 89/03/01 GREEVESJT Dwision of Low Level Waste 
Management & Decommissioning (Post 870413) Ip 48827 325 48Q27 325 

B90323035B Responds to 690221 request for info on status of TMI action plan 
requirements Audi lime noedod to gather other noncomputorized data to fully respond 
to questions Complolo response will be provided by 090330 

ZECH.LW Commissioners, 89/03/10 MARKEY.EJ House of Rep Ip 40023 025 
49023 027 

'-8903230360 Roquesis answers to oiicstionB listed ro status of Irnplementatlon of im 
provements ordered under NUREG 0660 & NUREG 0/37 alter TMI 2 
accident Response wilhtn 10 working days or by 890306 roquosled 
MARKEY.EJ House of Rep 80/02/21 ZEChf.LW Commissioners 2pp 40023 026 
49023 027 

B9031 60296 Generic Llr 89 02 to all holtfors of OLs & CPs for nuclear power roaclors ro 
actions to improve dolecllon of counterfeit & fraudulently marketed products Sve list 
end 

VARGA, S A Associate Director for Projects (Post 070411), 89/03/21 Consolidated 
Edison Co of New York, Inc. 57pp 48960 001 -40960 057 


Q. Inspection reports, IE Bulletins & correapondonce 

69D2170112 NRC Info Nolico 89 020, “Wold Failures In Pump of Byron Jackson 
Design ’’ Sve list end 

HOSSI,CE Division of Oporalional Events Assessment (Post 070411) 89/02/24. 
Consolidated Edison Co of New York, Inc 106pp 48572 043-40672.14D 

6902210351 SuppI 1 to NRC Info Notice 88-073, "Direction Dopondonl Leak Charactor* 
isifes of Containment Purge Valves " Sve list oncf 

ROSSI, CE Division of Oporalional Events Assessment (Post 070411) 8G/02/’27, 
Consolidated Edison Co of New York, Inc 102pp 48589 001 40509 110 

69Q2210564 NRG Info Notice 80 021, "Changos In Performance Gharaclorlstics of 
Molded Case Circuit Breakers " Sve fist end 

ROSSI, CE Division of Oporalional Events Assessment (Post 870411) 80/02/27 
Consolidated Edison Co. oi New York, Inc 104pp. 48570,032-48578 137 

69022701 SB NRC Info Notice 89 022, "Questionable Corlification of Fasteners *’ Sve list 
enci 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc 105pp 48732 001-40732,106 

89022S0104 NRC Info Notice 89 023, "Environ Ouatificalion of LItton-Veam CIR Sories 
Electrical Connectors " Sve list end. 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/03. 
Consolidated Edison Co of New York, Inc. 106pp 4G723'038-4B723 143. 

8902260162 NRC Info Notice 89-024, "Nuclear Criticality Safety." Sve list end. 
CUNNINGHAM,R E, Division of Industrial & Medical Nuclear Safety (Post 870720) 
89/03/06. Consolidated Edison Co of New York, Inc 06pp 48700.252 48700 3 46 

8903010207 NRC Info Nollce 89-026, "Inslrumenl Air Supply 1o Safety-Related Equip- 
ment." Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co of New York, Inc. 105pp 48741 053-48741 168. 

89030201 66 NRC Info Nolice 89 027, "LImilallons on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwesle." Sve list end 
GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413) 89/03/06 Consolidated Edison Co of New Yoik. Inc 1l7pp, 48708*114- 
48798 231 

8903060372 NRC Info Notice 89-028, "Weight & Clr of Gravity Discrepancies for Copas- 
Vulcan Air-Operated Valves " Sve list encT. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, Inc 107pp 48895 001-48895.109. 

8903210410 Forwards Safety Insp flepts 50 289/89 02 & 60 320/89 01 on 890123- 
26 No violations noted. 

BELLAMY.R R Region 1, Ofc of the Director. 89/03/14 HUKILL.H.D. General Public 
Ulilillea Corp - GPU Service Corp 2pp 48980 091*48980.103, 

-6903210418 Insp Repts 60-269/69 02 & 50-320/89-01 on e90123-26.No violatfons 
noted Major areas inspected.llcen8ee emergency preparedness program 
AMATO.CG, LAZARUS.WJ Region 1, Ofc of the Dfreolor. 89/03/10 lipp 
48960 003-48980 103. 

8903220063 Forwards Safety Insp Repts 60-289/89 02 & 60-320/89-01 on 890123- 
26,No violations noted. 

BELLAMY.R.R. Region 1. Ofc of the Director 89/03/14. ROCHE, MS General Public 
Ulllities Corp - GPU Service Corp 2pp 49004.069-49004*081 


09030900 21 NRC Info Nolrco 89 029, ’ Potenlfal Failure ol ASEA Brown Boven Circuit 
Breakers During SoisrriDC Event Sve list end 

ROSSI.CE Division of Operationol Evonls Assessment (Post 870411) 89/03/15 
Consoltdaled Edison Co of New York, Inc 106pp 48870 063 46B70 169 

8903090133 NRC Info Noltce 89 030, "High Temp Environs at Nuclear Power Plants "■ 
Sve list end 

ROSSI.CE Division ol Operational Evonte Assessment (Post 870411) 89/03/15 
Consolldalod Edison Co ol New York. Inc lOfipp 40895 1 10 4BB95 215 

8903160427 NRC Info Notice 89 031, "Swelling & Cracking of Hafnium Conlrol Rods " 
Sve list end 

ROSSI.CE Division of Oporafional Events Assossmenl (Post 870411) 89/03/22 
Consolidated Edison Co of Now York, Inc 102pp 48986 001 48906 103 

8903178419 NRC lafo Notice 69-032, '■Surveillance Tosling ol Low Temp Overpressure 
Preteclion Sya " Sve Hat end 

ROSSI.CE Division of Operabonal Events Assessment (Post 870411) 89/03/23 
Consolldalod Edison Co of Now York. Inc 104pp 48092 044 40992 147 


R, Periodic operating reports & related correspondence 

8903090142 "TMI 2 Qeartorly Radloiicllve Effluont Release Rept for Oct- Dec 1988" 
W/890301 llr 

ROCHE, MB General Public UUIdtes Corp - GPU Service Corp 66/12/31 24pp 
48706 320 48766 352 

6902270844 Forwards "Aircraft Movemonls." "Number ef Personnel & Man REMS by 
Work & Job Function, " & "10CFR2D 407 Personnel Exposure," anniual repts 
ROCHE, MB General Public UlifiDes Corp - GPU Service Corp 89/02/17 Document 
Conlrol Branch (Documoni Control Desk) 3pp 40586062 485B6 067 

-B9022B0017 "Number of Personnel & Man REMS by Work & Job Function," annual 
ropt 

* Qonorat Public Ulilillos Corp - GPU Service Corp 00/12/31 2pp 48586 065- 
48586 066 

-69022 80018 "I0CFR2O 407 Personnel Exposuro," annual rept 

* Genoral Public Ubillios Corp - GPU Sorvlco Corp 86/12/31 Ip 48506067- 
48586 067 

6903020574 Forwards corrected quarterly dose ossessment for Third Quarter 196B Ef- 
fluont summary (or liquid &. gaseous elfluonts corrected as Indicated 
ROCHE, MB Genoral Public Ulilltioa Corp • GPU Service Corn 89/02/22 Documoni 
Conlrol Branch (Document Control Desk) 2pp 40730 325 48738 320 

-8903030011 Corroded quarterly dose assessment rept for Third Quarter 10D6|Conslst- 
Ing of corrected summary of liquid & gaseous nffluonU 

* General Public Ulilllies Corp - GPU Service Corp 00/09/38, 2pp 4B738 327- 
4873B 328. 

6903130162 Forwards TMI status rept for 0BO114 02 17, providing highlights of significanl 
events at plant from NRC regulatory porspoctivo 

COWGILL.CJ. Region 1, Ofo of the Director 89/02/23 BETTENHAUSEN.L NRC - 
No Dolalfed Affllialion Given 6pp 40B16 354-4B8 18350 


8. Reportable occurrences, LERa & related correspondence 

6902270035 LER 80-001 -00 on 800120, midi alr-lilt vacuum sys romovotl from, reactor 
vessel w/o supervision of fuel handling senior reactor operator Caused by lack of 
corrtmunicalion Event wilt bo discussed w/all applicable per8anneLW/B902t7 Itr 
WELLS.RD, ROCHE.MB Genorat Public Ulilltios Corp • GPU Service Corp 89/02/ 
17. 5pp. 4G580'265-4D609 259. 

8903260349 THE STATUS OP RECOMMENDATIONS OF THE PRESIDENT'S COM- 
MISSION ON THE ACCIDENT AT THREE MILE ISLAND A Ten-Year Review. 

‘ Ofc of the Executive Director for Oporations NUREG-1355. 89/03/31 04pp 
49110:168-49119 260 


T- Hearing Iranaorlpte on non-ant Itrust mattera 

6902200412 Transcript of 681103 public hearing in Lancaster.PA for prosenlallan of lim- 
ited appearance slatemenls Pp 088-1 ,121 > 

* Atomic Safely and Licensing Board Panel 08/11/03. 126pp. 48626 105-46026 238. 

8903060101 Transcript Of 090216 public meeting of Advisory Panol for Ddconlaminallon 
of TMI 2 In Harn8burg,PA Pp 1-1 19 Supporling documenlallon end. 

• Advisory Council for Decontamination of TMI Unit 2 89/02/16 136pp 40778 218- 
48778 364. 

8903010053 Notice to appeal final Inltfal decision concerning request for amend to dis- 
pose of accident generated water by GPU.* Nolico will be followed by brief supporting 
Joint Intenrenor position on appeal Notification of address change one! 

SKOLNICK.F Susquehanna Valley Alliance, Lancaster, PA SKOLNICK.F Three Milo 
Island Alert, #189 0066. 00/02/20 . 2pp 46505*103-48665.271. 

-8903010107 Follow-Up testimony clarifying position on question ol disposition of over 2 
mlllloa gallons of accident generaled water. Related documentation & CertlUcate of 
8vo end. 

PICCIONI.H. Accord Research 8* Educational Associates, Inc. PICCIONI.R Three Mile 
Island Alert PICCIONI.R Susquehanna Vollay Alliance, Lancaster, PA B9/02/17. 
67pp. 4056B;21 6-40665 271 


V, Operator Examlnallona 

8903220159 Generic Ur 89-03 lo all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule Svo list enol 

VARGA, S A, Assoclalo Director for Projects (Posl 870411). 89/03/24. Consolidated 
Edison Co. of New York, Inc. 64pp, 490C)6 00 1 -49006 056 



t 16 docketed items 


docket 50-321 EOWIH I hatch NUCLEAR PLANT. UNIT I 
F S«curilT. medicil. efrergency t lire proiccllon plans 


■ Rev 4 to EPil 


8903000267 Forwards updalod lisl ol oulsiandinti iitil litonsirHj pilririt hst 

(donlifies corlam pnonty items for which ulit rospFf Ifulty ,n(iuii<il‘» oafly NHf s fippmviii 
HAIRSTON, WG Goorpia Power {.o 09/01/0 f Dociimoiit t-onHol Rfnn<?ii i{niii ufnoni 
Control Desk) Ipp 4074 1 319 18741 3? 1 

6903130602 “Post Rofuefincj Outage Startup lost Hopt,Um1 1 f-yclo 12 '' W/JPI(l'fr)h Hr 
NEELEY.GW. HAfRSTON.WG Georgia Power Co «9/0f/tJt> 4‘)f 
40021 017 


1‘)pp 4 on 20 333 


ProriJ:2s update 0f» emergency operating procedure improvement plan & 
c lor Srpfcrrien^fation of Rev 4 of BWfl Owners Group emergency procedure 


G Georgia Power Co 89/02/28 Oocomeni Control Branch (Documenl 
2pp 48813 140 «8I3 HI 


«Qn39ia428 R<- vised emergency plan implementing pfOcedures.mcMing Rev 1 ED 1 o 
®®?^-PifiP015 O3Rev 1 to 73EPlNS002 OS,Rev0 to 73EP*TET001 OS.Rev 1 to 
’■EPp'ls 4 10 63EPINSOOI OS S Rev 2 to 63EP-TET00I OSW/ 

•G^'iVaPowcrCo 69/03n4 lOOpp 48990001-40990 127 


H General correspondence 


IMM60129 Responds to 890202 Itr expressing concerns about family safely due to 
location of nuclear ptani NRC does not consider 0WR w/Mark f containments 
Lr>a*e & Will Strive to ensure lhal all plants made even more safe 
la^SG C Division of Reactor Protects • f/f I (Post 870411) 89/02/27 JAY, CD AF 
fW/Onf^ct Assigned 3pp 46739 191 46/39 196 


-0903060131 Expresses concerns re family safety due to living near nuclear plant focah 
ed near Baxley GA Imperalve to assure that reactors either be shut down completely 
or f red w/ conta'nmeni domes that are nol virtually cerlain lo fail 
3AVC AtM-at'on Not Assigned 89/02/02 ZECH Commissioners 2pp 40739194' 
40739 196 


4903100366 Comment opposing proposed rule lOCFflSO re ensuring effectiveness ol 
raini programs for nuclear power plants Ultl commilted to goal ol achieving improved 
reiiabilir/ 1 safety through belter mainl 

HAJR5TONWG Georgia Power Co 69/02/27 CHILK.SJ Olfice of the Secretary of 
the ComimiSS>on 4pp 48806 250 48806 253 


8903170242 Forwards environ assessment & finding of no sirjnifiriinl impact ») ulit 
88 1025 request for exemplion from Footnote d 2(c) of lOCf f1?0,A|)p A on n*4) oi 
MSA GMR I canislers in hou of supplied air broalhing apparnlus . _ 

CROCKER.LP Project Dirocloralo 113 89/03/09 HAK^STGN.WG (lOorqia I’ower 
Co 2pp 48894 174 40894 170 


-0903170245 Environ assessment & finding of no signilicant impact ro ulit nfllO- i rQ« 
qtiGsl for oxomplion from Footnoto d 1(c) of App A to 10CrR20 10 allow tiset of MSA 
GMR I canisters in lieu of supplied air or self coniamod bronlfhng npparftlun 
MATTHEWS.D B PrO|ecl Directorale If 3 09/03/09 3pp 48004 1/0 40804, 1 /O 


8903210079 Forwards now seismic margin assossmonl floor responso spoctro Inf tJSO m 
NRC review of USI A-46 

HAIRSTON.WG Georgia Power Co 09/03/14 Document Control Rmncli (Dm iiinHrit 
Control Desk) 140pp 48908 310 48989 096 

8903230478 Requests that util address listed items as part of rosponsfl lo (lunofic t tr 
87 02, per Nov 1908 equipment waikdown at plant Floor rosponso bpoclrti nmKib to bo 
reviewed & approved since rest of work dopondenf on spoclra 

CROCKER.LP Project Direclorato 113 09/03/16 HAIRSTON.WG Gourgin Dow or 
Co 3pp 49029 040 49029 051 


8903240037 Application for amends to Licenses DPR 57 & NPF G.rovismg Tech fipocs 
to make limiting conditions for operation 8 survoillanco roquiromonis c<uisiotoni w/ 
guidance in Generic Ltr 87'09 

HAIRSTON.WG Georgia Power Co 09/03/17 Document Control Brancli (Dociimoni 
Control Desk) 16pp. 49040 1 10 49040 f35 


“8903240040 Proposed Tech Specs making fimiling conditions for opornhon & xSUfVOil 
lance requirements consistent w/guidance provided in Qonoric Llr 07‘00 
* Georgia Power Co 00/03/17 lOpp 49040 126-49040 136 


B90J 150077 Responds to 690223 Hr to Chairman Zech expressing concern about family 
safety dire to residence near nuclear plant NRC does nol consider 8WR reactors w/ 
Mark t conlainnienis to be unsafe W/o slated NUnEG-1285 
BERi'OWHN Orrison of Reactor Projects ♦ l/fl (Post 870411) 89/03/06 
LE^iSWS AffikalOn Not Assigned 5pp 48876 125 48876 130 


8903160296 Genorre Llr 89 02 to all holders of OLs & CPs for nuefonr power ronclorft ro 
aclions lo improve cfoteclion of counlorfoit & fraudulently mnrkotod producls Svo list 
end 

VARGA, S A Associate Director for Projects (Post 87041 1) 00/03/21 Consolitlniaif 
Edison Co of New York, Inc 57pp 48060 001-48900 057 


-1903150067 Expresses concern aboul safety of family due to residence near util 
Baxley planlGE Mark I reactors known lo be unsafe according lo 1967 Reed 
Ftept Requests to be informed of NRC actions to insure public safety in event of acci 
dent 

LEWIS WS Affiliation Not Assigned 69/02/23 ZECH.L Commissioners Ip 
4867613040876130 

0903280068 Forwards correspondence from constituent re health & safety of family be- 
cause oi danwrous GE nuclear power reactor for NRC response. 

FOWLER W ate. Agriculture, Nutrition & Forestry 89/02/19 Commissioners 2pp 
49074 130-49074 131 


J. fr^surance & Indemnity Information 


8903270321 Notification of 890330 moeling w/util in Rockvillo.MD lo discusa miscolln- 
neous issues re suppression pool temp limits 

CROCKER.LP Project Direclorato 11-3 89/03/22 MATTHEWS.D D Project OifOClor- 
ate 11-3 3pp 40056 342-49056 344 


Q. Inspection reports, IE Bulletins & correspondence 

8902270492 Forwards Insp Repls 50 321/88 42 & 50 360/08 42 on 081284- 
890120 Three violations will nol be cited since all cntoiia for liconsoo idonliliod viola- 
tions met 

HEROT.AR Region 2, Ofc Of the Director 80/02/16 HAIRSTON.WG Ooorgin 
Power Co 2pp 48586106-48586 210 


8903030261 Forwards Endorsement 4 lo NELIA CerUflcale N 111 & Endorsement 4 lo 
MAELU Certificate M-1 11 

SAMUELS JL Marsh A McLennan, Inc 89/02/13 DINITZ.I Office of Nuclear Reac- 
tor Regutaboo. Director (Post 870411) 5pp 48690 201-48690 205 


-8902270490 tosp Ropts 60-321/88 42 & 50 366/88 42 on 881224 BO0 120 No viola- 
tions noted Major areas Inspocled operalional aafoty voriticn lion, mainl 

waikdown, ROs, followup on NRC Bulfolin 00*03 & Pflft ? 1 ropi 
MENNINQiJE, MUSSER.RA, SINKULE.Mv Region 2, Ofc of Iho OlfOClOf 00/02/ 
15 13pp 48586 198'466B6 210 


P. Operating Nee n so stage documents & correspondence 

86 10ifl70003 Authorizes required pressure tests using nuclear heal, on one lime basil 
wtfy.provKjfng vtif chooses not lo fulfjll commitment to use pump heal for pressure 
tesbrvg durtrw current outage 

Licensing (851 126 87041 1) 

86^09/30 BECKHAM JT Georgia Power Co 3pp 38127057-38127 059 

NolrTicalJon of 890228 meeting w/uW in Baxley, GA lo discuss licensmj 
MAnHEWS.DB P,o|ecl 0, recto, 

astSSiriXf containment bldg “as found’' conditio 
^ included in repl 

Oocemeot control Branch (Oocumor 


h Nuclear Plant Unit 1 1988 Reactor Containment Bldg Inle- 
/30 lOOnn aft743 026-40743 1B6 


& safety evaluaUon Amend 
modifies relevant Tech Spec 
rt be operable during testing 
TSTON.WG Georgia Power 


»finitions of hot 8 cold shut- 
>ecify which equipment must 
pressure testing 
I 48848065 48648 077 

License DPR-57 

)St 870411) 69/02/24 5pp 


8902zao522 Hesponds to NRC 890109 llr ro deviations noted In fnsp Ropts 60-02 1 /OO- 
38 A 50 366/88 38 Corrective actions confirmalfon of scaling laws & oxpandotl dal a 
u support for eliminating pool temp limil for aafoly vnivos 
HAIRSTON.WG Georgia Power Co 89/02/21 Documenl Co nlrof Branch (Docti m-on I 
Control Desk) 6pp 48626.290 48626 295 

8903130172 Ack receipt of 890127 ltr informing NRC of slepa lakon lo corroci violations 
noted In Insp Repls 60 321/88 31 A 50 366/08 31 

JJLIAN.C A Region 2, Ofc of the Director 09/02/23 HAIRSTON.WG Qoornla 
Power Co lOpp 48829 327-48629 327. 

0902170112 NRCJ Info Nolice 89 020, “Weld Failures in Pump ol Byron Jackson 
uesign sve list end 

ROSSI, C E Division of Operational Events Assessmonl (Posl 070411), 69/02/24 
Consolidaied Edison Co of New York, Inc 106pp 48572 043 48572.140. 

89022103^ Suppf 1 to NRC Info Notice 88 073, ’'Djrectlon'DGpendont Look Chnrflctor- 
islics ol Containmenl Purge Valves “ Sve fist enci 

‘S'^CMeOrA^LTs Charnclonslics ol 


Operational Events Assessment (Posl 870411). 09/02/27 
Consolidated Edison Co of New York, Inc 104pp 48578 032 48578 137 


response to NRC Bulletin 88'07.auppl 1, “powor Oscilfalions lo 
p^iod ^ implemented GE fnterfm recommendations within roqulrod 30 day 

Documont Control Branch (Oocumcn, 

DoconrentComrot Branch <Documonl 
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8903140044 Ack receipt of 000113 Ur informino NRC ol slops lakon to correrl vtolations 
noted in Insp Repls 50 32 1 /08 34 & 50 366/OQ 34 Both aciivo &. passive electrical 
failures to be considnrGri for shorMorm action for reasons slated 
FfGYES.l A Region 2, Ofc of Iho Director 89/03/01 HAIRSTON, WG Georgia Power 
Co 5pp 48834 202 4B034 206 

6903200331 Ack rocoint of 8Q02O2 Mr informing NRC of steps taken 1o correct devi 
aliens noted in Insp Ropts 50 321/86 30 & 50 366/88 30 Understands iMal util will 
suppi response to notice of devialion by 090223 

JUIIAN.CA Region 2, Ofc of the Director 89/03/01 MAIRSTON.WG Georgia 
Power Co ip 48971 000 40971 088 

8902270158 NRC Info Nolico 89 022, ‘*Questionabfo Cerlificalion of Faslone/s " Sve fisl 
end 

ROSSI, CE Division of Operational Events Asscssmoni (Post 070<111) 89/03/03 
Consolidated Edison Co of Now York, Inc 105pp 40732 001.48732 106 

8902280104 NRC Info Notice 89 023, **Environ Qualdication of Litton Veam CIR Senes 
Electrical Connectors ” Sve lisl onci 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 00/03/03 
Consolidated Edison Co of Now York. Inc 106pp 40723 038 4D723 143 

B902280162 NRC Info Notice 89 024, "Nuclear Cnticallly Safety ’’ Sve list end 
CUNNINGHAM^R E Division of Industrial & Medical Nuclear Safety (Post 870720) 
89/03/06 Consolidated Edison Co of Now York, Inc. 96pp 48700 252 48700 346 

6903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safely Related Equip 
moni " Sve list oncI 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/07 
Consolidaled Edison Co of New York, Inc 105pp 40741 053.48741 158 

6903020165 NRC Info Notice 09 027, "Limitations on Use of Waste Forms & High In 
togrily Containers for Disposal of Low Level Radwaslo ’’ Sve list end 
GREtVes,J T Division of Low Level Waste Management & Decommissioning (Post 
870413} 09/03/08 Consolidated Edison Co of Now York. Inc 1l7pp 40798 114 
40798 231 

6903160393 Forwards "Owner Data Repl for Inservlco Insp.EI Hatch Nuclear Plant Unit 
t.SMl-Dec 1980," per requiromenta ol ASME Coda Section XI 
HAIhSTON,W G Georgia Power Co 80/03/08 Document Control Branch (Oociimanl 
Control Desk) 3pp 48087 072.48687 074. 

-8903160395 "Owner Data Rept for Insorvlce lnsp,EI Hatch Nuclear Plant Unit i.Sopt* 
Dec 1988 " 

• Georgia Power Co 88/12/31 140pp 48887 075 48807 221 

8903060372 NRC Info Notice 89*028, "Weight & Ctr of Gravity Discrepancies (or Copes 
Vulcan Alr.Qperaled Valves *' Sve fist end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 00/03/14 
Consolidaled Edison Co ol New York, Inc 107pp. 48095 001-48805 109 

S903090021 NRC Info Notice 89-029, "Potential Failure ol ASEA Brown 8 oven Circuit 
Breakers During Seismic Event " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/03/15 
Consolidaled Edison Co of New York, Inc lOGpp 4887O’O53-40O7O 169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Planis " 
Sve list end 

ROSSI, CE. Division of Operaltonal Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 48895.110 40695:215 

3903160427 NBC Info Notice 89 031, "Swelling & Crackbg of Hafnium Control Rods" 
Sve list end 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co ol New York, inc 102pp 48988 001.48986 103 

6903170419 NRC Info Notice 89 032, "Surveillance Toaling ol Low Temp Overpressure 
Pfolection Sys ” Svo list end 

ROSSLCE Division of Operational Events Assessment (Post 870411). 89/03/23 
Consolidated Edison Co of New York. Ino 104pp. 48992 044-48992 147 


R. Periodic operating reports & related correspondence 

8902280257 "Annual Operating Rept lor 1988 for Hatch Units 1 6 2.“ W/ 890222 Itr 
HAIR8TON.WQ Georgia Power Co. 88/12/31 94pp 40626 006-48625 099 

6903100211 Forwards "Semiannual Radioactive Eflluent Release RepUul- Dec 1988" 
& revised pages to Jut-Pec 1987 rept 

HAIRSTON.W G Georgia Power Co 89/02/27 Document Control Branch (Document 
ControlDesk] 2pp 48828 213-46820.323 

-6903100219 Revised pages to "Semiannual Rept Plant Radioactive Ellluonl 
Releases, Jut-Dec 1987 

• Georgia Power Co. 07/12/31. 6pp. 40828 216-40828 219 

-8903100225 "Semiannual Rept Plant Radioactive Effluent Releases, Jut Dec 1986 " 

* Georgia Power Co 88/12/31. lOOpp 40828:220-48828 383 

6903200281 Monthly operating repta lor Feb 1989 for Hatch Units 1 & 2 W/890307 Hr 
BEARD.R.M, HAIRSTON, W.Q Georgia Power Co 89/02/26. 12pp. 40970124- 
48970 135 


S Reportable occurrences, LERe & related correspondence 


6903090341 L 

1 

- performed, per 

Tech Spec 


)to Caused by 

personnel er v 


Hr, 

TIPPS.S B . 


40000 341- 

40800.347 

B 




8903010427 LER 69 001-00 on 690224 isolation of Group 5 piimary conteinrnenl isola 
lion sys occurred Caused by rapid tilling of sys piping whor^ pump suctiort valvo 
opened Procoduros revised W/8g0224 Itr 

TIPPS.SB. HAIRSTON.W G Goorgia Power Co B9/O3/0G 7pp 48648 142 
4664 G 148 


V Operator Examinations 


8903220159 Generic Llr 89 03 lo ell power reactor liconsoes & applicant a for OL re op 
ernlor licensing natl ox am schedulo Sve list end 

VARGA.SA Assoemto Director for Projects (Post 870411) 69/03/24 Consolidalod 
Edison Co of Now York, Inc 54pp 49005 001-49005 056 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


E NRC Safety Evaluation Report (SER), auppts & correspondence 


8903270056 Forwards affidavit certifying that plant Tech Specs rofloct design & as-bulll 
configuration of plant dosenbed in llSAR & NRC SEB (NUREG 0420) 

LEONARD.J 0 Long Island Lighting C-o 09/03/21 Document Control Branch (Docu 
monl Control Desk) 3pp 49054 000-49054 010 


F. Security, madicnl, omorgency & fire protection plana 


8903210377 Forwards Safeguards Insp Ropt 50 322/89 03 on 000213 16 No vlolalions 
noted 

BELLAMY.RR Rogion 1. Ofc of tho Director. 09/03/13. LEONARD,JO Long Island 
Lighting Co 2pp 48982 22G 489B2 233 

-8903210379 Insp Rept 50 322/80 03 on 890213-16 No victations noted Major aroas 
inspected mgt support, security program plans & audits, protec ted & vital area physical 
barrio rs.dotoclion & assossmonl aids & conlrol of porsor^nel 
SMITHGC^OLSEN.WT, KEIMIG.RB Region 1, Ole ol Iho Director 09/03/16 6pp 
48962 220-40902 233 

6903230451 Responds lo 801 107 & 1205 requests that FEMA review listed documents 
re brochure for far mera.food processors & food diatribulors 8 schedule for correcting 
aroas identified in 880607 09 post oxerciso assessment 

KWIATKOWSKI.O Federal Emergency Menagomonl Agency 89/03/17 CONGEL,FJ. 
Division ol Radiation Protection & Emergency Preparedness (Post 870411) 22pp 
49028 172-40028 104. 

8903270169 Notification of 690320 meoHng w/ulil in Central 1 slip, NY lo discuss omor- 

g cncy planning issues 

ROWN.S W Projocl Directerat© 1-2 89/03/22 MURLEY.T NRC . No Dotalhd Affill 
atlon Given 5pp 40056 003 49056007 


G. Adjudicatory Correa pondenc a 


6903100041 Advises ol NRC occeplanco of offer to send Commission malls of record in 
County ol SuftolH vs LILCO case ro licensing Shorehom facllily Rolatod correspond 
enco 

RElS.EJ Assistant Genera) Counsel for Hearings //i89 8169 00/02/03. 

BROWN.HH Kirkpatrick & Lockhart. Ip 40702.060-40702 069 

8903100131 Forwards WH Briggs 600202 llr confirming telcon discussions ro NRC decl 
Sion not lo take advantage of Invitation to be heard at 000206 hearing 
RElS.EJ. AssisinnI General Counsel for Hearings #189 0103 69/02/08 NRC - No 
Detailed Affiiialion Given 2pp 48702 1 1 1 48702^1 12 

8903010234 Staff requiromorkts memo ro 090202 affirmation /discussion & veto in 
RQCkville.MD on SECY 89 003 ro Intorvonor motion lo admit now conlentions on med- 
ical 8VC3 for Shoroham & SECY-8D-357 ro mnlls flcenslng adjudications 
CHILK.SJ Office of the Satralary of the Commission 89/02/00 PARLER.W.C, 
Office of the General Counsel 12pp 48037:227-48637 238. 

8903100263 Forwards floppy diskolte containing "Rostatod Emorgoncy Planning Con- 
tenllons ro 000607-09 Excorclsa as Admitled by LQP 89-01," per request W/o end 
IHWIN,D P. Long Island Lighting Co IRWIN.DP, Hunlon & Willinme // IBO 0108 80/ 
02/22 WHETaTINE,JG Atomic Safely and Licensing Board Panel 1p 40702 033- 
48702 033. 

8903010043 LILCO josponso lo 890206 order re olfoct of FEMA findings & molion lo 
dismiss contentions on basbs of ALAB-903>* Conler^tiens or porllons should bo dls 
missed since losUmony does not support conlonlions Corlillcato of Sve and 
IRWIN.DP. Long Island Ughllng Co IRWIN.DP Hurston ^ Williams #169 8001. 09/ 
02/24 Atomic Safety end Licer>3ing Qoard Panel 29pp 48565 309 48565 337 

B903100106 Forwards agreement botwoon LILCO & Stale of NY ire plant Certificate of 
Sve end 

IRWIN.DP Long Island LightingCo IRWIN.DP Human & Williams #189 8213 89/ 
03/01 zeCH.LW. ROBERTSJM., CARR.K.M. Commisaioners IBpp 48702 000* 
40702,097 

8903100124 Forwards agroement bolweon util & Stale of NY re plant on 890220 Agree- 
ment obligalos company noi lo actually operate plant belore 890415 
YOUNQDAHL.RC Long Island LigWing Co. //iee 0214 09/03/01. ZECH.LW, 
ROBERTS,! M . CARR.K.M Commissioners 13pp 48700 036 48700 050 

8903100252 Forwards testimony of F Kantor.EM Podofak & RT Hogan or^ scope ol ex- 
ercise A NRC views on eifoct lo bo given to robu liable pireBumpflon FEMA iindinge 
per Commission 001201 & Board 090206 order. 

BACHMANN.RG, Assistant General Counsel for Hearings, #109 0217. 80/03/01 
FRYE.J H„ SHON*FJ. PARIS ,OH Atomic Safety and Licenebng Board Panel Ip 
46701 330 48702 032 
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-89031COZ61 Toslimon/ o? F Kantor.EM Porfolak A fiT Hogan oj NRC Staff on scope 
of oKorciSD ' Purpose o? loslrmony is lo rebul lestimony of Intervenors ro Conlcnlron 

KANTOR^F , PODOLAKkE M. HOGAN.RT EmergercY Prcparetfness Branch 89/03/ 

01 55pp 40701331-40702 026 

“B903100267 NRC Slaff Views on effect lo ba given Id robullabro prosumplion of FEW A 
findings * FEMA finding controfling in absence of persuasive & substenlial 
evidence Certificato of Svc end 

BACHMANN.R G Assislani General Counsel for Hearings 09/03/01 Alopnic Safety 
and Llconsjng Board Panel 7pp 48702 026 48702 032 

6S031 00070 Requests recipients views re proposed oral argamenl in connection w/in* 
tervoning Govts appeal fjom Licensing Board 890103 memorandum & order on orrer- 
ooncy oQ(Grcrs0 corrtontions, by 890313 

lOMPKINS.B A Alomiic Safely and Lrconsing Appeal Fane! /f189 8210 09/03/02 
REIS, Ed Assielam General Counsel lor Hearings lAHFHER.LC Kirkpatrick & lock- 
hart IRWIN, DP Hunton A Williams 2pp 48702 0/5-46702 076 

8903100153 Decision CLl-69 02 * Conefudes lhat Intervenors willfully delied Licensing 
Board orders, tticro by causing great harm & delay lo efforts of LILCO lo demonsirale 
aufficiencv of emergency pJan Cerlifrcaie of Svc enef 

CHJLK.S J O/fjce o1 iho SacroiaiY of fhe Commission #1«£) 0222 89/03/03 43pp 
43699,013-48699 055 

B9931 70307 Order-* Since Commission lerminafed proceeding m GLf 09 02. prohoanng 
conference scheduled for 090313 & hearing scheduled lo commence on 898327 
cancelled Certifrcole of Svc end Served on 890308 

FRYEJ H Atonnfc Safety and Licensing Board Panel 1B9 8246 89/03/07 Office of 
iho General Counsel 4pp 48611 109 48811 112 

0903220070 RoquQsts NRC action to ensure Ihal Suffolk County .Slate of NY & town of 
Southampton not daleicd from NRC distribution or svc lists in aftermath of CLI-SQ 

02 Cerlificafo of Svc encl Related correspondenc-e 

LANPHER.LC Long Island Lighting Co LANPHEB.LC Kirkpatrick & Lockharl #109 
0284 09/03/ 10. REIS.EJ Assistant General Counsel for Hearings 4pp 40872 210 
48672 213 

0903170149 Memorandum A order * Remaining portions of Govts appeals from LAP 88- 
24 wheieby Lfeensing Board ruled on emergency broadcast sys.school bus driver role 
oopifflcl & hosp 0 vacua I ion, dismissed W/Cortificate of Svc Served on 890313 
TOMPKINS, BA Atomic Safely and Licensing Appeal Panel #109 9256 89/03/13 
Suffolk Counfy. NV, 37pp 48811 001-4881 1 037. 

6903170176 Order * Remainder of LILCO appeal from LBP-aa02 dismissed A Board 
application of std to particular conleniions in Part If of iBP<88 02 vacated Certificale 
of Svc encl Served on 890313. 

TOMPKINS, BA. Alomic Safety and Licensing Appeal Panel #189 6257, 89/03/13 
Ollice ol the General Counsel 5pp 48811 233 4681 1 237, 

6003230251 Confirms 890316 conversation re status of 690310 fir requesting lhat recip- 
ient confirm lhat Govis not deleted from plant svc list NRC actions re CLI 89-02 also 
discussed Related correspondence 

LANPHER,L.C Suffolk Counly, NV LANPHER.LC New York. Slate 4>L 
LANPHER.LC Southampton, NY #189 6300 89/03/16 REIS.EJ Assi slant General 
Counsel for Hearings Ip 48088071-46880 071 

0903230224 Memorandum A order * In fight of Commission affirmation of decisions dis- 
missing interveners from proceedings A bringing all contested hearir^gs to 0r^d,ifo add! 
action re Appeal Board remand reaufred W/Cenjficaie of Svc Served on 690317. 
GLEASON,JP, KLiNE.JR, SHON.FJ Atomic Safely and Licensing Board Panel 
#189 0293. 00/03/17 Office of the General Counsel 5pp 46888096 46888 100 

6903230224 Momorandum A order.* fn lighi of Commission affirmalion of decisions dis- 
rTiissIng Iniorvono/s from proceedings A bringing all contested hoarings to end.<vo addi 
acilon fo Appeal Board remand required W/Certificate of Svc Served on 890317 
QLEASON.J.P. Alomic Safely and Licensing Board Panel #189 6298 89/03/17 6pp, 
40866 006-40388.100 

6003270099 Order.* Advises that because ALA8-9n has no legat effect, petitions for 
review would be unnocessary.wasle of resources & will not be entertained, per 
10CFFI2 772(h) W/Cortificate of Svc.Served on 860322 

CHILK.S J. Office of llie Secralary of the Commlssrun #189 8336 89/03/22 Office 
of the General Counsel 7pp 46686.017 46960 023 


H. Oaneral oorrespondence 

8903020126 Comment opposing proposed rules 10CFR50 A 55 re educational A expen- 
ence foquifomonts for ser^ior reactor operators & supervisors at nuclear power planls 
LEONARDJO Long island Li ghiing Co 89/02/10 CHILK.S J Office of the Secreiary 
of the Cemmission. 2pp 4067|J83-48671H84 

6903230364 Informs of listed organization changes, effective 898301 RC Youngdahl.util 
current p r as i deni, will retire & A^F Earfey will assume posilion of presideni Organ irallon 
chart anef 

LEONA RD,J D. Long Island Ughling Co 89/03/20. Document Conirol Branch (Doev- 
mont Control Desk) Spp 46029 077-49029 079 


J, Insurance & Indemnity Information 

0902270612 Forwards endorsemenis lo listed NELIA & MAELU policies A certificates, 
OCONNOR.OJ Marsh & McLennan, Inc 89/01/13. DJNITZ,!. Offfceof NuclearHeac- 
lor Regulation, Otreclor (Post 87041 1) t25pp. 48585,055 48565,179 


P. Opera ling llcenae stage docu merits A correspondence 

0993O9OO31 FOIA requesl lor records on fistecf enlitfes, projects or issues ra plant, 
PirFS,P A. Miller. Canfield, Paddock & Stone 89/01/12 Federal Emergency Manage 
meal Agency. 2pp. 48762:165-48762:168. 

89€'2246220 Forwards response to Generic Hr 68 14, "Inslrumenl Air Supply Sys Prob- 
lems Alfeclmo Safely-Related Equipment " Engineedna studv verified that malrumenl 
air receivers A nccumulalors designed per ANSI & ASME Codes. 

LEONARD, J.D. Long Island Llghltng Co 69/62/21. Document Control Branch (Oocu- 
mont conlroi Desk). 2tpp, 40679 061-48579083, 


8902200254 Notification of 690301 02 mootings w/ulil in Rockville.MD to rosolvc Tech 
Spec cortifrcation issuos List of proposed Tech Spoc changes one! 

BROWN.aW PfOieci Directorate 1-2 89/02/24 MURLEY.T . SNIEZEK.J. 

MIHAGLIA.F NRC No Detailed Alfilialion Given 6pp 48633 202-48633 207 

0903090423 Forwards "Semrannual Radioactive Effiuonl fleloaso Hept.Thrrd & Fourth 
Ouartors of 1986’' A Rov 5 to "Solid Waste Process Conirof Room " 

LEONARD.J D Long Island Lighting Co 09/02/28 Documont Conirol Branch (Docu- 
ment Control Desk) Ip 49753 025 4S753 151 

'•0903090437 Rov 5 lo "Solid Wasle Process Control Program " 

RANDLES.MI Long Island Lighting Co 88/09/13 51pp 48753 101-48753 151 

6909090118 Staff requirernonts momo on Commission 890221 oral argumor^l in 
Rockviile.MD re sanction issue in plani proceedings 

CHILK.S J Office of the Sacrolary of the Commission 89/03/03 Office of the Socro- 
lary of the Commission 2pp 48783 298-46763 299 

0903 f 60275 Noiification of 890309 A 10 meetings w/ulif in Rockville.MD to discuss fino) 
resolution ol Tech Spoc certification issues 

BROWN.S Projoct Direclorafo 1 2 89/03/08 MURLEY.T. SNIEZEK.J . MIR AGLI A, F 
NRC - No Detailed Affilralion Given 3pp 48892 346 48892 350 

B9O323O406 Requests review of encl camera ready Tech Specs to document A cortify 
accuracy w/laciliiy USAR.per 990301 meeting 

BROWN.S W Project DBreclorale r••2 89/03/10 LEONARD.J D Long Island Lighting 
Co 3pp 49026 227-49027 360 

8903210140 Stall requirements memo re altirmation/discussion A vote approving order 
to dismiss Suffolk County.Slate of NY A town of Soulhampton as parties in proceed 
ing due to Interveners conducl 

CHILK.S J Office of lha Secretary of the Commission, 69/03/13 PARLEH,WC 
Office of the General Counsel 2pp 49002 1 15 49002 116 

8903160296 Gonenc Ltr 69 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions (0 improve detection of counterfeit & fraudulently marketed products Svc list 
encl 

VARGA, BA Associate Director for Proiecls (Post 870411) 89/03/21 Consolidated 
Edison Co of Nqw York, Inc 57pp 48960 001-48960 057 

B903270056 Forwards affidavit certifying that plant Tech Specs rdf loci design & as-built 
configuration of pfanl desertbed in USAR A NRC SER (NUBEG 0420) 

LEONARD. J,D Long Island Lighting Co 89/03/21 Document Control Branch (Docu 
ment Conirol Desk) 3pp 49054 008 49054 010 

8903200123 Responds to 860221 Ur to Zech expressing concerns re adequacy of ulil 
electrical power supply for summer A need for expedited licensing ol plant 
VARGA.SA Associate Director lor Projects (Post 870411) 89/03/23 KULESH.W 
Nallonal Coverage Corp 9pp. 49062 336-49062 345 

-0903260132 Urges that 100% license be Issued for plant Long Island has vital A cur- 
rent need for addI electrical need which only plant can satisfy Economy of Long Island 
m soflous Jeopardy untass ficerrsa for plarM promlly issued 

KULESH.W Nallonaf Coverage Corp 89/02/21 ZECH.LW. Commiaslonors Ip 
49062 345 49062 345 


Q. InspecHon reports, IE Bulletins & correspondence 

6902200157 Forwards SER accepting ulif 680909 A 1221 responses to NRC Bulletin 
88 005, “Nonconforming Mails Supplied by Piping Supplies, Inc at Folsom, NJ & West 
Jersey Mfg Co at WHIiamslown.NJ Issue considered resolvad. 

BROWN.S Project Directorale 1-2 89/02/08 LEONARD.J D Long Island Lighting Co 
4pp 46633 086-48633 093 

-8902200163 SER accepting ubi response to NRC Bullelm 88 005 re Idenlifyingjocaiing 
A lesting nonconforming flamges & fittings supplied by Piping Suppiles.Inc.Wesl Jersey 
Mfg Co A Chews Landing Mlgs, 

* NRC No Detailed Affiliation Given 69/02/08 4pp, 48633 090 46633 093 

8903070052 Fojy/ards Exam Repl 50-322/80-1 20L Of exam administered during wk of 
881212 

GALLO, R M, Region 1, Ofc of the Director. 09/02/17 LEONARDJ 0 Long Island 
Ughling Co 3pp 48764 003-48764 1 18 

-0903070064 Exam Rept 60-322 /S8.t20L on 881213-15 Exam resulls-Two senior reaC' 
lor operator fSRO) candidates & Iwo reactor operator candidates passed w/one SflO 
candidate falling both wiUen S. operating lest exams 

WALKERJ.E. CONTE.RJ. RoQion 1. Ofc of the Director. 89/02/17 102pp 
48764:006-48764 107. 

8902170112 NRC Info Node© 89 020. ’’Wefd Failures in Pump of Byron -Jackson 
Design ** Svc list encl 

ROSSf.CE. Division of Operalional Events Assessment (Post 870411) 89/02/24 
Consoiidaled Edison Co of New York. Inc 106pp 48S72 043 48672,140 

8902210351 Supp1 1 to NRC Info Notice 88 073. "Dirac lion- Dependent Leak Character- 
istics of Containment Purge Valves " Svc list encl 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 89/02/27 
Consolldaled Edison Co of New York, Inc 102pp 48589 001-40589,110 

8902210564 NRC (nfo Notice 69-021, "Changes In Performance Characterisllcs of 
Molded Case Circuit Breakers." Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27. 
Consolidated Edison Co. of New York, Inc. 104pp. 48570.032-48678 137 

8903140692 Forwards Insp Rept 50-322/69-01 on 690104-0220 No violations 
noted Matter noted In RepI Detail 4 1 re specific recurrent failure of valve to seat 
properly will be evaluated lurlher by NRC as measure of licensee performance. 
BETTENHAUSEN.L Regiorr 1, Ole of the Director. 89/03/02 LEONARD. J.D Long 
Island Lighting Co 4pp 40855197-48855.224. 

-6903140696 Insp Rept 50-322/69 01 on 8601 04-0220. No violations noted, Major 
areas Inspected operations, in dint, surveillance, committee activities & license condi- 
tions 

MCCABE, E.C Region 1. Ofc of the Director 80/02/28. 24pp 48856,201 -48855-224. 
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6902270158 NRC Info Notico BO 022, ‘'Questionabto CGrlification of Fasloners" Svc list 
oncl 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 89/03/03 
CansolidalQcl Edison Co of Now York, Inc 105pp 48732 001 40732 106 

8902280104 NRC Info Notice 89 023, “Environ Ouallficalion of Litton Voam CIR Series 
Elocirical Connectors *' Svc fist onci 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/03/03 
Consolidalod Edison Co of New York, Inc 106pp 48723 038 48723 143 

8903080419 Responds to NRC Bullolin 80 OOT.SuppI 1, “Oscillations in BWRs" 
Changes initiatod to appropriate station procedures that Instruct reactor operators to 
manually scram reactor under all operating conditions as specified 
LEONARD. J D Long Island Lighting Co 09/03/03 Document Control Branch {Ooco- 
meni Control Desk) 4pp 40765 035-40765 038 

0902280162 NRC Info Notice 89 024. “Nuclear Crllicatity Safety " Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Pcsl 070729]i 
89/03/06 Consolidated Edison Co of Now York. Inc 06pp 40700 252 40700 346 

0903010207 NRC Info Noilco 89 026, "Instrument Air Supply to Safely Related Equip 
ment ” Svc list end 

ROSSI, CE Division of Operallonal Events Assessment (Post 070411) 89/03/07 
Consolidated Edison Co of Now York, Inc 105pp 40741 053-40741 158 

8903020165 NRC Info Notice 89 027, “Limllalions on Use of Waste Forms & High In 
tognty Containers (or Disposal of Low Level Radwasto ” Svc list encf 
GREEVES.J T Division of Low Level Waste Management & Decommissioning (Post 
870413) 89/03/00 Consolidated Edison Co of New York, Inc 1l7pp 48798114 
48798 231 

0903210377 Forwards Safeguards Insp Repl 60-322/89 03 on 000213 16 No violallons 
noted 

BELLAMY.R R Region 1. Ofc of the Director 09/03/13, LEONARD, JD Long Island 
Lighting Co 2pp 40082 226 48982 233 

-3903210370 Insp Ropt 5o 322/69 03 on 800213-16 No violations noted Malor eroaa 
inspected mgt support, security program plans & audits, protected & vital area physical 
harriers, detection & assessment aids & control of personnel 
SMITH.G C , OLSEN, W T , KEIMIG.R.R Region 1, Ofc of the Director 89/03/10 6pp 
40982 228 4B982 233, 

8903210307 Forwards Safety Insp Ropt 60-322/89 02 on 890109-13 No violations 
noted 

GALLO, RM Region 1, Ofc of the Diroclor 89/03/13 LEONARD.JO Long Island 
Lighting Co 2pp 48990 331-48990,340 

-3903210391 Insp Repl 50-322/89-02 on 890100-13 No violations noted Major areas 
Inspected llconseo preparations, staffing, organization & program for conducting power 
ascension test program for QA program 

CAPHTON.DL, BLUMBERQ.NJ Region 1, Ofc of the Oiroctor 00/03/10 flpp 
48900 333-48900 340 

8903000372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copea- 
Vulcan Air Operated Valves " Svc list encT 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/14 
Consolidated Edison Co of New York, Inc 107pp 48895 001 40995.109 

6903090021 NRC Info Notice 89 029, "Potential Failure of ASEA Brown Boveil Circuit 
Breakers During Seismic Event " Svc list encl. 

ROSSI.CE Division of Operational Events Assessment (Post 070411), 80/03/1 S 
Consolidated Edison Co of New York, Inc 106pp 48B70 053-48870.160 

8903090133 NRC Info Notice 80 030, "High Temp Environs al Nuclear Power Plants'* 
Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 89/03/16 
Consolidated Edison Co of New York, (no. 106pp 4Q095 1 10-48805.215 

8903160427 NRC Info Noilco 09-031, "Swelling & Cracking of Hafnium Control Rods.'" 
Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 09/03/22, 
Consolidated Edison Co of New York, Inc. 102pp 48686.00 1-48986: 103 

8903170419 NRC Info Notice 69-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Svc Hal encl, 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/23. 
Consolidated Edison Co, of New York, Inc I04pp 40992.044-48992,147. 


R- Periodic operating reports & related correspondence 

0903080076 "Shoroham Nuclear Power Station Annual Operating Repl 1988." W/ 
390228 Hr. 

STEIGER.W E , LEONARD.J D Long Island Lighling Co 08/12/31. 12pp 48765,040- 
40765.059 

S903Q90423 Forwards "Semiannual Radioactive Effluent Release Repl, Third & Fourth 
Quarters of 1988" & Rev 6 to "Solid Waste Process Conlrol Room." 

LEONARD.J.D Long Island Lighting Co. 89/02/20 Document Control Branch (Docu- 
ment Control Desk) Ip. 48753 025 48753-161 

-6903060167 "Semiannual Radioactive Effluent Release RepLMeleorofoglcal Summary 
& Offsite Dose Assessmonljhlrd & Fourth Quarters 1988 " 

LEONARD, J D Long Island Lighling Co. 88/12/31 76pp. 48763;026-48763.100, 

-690 3080437 Rev 5 to "Solid Waste Process Control Program." 

RANDLES, M I Long Island Lighting Co 80/09/13. 61pp, 40763.101-48763-161 

8903210317 Forwards 1QCFR50 59 rept for 1988 During reporting period, emergency 
operating procedures updated to comply w/ recommendations o1 0WR Owners Group 
emergen<^ procedure guidelines, Rev 4 Procedure change notices end. 

LEONARD.J D Long Island Lighting Co 89/03/14, Document Conlrol Branch (Docu- 
ment Control Desk). 63pp. 489B4.237 489041289, 


S. Reportable occurrences, LERs & related correspondence 

8803030220 lER 89 001 00 on 090124,ESF aclualions occurred duo to EPA broaker 
Inp Caused bv undorvollage condition Oulput voltage of MG A sol adjusted la 121 5 
volt ac unloaded Prevontivo malnl program roviaori W/8a0223 Hr 
GRUNSEICH.R W , STEIGER.Wt Long Island Lighting Co 89/02/23 6pp 
48694 316 40694 321 

8903130113 PNO 1-80 015 Slate of NY & util arinounced new lontalive agreement to 
close plan! Agroomenl allows utit to contine plan! kcensing efforts Approval from 
Public Svc Commission must be obtained before bnal seltloment agroomenl 
MCCABE.EC, CRESCEN20,F Region 1. Ofc of the Director 89/03/01 Ip 
48830 302-40630 302 


T. Hearing transcripts on non-antI trust matters 

89031403$$ Transcript of Commission oral argument on 890221 in Rockville, MD ro 
sanction issuo In Shoroham pracooding 
' Commissioners 00/02/21 I05pp 49857 130-40657 234 

8903010037 LILCO rebullal losllmony on Contention 1 (scope of oxercise) * Vols I & 11 
of attachments to testimony enc) Rolatod correspondence 

* Long Island Lighling Co • Hunlon & Wtlliams HflCO 0092 09/02/24 BOOpp 
48556 001 40563 165 

-6903010044 Robulial lasUmony of JR Ashor.OM Crocker, RB KolIy.JJ Kazak & CL Sto- 
vall on Contonllon 1 (scope of oxorclso) ^ Related documenilallon end Relalocl corro- 
spondence 

ASHERJR, CROCKER, DM Long Island Ughllng Co KELLY.B B Roy F Weston, 
Inc B9/02/24 flBpp 40558 160 40550 272 

-8903010064 LILCO rebullal testimony on Contention 6 (emergency broadcast sya 
messages) & 7 E & F (ENC) ♦ Allachmenla end Related cor res pond once 

* Long Island Lighling Co • Hunlon & Williams 89/02/24 SOOpp 40550 273- 

48560 020 

-8903010073 LILCO robulial losllmony on Co mien lion 10 (communications equipment & 
reception falturoo) * Related correspond onco 

48560%52*^^'* Lighting Co * Hunlon & Williams 89/02/24 21 pp 40560 030- 

-S903010110 LILCO rebullal loalimony on Contention 20 (training) * Supporting docu- 
monlatiofi encl Related correspondence 

* Long Island Lighting Co ‘ Hunlon & Williams 89/02/24 950pp 40560 053- 

48563 045 

-8903010117 Professional qualificatlena of LILCO witnesses on oxarclso contentions.' 
Certiticato of Svc end Related corrospondonco 

* Long (gland Lighling Co, • Hunlon & Williams 09/02/24. IIOpp 40563 046. 

48563 155 

8903100183 Olrocl losllmony of IW Husar & JH Kollor concern ing Juno 1GB0 omorgoncy 
preparodnoBS oxerclse.* Ceriiltcato of Svc end Related corrospon dance. 

HUsAR.IW,, KELLER, JH Fedaral Emergency Managomenl Agency KELLER.J H 
fdaha National Englneorlng Laboratory #109 8221 09/03/01 07pp 40690 057- 
46699.144 

8903100262 Forwards loalimony of F Kantor.EM Pedolak & RT Hogan on Bcopa of ex- 
ercise & NRC views on offect to bo given 1o rebuttable presumption of FEW A findings 
per Commission 881201 & Board 890206 order 

BACHMANN.R.G, Assistant General Counsel for Hearings ^109 0217. 00/03/01 
FRYE.J,H., SHON.FJ, PARIS.OH Atomic Safety and LlcenBing Board Panel. Ip 
48701 330 40702 032 

-0903100281 Testimony of F Kantor.EM Podolak A RT Hogan of NRC Slafi on scope 
of exercise * Purpose of testimony is to rebut testimony of Intervenors re Contention 

KANTOR.F, PODOLAK,E,M, HOGAN, R.T. Emergoncy Preparedness Branch. 89/03/ 
01. 65p|>. 48701:331-48702 025 

8903170977 Forwards d^skello containing duecl testimony of IW Husar & JH Keller rc 
June 19D6 emergency preparedness oxorcise hlecf on 090301 W/o diskettoCeitlficate 
of Svc and 

GUMMING, W.R. Federal Emergency Managomont Agency tfICO 0231, 09/03/02 
WHETSTINE.J.Q Atomic Safety and Licensing Board Panel, 3pp 4881 2 146 
48012^148. 

0903229090 Forwards floppy disk which contains NRG Staff emergency planning exer- 
else testimony re Contention 1 (scope) in ASCII format At tacfi men ts to testimony 
could not be scanned for irsnsfer to disk by equipment W/o disk. 

MCDONALD.ML Assistant General Counsel for Hearings #180 0273 69/03/03. 
FRYE,J,H, SHON,F.J,, PARIS.OH Alomic Safety and Licensing Board Panel Ip 
48872 174-48672:174 

8903239443 Transcript of Commission 890303 Qffirmalion.discussion & vote In 
Rockville.MD re SECY-09-77, "Shoroham Sanction Decision " Pp 1-5. 

* Commissioners. 89/03/03 Opp 49029 030 49020 030 


U. Congrosslonal/Executlvfl Correspondence 

6903090290 Responds to 681227 fir roquesllng NRC impose moratorium on all applica- 
tions submitled by util & thoroughly review alfinfo previously submitted by util to daler- 
mlne veracity, accuracy & authenticltv. 

ZECH.U W. Commissioners 89/03/02 SWEENEY, R . YEVOU.L J . BIANCHI.LW, New 
York, State of. 6pp 40796-296-46790.304. 

-8003090292 Requests that NRC Impose Immocflale moratorium ort all applications sub- 
mitted by util for license for plant i that NRC review all prtor Info submitted by ulil to 
determine veracity, accuracy & authenticity 

HARENBERQ.P., VEVOLI,LJ„ SWEENEY.R, New York, State of 00/12/27 
ZECH,L.W. Commiseloners ip, 48796.304 46708 304. 
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F /.T NRC 3a 'h q'jartrrfy status rept on emergency preparedness for 
" , , r\,r t'lrli f:r 0:i Dec 1986 

’ 1 H' ►'< c-kH 69'03/03 BREAUX JB Senate Environment & Pubfic 

*v -CD 4y'230574>r3061 

1230273 q'J3rt:fly sta'us repl covering fourth quarter of CYSa 

ri-*J Ccr.TSiCnjrs 89/03/03 0EVILIT House of Rep, Appropriations 
< - C 1 -*5^23 119 


V Osr^jlof Ejaminationa 

>07 0052 Exam Rcpl 50 322/63 120L of exam administered during wk of 

r i tj 

tiHW Pvijon 1 etc cf the D,reclor 89/02/17 LEONARD, JD Long Island 
L^/* r; ' .-PP 4976-<003 48764 118 

-} 1 « 5 >070054 Exam Ropi 50-322/85 120L on 861213 15 Exam results Two senior reac- 
♦ r ,^rHi’:r uR j; candidates & two reactor operator candidates passed w/one SRO 
- 5u sM-a’'* fai r j bc^h Aitien S operating test exams 

kERTE CONTE RJ Region 1 Ofc of the Director 89/02/17 I02pp 
4^764 107 

70056 F-rwards comments on NRC written exams & answer keys to assist NRC 
>{> trtafua'^ng resperses to exam questions provided by util license candidates 
4 !.c NE L J Long Island Lighing Co 86/12/16 LANGE.D Region 1, Ofe of the Di 
l Opp 4376410646764118 

MC3220151 Gfrnenc Llr 69 03 to all power reactor ficensees & applicants for 01 re op 
pTd'wr 'icersirg natJ exam schedufe Sve fist encf 

5 4 Associate Director for Proiecls (Post 870411) 69/03/24 Consolidated 
I- Jjsrn Co cf f4ew /ork Inc 64pp 49005001-49005056 

DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 

F Security medkaL emergency & ffre protection plans 

8m2>M77 Revised EPlPs including Rev 6 to EP M 5 & Rev 9 lo EP G 2S1 W/a90214 

*?l?tSc?R?3TlT''*”*' se«un<yp'an.pef NRC 880517 IlfHev withheld 

Blanch (Ctoou- 

* S0^^m4,4 on 890, 8, .0203 No 
tt!';i:f/oS?^54,M%88Ml6l'^ SHIFFER.JO Pacdic Gas S 

'-9M3 140158 irsp Repts 50-275/89-04 4 50-323/89-04 on 880120 31 A noM w/. 
B«OWS a A ResKtn 5, Ota o, Ihe nreclof 89/02/2< 8pp 48854 156 48eS 16, 

*^Se"lr«“ ““aP'abro to emergency pre 

i.'T ,p 69/08/27 MART 1 N.JB Region 5, Ota ol Ihe Duec- 

•WJN^orjj^;* pohte ve/s«n o( Rev 5 lo EPrP EP H 3 4 Rev ,0 ,o EP 0-4 W 

Document ConVol Branch 

‘^^.'TrilSlPIP EP R.3 a Rev 10 to EP G 4 

Rac,«c Gas a Etecirre Co 89/03/02 13pp 48994 146-18994 158 

H. OM«r«l cofTtepondeoc* 

'*54VE!R?jr'*?SiSl'5S^'’ta¥'«a» 'w NRC sve list 

a>hERLtNG,H IV/RProiecllV^S 3 12^390^^^^^ 



t H«sek4*» fcrtqmwtfon 

a Rw 1988 •• W/890308 ilr 

^ 88/12/31 63pp 49029 159-49029 211 


J. Insurance & indemnity Information 

8902240213 Forwards endorsGmQnlsjncfudinn Endorsoinonl 3 lo Nl:LIA CntMiralo NW- 
l32.EiidorsGmenl 3 lo MAELU Cerlificalo MW 73, Endorsomont 4 lo Nl LI A f/OrlifiCfilo 
NW-51 Sl Endorsement 4 lo MAELU Corldicato MW 135 

LOCKE.RF Pacific Gas & ElGcIrIc Co 00/02/1/ DINI1/.I NRC No [)otmforl Affili- 
ation Given 49pp 46579 190 40579 23B 

8903220397 Forwards Endorsement 4 lo NELIA CorUftCQlo NW-132 & MAEIU Ceibri- 
cate MW-73,Endor8emGm 33 lo MAELU Policy MF-103, tndorsamonl 34 lo MAELU 
Policy MF 103 & Endorsemenl 63 lo NEUA Policy NF 220 

LOCKE.RF Pacific Gas & Electric Co 89/03/16 DINIT^.I NRC - No DolOilod Affile- 
alion Given 9pp 49007 181 40007,189 

P, Operaling Ncense stage documents & correspondence 

B903070111 Forwards comments dovolopotl by consulInnlB In roviowa of final ropl of 
long term seismic program for plant G Qazolns roquoslod to compfolo rovlow & 
submit formal commonis as soon as possible 

^^fookhaven Nallonal Laboratory 00/11/15 PIGHUMANI.R, WHO No Do 
tailed Affiliation Given lOpp 48762 353 40763 010 

' *^'^*^*® Canyon Long Term Seismic Program Rosponso lo Quoallons 1,2fl 

» Pacific Gas & Eieclnc Co 00/01/31 3S0pp 48G37 275 40630 340 

8902230S50 Responds to Generic Hr 88 17, "Loss of 01 IR " Summary table of pronram 
enhancements for iristrumentallon level, iQmp.RHR porformanco & procoduroa ond Util 
W®sjlnghouse Owners Group efforts to rosolvo oonorlc Itr, 

09/02/06 Document Control Draorfi (Oocu- 
menl Conirol Desk) 36pp 48560 255 48568 200 

fi questions during 000105 public mooling ro 
VANTAGE 5 Fuel Assembly^'^^®^ Ifmltaiions on use of VVCAP.10444. "Rof Coro Fiopl 

muffiorn^k)' 9pp^y816“4M6T 

Rotikvillo.MD to (IISCU 89 NRC 

Srvnnl? t < responses ro seismic ground motion & long-term seismic pronrarn 
7w 48^^'° KNIG11 TON,Sw. P,offrar,o V 

Generic Ltr 00-14, "Instrument Air Suppiv Svs Prob- 

Bmn^KmeSJi DX'6p°p"4By4^2"2'f46Mr'' 

**Aun^m FBi2lS**D' “*'* rssponso to Qororic Ltr 60 03, '’Stoom aiiKlIno of 
^VlnkpRepts M-^y's/oTtlfi SOSa/^ Implomunltition of procodt/ros 

5^694^^8694128?'® SHIFFER.JO Paoilio Gas 4 Eloctrls Co 

1Sw£Sis=rSSSS,?SK 

?SP4e560^^rl88M 226 “® '' SHIFFER.JO Paclho Qaa 4 ElOCIrk, Co 

program*kna®(l^[w/t®05 pmprSa'rrcommon'rfooi^*'°?®t°"i*’*T* slBSmlc 

mraraled sections ^ ^ point seismic records, ini orpro tod 

meiIi&int!5[te“MM(^^67®a'6'2aol4^ Oocumont Control Branch (Oocu- 

'™Am^ r23I1I's|® 89^01 rev?sir,?TM^^ * “’’f*'®*' oonatatlng 

Fee paid «'.r8vising Tech Spec Saclion 6,0, “Actmlnlatrallva Controls '' 

men7c(5i/t5[£^)“p “48799 063-48° 99 DooumonI Control Branch (Doco- 

^end Reqi^t8B“o?,t0vfeing'Tech®Snec'^SBcnon 6n''”AH conalstlng ol 

SHIFFER,JD.Pe. 60 Gas'f^e^S?|g“» 2 r 6 "pp:^^^^^^^^^^^ 

**^^K3 5?-TtSt^T®p“iRCP®"®"® ''I'hPleh'Ohtallon ol TMI AcMon 

SHIFFER.JD, Pacllta Gas 4 Elootrlc Co. 

In San 

Given aoopp 49045 078.4904l'o4*4',® °®' NRC . No Detailed Alllllallort 

■Ipp •«9055 3f2.40055,3T SHIFFER.J.D Paclllc Gas 4 Eleclrlo Co 

amends to Li- 
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8903230311 Comments on cfrflfl NUREG 1335 fe individual pl-anl exams, per G90223 
0302 moolings w/NRC Add! limo should he allowed for prose nlali on of program plan 
following linalizalion o1 NUREG-1335 

SHIFFERJ D Pacific Gas & Electric Co 09/03/17 Document Control Branch (Docu 
ment Coniro! Desk) 2pp 49040 153 49048 154 

6903230362 Summary of 090301 01 moelings w/uti) in San Francisco.CA to discuss ro 
spans© to seismic ground molion quoslions.por 051213 tlr 

ROOD.H Proved Directorate V 09/03/17 ProiccI Directorate V 12pp 49037 176 
49037 107 

8903 160296 Generic Lir 80 02 to all holders of OLs & CPs for nucloar power roaclors ro 
actions to improve deloction of counterfoil & frauriulenlly rnarkotod products Sve Ust 
end 

VARQA,SA Associate Director for Proiects fPost 070411) 09/03/21 Consolidated 
Edison Co of New York, Inc 57pp 40060 001 40960 057 

6953270218 Notification of 590331 meeting w/util in Rockvklle.MD to discuss two 
amend requests to bo submitted by liconsoo rc seismic trip sys & diesel generator 
allowed outage time Agenda end 

ROOD.H Project Diroctorato V 89/03/22 KNIQHTON.G W Prajecl Diroctoralo V 
7pp 49049 1 60 49040 166 


Q fnepoctlon reports, IE Bulletins & correspondence 

8902270459 Forwards Wgt Meeting Ropls 50 275/00 06 & 50 023/89 06 on 
890126 Concern noted ro large number of personnel errors conlinuing to exist »t fa- 
cilities 

FAULKENBERRY.B Region 5, Ofc of the Director 89/02/00 SNIFFER, JO Pacific 
Gas & Elcclnc Co 2pp 48589 147 48589 151 

^8902270462 Mgl Meeting Repis 50-275/89 06 & 50 323/89 06 on 090126 Major 
areas inspected current Region V concerns.includlng operations & valve linoup 
errors, configuraHon mgl & sys onnlnoerlng problems 

NARBUT.PP , JOHNSTON.K E . MENDONCA.M M Region 5. Ofc of the Director 09/ 
02/08 3pp 40589 149 40509 151 

990227046B Forwards Insp Repts 50 275/89 03 & 60-323/B9 03 on 690117- 26 No 
noncompliance noted Weaknesses identified in Implemonlatlon of ALARA program 
SCARANO.R A Region 5, Ofc of the Director 09/02/10 SHIFFER.J D Pacific Gas & 
Electric Co 2pp 48586 231-48586 246 

-S902270469 Insp ReplS 50 275/09 03 & 50 323/09 03 on 000117-26 No noncomph- 
ance noted Major areas inspected nonroulino events, followup of open items.rodwasto 
& radiolqgicat environ monitoring & transportation activities 
nUSSELL,JE, NORTH.HS Region 6, Ofc of the Director 09/02/08 I4pp 
45586 233-40506 246 

8902280361 Forwards Insp Repis 50 276/86-32 & 50-323/80-30 on 881204 
890121 No violations noted Attention needed In two areas which deserve incrensocf 
mat attention 

ZIMMERMAN.R P Region 5. Ofc of the Dlroclor. 80/02/14 SHIFFER.J D, Pacific Gas 
&EloclricCo 2pp 48633-148 48633.169. 

-8902280385 fnsp Ropls 50-275/08 32 & 50 323/00 30 on B01204 890121 No viola- 
Irons noted Major areas inspected plant operation, maint & surveillance 
aclivitles, followup of onslle events, open ilems & LERs 

JOHNSTON.K E„ NARSUT.P.P . MENDONCA.M M Region 5, Ofc of the Director 60/ 
02/10 20pp 48633 150 48633 169 

8902280302 Ack receipt of 890119 Ur Informing NRC of steps taken to correct violations 
noted in Insp Repts 50 275/88 31 & 50 323/68-29 AddI Info ro averaging techrbiquo 
approach for oscillating gagos.including measuring lochniquo,rQque8lod 
21MMERMAN.R P Region 5. Ofc of the Director B9/02/17. SHIFFER.J D Pacific Gns 
& Eleclnc Co 2pp 4B627 340 48627 345 

8903030279 Advises that util 880523 response to Generic Ltr 60 03. "Steam Binding of 
Auxiliary Feedwaler Pumps," acceptable Satisfactory Implsmontatlon of procedures 
verified by Insp Repis 50-275/88-13 & 50-323/88-12 

ROOD.H Project Oireclorato V 89/02/23, SHIFFER.J O Pacific Gas & Electric Co 
4pp 46694 286-48694.289 

8902170112 NRC Info Notice 89 020, "Weld Failures In Pump of Byron-Jackson 
Design " Sve list end 

ROSsl.CE Division of Operational Events Assessment (Post 570411). 69/02/24 
Consolidated Edison Co of New York, Inc lOepp 48572 043-40572 148 

0903140155 Forwards Insp Repts 50-276/89-04 & 60-323/89 04 on 89013t-0203,No 
deficiencies or violations noted 

YUHAS.G P Region 6. Ofc of the Director. 89/02/24 SH1FFER,J D. Pacific Gas & 
Electric Co, 2pp, 48854 164-48854 181. 

-89031 401 SB fnsp Repts 60-275/89 04 & 50-323/89 04 on 8B01 20-31 & 0203 No deli 
cfencies or violations noted Major areas inspected, previous insp findings & operation 
al status of emergency preparedness program (procedures.facililles & training) 
QROWN.Q A, FISH.R F Region 6, Ofc of the Director. 09/02/24. 6pp. 48854.150- 
486S4 161. 

8902210361 Suppi 1 to NRC Info Notice 88-073, "Direclion-Dependenl Leak Character- 
istics of Containment Purge Valves " Sve list end. 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) 89/02/27. 
Consolidated Edison Co of New York. Inc 102pp 48SB9 00 1-48689 HiO. 

8902210564 NRC Info Nolice 09>021, "Changes In Performance Characteristics of 
Molded-Case Circuit Breakers." Sve list end 

ROSSI,CE Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolidated Edison Co of New York, Inc 104pp 48578 032-48578 137. 

0902270158 NRC Info Notice 89 022, "Oueslionable Certi Heat Ion of Fasteners " Sve liat 
end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidated Edison Co of New York, Inc 105pp. 48732 001-48732 106. 

8902260104 NRC Info Notice 89 023, "Environ Qualification ol Lltlon-Veam CIR Sedas 
Electrical Connectors." Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 69/03/03 
Consolidated Edison Co of New York, Inc 106pp. 40723'O3 8-48723. 143. 


8902200162 NRC Info NolicofiO 024, "■ Nucloar Critical ity Saloty" Sve list end 
CUNNINGVfAM.R E Division of (ndusUial & Medical Nucloar Safoly (Post 670729) 
89/53/06 Consolidated Edison Co of Now York, Inc 06pp 48700 252-40700 346 

8903010207 NRC Info Notice 89 026, ‘Instrument Air Supply to Safoly Rolated Equip 
mcnl " Sve list on cl 

ROSSI, CE Diviston ol Operational Events Assessment (Post 070411) 89/03/07 
Consolidated Edison Co or New Yo/k, Inc 105pp 48741 053-46741 150 

8903170093 Forwards "Diablo Canyon Unit 2 -Inservico Insp Real " Rept provides re 
suits Of insp of Class 1 & 2 compononts & supports conduclocj during second roluo! 
Ing out ago 

SHIFFER.J 0 Pacific Gas & Electric Co 89/03/07 Document Control Branch (Docu 
mont Control Desk) 2pp 48948 199 48948 270 

"•8903170105 "Diabto Canyon Unit 2 Second Retuoling Outage Insorvico Insp (I SI) 
Repi " 

GONZALG2.DA, FRANKS.OK, LGPPKE.M E Pacific Gas & Eleclnc Co 86/03/13 
70pp 46946 201-48948 270 

890302016S NRC Info Notice 89 027, "LimitQlions on Use ol Waste Forms & High In- 
tegrity Containers for Disposal of low Lovol Radwaslo Sve list onci 
GREEVES.JT Division of Low Level Waste Mananomonl & Decommissioning (Post 
870413) 89/03/06 Consolidated Edison Co of New York. Inc t17pp 4D798 114- 
48795 231 

8903270146 Forwards Meeling Repts 50 275/59-10 & 50-323/89-10 on D90224 re QA 
engineering insp efforts 

CHAFFEE, A E Region 5, Ofc ol the Director 89/03/06 SHIFFER.J D Pacific Gas & 
Electric Co 2pp 49055 205-49055 270 

-8003270140 Meeting Ropls 50 275/69-10 & 50-323/69 01 on 800224 Major areas 
discussed onginoerinn-relatecl Insp activities 

HtCHARDS.SA. MENDONCA.M M Region 5. Ofc of the Oireclor. 00/03/08 4pp 
49055 267-49055 270 

8903080372 NRC Info Notice 00 025. "Worn hi & CIr of Gravity Discrepancies for Copes- 
Vufean Air Operated Valves " Sve list oncT 

ROSSf,CE Division of Operational Events Assessment (Posl 070411) 09/03/14. 
Consolidated Edison Co oi Now York, Inc lO/pp 48895 001 48895 109 

8903090021 NRC Info Nolice 80 029. "Pclenlial Failure of ASEA Brown Bovori Circuit 
Breakers During Seismic Gvoni " Sve list end 

ROSSI.CE Division ol Operational Events Assessment (Posl 670411). 09/03/15 
Consolidated Edison Co of Now York, tnc 106pp 48B70053 48070 160 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants " 
SvG list end 

ROSSI.CE Division of Operational Events Assessment (Posl 670411). 69/03/15 
ConsolldalofI Edison Co. oi New York. Inc lOSpp 48805 110 40595 21 5 

8903270172 Summary of 000112 public moetlng w/NSSS Owners Groups, EPRI & 
NUMAnc te discuss proposed NRC bulletin on cracked studs Agenda & list of alien- 
dees end 

ROOD.H Pfoloct Directorate V 00/03/17 KNIGHTON.Q Project Dir eel mote V 6pp 
49054 070 4 9054 075 

8903160427 NRC Info Nollco 80 031, "Swelling & Cracking of Hafnium Control Rods" 
Sve list end 

ROSSI ,C E Division of Oporaliona) Evonls AsBOsamonl (Posl 67041 1) 69/03/22 
Consotidnlod Edison Co of New York, Inc 102pp 48980 001*48966.103 

6003170419 NRC Info Notice 69 032, "Survelllanco Testing of Low Tomp Overpressure 
Proteciton Sys" Sve list end 

ROSSI.CE Division ol Oporallonal Evonls Assaasmont (Post 870411) 69/03/23. 
Consolldalod Edison Co of New York, Inc 104pp 40902. 04 4 -46992 147. 

6903280217 Forwards correctoci "Diablo Canyon Power Plant Unit 2 Second Refueling 
Outago Insorvico Insp (ISt) Ropi" Rojpt originally distributed w/misaing pages 
* Pacific Gas & Electric Co 80/03/23 NRC - No Dolallod Aflillation Givon Ip 
49064.025-40064 100 

-6903260222 CorroctocI "Diablo Canyon Power Plant Unit 2 Second Rofueling Outage 
Inservice Insp (ISt) Rept " 

GONZALEZ.DA, FRANKS.OK. LEPPKE.M.E. Pacific Gas S Elociric Co 09/03/23 
74pp 49064,027-40064’ 100 


R. Periodic operating reperis & related correap on donee 


8903138702 "DIablo Canyon Nucloar Povrer Planl Semiannual Radloacllvo Etfluont Ro- 
joaso Rept, July Dec 1086 " W/aeoooi Hr. 

FUJIMofO.W.H Pacific Gas & Elootric Co 06/ 12/31. IBOpp 48670 170 46670 340 

8902270184 Monthly Operating ropts for Jan 1989 for Diablo Canyon Unlta i A ZW/ 
690214 Or 

BEDESEMp,. NOLAN.J. TOWNSEND.J D. Pacific Goa & Elociric Co. 60/01/31 
10pp. 40506.009-48566 016 

8903090366 "Repl on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Jan 1 900 " W/800217 lir. 

TOWNSEND.J D. Pacific Gas & Electric Co 89/01/31. LEONARD,W Calilornip, State 
of 26pp 48703 OOt 4B763.02B. 

6903220104 Monthly operating ropls for Feb 1980 for Diablo Canyon Unila 1 & 2.W/ 
890315 Itr- 

BEOESEM.P, TOWNSEND,JD. Pacific Gas & Electric Co 69/02/20. 11pp. 
48063 305 48993 315 


8, Repeiiable ocourrences, LERs A related correspondence 
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i890226i0186 LER 88 0^6 00 on 8ei111.durn^ local check of safely iniechon 
pump.soolion valve fog;i<i closed & pump severly overheated & damaged Caused by 
rackino \n of suclion valve breaker f^rocedures revised W/ 890209 Ilf 
SUSKOP, SHIFFER.JO Pacific Gas a Eloclric Ce 69/02/07 7pp 48693 242 
4B633 24B 

89030-20584 LER 89-O01'00ori 8901 17, Action B of Tech Spec 37 12, ■■Aujfiliary Feed- 
water Sys” exceeded when both sleam driven auxiliary feedwater pump 2*1 Inoper- 
abta for orealar than 6 h Caused by personnel error W7690224 Itr 
WILSON, SD, SNIFFER, JD Pacific Gas & Electric Co 89/02/24 8pp 46690351- 
48690 358 

8903140504 LER 86 025 00 on 8Bt201.seismiC bracing missing from instrumenl panel 
due fo inadequate configuration control Affected channels declared inoperable for 
Unit 2 Seismic bracing refnslalled W/fl90303 Itr 

GREBELJ, SHIFFER.JD Pacific Gas & Electric Co 69/03/03 7pp 46653 344- 
48853,350 

8903150291 LER 88-013 Of on aBf014,RCS level mstrumont channel out-oFsvc due to 
closed vatva on instrumenl air line Caused by lack of requifemonl to verify alignment 


of valve pnor lo slarlup Procedures revised W/ 680903 Ur 
MARBURGER.0 C . SHIFFERJ D. Pacific Gas S El 
48860 233 46860238 


Elecmc Co 89/03/03 6pp 


8S03170272 LER 89 001 01 on 8901 17, action b of Tech Spec 3 7 12, “Auxiliary Fesd- 
waler Sys," was exceeded Caused by personnel misunderstanding of design basis 
operability requifemenia of steam driven pump Operations summary Issued W/890309 
Itr 

WILSON.SO. SHIFFEB,JD Pacific Gas & Eleclnc Co 89/03/09 Bpp 48950 294- 
48950 301 


6903260245 LER 86 015-00 on e8l103.RHR pump 2-2 lower motor bearing housing 
failed & declared inoperable Caused by inadequacy of lock washer/shafi 
engaQement.f6 suiting in foss of running clearance Motor repaired W/890223 Ur 
MARBURQEfl.DC. SHIFFER.J D Pacific Gas & Elaclfic Co 89/03/21 8pp 
49063 054-49063061 


T, Hearing transcripts on non-antllruat matters 

8903100562 Rnal response lo F01A request for transcripts re facilily Forwards App H 
documcnta App H documents also available in POR App I documonis partially withheld 
per Sunshine Act 

GRIMSLEY,D H, Division of Freedom of Information 8 Publications Services (Post 
890205) B9/03/0I SCHMIEGE,PA O' Mel v e fty & Myers 4pp 48874 081-40875 042 

-6903100569 Transcript of 640123 closed meeting in Weshtngton.DC re discussion of 
pending mvesligations on faciiitv Pp t 27 
» Commissioners 84/01/23 28pp. 48874 125 48874 152 

-890310C674 Transcript of 840319 closed session In Wa5hjngtojn.DC re status of pond- 
ing investigation on plant Fp 74 85. 

'Commissioners B4/03/f9 14pp 48674 153 48874'166 

-6903100577 Trenscnpt of 840326 closed meeting in Washing ton ,DC re status of pend 
ing investigation on plant Pp 1-27. 

* Commissioners 84/03/26 28pp 46674 167-48874 194 

^8903100560 Transcnpt of 640730 closed meeting in Washington, DC re status of pend- 
ing investigations on plant Pp 1A 86 
' Commissioners 64/07/30. 90pp 4B874 195-48874 285. 

-6903100565 Transcnpt of 850108 cfosed meeting In Washington.DC re periodic brief- 
ing on near-term OLs Pp 20-21 

* Commissioners 85/01/08 3pp 48874 286-48874 288. 

-6903100567 Transcript of 650108 meeting in Washington, DC re penodic bnafing on 
near-term OLs Pp 3 4 

' Commissioners 85/01/06. 3pp 48B74 289-48874 291 

-6903100669 Transcript of 850423 dosed meeting in Washing ton, DC re discussion of 
pending investigations Pp 2-25 

^Commissioners 85/04/23 26pp 48874 292-48874*31 7. 

-6903100590 Partially withheld transcript of 850423 closed meeting in WashingloaDC 
re discussion of pending Investigations Pp 2 8 

* Commissioners 85/04/23 Bpp 48874*318-48874 325 

-0903100592 Partially withheld transcnpt of 650728 meeting in Washinton.DC re discus- 
sion of pending investigations Pp 1-60, 

* Commissioners 85/07/26. 62pp 48874 357-48875 027 

-090-3100593 Partially withheld transcnpt of 841022 closed meeting tn Washington.DC 
re status of near-term OLs Pp 33-55 

* CommissionefS 84/10/22. 23pp 46875 028-48875 042 


V, Operator Examinations 

890227-0260 Discusses requalificatlon program evaluation scheduled (orwks of 890515- 
0602. 

KIRSCH,DF Region 5. Ole of the Director 89/02/07, SHIFFER.J D, Pacific Gas S. 
Electric Go Bpp 48644 224 48644 232, 

8903229159 Generic Ur 89 03 to all power reactor licensees & applicants for OL re op- 
erator licervsing natl exam schedufe. Sve list end 

VARGA, S.A Associate Director for Projects (Post 8784111 89/03/24 Consolidated 
Edison Co of New York, Inc 84 pp 49005 001-49005 056 
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F« Siecurlty, medical, emergency & fire protection plana 


-6903020202 Insp fleptS 50 324/89 04 & 50 325/89 04 on 890117-20 & 30 No viola 
tions noted Major areas inspected review of emergency plan & implementing 
procedures, emtjrgency tacilities. equipment.instrumeniahon & supplies 
SARTOR.WM, RANKIN.WH Rogion 2. Ofc of tho Director 89/02/10 5pp 
48673 231-48673 235 

8903030259 Forwards Emergency Operating Procedures Insp Repla 50-324/60-200 & 
50 325/88-200 on 880926-1007 

LAINAS.G C Division of Reactor Projects - I/IJ (Post 870411) 89/02/23 UTLEY.E E 
Carolina Power 6 Light Co 6pp 48692 016 48692 056 

-8903030263 fnsp Repts 50-324/88-200 & 50 325/B8 200 on 880926-1007 Technical 
inaccuracies noted Malor areas Inspected emergency operating 
procedures, procedures & plant operations re human factors & primary containment 
venting procedures 

VANDENBURGH.C,, KONKLINJ E Division of Reactor Inspection & Safeguards (Pasf 
870411) HAUGHNEY.CJ Special Inspection Branch 89/01/25 35pp 48692 022- 
46692 056 

8903200212 Forwards emergency preparedness exercise objeclives for exercise sched- 
uled for 690523 Complete exercise scenario will be submitted no later than 45 days 
prior to star! of exercise. 

LOFLIN.L L Carolina Power & Light Co 89/03/09 Documenl Control Branch (Docu- 
ment Control Desk) App 48971 006-46971 009 

8903270217 Forwards Amends 126 & 156 to Licenses DPR-71 & DPR 62. 
respectively Amends change Tech Spec Table 3 3 57-1 to reflect mod of present lira 
detection sys for diesel generator cells Safely evaluation also end 
LE.NG Project Directorate IM 69/03/20 UREV.EE Carolina Power & Light Co 
3pp 49110,116-49110 131 

-8903270220 Amends 126 & 156 to Licenses DPR-71 & DPR -62. respectively, changpng 
Tech Spec Table 3 357-1 to reffect mod of present fire detection sys for diesel gen- 
erator celts 

REEVeS.EA Project Dlrectorafa f)-1 89/03/20 lOpp 49110119-49110,128 

-6903270223 Safely evaluation supporting Amends 128 & 156 lo Licenses DPR-71 & 
DPR-SE/especlively lo change Tech Spec Tabfe 3 3 57-1 to reflect proposed mod of 
present lire detection sys for diesel generator cells 

• Office of Ni/cfear Reactor Regutalion, Director (Post 870411) 89/03/20. 3pp. 
49110 129-49110 131 


J. insurance & Indemnity Information 

8903270309 Final response to FOIA request for records App A records end & available 
In PDR. 

GRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
800205) 89/03/23 WtLLIAMS.OG JRA Associates 2pp 

-8903270312 Responds to 890218 Itr re amended indemnity agreement w/ utils to 
permit storage of spent nuclear fuel FR notice end 
Ingram, F PubUc Affairs 89/02/22. SMITH.J J Affiliation Not Assigned 2pp 


p. Operating license stage documents & correspondence 

6902240323 Forwards notice of withdrawal of 651113 application for amends to Li- 
censes DPR 62 & D PH-71, supplemenled on 870128, concerning deletion of require 
ment to perform temp sensor response time testing on various switches, per 881 102 
Itr 

LE.NB. Project Directorate 11-1 89/02/16 UTLEY.E £ Carolina Power & Light Co 
2pp 40S79 242 48579*245 

-6902240326 Notice of withdrawal of 861113 application for amends to Licenses DPR 
62 & OPR-71.suppf0mented on 870 128 .concerning deletion of requirement to perform 
temp sensor response time testing on various switches & thermocoup I as, per 881102 
llr- 

REEVES.E A. Project Directorate II 1 89/02/16, 2pp 48579 244.48579*245 

8902280325 Forwards safety evaluation re control room radiological habitablllly sys, per 
util 650630 evaluation Sub) sys capable of protedmg control room operators from 
DBA raofiofogical releases w/doses below guidelines of GDC 19 
TOURIGNY.EG Project Directorate 11-1 09/02/16 UTLEY.E E Carolina Power & 
Light Co 2pp 48636:147-48636*162 

-8902280327 Safety evaluation supporting control room habitability sys of plant & ac^ 
ceplabilityof existing Tech Spec re control room pressurtzafion requirement 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/16 4pp. 
46636*149-48636162 

8903030049 Supplemental application for amends lo Licenses DPR-71 & DPR-62,©limi' 
netmg cyde-spedlic parameter limits to Incorporate guidance in Generic Ltr 66-16 & 
SER of Amend 16 to NEDE-240I1-P-A 

MCDUFFIE, M A Carolina Power & Llghl Co 89/02/20 Document Control Branch 
(Document Control Desk) 19pp 48716 262-48717 020 

-8903030051 Proposed Tech Specs, reflecting elimination of cycle-spedfic parameter 
limits to Incorporate guidance In Genenc Ltr 66-16 & SER for Amend 19 lo NEOE- 
24011 -PA 

* Carolina Power & Light Co 89/02/20 101pp. 48716*281-48710 361. 

-8903080263 Rev 0 to “Brunswick Lfnil 1. Cycle 7, Coro Operating Limits Repl.Fob 
1969 

DEVOE.MJ, CLeMENTS.T. Carolina Power 8 Light Co 89/02/17 lipp 48717 001- 
48717.011. 

-89930B0267 "Brunswick Unit 2,Cycla 8, Coro Operating Limits Rept.Feb 1989 " 
DEVOE.MJ, CLEMENTS.T Carolina Power & Llghl Co 89/02/15 9pp 48717 012- 
46717:020 


8963020193 Forwards !asp Repls 50-324/89 04 & SO 325/69 04 on 890117-20 & 30 No 
violations or devialtcns roled 

DECKER.tr flegion 2. Ofc of the Director 89/02/14 UTLEY.E E Carolina Power & 
Light Co 2pp 48673 229 48673 235. 


8903020313 Notification of 890222 meeting w/util in Sethesda.MP to discuss action for 
crack found fn recirculation sys safe ends 

TOURIGNY.EG. Project Directorate IM. 89/02/21 MURLEY.T NRG - No Detailed 
Affillalion Given 3pp 48669.244-46669 246 
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6903100414 Conlirms 000201 lolcon re mgl meeting on 890310 nl Rogion 11 ofc 1o dis 
cuss progress o( nuclear mgt S operaHonal olfectivcnoss approisgl of'ptanl* 

ERNST.M L Region 2, Ofc ol iho Direclor 89/02/22 UTLEY, E E Carolina Power & 
Light Co 2pp 48803 030 48803 031 

6903100566 Notification of significant liconsoo mooting w/utit on 890310 in Region II 
ofc lo discuss urogross of nuclear mgt & operationaf ollGCtiveness appraisal of plant 
& util in general 

DANCE.HC Region 2, Ofc of the Director 80/02/22 Region 2, Ofc ol the Director 
?pp 48001 327-40801 320 

6903270306 FOIA roquosl for JL Smilh 090215 Ur to NRC ro sponi luol shipment from 
Brunswick Nuclear Power Station to I farris Plant 

WILUAMS.OG JRA Associates 89/02/27 GRIMSLEY.DH NRC No Detailed Affili- 
ation Given 2pp 

8903070205 Notification of 800307 mooting w/BWR Owners Group In Rockvillo.MD lo 
discuss Items of current inloresl Agenda end 

SHAO.LC Division of Engineering & Systems Technology (Post 870411) 69/02/28 
MIRAGLIA.FJ Associate Director for Inspection & Technical Assossment (Post 
870411) epp 48763 023 48763 030 

8903140063 Provides results of ovaluation oJ now section to Station Blackout Rulo 
t0CFR50 63.pGr NUMARC 87 OO.oxcopt whore Reg Guido 1155 lakes 
procodence Mods will bo complotod within 2 yrs after NRR nolilicalion 
MCDUFFIE, M A Carolina Power & Light Co 89/03/03 Docurnenl Control Branch 
(Documont Control Desk) 5pp 40854 197-48854 201 

8903140361 Submits clanfication to util 881028 roquosl to revise footrioto of Tech Spec 
Table 1 2 re recoupting of single control rod while rod being moved Rod will nol un 
Couple Of experience frTclion^per described procedures 

LOFLIN.L I Carolina Power & LtghI Co 89/03/06 Docurnenl Control Branch (Oocu 
me nt Control Desk) 2pp 40040 342-40048 343 

8903160249 Forwards safely evaluation supporting util rosponsos lo Gonerie Ltr 83- 
20, Items 3 2 1 & 3 2 2 ro tost & nriaint procedures & Tech Specs & post mainl lostino 
LE,N B Projoct Directorate If 1 89/03/00 UTLEY, E E Carolina Power & Light Co 
2pp 40871.353 48871 357 

“8903160267 Safely ovatuatlon supporting util rosponsos to Gonorre Ltr 63 20, Hems 
3 2 1 & 3 2,2 

‘ Office of Nuclear Reaclor Regulation, Director (Post 870411) 69/03/08 3pp 
48071 355 48071357 

8903 160346 Forwards safely evaluation supporting util 871204 suLimlUal ot tlosigri mod 
that allows testing at power w/o preventing alternate rod Inject Ion sys from respond- 
ing lo automalic iniliation signal 

LE.NB Project Directorate 11-1 89/03/00 UTLEY.EE Carolina Power & Light Co 
?pp 48871 276 40871 281 

“8903150350 Safety evaluation supporting util compliance w/ATWS rule, 10CFR50 62 
ro power leatabiiny features of altornale rod Insertion sys & racirculallng pump trip 
design 

• Office of Nuclear Reaclor Regulation, Director (Post 870411) 69/03/08 4pp 
48871 278 48871 281 

6903200266 Provides results of plant lab analysis of liquid samples spiked v// radionu- 
clides for Fe 55,H-3,Sf-89 & Sr-90 

HARNESS, J L Carolina Power & Light Co 09/03/08 KAHLE,J,G Region 2, Ofc of 
the Direclor 2pp, 48970,103 48970 184 

6903230113 Forwards safely evaluation ra Generic Ltr 83-28.ltom 2,1 (Parts 1 & 2) ro 
equipment classification & vendor interface for reactor trip sys components 
LE»NB Project Directorate 11-1. 89/03/16 UTLEY, EE Carolina Power & Light Co 
Spp 40037 096 49037 100 

-8903230116 Safety ovaluation ro Generic Ltr 83*28, Horn 2 1 (Parts 1 & 2) concerning 
equipment classlficalion & vendor interface for reactor trip sys comporronts 
Office of Nuclear Reaclor Regulation, Director (Post 070411) 69/03/15 3pp 
49037 098 49037.100 

8903240201 Summary of 800222 mealing w/licenseo In Belhosda.MD to discuss char- 
aclerizafion of & proposed actions for,cracks found in Unit 1 recirculation sys sale 
ends Potential Implications for Unit 2 also addressed, 

TOURIGNY,E G Project Directorate IM 89/03/16 Project Diroctoralo IM 7pp 
49039 266-49039 272 

6903230232 Application for amends lo Licenses DPR.7I S DPR 62 Amends revise Tech 
Specs to incorporate test frequency changes for Rosemounl analog trip unit systems 
MCDUFFIE, M A Carolina Power & Light Co 89/03/16 Oocumont Control Branch 
(Document Control Desk) 8pp 49082.057-49082 300 

“8903230240 Proposed Tech Specs to incorporate test frequor^cy chongos for Rose 
mount analog trip unit sys 

* Carolina Power & Light Co 89/03/16 30pp 49982 065-49082 121 

“8903290440 Paper entilled "Operations Preventative Maint Quatily Confldonce of Infra* 
uenl Preventative Maint," presented at Eleventh Annual Natl Energy Div Conference 
ALLARD, B E General Public Utilities Corp - GPU Service Corn, uRELLIN.G L Los 
Alamos Technical Associates, Inc 09/03/ 1e. 25pp. 49082 122 49082 259. 

“8903230310 Requests addl Info to continue review ol Amend 1 to NEDO 21617, 
"Analog Transmit ter/ Trip Unit Sys for Engineered Safeguard Sensor Trip Units," in 
order lo complete review 

FARR.OD Light Water Reactors Branch 3, 78/04/27 SHERWOOD.G G, General 
Electric Co 3pp 49O02-26O-49O82 262 

“S903230313 Responds lo 780427 request for addl Info re topical rep^t NEDO-21617, 
'Analog Transmitter/TrIp Unit Sys for Engineered Safeguard Sensor Trip Input" Sub) 
sys Interlaces w/exisling designs & each application will bo considered Individually 
QUIRK, JF General Electric Co. 78/06/12 PARR.OD. Light Water Reactors Branch 
3 aapp 49082.263-49082 300 

86'aa230148 Forwards safety evaluation re util 831107 responses to Generic LU 83- 
28, Item 2 2 (Part 1) re equipment classtficatlan programs for safety related compo- 
nents & Item 4 5 2 re reaclor trip ays reliability 

LE.NB Prolect Directorate 11-1 . 89/03/17 UTLEY.E.E Carolina Power & Light Co 
3pp 49030 150-49030 158 


--8903230160 Safely evalualion accepting util 831107 response lo Generic Ltr 83 
28.llom 2 2 1 ro equipment classification prograrns for safely related components 

* Office of Nuclear Reactor Regulation. DJiector (Post 870411) 89/03/ 17 4pp 
49030 153 49030 156 

“8903230153 Safely ovalualion accepting util response to Generic Ltr 03 20, Item 4 5 2 
ro reactor lap sys reliability 

* Office of Nuclear Reaclor Regulation, Director (Post 870411) 89/03/17 2pp 
49030 157 49030 150 

B903270217 Forwards Amends 126 & 166 lo Licenses DPR 71 & DPR-62. 

rospecUvoly Amends change Tech Spec Table 3 3 57-1 lo rofiect mod ot present fire 
detection sys for diosol generator cells Safely evaluation also end 
LE.N G Project Direcloralo II l 89/03/29 UTLEY,E E Carolina Power & Light Co 
3pp 491 10 116 49110 131 

“8903270220 Amends 126 S 156 lo Licenses OPn-71 & DPR 62.ro spec lively, changing 
Tech Spec Table 3 35 7-1 lo rofiect mod of present firo doleciion sys lor diesel gen 
Grator colls 

REEVES, E A Projocl DirGCtoralo II 1 30/03/20 lOpp 491 10 119 491 10 128 

“8903270223 Safety ovatualcon supporting Amends 126 & 156 to Licenses DPR-71 & 
OPR G2,rGspectwoly lo change Tech Spec Table 33 5 7-1 lo rellocl proposed mod of 
present fire doteclion sys for diesel gone/ator ceils 

‘ Office of Nuclear Reaclof Regulation, Director (Post 070411) 69/03/20 3pp 
49110 129 49110 131 

8903160298 Generic Llr 69 02 lo all holders of OLs & CPs for nuclear power roaclojs ro 
actions to improve detection of counterfoil & fraudu-lonlly markolcd protfiicis Sve list 
end 

VARGA.SA Associalo Director for Projocls (Posl 370411) 09/03/21 Consolicfalod 
Edison Co of Now York, Inc 57pp 4QGB9001 46960 057 


Q, Inspection reports, IE Bulletins & correspondence 

6902240148 Advises that ulif 000408 response to NRC Bulloiln 68 001. ''Oefocls in 
Weslinghouse Circuit Breakers," occeptablo No uso of WesHnghouso DS senes cir- 
cuit breakers in Class IE sys at ptar^l confirmed 

TOURIGNY.EG Projoct (Sifecloralo 111. 89/02/14 UTLEY.E E Carolina Power & 
Light Co 2pp 40503 358 46503,359 

8903020193 Forwards Insp Reels 50-324/69 04 & 50-325/69 04 on 800117 ?0 & 30 No 
violalions or doviallons noted 

DECKERJ.R Ronlon 2, Ofc of the Director 0Q/O2/14 UTLEY.E E Carolina Power & 
Light Co 2pp. 40673 229 48073,235 

“6803020202 Insp Repis 60-324/80 04 & 50 325/09 04 on 6901 17 20 & 30 No viola- 
tions notod Major areas inspecLad.rovlow of emergoncy plan & implomenting 
procoduros.omorgpncy facilities, equipment, InstrumonlatTon supplies 
SARTOR,WM, RANKIN.WH Region 2. Ofc of the Director 89/62/10 5pp. 
48673 231-46673 235 

6902270476 Forwards Insp Ropts SO 324 /8D 93 & 5Q-325/8D-03 on 800123- 27 No vio- 
lations or deviations notod 

PEEBLES, T A. Region 2, Ofc of the Director 80/02/16. UTLEY.E E Carolina Power & 
Light Co, 2pp 48506 21 1 485B6 222 

“8902270487 Insp Repis 50-324/89 03 & 50-325/69 03 on 800123-27 No violations 
noted Major areas Inspected followup lo operational porformanco assossmont con 
ducted on 080627-0715, doscribod iti Insp Ropts 50 324/08-10 & 50-326/08*19 
BRESLAU.B,, LAWYER.L Region 2, Ofc of the Director 69/92/10. lOpp 46588 213 
4658 6 222 

8902280369 Responds to NRC 890216 roquesl for addl Info ro reactor roclrculatfon ays 
safe end Insps.por 890208 tofeon to discuss Insp & deloctlon of crack 
indications Nutech Ropl XCP Ot-003, "Rosidual Stress Analysis " end. 

LOFLIN.L I, Carolina Power & Light Co 89/02/20 Documonl Conlrol Branch (Oocu 
ment Control Desk) 30pp 48636 186-48636 266. 

“8902280474 "Hosidual Stress Aftalysiaol Thormal Sleeve to Safo-End Welds." 

RtCCAR DELLA, P, GIANNUZZI. A J, EDWARDS, NW Nulaeh. Inc XCP 01*003 70/ 
04/16 40pp. 48636 217-40636 265. 

8903030259 Forwards Emergency Operoling Precoduros Insp Repis 50 324/86-200 & 
59 325/80 200 on 8&0B26'1097 

LAINAS.GC Division of Reader Projects - I/ll (Post 87041 !) 80/02/23 UTLEY.E E. 
Carolina Power & Light Co Cpp, 46692 016 48692 056, 

“8903030263 Insp Ropts 50 324/08-200 & 50-326/86 299 on 880926 1007 Technical 
inaccuracies noted Major areas I n spool ed emergency operoling 

procodures.procoduros & planl operations ro human factors & primary containment 
vonfing procedures 

VANDfcNBURGH.C. KONKLINJ E Division of Raaclor Inspection & Safeguards (Posl 
870411) HAUGHNEY.CJ Special Inspection Branch 89/01/25 05pp 46892 022- 
48692056. 

6902170112 NRC Info Notice B9 020, "Wold Failures in Pump ol Byron-Jackson 
Design " Sve list end 

ROSsl.C.E Division of Operational Events Assessment (Post 670411) 89/92/24 
Consolidated Edison Co ol New York, Inc. 106pp 48572.043-40572 148 

8902210351 Suppl t to NRC Info Notice 88 0 73, •’Direclion-Depondonl Leak Charador- 
istics of Containment Purge Volvos," Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 102pp, 48589.001*48580,110 

6902210564 NRC Info Nollco S9 02I, “Changes in Perforrnanco Character i sties of 
Motdod-Case Circuit Breakers *' Sve list end 

ROSSLCE Division of Oporailonql Events Asseasmenl (Poal 870411). 39/02/27 
Consolidated Edison Co of New York, Sne 104pp 48578 032-4e678'137 

8903080454 AcH recaipl ot B901RO response to violations noleU In Insp Repia 60-324/ 
88 40 & 50 325/88*40 

PEEBLES,TA Region 2, Ofc of Ihe Director. 89/02/27. UTLEY.E E Carolina Power & 
LigWCo ip 48743 023*48743 023 
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8903100543 Forwards Irisp Repts 50-324/09-02 & 50 325/80 02 on 090 101 31 * nolico 
o1 violation 

VERRELLI D W Region 2. Ofc oi iho Diroclof 89/02/27 UTLEV.E E Carolinn Power 
S Light Co 2pp 43802 J&2 48803 016 

-8303100546 Nolice of violation f/om insp 011890101 31 Vrofation notPtl opc/atcr faifed 
to place clearance lag as regiirred in thal lA RHR pump breaker racked oui insloacJ of 
2A breafeer per efeamneo 2-1409 

VERRELLI.DM Region 2, Ofc of tfie Director 89/02/2? 2pp 48802 354 48802 355 

-8903100549 tiisp Reph 50 324/89 02 & 50 325/80 02 OH 89010131 VioJalrons 
noted Major areas m'lpGcled mamt observation, siirveillancs obberva lion, operational 
safety verification, ffew roslricting orifjces & onsilo LER review 
RULAND.WH, LEVIS, W. WADOEN.PM Region 2 Ofc of ihe Director 69/02/27 
22pp 48802 356 4 8 803 016 

8903090294 Responds lo violationa nolcd in tnsp Repts SO 324/88 4l & 50 325/88 
41 Corrective actions Std Operating Procedure SPO 026 revised to incfudo spet^ific dt 
rections for following plant overlimo policy gurdofinsa 

HARNESS Jl Carolina Power S Lighl Co 69/03/01 DociimenI Control Branch (Doc 
omcnl Control Desk^ 3pp 48783 066-45703 068 

8903150492 Ack recoJpt of 890213 Hr informing NRC of steps taken to correct violations 
noted in Insp Ropts 50-324/88 33, 50 325/80-33 & 50 2S1 788-26 
ERNST, M L Region 2, Ole of the Director 89‘/03/QI UTLEY.E E Corolma Power 8, 
Light Co Ip 48871 360 40871 360 

8903 10 04 69 Forwards response- lo NRC Bullolm 88 007.Suppl 1. Power Oscitlalionb in 
SWRs” Abnormal Operaling Proceduros AOP*04 0 S AOP-04 3 revised to twndio 
condi lions whicli would inadvertantly place reactor m region of ms-labiUty 
MCDUFFIE, W A Carolina Power & Light Co 09/03/02 Oocumonl Controf Branch 
(Docunnent Conlrol Desk) 3pp 4BS0t 13348004 136 

8902270158 NRC Info WoticG 89 022, ‘QuestionabfD Certification of Fasteners ' Sve list 
onci 

ROSSI CE Division of Operalional Evonls Assessment (Post &704I1) 09/03/03 
Censolidaled Edison Co of Now York, Inc 105pp 46732 001-40732 106 

0902280104 NRC Info Notico 89 023, "Environ QualificatJon of Litlon-Veam CIR Senes 
Eiecincal Connectors Sve list end 

ROSSI, CE Dwislon of Operational Events Assossnient (Post 670411), 8D/03/03 
Consolirfated Edison Co of Now York. Inc I06pp 48723 038-48723 143 

G 9822 80 1 62 NRC Info Notico 59 024, "Nuclear Ciilicality Snfoly " Sve list oncI 
CUNNINGHAM.R E OivJsJon of Industrial & Medical Nudoar Safely (Post 87072 P) 
89/03/06 Consolidated EcflSor^ Co of Now York, fnc 96pp 48700 252-48700 346 

8903010207 NRG Info Notico 89 026. "Instrument Arr Supply to Satoty-Rofalod Equip 
menl " Sve list end 

ROSSLCE (division of Operalional Evonls Assos&meni (Post 870411) 89/03707 
Consolidated Edison Co of New York, Inc 105pp 4B741 653 48741 158 

6903020 16S NRC Info Notice 09 027, "Limitations on Use of Waste Forms & High In 
leoniy Containers for disposal ol Low leva) Rndwasto " Sve list one) 

GREEVES,JT Division of Low Level Waste ManagernonL & Dccommisdonrng (Post 
870413) 89/03/00 Consolidated Edison Co of Now York. Inc 1l7pp 48798 114- 
48703 231 

0903060372 NRC Info Ncllce 89 020, ‘'Weiglit & Gtr of Gravity Oiscropancios for Copes- 
Vulcan Air Operated Vatvog " Sve lisl encT 

ROS&LCE (Division of OneratJona! Events Assessment tPosl 870411) 89/03/14 
Consolidated Edison Go of Novy York. Inc 107pp. 46895 001-46895,109 

8903090021 NRC Into Notice 80 029, “Poieniial Failure of ASEA Brown Boveri Circuit 
Breakers During Solsmic Evont " Sve fist and 

ROSSJ.CE Division of Operational Events Assessment (Post Q70411) 89/03/16 
ConsolidniGd Edison Co ol New York. Inc 108pp. 46670 053-488 79 169 

8903'tl'90133 NRC Info Notice 89 D30, "High Temp Environs al Nuclear Power Plants" 
Sve fist end 

ROSSI, CE Division of Operational Evonls Assessment (Post 070411) 89/03/15 
(^nsfllidaled Edison Co of Now York. Inc. 106pp 4BB05 110-48695 215 

6903160427 NRC hfo Nolfce 69 031, "Swelling & Cracking of Hafnium Control Rods" 
Sve list end 

ROSSI, CE Division ol Operalional Evonls Assessment (Post 870411} 89/03/22 
Consolidated Edison Co of New York, Inc. 102pp. 48966001-48986,103. 

8903170419 NRC Info Notice 09-032, "Survailfance Testing of Low Temp Overpressure 
ProlGction Sys." Sve list end 

RDSSf.CE. Division of Oporational Events Assessment (Post 870411), 89/03/23 
Consoljdaled Edison Co. of New York, Inc. 104pp. 48992.044-46992 147- 


R. Perfodlc operating reports 4 related correspondence 

8612310179 Monthly operating repts for Aug 1986 W/800905 Itr 
HARRISON.F,, DIETZ.C R Caralma Power a Light Co 86/66/31 SCROGQINS.R M 
Olfico ol Rosourco Management, Director (Pro 670413) i5pp 39116 248 39118:262 

0903010246 "Brunswick Steam Electric Plant Somlannusl Radioactive Effluent Refoase 
RepI Jul Doc 1988 " W/690223 Hr 

HARNESS, J L. Carolina Power & Mghl Co 86/12/31 94pp. 48648 164.4B648'257. 

8903140567 Monthly operaling repts for Feb 1989 for Brunswick Steam Electric Plants 
Unils I & 2W/undaled Ilf. 

HARHISON.F . HARNESS. J L Carolina Power & Light Co 89/02/28 8pp 46834 189- 
48634 196 


S. Reportable occurrences, LERs A related correspondence 

6903230240 LEH a9 0O1-0O,on 89021 4, momentary Initialion signal generated & HPCI 
svs auto started as designed but remained fn min flow mode & did not inject fnto reac 
lor pressure vessel Caused by spurious closure signal W/830316 Itr 
HARRfS.T . HAHN ESS .J.L Carolina Power & Light Co 89/03/16 5pp. 49022.343 
49022347 


8903280160 I EFI 80 (JG2 00 on 8902? t two supports on HPCI stonm Supply iliscovored 
w/c racked wold indicritions showuuj rust Caused by poor wold quality Wolds 
fopnired W/B90121 Hr 

JONES, T, HARNESb,JL Onratinj Power & Light Co 89/03/21 2pp 490/4 058 
48074 050 


V Operator Examinnifons 


8903220159 Gonenc Lir 89 03 lo all power reactor licensees & applicants for OL ro op 
eratof licensing natP oxam schedule Sve list onri 

VARGAS A Assocratfl Director for Projects (Post 870411) 89/03/24 Consolidated 
ErfiSonCo ol New York, Inc 54 pp 49005 001 49005 056 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Securlty-t medical, emergency & lire protection plans 

0903020103 Forwards Insp Ropts 50 324/69 04 & 50 025/09 04 on 8901 17 20 & 30 No 
ViOtatiOns or deviations noted 

OECKER,T R Region 2, Ofc of the Director 09/02/14 UTLEY.E E Carolind Power & 
Light Co 2pp 48673 229 466/3 216 

-8903020202 Insp Rcpls 50 324/89 04 & SO 326/89 04 On 8901 17 20 & 30 No VfOla- 
ttons noted Major areas inspected review ot ernprcjency plan & iinplemonling 
proccdurc5,emergQricy tacitities, equipment, instrurnenlaiion & supplies 
SARTOR, WM Reqron 2, Ofo of the Director 89/02/10 5pp 48 673 23 1 48673 235 

6903030259 Forwards Emorgoiicy Operating Procedures Insp Repts 60 324/ flO 200 A 
50 325/80-200 on 860926 100/ 

LAINAS.GC Division of Reactor Projects - I/ll (Post 870411) 89/02/23 UTLEY, £ E 
Carolina Power & Light Co 6pp 48692 016 4 8692 056 

-8003030263 Jnsp Repts 50-324/08 200 & 60-325/88 200 on 880926 1007 Technical 
fnaccuracies rolod Major areas inspacted emorgoncy aporaimg 
procedures, procedures & plant operations ro human factors & primary containment 
venting procedures 

VANDENDURGH.C Division of Reactor Inspection & Safeguards (Post 870411) 09/ 
01/25 35pp 48692 022 48692 056 

8903200212 Forwards emergency preparedness exercise objeclivob for exercise sched- 
tiled for 890523 Complotc oxorciso scenario will be submitted no later than 45 days 
prior to start of exercise 

LoFLIN.L I Carolina Power & Light Co 80/03/09 Document Control Branch (Dncu 
ment Control Desk) 4pp 48971 606 48971 009 

8903270217 Forwards Amends 126 & 156 to Licenses DPR-71 & DPR 62. 
respectively Amends change Tech Spec Table 3 3 5 7-1 to reflect mod of prosonl fire 
detection sys for drosel generator cells Safety evaluation also end 
LE.NG Project Directorate It 1 89/03/20 UTLEY.E E Carolina Power & Light Co 
app 40110 116 49110 131 

-8903270220 Amends 126 S 166 to Licenses DPR 71 & DPR-b2,respeclivoly. changing 
Tech Spec Tabte 3 3 5 7-1 to reflect mod of present fire dptectron sys for diosci gon- 
eialor celts 

REEVES.E A Projocl Dirccloram 11*1 89/03/20 tOpp 49110 1 19 49110 128 

-'8903270223 Safety ovaluation supporting Amends 126 & 156 to Licenses DPR 71 & 
DPR 62, respectively to cfianqe Tech Spec Table 3 3 5 7-1 to roflect proposed mod of 
prosonl fire detection sys for cfiesel generator colls 

* Office ot Nuclear Reactor Regulation, Director (Post 87041 1) 0D/O3/2O 3pp 
49110 129 49110 131 


J. m&uranco A Indemnity Information 

8903270309 Final response to FOIA request for records App A records one! & available 
in POR 

GRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
890205) 89/03/23 WILLI AMS.O G JRA Associates 2pp 

-8903270312 Responds to 890218 Itr ro amended indemnilv agreement v// utils to 
permit storage of spent nuclear fuel FR notice end 
INGRAM.F Public Affairs 89/02/22 SMITH.J J Affiliation Not Assigned 2pp 


P, Operating ffeenae stage documents & correspondence 

3902240323 Forwards notice of withdrawal of 861113 application for amends to Li- 
censes DPn-62 & DPR-ZLsuppfemanted on 870128, concerning deletion of require- 
ment to perform temp sensor response lima testing on various switches.per 881102 
Itr 

LE.NB Pfofocl Directoralo IM 89/02/16 UTLEY.E E Carolina Power & Light Co 
2pp, 48579 242-48570 245 

^8902240326 Notice of withdrawal of 861113 application for amends to Licenses DPR- 
62 & OPR-71, supplemented on 8701 28, concerning deletion of requirement to perform 
temp sensor response time testing on various switches 8 thermocouples, per 8611 OS 
Itr. 

REEVES.E A Project Directorate 11-1 89/02/16, 2pp 48579 244-48579 245 

6SO228032S Forwards safety evaluation re controf room radiological habitability sys, per 
ulil 650830 evaluation Sub] sys capable of protecting control room operators from 
DBA radiological releases w/doses below guidelines of GDC 19 
TOURIGNV.EG Profoct Directorate IM 89/02/16 UTLEY.E E Carolina Power & 
Light Co 2pp 48636 147-48636 152 

-8902280327 Safety evaluation supporting conlrol room habitability sys of plant & ac- 
ceptability of existing Tech Spec re control room pressurization requirement 
^ Office of Nuefear Reactor Regulation, Director (Post 870411) 89/02/16 4pp 
48636<149 48636.152 
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B&03030049 Supplomonial appitcalton for amends lo Licenses OPR 71 & OPR 
rating cycle specific paramolor limits lo incorporate guidance lo Generic Ltr 8046 & 
SER of Amend 19 to JvjEDE-2401 t-P-A 

MCDUFFIE.MA Carolina Power & Ligni Co BO/02/20 Documonl Control Branch 
^Document ConlroJ Desh) 19pp 40716 262 40717 020 

-8903030051 Proposed Tech SpGC9,reflocling elimination of cycle specific parameter 
limits to incorporate guidance in Gonoric Ltr 8046 & SER for Amond 10 lo NEDE- 
24011-p.A 

' Carolina Power & Light Co 89/02/20 lOIpp 48716 281-46716 361 

-S983080263 Rev 0 to “Brunswick Unit 1. Cycle 7, Coro Operating Linn 11s Repl.Feb 
1989," 

DEVOE.MJ, CLEMENTS, T Carolina Power & Light Co a9/'02/17 Upp 46717001 
48717 011 

8903020313 Notification of 890222 meeting w/ulil In QolhoscIa.MD lo discuss action for 
crack found in recirculation sys safe ends 

TOURIGNY.EG Project Directorate 11-1 89/02/21 MURLEYJ NRG No Dotailod 
Affiliation Given 3pp 48669 244 48689 246 

8903100414 Confirms 890201 lofcon re mgl mooling on 890310 at Region II ofc lo dis 
cuss progress of nucfoar mgt & operational oftectivonoas appraisal of plant, 

ERNST ,M.L Region 2, Ofc of the Director, 89/02/22 UTLEY.E E Carolina Power & 
UghlCo 2pp 48003 030-48803 031 

890310056S Notification of significant licensee meeting w/uM on 890310 in Region II 
ofc to discuss progress of nucloar mgt & operational eflectivoness appraisal of plant 
& util In general 

DANCE.HC Region 2. Ofc of Iho Diroctor 89/02/22 Region 2, Ofc of tho Director 
2pp 48801 327 48801*328 

8903270306 FOfA request for JL Smith 890215 Hr to NRC ro spent fuel shipment from 
Brunswick Nucloar Power Station to Harris Plant 

WILLIAM8.0G JRA Associates 89/02/27 GRIMSIEY.D H NRC * No Oolailod Affili 
aiion Given 2pp 

8903070205 Notification of 090307 mooting w/BWR Ownora Group in RockvIllo.MO lo 
discuss Items of current Interest Agenda end, 

SHAO.LC Division of Engineering & Systems Technology (Posl 070411) 89/02/28 
MIRAGLIA,Fd Assocfale Director for (nspoclion & Technical Assossmonl {Post 
87041 1) 0pp 48763 023 48763 030 

8903140083 Provides results of evaluation of now section lo Station Dfackoul Rufo 
10CFR50 63,pef NUMARC 87 00, except where Rag Guido 1 155 lakes 

B recedence Mods will be completed wiihin 2 yrs after NRR noliflcallon 
tCDUFFIE,MA Carolina Power & Light Co 89/03/03 Documonl Control Branch 
(Document Control Desk) 5pp 48854 197-40854 201 

8903140351 Submils clarification lo util 801026 renuost to rovis-e footnote of Tech Spec 
Table i 2 re recoupling of single control rod while rod being moved, Rod will not un- 
couple or experience friction, per described procedures 

LOFLtN.LJ Carolina Power & Light Co 89/03/06 Document Control Branch {Docu- 
ment Control Desk) 2pp 48048 342-48848 343, 

8903150249 Forwards safety evaluation supporting ulil responses lo Generic Llr 83- 
SOJtems 321&322 re lest & maint procedures & Tech Specs & posl moinl tosling 
LE,NB Project Directorate 11-1 69/Og/OO UTLEY.E 6 Carolina Power & Light Co 
2pp, 48871 353 40B71 357 

>*^83150287 Safety evaluation supporfmg util responses to Generic Llr 83-28, Horns 

' Office of Nuclear Reactor Regulation, Director (Post 070411) 89/03/08. 3pp 
48871 355 4887 1 357 

8903150345 Forwards safety evaluation supporting util 871204 submillal of design mod 
that allows tesfing al power w/o preventing alternate rod injeclion sys from rospond- 
fng lo automatic initiation signal 

LE,N 8 Pfolocl Directorate 11-1 09/03/08. UTLEY.E E, Carolina Power & Light Co 
2pp, 46871 276 48871.281 

-8903150350 Safety evaluation supporting util compliance w/ATWS rule, 10CFR5062 
re power testability features of alternate rod insertion sys & redrcufalmg pump trip 
design 

‘ Ollice of Nuclear Reactor Regulation, Director (Posl 670411) B9/03/08 4pp 
48671 270-48871 281. 

6903200265 Provides results of plant lab analysis of liquid samples spiked w/rodianu- 
chdes (or FG-55,H-3,Sr-89 & Sr-SO 

HARNESS, J L Carolina Power & Light Co. 89/03/08. KAHLE.J B Region 2, Ofc ol 
the Director. 2pp 40970 183-48970.184 

B903230113 Forwards safety evaluation re Generic Llr 83-28,ll0m 2 1 {Paris 1 & 2) re 
equipment classification & vendor interface for reactor trip sya components, 

LE.NB Project Direciorate 11-1 89/03/15, UTLEY.E E Carolina Power & Light Co 
2pp 49037 096-49037*100 

8903240201 Summary of 890222 meeling w/licensee In Belhasda.MD to discuss char- 
acledEatfon of & proposed actions for, cracks found In Uni I 1 recirculation sys sale 
ends Potential implications for Unit 2 also addressed 

TOURIGNY.EG Projecl Directorate H-1 89/03/15 ProlocI Directorata Ihl. 7pp 
49039:266 49039 272 

8903230232 Application for amends to Licenses OPR-71 & DPR-e2 Amends revise Tech 
Smcs to incorporale test frequency changes for Rosemounl analog trip uml sysloms 
MCDUFFIE, M A Carolina Power & Light Co 89/03/16 Document uonlrol Branch 
lOocument Control Desk) 8pp 49082 057 49002 300 

-8903230240 Proposed Tech Specs lo incorporate lest frequency changes lor Rose- 
rqounl analog Irip unit sys 

• Carolina Power & Lighl Co 89/03/18 30pp 49082 065-49082.121 

6903230148 Fonwards safely evaluation re ulil 631107 responses lo Generic Ur 83 
28,1 tem 2 2 (Part 1) re equipment da ssl lie aiion programs for safely related compo 
nents & Item 4 5 2 re reactor trip sys reliability. 

LE.NB. Projecl Directorate IM. 09/03/17 UTLEY.E E, Carolina Power & LighI Co 
3pp 49030150 49030 158 


—0903230150 Safely evaluation accepting util 831107 rosponsr to Gonoric Ltr 03- 
28, Item 22 I re equipment classification programs for safely rolalod componenls 

* Olfico ol Nuclear Reactor Regulalion, Director (Post 8/0411) 89/03/17 4pp 
49030 1 53 4 9030 1 56 

-8903230163 Safely evaluation accepting util rosponso to Generic Llr 83-28, Item 4 5 2 
ro reactor trip sys roliabjliiy 

* OlfiCQ of Nuclear Reactor Regulalion, Oiroclor (Posl 870411) 69/03/17 2pp 
49030 1 57 4 9030 1 50 

6^03270217 Forwards Amends 126 & 156 lo Licenses DPR-71 & DPR-62. 
rospectivoty Amends change Tech Spec Tablo 3 3 57 1 to reftoci mod of present firo 
dotoclion sys for diosel generator cells Safaly evaluation also end 
LE.NG Projecl Dircclorate II 1 89/03/20 UTLEY.E E Carolina Power & Light Co 
3pp 49110116 49110 131 

-8903270220 Amends 126 & 156 to Licenses DPR’71 & D PR-62, rospaclivQly, changing 
Tech Spec Tablo 3 35 7-1 to rolled mod ol present fire dotechon sys for diesel gen- 
erator colls 

REEVES.E A Projecl Oiredoralo II 1 89/03/20 lOpp 491 10 1 19 491 10 128 

-8903270223 Safety evaluallorv supporting Amends 126 & 156 lo Licenses DPR 71 & 
DPR 62,respecliv0ly to change Tech Spec Tablo 33 5 7-1 lo roflocl proposed mod of 
present firo detoclion for diesol gonerator cells 

* Oflico of Nuclear Reactor Regulalion. Diroclor {Posl 870411) 89/83/20 3pp 
49110 129 49110 131 

69031 602 9>S Generic Llr 89 02 lo all holdors of OLs & CPs for nuclear power reactors ro 
actions lo improve doloclion of counlo/roil & fraudulently marketed products Sve list 
end 

VARGA.SA Associate Director for Projects (Posl 870411) 09/03/21 Consolidated 
Edison Co of Now York, Inc, 57pp 48960 001 48S60 057 


Q. Inspection reports, IE Bulletins & correspondence 


8903220277 EN 89 0 27 on 8903 16,nolir:e of proposed imposilion of civil penalty in 
amount of $150,000 will bo issued to licensoo based on two individual events that 
rosuHod In loss of secondary containment InlOBrily 

TROSKOSKI.W. LIE8ERMANJ Ofc ol Enforcemont (Post 870413) 80/03/13 Ip 
49004:244-49004 244 

8902240148 Advises thai util 660408 response to NRC Dullein BB 001, "Defects in 
VYeslinghotiso Circuit Groakors,*' acceptable No use of Woslinghouso DS sorios cir- 
cuil breakers In Class IE sys at plant confirmed 

TOURIGNY.EG Projecl Direcloralo II I 09/02/14 UTLEY.E E Carolina Power S 
Light Co 2pp. 4B58G 358 46583 359 

8903020193 Forwards Ift^p Rents 50 324/89 04 & 50 325/89 04 on 890117-20 & 30 No 
violations or doviations noleo 

DECKER, TR Region 2. Ofc of tho Director. 80/02/14, UTLEY.E E Carolina Power & 
Light Co 2pp 40673 229 48673 235 

-8003020202 Insp Ropts 50-324/80 04 & 50-325/69 04 on 890117-20 & 30 No viola- 
tions noted Major areas Imspecled review of emorgohcy plan & Implomonling 
procodures.omorgoncy facihtiea, cquipmonLinstrumenlalTon & supplies 
SARfOn.WM. RANKIN, WH Region 2. Ofc of the Director. 89/02/10 Bpp 
4B673 231-48673 235 

8902270478 Forwards fnsp Repls 50 024/80-03 & 50-325/69 03 on 6D0123 27 No vio 
la lions or deviations noiod 

FEEBLE S.T A Region 2, Ofc of Ifio Diroclor 69/02/16 UTLEY.E E Carolina Power & 
Light Co 2pp 48586 211.48506 222 

-B9022704B7 (asp Repts 50-324/69 03 & 50 325/89 03 on 6001 23-27 No violations 
noted Major areas inspocloci followup lo operational performance assessmonl con 
ducted on 880827-0715, doscribod in Insp Ropts 50-324/66 10 & 50 325/88 1 9 
BRESLAU.B . LAWYER, L Region 2, Ofc of tho Director 89/02/10 IQpp 48586 210- 
46586 222 

8902280389 Responds to NRC 890215 roquosi for addl Info ro roaclor recirculation sys 
safe end inBp3,por 89020D lolcon I a discuss insp & doleclion of crack 
indications Nuto-'h Ropi XGP-0 1-003, "Residual Stress Analysis " end 
LOFLIN.LI Carolina Power $ Light Co 89/02/20 Documeal Control Branch (Docu- 
ment Control Desk) ^Opp. 4803G 100 48636 265 

-6902280474 "Residual Stress Analysis of Thermal Sleovo to Safe End Welds *' 
RICCARDELLA.P. GIANNUZZI.AJ, EDWARDS.N W Nulech, Inc XCP-01-003 79/ 
04/16 49pp 48636 217-48636 265 

8903030259 Forwards Emergency Op era ling Procodurog Insp Ropts 50 >324/88 200 & 
60-325/88 200 on 880026-1007 

LAINAS.Q C. Division of Reactor Piojocls - I/ll (Posl 87041 1) 69/02/23 UTLEY.E E 
Carolina Power & Light Co 6pp 48602 016 40692 056 

-8903030263 Insp Repls 50 324/QB-200 & 59 325/08-200 on 6B0926-1Q07. Technical 
inaccuracies nriled Major eroas ins peeled emergency operating 

procedure s.procodufos <& plant operations ro human factors & primary coniainmont 
venting procedures 

VANDENBURQH.C, KONKLIN.J E. Division ol Roaclor Inspection & Saiaguaids (Posl 
670411) HAUGHNEY,CJ Special Inspection Branch 80/01/26 35pp 46692.622- 
48692050 

6902170112 NRC Info Notice 89 020, "Wold Failures in Pump of Byron Jackson 
Design " Sve list end 

ROSSI.CE Division of Operational Events ABsessmenl (Post 870411), 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 46572 043>4a572 148 

B9022103S1 Suppt 1 to NRC Info Notice 86-073, "Direction Dopon(ler>t Leak Characler- 
(sties of Conlainmeni Purge Valves ” Sve list end 

ROSSI.CE Division of Operalional Events Assessment (Post 670411) 89/92/27. 
Consolidated Edison Co of New York. Inc 102pp 48589 001 48509 1 10 
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8903210564 NRC fnJo Notice 09 021, 'Changes m PerfOifmance Characlonslics of 
Mofdecl Case Circuit Breakers Sve list end 

ROSSI, CC Ojvjstori ol Opcratiorta! Events Assossmonl {Post 870411) 89/02/27 
Consol idatoci Edison Co of New York, Inc I04pp 4B57S 032 48570 137 

8903080454 Ack reccipl of 890120 response to viOtfllions noted m Ingp Ropts 50'324/ 
88 40 & 50^325/fiQ 40 

PEEBIESTA Region 2 Ole of the Director 89702/27 UTLEY, EE Carolina Power fi 
light Co ip 48743 023 43743 023 

8903100543 Forwards lr;sp Repls 50 324/69 02 8 50 325/89^02 on B9010I-31 & notice 
Of VJolairon 

VERRELLI,D M Region 2« Ofc of t)ie Director. 69/02/27 UTLEY, E E Carolina Power 
^LigtllCo 2pp 4BB02 352>4a603016 

--8903100546 Nolfce of Violation from mspon 390101-31 Vioration noted operator failed 
to place clearance tag as required, in lhal 1A RHR pump broaJter racked out instead ol 
2A breaker per clearance 2-1469 

VERRELLI.DM Region 2. Ofc oi Ihe Director 69/02/?7 2pp 48802 354-48802 359 

-8903100549 fnsp Repts 50 324/89 02 8 50 325/69 02 on 800101-31 Violaitons 
noted Major areas mspecied rrainl observation, surveillance obsorvafioaoperaHonal 
safety verifrcatpon, Uqw restnctino orifices & onsite LER review 
BULAND.WH, LEV|S,W . MADDEN PM Region 2, Ofc ol the Director 89/02/27 
22pp 48802 356-48803 016 

8903090294 Responds to violations noted in Insp Repis 50 324/68-41 & 50 325/86 
41 Correclive actions Sfd Operating Procedure SPO 02 6 revised to include specific di- 
rections for following plant overtime policy guidehnos 

HARNESSJ L Carolina Power & Light Co 69/03/01 Document Control BrancJi (Doc- 
ument Control Desk) 3pp 49783006 48783 068 

8903150492 Ack receipt ol 890213 itr informing NRC of steps taken to correct violations 
noted in fnsp Repls 50 324/88 33, 50-325/86-33 & 50 261/68 26 
ERNST, ML Region 2. Ofc of iha Director 89/03/01 UTLEV.EE Carolina Power & 
tight Co tp 40871 360 48871360 

8903100469 Forwards response to NBC Bulletin 88Q07,Suppl 1. ‘ Power Oscillaiions in 
BWRs” Abnormal Operating Procedures AOP04 0 & AOP04 3 revised to handle 
conditions which would inadvertently place reaclor rn rogion of instability 
MCDUFF(E,M A Carolina Power & Light Co 89/03/02 Documenl Conlrol Branch 
(Documeni Control Desk) 3pp 48804 133 48864 135 

0902270158 NRC Info Notice 69-022, '‘Questionable Ceilificalion of Fasleners ’’ Sve list 
end 

RDSSI.CE Dmsion of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, fne 105pp 4B732 001-48732 106 

8902280104 NRC fnfo Notice 89 023, "Envircn Oualilrcation of Lilton-Voam CIR Senes 
Electrical Connectors^’ Sve list end 

ROSSI, CE Division of Operational Events Assessnnent (Post 670411) 80/03/03 
Consokdated Edison Co ol New York, Inc 106pp 43723 038 4 8723 143 

6902280162 NRC fnfo Notice 89 024, “Nuclear Crilicatily Safely ” Sve lisl eneJ 
CUNNINGH/^M.R E Division of Industrial & Medical Nuclear Safety (Post 670729) 
89/03/06 Consolidatad Edison Co ol New York, tnc 96i>p 40700252-46700346 

8993010207 NRC Info Notice 89 026, “fnstrumenl Air Supply to Safety Rolatod Equip 
ment" Sve list end 

ROSSfCE Orvfsion of Opa/aiional Events Assessment (Post 870411} 69/03/07 
Consolidated Edison Co or New York, Inc lOSpp 4B741 053 4B741'156 

8903020165 NRC Info NoIjco 89-027, “Limilalions on Use of Waste Forms & High fn- 
legnty Containers for Disposal of Low Level Radwast© ” Sve lisl enci 
GREEVESJ T Division of Low Level Waste Management & Decommisslo/iing (Post 
870413} 89/03/08 Consolidated Edison Co of New York, Inc 117pp 487g8;l14- 
4B79B 231 

89030S0372 NRC Info Notice 69-026, “Weight 6 Ctr of Gravity Discrepancies lor Copes- 
Vulcan Air Operated Yafves “ Sve list encT 

ROSSI, CE Division of OperaUonal Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co ol New York, Inc 107pp 40895 CH)I 46895 109 

09O323QO1S Submits descriptions ol listed items, including post-overlay insp program & 
weld overlay repairs on reactor recirculation safe ends.per 690208 telco n re final 
(GSec insp results for RefueJing Oulage 6 

LOFLIN.Ul. Carolina Power & Light Co 89/03/14 Document Conlrol Branch (Docu- 
m on I Control Desk} 16pp 49030 010' 4 9030 025 

0993090021 NRC fnfo Nolice 89 029. “Potenliaf Failure of ASEA Brown Bovan Circuit 
Breakers During Seismic Event “ Sve hsl end 

ftOSSf.CE Division of Operational Events Assessment (Post 870411} 89/03/15 
Consolidated Edison Co of New York, fne 106pp. 48870 053 48870 169 

$903090133 NRC Info Notice 89-030, “High Temp Environs at Nuclear Power Pfartls” 
Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/03/15 
Consolidated Edison Co of New York, Inc 106pp 48895110-46895 215. 

8903160427 NRC fnfo Notice 09 031, “SwaJImg S Cracking of Hafnium Control Rods " 
Sve list end 

ROSSLCE- Division of Operational Events Assessment (Post 8/0411) 89/03/22 
Cofisotdatsd Edison Co of New Ymk. Inc. t02pp 489B6.0O1 -46986 163 

8903170419 NRC Info Noitco 89 032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys/’ Svc list end 

ROSSf,C E Division of Operational Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co. or New York. Inc 104 pp 48992 044-48992 147 


R. Parfodlc operaElng reports & re fated correspondence 

8612310179 Wonlhry oparalirw repts for Aug 19a6.W/860905 Ur, 

HARR/SON, F , DIETZ,CR Carolina Power & Light Co B0/OB/31 SCROGGINS, R M 
Office of Resource ManagemenL Director (Pre 070413) tSpp 391 18 248 391 18 262 

8903010246 “Brunswick Steam Electric Pfant Semiannuaf Radioactive Effluent Release 
Repl Jul Dec 1988 “ W/B90223 11/ 

HARNESS.JL Carorina Power & Light Co 88/12/31 94pp 48648:164 40648,257 


89031 405B7 Morrthly operating repls for Feb 1969 for Brunswick Steam Electric Planls 
Unils 1 & 2 W/undateef Itr 

HARRISON.F. HARNESS.JL Carotinn Power & Light Co 09/02/26 8pp 40B34J69 
46834 196 


S Reportable occurrences, LERs & related correspondence 

8903000095 LER 88 014 03 on 86O6O0.h}gh steam flow of RCIC setpoints determined 
to bo sot nonconsorvalively Similar events occurred on B0O624 & 30 Caused by im 
proper sloping & inadequate setpoint Sotpolnis odiusted W/090224 Ur 
PASTVA.M J . HARNESS, J L Carolma Power & Lighl Co 89/02/24 17pp 48779,324- 
40779 340 

8903090169 LER 88 035 01 on 80 1222, determined lhal standby gas iroalment line 
(SBGT) not soismicalJy quafifiod due 1o support problems rendormg SBGT trains A 
secondary contalnmor\l inoperable Investigation initialod W/B90220 Hr 
JONCS.T M . HARNESS, J L Carolina Power & Light Co 89/02/26 Bpp 46800 200 
48600 295 

6903090293 LER 68 030 01 on 881 130, testing of safety relief valves revealed that 9 ol 
11 valves losted lifted at pressures outside Tech Spec lolerance ol t /• lYo Caused 
by corrosion Induced bonding of pilot valved disc W/090301 hr 
JONES, T. HARNESS.JL Carolina Power & Light Co 69/03/01 6pp 46000 164 
48600 169 

6903 160066 LER 89 002-00 on 890207,08 1 1. full reaclor profoclion sys t^s received 

due to suspected noise tn intermediate range neutron monitoring circuitry Cause imtfO’r 
invesligalion Supplomentaf rept to be issued W/690308 Itr 

JONESJM, HARNESS.JL Carolrna Power & Light Co 89/03/08 2pp 46892 316 
46692310 

8903160092 LER 69 003 00 on 0902 12, automatic isolation of common control bldg 
HVAC sys occurred due to aclualion of chlorine detector Cause 
undetormined Detector returned to sve W/09O3O6 Itr 

PASTVA.M J, HARNESS.J L Carolina Power & Light Co 89/03/06 4pp 46067 320 
40887 323 

8903230165 LER 68 024-01 on 001 1 10, reaclor scrammed duo to momenlaiy turbine 
conlrol valve (asl closure circuitry trip Caused by electrical noise in turbine eloctro by 
draulic control sys Diodes will be installed on circuitry W/690315 Itr 
JONES.T. HARNESS JL Carolina Power & Light Co 89/03/15 5pp 49022 330- 
49022 334 

0903220374 LER 89'004 00 on 8902t5.unpfanned aulo isolation of RWCU sys inlel out- 
board isolation valve G31-F004 occurred due to spurious aclualion of sieam leak do- 
lection mslrumonlalion Reaclor operator & shift foreman counseled W/090318 Ur 
PASTVA.M J, HARNESS.JL Carolina Power & Light Co 69/03/16 5pp 49005 355 
49005359 

8903220379 LER 89 005 00 on 890216, primary conlammenl Group 3 isolalion allrrbuled 
to electronic noise induced spurious actuation of RWCU steam leak detection Modulo 
G31-TDS N602A Design replacement Instrument installed W/6903t6 Itr 
PASTVA.M J. HARNESS.J L Carolina Power & Light Co 89/03/16 5pp. 49007 160 
49007 164 


V. Operator Examinations 


8803220159 Genenc Ltr 89 03 to all power reactor Jicensees & applicants for OL re op> 
erator kconsmg nail exam schedule. Sve list end. 

VARGA, S A Associate Director for Prolects (Post 870411) 69/03/24 ConsoHdotod 
Edison Co of New York, fne 54pp 49005 001 49005 066 


DOCKET 60-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F Security, medfeal, emergency & ffre protection plans 

8903010210 Forwards enforcement package re proposed Imposition of civil penally In 
amount of $50,000 re failure of licensee personnel to properly assess & implement 
App R protected HCS letdown paths for App R scananos 

PAnTLOW.JG Ofc of Special Projects (Pre 881231) 08/07/22 LfEBEHMAN.J Ofc 
ol Enforcement (Post 070413), 2pp, 48651 012-48651 022 

-B903010218 Discusses notice of viofalion & proposed imposition of civil penally In 
amount of $50,000 for App R violations noted fn Insp Repts 50 327/08-24 & 50-326/ 
60 24 No mitigaling factors in enforcement policy appropriate 
PARTLOWiJ G. Ofc Of Specfal Projects (Pre 801231) 80/07/22 WHITE, S A Tennea 
see Valley Authority 7pp 48651014-48651 020 

-0903010223 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000 Violations noted, licensee aid not provide App R protects RCS letdown path 
for all postulated fire scenarios & did not maintain one train free of damage 
PARTLOW,JG Ofc of Special Projects (Pre 081231) 88/07/22 2pp 40651 021 
46651 022 

6903020057 Forwards Rev 19 lo physical secunly/contingency plan Rev withheld (ref 
1 0CFR73 21) 

GRfDlEY.RL Tennessee Valley Aulhonty 89/02/23 Documenl Control Branch 
(Document Control Desk) 2pp 48673 255-48673,256 

8903090225 Advises that 801207 Rev 1 to radiological emergency plan consislenl w/ 
provisions of 10CFR50 54(q) & acceptable 

MCCOY.F fl Region 2, Ofc of the Director 80/02/23 KINGSLEY.O 0 Tennessee 
Valfey Authority 2pp 48800'259-48800 260 

B$03060308 Fonivards Rev 20 lo plant physical security/contingency plan Rev wiltihefd 
(ref 10CFR73.21} r r ir / m 

CiRIDLEY,RL Tennessee Valley Authority. 89/02/20. Documenl Control Branch 
(Document Conlrol Desk) 2pp 4B7B8 109-48768 190 
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0903220026 Forwards Irisp Ropls irO :i27/Hy 06 S no 326/69 06 On 800123 27 Viola 
lion noted will not bo citod since all cnturia lor calrgorizntron of liconsoo-icfonlLfiGd vro 
rations mcl 

MCCOY. F R Assistant Diroctor for Inspection Programs MCCOY, F R Region 2, Ofc 
of the Director 09/03/10 KINGSLFY.OD Tennossoo Valley Aulhorily 2pp 
^9003 313 ^9003 3(6 

- 0903220030 Parlially wilhlioltJ Insp Ropls 60 327/09 06 & 50 320/89 06 on 090 123 27 
(ref 10CFR2 790(cl) & 73 21) Vrolalion nolod Major areas inspected pKysical secunly 
program for roactors, mcludmij bocurily mat, audit, barriers nlarnis & maint 
TOBIN.W J , MCGUIRE.D R Roqion 2 Ofc ollMe Director 89/03/10 Ip ^^003 315 
49003 315 


H. General correspondence 

8903000518 Comment opposing proposed rules 10CFR50 & 55 ro educ & oxporionco 
requ'iremenls for senior roarlor operators & siipcrrvisors a1 nuclear power pfanls Rule 
would result in qroatcr operator lurnovor rnto 

GIBBS. DJ Aflilialion Nol Assigned 89/02/20 Docketing & Services Branch Ip 
48745 122*40745 122 

8903270027 Requosls lhal MJ Ray bo r opine crl w/MJ Burzynski on future correspond 
ence direcicd to planl silo licensing 

GRIDLEY.R Tonnosseo Valloy Aulhorily 89/03/21 Documonl Control Branch (Docu 
menl Control Desk) Ip 49059 086 49059 000 


P Operating license stage documents & correspondence 

8903080530 SAFETY EVALUATION REPORT ON TENNESSEE VALLEY AUTHORiTY 
SEQUOYAH NUCLEAR PERFORMANCE PLAN Sequoyah Unit I Restart 
" As^ocialo Oireclor for Special Projocts (Post 890101) NUReG-1232 V02 SOI 09/ 
01/31 84pp 40740084 48748171 

8902140281 Forwards complolo hslmg of 107 updated omployoo concerns spocinl p/o 

g ram subcalegory ropls 

lRIDLEY,R L Tennessoo Vafloy Aulhorily 89/02/06 Documont Control Qrarveh 
(Documenl Conirol Desk) 6pp 46901 001 40931 045 

<•8902160171 Rev 5 to TVA Employoo Concorns Special Program Subeategory Ropt 
60300, “Sequoyafi Nuclear PlanL” consisting of Vol 5, •'Welding Cnlenory '' 
SCHOFIELO.R, BROWN.W R Tonnossoe Vnlloy Aulhorily 50300 V05 no5 60/01/ 
04 OBpp 46921 247*48921 344 

6902270148 Informs of changes in ulil senior nuefoar mgt PP Carier now site ficonsing 
managor.JL McAnally roslgned from TVA, offoclivo on 890127 & NC Katanas now 
vice president 

KINGSLEY.OD Tonnosseo Valloy Authority 80/02/14 CRUTCMFIELD.D NRC No 
Detailed Affiliation Given 2pp 48588 256 40580 267 

6902280424 Forwards cfarilicafion of scope & schediilo for primary drawing program, in 
response 1o NRC Itrs ro design basolino & voriflcation program 
QRIDLEY.R Tonnosseo Valloy Authority 89/02/21 Documonl Control Branch (Docu 
menl Control Ooak) 4pp 40624 \ 19 40624 122 

6903010025 Forwards rosponso to H Gnrg 800113 request for slolus of ulll actions to 
resolve audit findings on SPDS SPD8 uosign concept changod so that status trees 
valid for both prolnp & posl-lnp & status of SPDS prosonlod on every screen 
GRIDLEY.R Tonnosseo Vnlloy Aulhorily 89/02/22 Documonl Control Branch (Docu- 
mont Control Desk) 22pp 48653 312 48653 342 

6903020379 Forwards rosponso to Gunoric I tr 80 14, •'Inslrumonl Air Supply Sya Prob 
foms Af feeling Safoly-Rolnlod Equipmonl " 

GRIDLEY.R, Tonnosseo Vnlloy Authority 89/02/23 Documont Control Groncli (Docu* 
monl Conirol Desk) 27pp 48673 260 40673 204 

6903020626 Appllcntion for amonds lo Liconsos DPR-77 & DPR 79, consisting ol Tech 
Spec Chango Roquosts 88 24 & 88 02, rovising Unit 1 Surveillance Roquirojnont 
4 7 1 2 a lo add pump specific, differontial prossuro tost vnluos lor pump. 

RAY,MJ Tonnosseo valloy Authority 89/02/23 Documont Coniro) Branch (Docu* 
monk Control Desk) 3pp 48072 139 48672 205 

-8603020627 Proposed Toch Spocs,fevi3!ng Survoillanco Roqulromonls 4 7 1 2 a ro 
auxiliary food water sys 

' Tonnossoo Valloy Aulhonly 89/02/23 63pp 48672 142*48672 205 

6903090452 Forwards Amonds 101 & 00 to Liconsos DPfl*77 & DPR*79. rospoclively & 
safety ovaluallon Amends modify Tocli Spec conlainmont sys Survolllance Require* 
monl 8 46l2g&4631 & Table 3 6 2, "Contalnmonl Isolation Valvos " 

BLACK, S Assistant Director for Projocts 89/02/28 KINGSLEY, O D Tonnosseo 
Valley Aulhonly 4pp 48790 184*40799 203 

- 6903090469 Amends 101 & 90 to Liconsos DPn*77 & DPR 70.respoclwoly, revising 
Toch Spec conlainmont sys Survoillanco Roqulromonls 4612g & 4.6 32 A Table 
3 6 2. "Conlainmont IsoJalion Valves ” 

BLACKS Assistant Director lor Projocts 89/02/28 12pp 40799 188 40799 109 

>•8903090461 Safety ovalufllion supporting Amonds 101 & 90 lo Licenses DPR 77 & 
DPR*79,f08pocUvoly 

* Office Of Nuefoar Reactor Ronulallon, Director (Post 870411) 80702/28 4pp 
40799.200 48799 203 

86031D-I>176 Forwards permit applications for listed oxlsling sources a1 plant, 
SCHMIERBACH.M Tonnossoo Valloy Aulhorily 09/03/01 CROPP,JW ChaLlanooga* 
Hamilton County Air PoUutlon Conirol Bureau. Challanooga, TN 107pp 46027 160 
48027 283 

6903090440 Forwards Amends 102 & 01 to Liconsos DPR-77 & DPR 79, respoctivoly & 
safety evaluation Amend revises Toch Specs ro Survoillanco Requiromonts 4 6 1 2 & 
Bases 3/4 6 12 to permit uso of mass point method for App J 
BLACKS Assislant Director for Projects 80/03/02 kiNQSLEV.OD Tonnosseo 
Valloy Authority 2pp 48800 061*48800 077 

>*0903090444 Amends 102 & 91 lo Liconsos DPR-77 & DPR*79.rospoc1ivoly. revising 
surveillance roqulromonls 4 6 1 2 & Bases 3/4,6 2 2 lo permit uso of mass point 
mol hod for App J. 

BLACK.S Assislani Director for Projecis 89/03/02 13pp 48800.053 48800*076 


- 8903090448 Safely evaluation supporting Amends (02 8 91 lo Licnnsos DPR 77 & 
DPR 79,rGspocivoly 

' Olfice of Nuclear Reactor Heguliilion, Dirocior (Post 8704 1 1) 89/03/02 2pp 
48800 07G 48000 077 

8903090126 Forwards correcied Pago 3/4 6*4 to Toch Spec m Amond 102 lo License 
DPR 77 Wrong amend numbers ontored on subj pago 

BLACK, S Assislant Direcior for Projocls 89/03/03 KINGSLEY, O D Tonnosseo 
Voiloy Aulhonly 2pp 48800 336 48800 338 

-8903090129 Correclod Amend 102 Lo Liconse DPn-77 Wrong amend numbers entered 
on Pago -3/4 6 4 duo lo- ad min is tra live error 

• tennessBo Valloy Aulhordy 69/03/03 ip -18800 330*48800 338 

8903160249 Requosls comments on end draft . ’ COMMIX Analysis of Mam SleamlinQ 
Break in Calawhn Lower Conlainnnont ” Soclion 4 2 whore coniraclor finds lhal cer* 
lain local containment temps oxcced environ qualification temp warrants altention 
BLACK.S Assisiam Director for Projects 89/03/03 KINGSLEY.OD Tonnossoo 
Valley Aulhorily 120pp 48877 321*48078 079 

0903100370 Responds lo 801229 Hr ro steam generalor tube rupluro ovonlRopl EGG 
EAST-02C4 roviGWod for appiicabilily & doter mined lo temporarily mainlain administra- 
tive limit for reactor coolant conconlralion of ladioiodino a1 75 uCi/q 
GRIDLEY.R Tennossco Vafloy Aulhority 80/03/06 Documonl Conirol Branch (Docu 
monl Control Desk) 2pp 48603 020 40603 021 

0903100470 Forwards Amends 103 & 92 lo Licenses DPR 77 & OPR*7D, rospoclively & 
salely evaluation Amends doJelo Survoillanco Requiromonl (SR) 46 I 8d4 for omor 
goncy gas Iroalmont sys healers & correcis types in SR 4 7 8 d 4 
Black, S Assist ani Oireclor (or Projocls 09/03/06 KINGSLEY.O D Tonnessco 
Valley Aulhorily 2pp 48879 335 48870 348 

"69031604B4 Amonds 103 A 92 lo Licenses DPR 77 & DPR 70,rospochvaly, doleling 
SurvGj fiance Requiromonl (SR) 4 6 1 Q d4 for omorgoncy gas iroalmont sys heaters & 
corroding lypos in SR 4 7 ft d 4 

BLACK.S Assislant Dirocior for Prejecls 09/03/06 9pp 48879 337 4Q870 345 

-6903160486 Safely ovalualron supporting Amo.nda 1 03 & 92 to Uconses DPR'77 & 
DPR /O.rospoclivoly 

' Oflico of Nuclear Roeclor Regulation, Dirocior (Post 870411) ao/03/06 3pp 
40079 340 4B07D 348 

6903150119 Forwards SIMS update addrcssinq proshuldown Toch Specs, ompJoyoo 
concorns olemont ropls, NRC bulletins A gorcric (trs Imptomontation dales dovoloped 
from existing files 

GRIDLEY.R Tonnossoo Valloy Aulfiomy 89/03/07 Document Conirol Branch (Docu 
mont Conirol Desk) lOlpp 40077 04C 48877 177 

6903160319 Discusso^ lomporary exemptions from adminlslrnlivo provisions of 
10CFfl50 46 Uli! analysis lo support 890126 commllmonl lo real art Units 1 & 2 w/ 
mods por 10CFfl50 4G oxpeclod in mid Ocl 19C9,supcrsocJing 800010 commilmont 
GRIDLEY.R Tonnossoo Valley Aulhorily 89/0-3/07 Documonl Conirol Branch (Dccu 
monl Control Desk) 2pp 48804 356 4QOf34 357 

6903160469 Forwards addi info ro Toch Spec Change 80 15.p0r G90222 to Icon 
ro nil os I Rqno SI Honing rod cluHor control fiSscmWIos addressed 
GFllDLC.Y,n Tonnossoo Valfoy Aulhonly D9/O3/09 Document Control Branch (Docu 
monl Control Doak) 3pp 48870 170 40870 180 

8903200004 Forwards Amonds 105 5 94 lo 1 icons os OPR-77 & DPR 79. rospoclively & 
safety ovafualion Amonds cfiango Tecli Specs 1e flGtolo Survoillanco Roquiromont SR 
4 4 3 2 3 for prossurizor block valvos & as'iociatod block valvos 
BLACK.S Assislani Diractor for Proiocts 09/03/00 KINGSLEY.OD TonnoaaQO 
Valldy Aulhonly 2pp. 40070 20(3 40970 290 

-6903200105 Amonds 105 & 94 to Lfeenso DPR-77 & DPR 70. rospoc lively, changing 
Toch Spocs to dolQlo survoillanco roquiromonls for prossurizor POR Vs & assodalou 
block valvos 

BLACK.S Assislani Oiroctor for Projocls 09/03/09 lOpp 48970 268 48970 207 

> 6903200109 Safely ovafualion supporling Amemfs 105 & 94 to Liconsos DPR 77 & 
DPR*70,fospGCtwGly 

* NRC - No Dotailod Alfifialion Given 8'9/03/00 2pp 45970 200 40970 209 

8903210140 Forwards Amonds 104 & 93 to Llcensos DPR-? 7 & DPR-79. rospoclivoly & 
aafoly ovalua lion Amonds add footnolo lo Limilinfl Condillon for Oporalion 3 4,2 for 
RCS safety valves 

BLACK.S Assislani Dirocior for Projocls 89/03/00. KINGSLEY, O D Tonnossoo 
Valloy Aulhonly 2pp 40905 048 48905 062 

>-8993210161 Amonds 104 & 03 lo Ucensos DPn-77 & DPR*79.rospocUvoly. adding 
foolnolo to Toch Spec Limning Condilion for Oporalion 34 2 for RCS safely valves 
BLACKS Assislani Dirocior for Projocls 89/03/09 lOpp 48085 050 48065 059 

-8903210163 Safety ovaluadon supporling AmenclB 104 & 03 to Liconsos OPR-77 & 
DPR*79,rQ8pGclivoly 

' Office of Nuclear Roaclo-r Ronulallon, Dirocior (Post 970411) 89/03/00 3pp. 
46095 060 40905 062 

8903236412 Forwards Amends 106 & 06 to Ucensos DPR 77 6 DPR 70. respoclivoly & 
safely ovaluallon Amonds leviso Toch Spec Table 3.3-5. "ESF Response Timos." 
BLACKS Assisiam Dirocior for Projocts 90/03/13 KINGSLEY.OD Tonnossoo 
Valloy Aulhorily 2pp 49929,266*49020 2Q4 

-S903230416 Amends 106 a 96 to Uconses DPR 77 & OPR 79,fospocUvoly, revising 
Toch Spec Table 3 3 5, "ESF Response Times " 

BLACK.S Assislani Director for Projocls 00/03/13 Ifipp 4 002 0.270 -4 0029, 281 

-8903 230420 Safely evaluation supporlmg Amends toe & 96 to Liconsos DPR 77 A 
E)PR -70. respect IvoJy 

' Office of Nuclaar Reactor Regulation, Director (.Post 870411) 69/03/13 3pp 
49029 282*49020 204 
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fi90l2'4l)038 Forwtucfs Oualilicaiion Te^l P/o-gram for Silicono PubbeM/isulaled Cables 
for Usf’ in TVA Sequoyah & Walts Bar Nuclear PJanIs ' prepared by WylD Labs Util 
conclucfes ihal remaining concerns re cable mslallalron praclices at plant resolved 
GRIDLEVR Tennessee Valley Authority B9/03/13 Document Control Branch {Doc u 
n^ent Control Desk) 2pp 49161203 45162 151 

-8903240044 Ouatificapon Test Program for Silicone Rubber Insulated Cables for Use 
in TVA Sequoyah & Walts Bar Nuclear Plants ’’ 

WALTER RT JOHNSON F R , HIGHT.G W Wyle Laboratories IG056 1 89/02/13 
35lpp 19161 205 49162 I5t 


8902270408 Forwards Insp Hepis 50 327/89 03 &. 50 328/ H9 03 on 890109 13 No \iO 
latioris or ilovialions noted One unrosolved item idunlifiod in rrpt 
MCCOY.fr Regton 2. Ole of Iho Drreclor 89/02/15 KINGSLEY.OD Tonnossoo 
Valley Aulhorily 2pp 4Q5QS 339 48588 352 

-09022704 1 3 Insp Repls 50-327/89 03 A 50 328/89 OJ on 890100 13 No violalrons or 
deviations noted One unresolved item identifiod Major areas inspocmd rnsorvico Insp 
& inservice testing of pumps & valves 

CROWLEV.B . BLAKE.J J Region 2, Ole of the Oiroclor 80/02/10 13pp 48588 341 
46588 352 


9903220494 Summarizes results of stu^ completed by util to doiermino appropriate 
damping values to he used for QBE & SSE evaluation of plant HVAC dueling 
sys GiJtsert/Commonweallh, fnc Repl 2783, ' HVAC Damping Values’ ' one I 
GHIDLEV.R Tennessee Valley Autbonty 89/03/15 Document Conirol Branch (Docu' 
iTienI Conirol Desk) 3pp 4900B 038-49003 072 


8903090054 EN 89 017 on 890223 nolico of violation & proposed imposition of civil pen 
allies in an'iounl of $50,000 will ho issued Action based on inadequate idontifioalion 8 
correPlior>-of conditions adverse to quality 

TROSKOSKI.W, LIEBERMANJ Ofc of Enlorcomonl (Post 870413) 89/02/17 tp 
48780 017-48780 01? 


-&9 0322 0506 "Sequoyah Nuclear PlanI Units 1 & 2 HVAC Damping Values " 

CHENC RIECK.P J , MEEK.WE Tennessee Valley Authority 2783 60/11/18 32pp 
49000 04 1 49008 0?2 

B9Q323Qt19 Forwards Amends 107 6 97 to Licenses DPR 77 & DPR 79. rospeclively & 
safely evaluplron Amends modify Tech Spec Section 5 0, "Administrative Controls' of 
ETS to reflect new title lor station supertnienderrt a extend audit time 
BLACKS Assistant Direclor for Protects 69/03/15 KINGSIEY.OD Tennessee 
Valley Aulhonly 2pp 49024 068-49024 035. 

-8903230122 Amends 1 07 & 97 la Licenses DPR-77 & DPfl-79,respeciively, changing 
ETS.Sectieri 6 0, ‘ Administrative Controls’ lo reltect new title for station superintond 
enl & e)itending audit interval for environ monitonnq to once per 18 months 
BLACK S Assistant Director for Projects 89/03/15 14pp 49024 070 49024 083 

-8903230126 Safety evaluation supporting Amends 107 & 97 to licenses DPR 77 & 
DPR 79 respec lively 

• Office of Nuclear Reactor RegulatJOfi Direclor (Post 070411) 89/03/15 2pp 
49024 084 49024 085 

8903240021 Forwards conecled pages to Amend 102 lo License DPR 77 & Amends 91 
a 92 (0 License DPR 79 changing page numbers 

BLACK, S Assislant Director for Projects 69/03/15 KINGSLEY.OD, Tennessee 
Valley Authority 2pp 49033336 49038 341 

”6903240029 Corrected Amend 102 lo License DPR 77 & Amends 01 & 92 lo Liconso 
DPR 79 re surveillance requirements for containment sys 

• NRC - No Detailed Affiliation Given 89/03/15 4pp 49038 338 49038 341 

0903230112 Ack receipt of ubl 690214 Ur re rolificatioii of senior nuclear power mgt 
changes within TVA Rev lo corporate nuclear performance plan should be submifted 
wifhin 60 days to provide mechanasm for NRC review of changes 
LIAW.BD TVA Projects Division 89/03/17 KINGSLEY.OD Tennessee Valley Au- 
Ihonly epp 4904B 192 49048 197 

89031601296 Generic Ltr 39 02 to all holders of OLs £ CPs for nuclear power reactors re 
aclions lo improve defection of cour^terfeit & fraudulently marketed products Sve list 
end 

VARGA, S A Associate Director for Projects (Post 8704tl) 89/03/21 Consolidated 
Edison Co of New York, Ijic 57pp 48960 001-48960 057 

6903278019 Withdraws Tech Spec Change 97-24 re proposed change to fimiling Condi- 
tion 34 8 & associated surveillance requirement 

GRIDLEY.R Tennessee Valley Authority 69/03/21 Document ConUof Branch (Docu- 
ment Control Desk) 2pp 49055 053-49055 054- 


Q. inspection reports, IE Bulletins A correspondence 

8902270250 Fonvards rev to ‘ Inservice Sys Pressure Test Program for First ID Yr Inter- 
vat," per 8004 1 4 & 88 061 B requests 

GRIDLEY.fl Tennessee Valley Authority 86/03/10 GRACE. J N Region 2. Ofc of the 
Director ip 48588 227-48568 237 

-8902270253 'fnservice Sys Pressure Test Program lor First 10- Yr Interval Sequoyah 
Nuclear Planl Units 1 A 2 ” 

• Tennessee Valley Aulhonly 66/03/10 lOpp 4B5B8 228 4B588 237 

8609040117 Forwards fnsp Repls 50 327/66 39 & 50-326/66 39 on 660623-26 & notice 
ot viol alFon Concern raised re error not reported in LER as required by 10CFH50,73 
ZECH.GG Region 2, Ofc of the Director 86/08/21 WHITE.SA. Tennessee Valiev 
Authonty 2pp 37758 00N37756 009 

« 8609040120 Notice of violation irom insp on 660623 26 
ZECH.G G Region 2. Ofc of the Director 8B/08/21 tp 37756003 37756 003 

”6609040125 fnsp Repts 50 327/86 39 A 50-328/86 39 on 860G23 26 Violation 
noted failure lo lepl computer program input required by Tech Specs 3/4 22 & 3/ 
4 23 (or hot channel factor surveillance 

BURNETT.PT, long, a R . JAPE.F Region 2, Ofc of ihe Director 86/06/15- 6pp 
37758 004-3775B 009 


89D22B0t24 Forwards fnsp Ropls 50 327/89 04 & 50 328/89 04 on 890117- 20 No vio- 
laltons or cfe via lions noted 

MCCf^y.F R Region 2, Ofc of the Oireclor 89/02/10 KINGSLEY,0 D Tonnosseo 
Valley Authority 2pp 48626 048 40626 055 

- 8902280127 Insp Repls 60 327/89 04 & 50 328/89 04 on 890117 20 No violations or 
deviations noted Major areas inspected licensee action on previous msp findmgsJE 
Bulletin 80 1 1 & snubber surveillance programs 

LENAHAN.JJ, BELISLE G A Region 2, Ofc of the Director 09/02/15 6pp 
48626 050 46626 055 

B90224012G Forwards VoJs 1-5 lo 'NIS-1/90 Day Inservice Insp Repl, Unit 1 Cyclo 3" 
V/ofs 2*5 conlain partial submittal of ASME Section XI summary repls gereralod as 
result of repairs A mods on Unit 1 Remaining repls will bo submitted by 890506 
GRIDLEY.R Tennessee Valley Aulhonty 69/02/21 Document Conirol Branch (Docii 
menl Control Dosk) 4pp 48572 149 40576 062 

”8902240131 Vols 1-5 lo ‘‘NIS-l/90 Day fnservice Insp RepLUml 1 Cycle 3 " 

* Tennessee Valley Aulhonty 89/01/26 I.OOOpp 48572 153 48576 062 

8903060182 Discusses Insp Repl 50 327/88 35 & 88 55 a 50-326/08 35 a 88 55 a for 
ward notice of violation a imposition of penalty in amount of S50.000 
CRUTCHFIELD, D Ofc of Special Projects (Pre 881231) 09/02/23 KINGSLEY.OD 
Tennessee Valley Aulhonly 4pp 48736 159 48736 165 

• 8903060184 Notice of violatron a proposed imposition of civil penally in amouni of 
$50,009 from insp on 880711-15,0822-23 a 1116 1201 Violations noted feodwaler 
control sys failed lo perform as described in FSAR 

CflUTCHFIELD.D Ofc of Special Projecls (Pre 801231) 89/02/23 3pp 48736 163- 
48736 1 65 

6902170112 NRC Info Nolic© 89 020, ‘Weld Failures m Pump of Byron-Jacksoh 
Desfgr^ " Sve list end 

ROSSf.CE Division of Operaliorvat Events Assessmenl (Post 870411) 89/0S/24 
Consofidatod Edison Co of New York, Inc 106pp 48572 043 48572 148 

8902210351 SuppI f to NRC Info Notice 08 073, "Direchon Dependent Leak Character 
Islics of Conlainment Purge Valves " Sve list end 

ROSSI.CE Division of Operalional Events Assessment (Posi 870411) 89/02/27 
Consolidated Edison Co of New York. Inc 102pp 48580 001 40509 1 10 

8902210564 NRC Info Notice 89 021, "Changes in Performance Characteristics of 
Molded Case Circuit Breakers " Sve list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 104pp 48570 032 48570 137 

89031402G6 Ack receipt of 690213 ltr informing NRC of steps taken to correct violation'^ 
noted in Insp Repls 50 327/86 54 S 60 328/86 54 

MCCOY.FR Assistant Direclor for Inspcclion Programs 89/02/28 KINGSLEY.OD 
Tennessee Valley Authority 2pp 48058 195 48858 196 

8902270158 NRC Info Notice 89 022, "Queslionablo Certificalion of Fasteners" Sve Jisl 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/03 
Consolidated Edison Co of New York. Inc I05pp 48732 001 48732 106 

8902280104 NRC Info Notice 89 023, "Environ Oualificalion of LItlon-Veam CIR Senes 
Etectneal Gmtncctors " Sve end 

ROSSI.CE Divislor^ of Operational Events Assessmenl (Posi 870411) 89/03/03 
Consofidaled Edison Co of New Yoik. fnc I06pp 48723 038 48723 143 

6902280162 NRC tnfo Notice 89 024 "Nuclear Criticality Safety " Sve list end 
CUNNING HAM. R E Division of Induslrial & Medical Nuclear Safely (Post 870729) 
89/03/06 Consolidated Edison Co of New York. Inc 96pp 4B700 252 48700 346 

8903010207 NRC fnfo Notice 89 026, "Instrument Air Supply lo Safety-Related Equip- 
ment ■■ Sve fist end 

R08SLCE Division of Operational Events Assessment (Post 870411) 89/03/07, 
Consolidated Edison Co of Now York, Inc I05pp 4874 1 053-48741 168 


8903010210 Forwards enforcement package ra proposed imposition a( civil penalty m 
amount ot $50,000 re failure of licensee personnef lo properJy assess & implement 
App R prolecled RCS feldown paths tor App R scenanos 

PARTLOW.JG Ofc of Special Projeds (Pre 661231) 88/07/22 LIEBERMANJ Ofc 
of Enfofcemem (Post 870413) 2pp 4a65r0l2-48651 022 


8903160273 Djscussos grid overvoUage condition at safety buses based on util 89D122 
notice of failure of diesel generator 2A-A NRC msp planned for wk of 890424 lo 
assess adequacy of actions lo manage long term grid overvoltage conditions 
BLACK.S Assistant Director for Projects 89/03/07 KINGSLEY.OD Tennessee 
Valfey Aulhonly 3pp 48879 313-48879 315 


-890 3 9102 18 Discusses notice of violation & proposed imposilion of civil penalty in 

amouni of^50.000 for App R violations noted in fnsp Repls 50-327/88-24 & 50-328/ 
"" ‘ 

iB/07/22 WHITE.SA Tennes 


OB 24 No miliqstiing factors in enForcemenI policy appropriate 
PABTLOW.JG OJe of Special Projects (Pre 681231) 8B 
see Valley Aulhonty 7pp 48651 014-48651020 


8903020165 NRC Fnfo Notico 89 027, "Limitations on Use of Waste Forms & High In- 
tegrity Conlamors tor Disposal of Low Leva) Hadwasle ” Sve list end 
GREEVESJT Division of Low Levef Waste Management & Decommission I no (Post 
070413) 09/03/08 Consolidated Edison Co of New York. Inc 117pp 48798 114 
48798 231 


-B903D10223 Notice of violation & proposed imposition of civil penally in amouni of 
SSO.DOOViotalions noted licensee did not provide App R prelected RCS letdown path 
for all poslulalad fire scenarios & did not maintain one tram free of damage 
PARTLOWJG Ofc of Special Projecls (Pre 861231) 88/07/22 2pp 48651 021- 


6903170124 Responds lo Unresolved Item 88 12 08 re component damping values 
noted in Insp Repts 50-327/88-12 & 60 328/88 12 Corrective aclions FSAR currently 
being revised lo incorporate 2% & values for mechanical equipment 
GRIDLEY.R Tennessee Valley Authority 09/03/10 Document Conirol Branch (Docu- 
menl Conirol Desk) Spp 48894 226 48894 229 
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8903220026 Farwnrdl Insp Rcpls 50 .)2//R9 Ofi & IjO 328/00 06 on 890123 27ViOlft 
1ion nolQd will nol Ije ctled smco nil cnloria for caUnjori?aiion of ficonsoc ftlonlilied vio 
iRlions mot 

MCCOY, r R Assistant Djrt'otor for Inspoclion Programs MCCOY T R Rogion 2, Ofc 
of IfiG Diroctor 09/03/10 KINGSLCY O D Tcnnossrc Vafloy Avithontv 2prt 
^9003 313 49003 315 


-8903220030 Parlmlly withheld Insp Ropls 50 327/89 Ob & 50 J28/U0 06 on n9Uli?3-37 
(ref 10CFR2 790(d) & 73 21) Violation noted Map areas inspected physical si’Ciinly 
program for reactors, mcludmo security mgt nmlil, barriers alarms & mainl 
TO0IN.W J . MCGUIRE, OR Region 2, Ole of the Dircclor O9/0V1O Ip 49003 315 
49003 315 


6903060372 NRC Info Nolice 09 020, Weigh I & Clr of Gravity Discropancios for Copes- 
Vulcan Air Operated Valves " Sve list end 

ROSSLCE Division of Operational Events Abscssmonl (Post 870411) 09/03/14 
Consolidaled Edison Co ol New York, Inc lQ7pp 4Q895 001 40095 109 

B903 090021 NRC Info Notice 09 029, ” Potential Failure of ASEA Drown Boveri Circuit 
Breakers During Seismic Event ' Sve list end 

ROSSI.CE Division of Onoralional Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc tOGpp 48070 053 48870 169 

8903090133 NRC Info Notice 89 030, “High Tomp Environs at Nuclear Power Plants *' 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/15 
Consolidated Edison Co of Now York, Inc lOGpp 40895 1 10 48895 215 

0903230102 Advisos that util 800802 rosponbo to NRC GulJotin 88 004, "PoiGntiol 
Safely Related Pump Loss" fulfills requirements Justifications for conttnuod plant op- 
eration Bccoptabfe 

BLACK, SC Aasislanl Dirodor for Proiccls 89/03/16 KfNGSLEY.OD Tonnosseo 
Valley Authority 4pp 40022 357-40022 360 

890327000D Forwards supplomenlol response to violations noted In Insp Ropls 60 027/ 
88-43 & 50-328/80 43 Util will cancel Program Manual Procedure PMP-0604 04 & 
Manager Instruction Ml 007 on 890301 when ONP Sid 6 1,3 wi3l bo fully imptemenlod 
G RIDLEY, R Tennessee Volley Aiilhonly 09/03/16 Document Control Branch (Docu- 
ment Control Desk) app 49050 358-49055 360 

8903160427 NRC Info Nollco 09 031, "Swelling & Cracking of Flafnium Conlfot Rods 
Sve list end 

ROSSI.CE Division of Oporalional Events Assessment (Post 870411) 09/03/22 
Consolidated Edison Co of Now York, Inc t02pp 48080 001 46080 103 

9903170416 NRC Info Notice 89 032, "Surveillance Testing of Low Tomp Overprossuro 
Protection Sys " Sve list end 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 69/03/23 
Consolidated Edison Co of New York. Inc 104pp 40992 044 40992 147 


R. Periodic operating reports & related correspondence 


9903070014 "Sequoyah Nuclear Plant Units 1 & 2 10CFR50.59 Annual Operntlno Root 
to NRC.Jan-Oec 1 to," W/D0O22a Ur 

GRIDLEY.R Tennessee Volley Authority 0Q/12/3t I40pp 48704 227 48765 015 

8903160139 Forwards repl of radioactive discharges released during Jut Doc t08Q W/o 
end 

SMITH.S J Tennessee Valley Authority 89/02/27 GRACE.JN, Rogion 2, Ofc of tho 
Director, tp. 40860:312-48860 312 


S Reportable ocourrencea, LERs a related correspondence 


8903030112 LER 83 117/01T-1 on 830926,di8covorQd that monthly power range incoro 
e>rcore channel comparison not performed In specified time Interval Caused by por- 
sonnel error Personnel instructed ro Tech Spec requirements W/800223 Ur 
SMITH.3 J Tennessee Valley Aulhority. 89/02/23 Opp 48703 350 48703 360 

8903030133 LER 89-004-00 on 861216 & 8001 27, seismic monitor annunciator switches 
of aotive triaxial response spectrum recorder outside acceptable limits Caused by In 
adequate Instructfon. Surveillance Inslruclion 81-125 revised W/fi0O223 Ur 
LONG.JL, SMITH, SJ, Tennessee Valley Authority 89/02/23 Cpp 46690322* 
40690 327. 

8603150407 LER 00 003-00 on 090210,brief interruption of control power to 6 9 W 
shutdown board resulted in euto start of motor driven auxllrary leedwntor 
pump Caused by momentarily opening breaker Tripped relay reset W/090303 Ur* 
NAIK,J,A. SMITH, S.J Tennessee Valley Authority. 09/03/03 Opp 48078:178- 
48876-1 86. 


6603240099 LER 69-005 00 .on 0902 10, reactor trip signal resulted from closure of main 
feedwater regulating valves Caused by personnel error Reactor trip recovery & Invostl- 
gallon Into cause of reactor trip signal inltialed.W/890306 Itr 
PHIFER,T.K., SMITH,SJ Tennossoo Valley Authority 60/03/06. 6pp 40076 352- 
49076 356, 

6903210406 LER 80-006 OO’on 6002 16, discovered that auxiliary bfdg waste packaging 
area door breached w/o issuance of breaching permit Caused by madoquale training 
& programmatic controls Plant-wide dispatch issued on 09O223.W/89O316 Itr 
K IL6<3 re, BE, SMITH, SJ Tennessee Valley Authority 09/03/16 6pp 49020 037- 
49020:042. 


V. Operator Examinations 


6903220199 Generic Ur 09-03 to all power reactor licensees & applicants for OL ro op- 
erator licensing nail exam schedule Sve list end 

VABQA,S.A. Associate Director for Projecls (Post 870411) 89/03/24. Consolidated 
Edison Co of New York, Inc. 64pp 49005 001-49006 056 
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F. Security, modlcnl, omorgoncy & ffre protection plans 

8903010210 Forwards onlorcomorU package ro proposed imppsilion of crvil ponelly in 
amounl of 560,000 ro failure of licGnis.eo personnel lo propDfly assess & imp fern enl 
App R proloclGd RCS letdown palhs lor App R scenarios 

PARTLOW.JG Ofc ol Special ProiQCts (Pro 801231) 00/07/22 LIEBERMAN.J Ofc 
of Enforcomont (Post 870413) 2pp 40651 012 4B651 922 

- 8903010210 Discusses notice of violnlion S proposed imposktion ol civil penally in 
amount ol $50,000 for App R violahons noted m Insp Repts 50-327/GD-24 a 50 328/ 
88 24 No mitigating faclors in onforcGmcnl policy appropriate 

PARTLOW.JG Ofc of Spocial Projecls (Pro 001231) 88/07/22 WHITE, S A Tennos 
see Vaifoy Authority 7pp 40651 014-4BB51 020 

‘-89030 10223 Notice -of violation a proposed imposition, of civil penally in amounl of 
$60,000 Vioto lions noted liconsoo dtti nol provide App R prolonlod RCS letdown path 
for all postulated fire scenarios a did nol maintain one train free of damage 
PARTLOW,JG Ofc of Spocial Projects (Pro 001231) 88/07/22 2pp 40651021- 
48651 022 


8903020057 Forwards Rev 19 lo physical securily/contingency plan Rev withheld (ref 

10CFn73 2n 

GR(OLEY,RL Tonnossoo Valley Aulhority 09/02/23 Documenl Control Branch 
(Document Control Desk) 2pp 48673 255-40673 256 

8903 090226 Advisos that 001207 Rev 1 lo radiological emergency plan consistent w/ 
provisions of t0CFR5O54{q) A accoptablo 

MCCOY, FR Rogion 2, Ofc of the Director 69/02/23 KINGSLEY ,0 0 Tennessee 
Vaifoy Aulhority, 2pp 40000 259-48600 260 

8903000306 Forwards Rev 20 lo plant physical socunty/coniingency plan Rev withhold 
(fol 10CFR73 21) 

GHtOLEY.R i Tonnessoo Valley Authority 89/02/20 Documanl Conlrot Brancti 
(Document Control Desk) 2pp 48760 109 46760 190 

8903220028 Forwards Insp Ropls 60-327/e&06 & 50 320/89-06 on 090123- 27 Viola 
lion noted will not bo cited since ail criteria lor catogerization of licensee idonlifiod vio 
lations met 

MCCOV.fr Assistant Director for Ir^spoclion Pronroms 89/03/10 KINGSLEY .0 D 
Tennos 80 © Valley Authority 2pp 49003 313 49003 31 5 

-8903220030 Partially wilhliQld Insp Repts 50 327/89 06 & 50 328/09 00 on 890123-27 
(rol 10CFR2 790(d) & 73 21) Viofalion noted Major areas Inspected pitysical socunly 
program for reactors. Including sociirity mg t.ftudi I, barriers .alarms* mainl 
TOaiN.WJ Region 2,OfcofTho Diroctor 89/03/10 Ip 49003 315-49003 315 


H. General correspondence 

8903080516 Comment opposing proposed rules IOCFR50 & 55 re oduc * export onco 
rofiulremonts lor senior reactor operators & supervisors at nuclear power planls Rule 
would result In greater oporator lurnovo/ rale 

GIBBS.DJ AffiliaLion Not Assigned 00/02/20 Dockolinn & Services Branch Ip 
48745* 122-40745 122 

8903270027 Requests that MJ Ray bo replaced w/MJ Burxynski on future corrospond- 
encQ directed to plant silo licensing 

GRIDLEY.R Tonnosseo Volley Aulhority 09/03/21 Document Control Branch {Docu- 
ment Control Desk) Ip 46059 080-49059 088 


P. Operating license stage documenia & correspondence 


8903080538 SAFETY EVALUATION REPORT ON TENNESSEE VALLEY AUTHORITY. 
SEQUOYAH NUCLEAR PERFORMANCE PLAN Sequoyah Unit 1 Restart 
‘ Associate Diroctor for Spocial Projects (Post 090101) NUnEG-1232 V02 SOI. 00/ 
01/31, 04pp 40740 084-48748 171 

6902140261 Forwards complolo listing of 107 updated employee concerns special pro 
gram subcalegory ropls 

GRIDLEY.R L Tonnossoe Valley Authority. 89/02/06 Document Control Branch 
(Oocumonl Control Desk) Cpp 40901 001 48031,045, 

-6902160171 Rev 5 to TVA Employee Concerns Spocial Program Subcalogory Ropl 
50300, "Sequoyah Nuclear Plant,” consisting of Vol C, "Welding Category " 
SCHOFIELD.R, BROWN.WR. Tennossoo Valley AiUhorily 60300 W5 R05. 80/01/ 
04. 98pp 40921 '247-48021.344 

6902270148 Informs Of changes in util senior nuclear mgt PP Carler now site licensing 
managerJL McAnally resigned from TVA, offeclivo on 090127 * NC Kazanas now 
vice president 

KINQSLEY.OD, Tennossee Valley Aulhonly. 88/02/14. CRUTCHFIELD.D NRC * No 
Dolaltod Affiliation Given 2pp, 40508:256-48588 257. 

6902280424 Forwards clarification of scope & schedtilo for primary drawing progrem.in 
response to NRC lbs ro design baseline & verification program 
GRIDLEY.R Tennessee Valley Aulherfty 80/02/21 Document Control Branch (Docu- 
ment Control Desk), 4pp, 48624 1 10 4Go24:122 

0903010026 Forwards response to H Garg 690113 request for status ol util actions lo 
resolve audit findings on SPDS.SPDS cTesign concept changed so that status trees 
valid for both prelrip & post-trip & slalus of SPDS presented on every screen 
GRIDLEY.R tonnessee Valley Authority, 8D/02/22 Document Control Branch (Docu- 
ment Control Desk) 22pp 48653 312 4 8653 342 

8903020379 Forwards response to Generic Ltr 88-14, ‘Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment " 

GRIDLEY.R Tennesssa Valley Authority, 89/02/23. Document Control Branch (Docu- 
ment Control Desk). 27pp 48673 2B8-4B673 294 
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0903020626 /pplicalcon for a.niQn<fs Co Licenses DPR-77 & DPR 70 consisling of Tech 
Spec Change Reqiresis 88 24 & 80-02, revising Unit I Siirveillartco Requirement 
4 ? 1 2a lo add pump specific, differential pressure test values for pump 
RAY,MJ Tennessee valiev Aulhorily 89/'02/'23 Document Control Branch (Docu 
mont Control DesM 3pp 48672 139 48672 205 

• 0903020627 Proposed Tech Specs, revising Surveillance Requiromenls 4 712a fo 
auxiltarv fced>vater sys 

‘ Tennessee Valley Authority 89/02/23 63pp 40672 142 48672 205 

8903090452 Forwards Amends 10 1 S 90 to Licenses OPR 77 & DPn-79, rospeclively & 
safety evalualion Amends modify Tech Spec conlainment sys Survellianc© Require 
inents 4612g&463l & TaWo 3 6-2, ‘ Conlainmonl IsoJalion Valves '' 

BLACKS Assistant Direclor for Proiects 89/02/28 KINGSLEY.OD Tennessee 
Valley Aulhonly 4pp 48799 184 46799 203 

-8903090459 Amends 101 & 90 to Licenses DPR 77 A DPR-79/especUv0ly, revising 
Tech Spec conlacnimenl sys Surveillance Requirements 4612q&4632& Table 
3 6 2/ Containment Isolalicm Valves ” 

BLACK, S Assistant Director for Projects 89/02/28 I2pp 48799 188 46799 190 

-8903090461 Safety evaluation supporting Amends 101 8 90 fo Licenses D PR-77 & 
DPR 79, respectively 

' OJfiCQ of Nuefear Reactor Regulation. Director (Post B70411) 69/02/28 4pp 
48799 200 48799 203 

8903100176 Forwards permil applications for listed existing sources at plant 
SCHMIERBACH.M Tennessee Valley Aulhonly 89/03/01 CROPP,JW Challanooga 
Hamilton Counly Air PolJulion Coniror Bureau. Challanooga, TN 107pp 48827 166 
48827 283 

8903090440 Forwards Amends 102 & 91 to Licenses DPR 77 & DPR-79. respectively A 
safely evaluation Amend revises Tech Specs re Surveillance Requiremenis 46 1 2 A 
Bases 3/4 612 fo permil use of mess point method for App J 
BLACK, S Assistant Director for Proiecfs 89/03/02 KfNQSLEY.OD Tennessee 
Valley Aultionty 2pp 48800 061-48600 077 

-6903090444 Amends 102 A 91 fo Licenses. □PR«77 A OPR-79, respectively, revising 
surveillance requirements 46 1 2 A Bases 3/4 6 22 to permit use of mass point 
method for App J" 

BLACKS Assistant Director for Projecis 89/03/02, 13pp 48000 063 48800 075. 

-8903090448 Safety evaluation supporting Amends 102 A 91 to Licenses DPR'77 A 
DPR 79, re spec lively 

* OffrCQ of Nuclear Reaefor Regulation, Director (Post 870411) 89/03/02 2pp 
48300 076 40000,077 

8903160249 Requests commenls on end draft, '‘CO/vIMfX Analysis of Main Steamima 
Break fr> Catawba Lower Containment " Section 4 2 where contractor finds lhaf cer* 
tain local ccntainmont temps exceed environ qualification temp warrants attention 
BLACK, S Assislani Director for Projects 89/03/03 KlMGSltV.OD Tennessee 
Valley Auilionly 120pp 48877 321-48878 079 

e9931(H>370 Responds lo 881229 Itr re steem generator tube rupture event RepK HGG- 
EAST 6264 roviewed for appfrcabifily A determined to temporarily maintain admlnislra- 
tive limit for reactor coolant concentralion of radioiodine al .75 uci/g 
GRIOLEY.R, Tennessee Valley Aulhorily 69/03/06 Document Control Branch (Docu 
meni Control Desk). 2pp 48803 020-48803 021 

8903180476 Forwards Amends 103 A 92 to Licenses DPR-77 A DPR-79, respacWvaly A 
safely evaluailon Amends delele Surveillance Requirement (SR) 46 1 8d 4 for emer- 
gency gas treatment ays heaters A corrects typos in SR 4 7 6 d 4 
BLACKS. Assistant Director for Projecis 89/03/06 KINGSLEY.OD. Tennessee 
Valley Aulhonly 2pp 4B879 335-4B879 348 

-8903160484 Amends 103 A 92 to Licenses DPR 77 A OPR-79.respecliveIy, delating 
Surveillance Requirement (SR) 4 6 1 8 d 4 lor emergency gas treat ment sys healers A 
correcting typos in SR 4 7 6 d 4 

BLACK, S Assisfani Diraclor for Projects e0/O3/O'6 9pp 48879337 48879 345 

- 8903 180466 Safety evaluafion supposing Amends 103 A 92 to Licenses DPR-77 & 
D PR-79, faspoctively 

* Office 07 Nuclear Reactor ReguJalio-n, Director (Post 870411} 89/03/06 3pp 
48879 346 48870348 

6903160119 Forwards SIMS update addressing preshuldowft Tech Specs, employee 
concerns elemenl repl8.NRC bulletins A generic Itrs Impfementatfon dates developed 
front exisling- files 

GRIDLEY.R Tennessee Valley Authority 89/03/07 Documenl Conlro! Branch (Docu- 
menI Conlrol Desk) 131pp. 48877.046-48877:177 

8903160310 Discusses temporary exemptions from admlnislralrve provisions of 
f0CFR5O46Ulil analysis lo support 890126 cornmllmenl lo restart Units 1 A 2 w/ 
mods par I0CFR50 46 expected In mid Ocl 1989, superseding 080919 commitment 
QRIOLEYiR Tennessee Valfey Aulhonly 89/03/07. Document Conlrol Branch (Docu 
maril Control Desk). 2pp. 46804 3S6 48084 357 

8903160459 Forwards addi info re Tech Spec Change 89 15, per 890222 telcon 
raquasl Repositioning rod cluster conlrol assemblies adaressed 
GRIDLEY.H to r>n9S see Valley Aulhonly 89/03/09 Documehl Conlrol Branch (Docu- 
ment Conlrol Desk) 3pp- 40B78 178 48676 180 

8903200084 Forwards Amends 105 A 94 lo Licenses DPR 77 A DPR-79. respectively A 
safely evalualron Amends change Tech Specs to delete Surveilfance Requiremeni SR 
4.4 3.23 for press unzer block valves A associated block valves 
0LACK.S Assistant Otrector for Projects 89/03/09. KINGSLEY.OD. Tennessee 
Valley Authorify- 2pp 48970,286 46970 299 

-0003200105 Amends 105 A 94 to License DPR'77 A DPR -70, respectively, changing 
Tech Specs lo delete surveillance requirements for pressuujer FOR Vs A assoctaled 
block valves. 

BLACK.S, Assislanl Director for Projecis 89/03/09 lOpp 48970 288 48970 297 

-6003200109 Safety evafirafion supporting Amends lOS A 94 lo Licenses OPR-77 A 
DPR 70.respeclrvefy 

* NRC - No Dalai led Affilialion Given 69/03/09 2pp 48970 298 40970 299 


8903210149 Forwards Amends 104 A 93 lo LiconBOS DPR'77 & DPR-79, ro«;ncct;voIy & 
safety ovaluatron Amends add foolnole to Limiting Condilion for Operation 3 4 2 for 
RCS safely valves 

BLACK.S Assislanl Director lor Proiecls 89/03/09 KINGSLEY.O D Tonnosseo 
Valley Authority 2pp 40985 048 48985 062 

- 8903210151 Amends 104 & 93 lo Licenses OPR-77 & DPR-79, respeclivoly, adding 
fooinote lo Tech Spec Limilmg Condition lor Operation 3 4 2 for RCS safety valves 
BLACK.S Assislanl DiroclOf for Proiecls 89/03/09 lOpp 40905 050-48905 059 

-8903210153 Safety ovalualion supporting Amends 104 & 93 lo Licenses DPR 77 & 
DPfil-79/ospec1ivelv 

• Office Of Nuclear Reactor Regufalion, Director (Post 87041 1) 89/03/09 3pp 
48905 060-489B5 062 

8903220477 Forwards Amend 95 lo License DPR-79 & safely ovalualion Amend modi 
lies Tech Specs re upper high injection accumulator level switch setpoint & lolorances 
of Surveillance Requirement 4 5 1 2 c 1 

BLACK.S Assislanl Director lor Proiecls 89/03/10 KINGSLEY.OD Tennessee 
Valley Aulhorily 2pp 49020 274-49020 289 

..0903220481 Amend 95 to License DPR-79. modifying Tech Specs lo revise upper head 
injection accumulator level switch selpoJnt & tolerances of Surveillonco Requiremenl 
451 2c1 

BLACKS TVA Projects Division 89/03/10 8pp 49020 276 49020 203 

-0903220483 Safely avatu alien si^portfng Amend 95 to License DPR-79 

• Office of Nuclear Reactor Hegulalion, Director (Post 870411) 8D/03/10 5pp 
4902D’2Q4 49020 289 

6903230412 Forwards Amends 106 & 96 to Licenses DPR-77 & OPR-79, respeclivoly A 
safety evaluation Amends revise Tech Spec Table 3 3-6, "ESF Response Times 
BUCKS Assistant Director for Projects 89/03/13 KINGSLEY.OD Tennessee 
Valley Aulhonly 2pp 49029 260 49029 284 

-8903230416 Amends 10B & 96 to Licenses DPR-?? A DPR- 79. respectively, rovisrng 
Tech Spec Table 3 3-5, "ESF Response Times *' 

BLACK.S Assistant Director for Projects 89/03/13 t2pp 49029 270-49020 281 

-8903230420 Safety evaluation supporting Amends 106 A 96 10 Licenses DPR-77 A 
OPR-79,fe8neciively 

• Office or Nuclear Reactor Regulation. Director (Post 870411), 89/03/13 3pp 
49029 282 49029 284 

8903240038 Forwards "Qualification Test Program for SJlicono Rubber Insulated Cables 
for Use in TVA Sequoyah A Watts Bar Nuclear Plants," prepared by Wyla Labs DItl 
concludes that remaining concerns re cable installation practices at plant resolved 
GflfOLEY.R Tennessee Valley Aulhonly 89/03/13 Document Control Branch (Docu 
meni Conlrol Desk) 2pp 49161 203 49162 151 

-B0O324OO44 "Qualificalfon Test Program for Silicone Rubber Insulated Cables lor Use 
in TVA Sequoyah A Watts Bar Nuclear Plants " 

WALTER.RT, JOHNSON, FR, MIGHT, GW Wyle Laboratories, 18056-1 89/02/13 
Gdtpp. 49161 205 49162 151 

8903220494 Summarizes results of slu^ completed by util to determine appropriate 
damping values lo be used for OBE A SSE evaluation of plant HVAC dueling 
sys Gilberl/Commonweallb. Inc Rept 2783, "HVAC Damping Values" end 
GHIDLEY.fl Tennessee Valley Autnorily. 89/03/15, Document Control Branch (Docu- 
menl Conlrol Desk). 3pp 490(}B 038 49008 072 

-.0903220506 "Sequoyah Nuclear Plant Units t A 2 HVAC Damping Values " 
CHEN,C.HIECK.PJ, MEEK.WE Tennessee Valley Authority 2763 88/11/18 32pp. 
49008 041-49008 072 

8903230119 Forwards Amer^ds 107 A 97 lo Licenses DPR-77 A DPR-79, respectively A 
safety evaluation Amends modffy Tech Spec Section 5 0. "Administrative Controls’ of 
ETS to reflect new lifla for slatlon supenntendent A extend audit time 
BLACK.S Assislanl Director for Projects. 09/03/15 KINGSLEY.O D Tennessee 
Valley Aulhonly 2pp. 49024 068-49024 085 

-6903230122 Amends 107 & 97 to Licenses DPfl-77 A DPR -79, respectively, changing 
ETS, Section 5 0, ”Administra1ive Controls" to reflect new Idle for station supennlend- 
ent A exlonding audd Interval for environ monilonng to once per 18 months 
BLACK.S Assistant Ofrector for Projects 89/03/15 14pp 49024 070-49024 083. 

-8903230126 Safely evaluation supporting Amends 107 A 97 to Licenses DPR-77 A 
OPfl-79.r©speclively 

‘ Office of Nuclear Reacior Hegulalfon, Director (Post 870411) 89/03/1$ 2pp 
40024.084-49024 085. 

8903240021 Forwards corrected pages lo Amend 102 to License DPR-77 A Amends 91 
A 92 lo License 0PR-7fl,changing page numbers 

BLACK.S Assistant Director for Projects, 89/03/15 KINGSLEY.OD Tennessee 
Valfey Authority 2pp 49038 336 49038 341 

-.0903240029 Corrected Amend 102 lo License DPR‘77 A Amends 91 A 92 to License 
DPR 79 re surveillance requirements for containment sys 

• NRC - No Detailed AffiJiation Given 89/03/15. 4pp. 49038 338-49038 34 1 

8903230112 Ack receid of util 690214 Itr re notification of senior nuclear power rngl 
changes within TVA Rev lo corporate nuclear performance plan should be submined 
wiihin 60 tfays to provide mechanism for NRC review of changes 
UAW.BD. TVA Projects Division. 89/03/17 KINGSLEY.OD Tennessee Valley Au- 
Chofily 6pp 49048 192-49040*1 97 

6903160296 Genenc Ur 89-02 to all holders of OL$ A CPs for nuclear power reactors re 
actions to improve detection of counterfeit A fraudulently marketed products Sve lisi 
end 

VARGA,SA Assoefate Director for Projecis (Posl 670411} 09/03/21 Consolidated 
EdisonCo of New York. Inc 57pp 48960 001-48960 057. 

6903270019 Withdraws Tech Spec Change 87-24 re proposed change lo limiting Condi- 
tion 3 4 8 A associated aurveiflance requirement 

GRIDLEY.R Tennessee Valiev Authonly, 89/03/21 Document Conlrol Branch (Docu- 
ment Conlrol Desk) 2pp. 49O55‘053-49055,0S4 
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Q. Inspection reports, IE Bulletins & correspondence 

8902270250 Forwards rov to "Jnsorvlco Sys Prossuro Tost Program for First 10 Yr Intor- 
vat." per 000^14 & 030818 requests 

GRIDLEY.fi Tennossoo Valley Aulhorily 06/03/ tO GRAGEJ N Region 8, Ofe of the 
Director tp 40580 227 48508 237 

•’0902270253 '‘Inservlco Sys Pressure Test Program for First 10-Yr Inlorvaf Sequoyah 
Nuclear Plant Units 1 & 2 " 

* Tennessee Valley Authority 86/03/10 lopp 40500 228-48580 237 

8S09040117 Forwards Inap Repls 50 327/06 39 & 50 320/86 39 on 860623 26 & notico 
of viola lion Concern raised re error not reported in LER as required by t0GFR50 73 
ZECH.GG Rooion 2. Ofc of the Director 86/08/21 WHIT6,SA Tennessee Valley 
Authority 2pp 37750 OOt-37750 009 

'•8609040120 Notice of violation from msp on 060623-26 
ZECH.GG Region 2. Ofc of the Director 08/00/21 tp 37768 003 37750 003, 

-8609040125 Insp Repls 50 327/06 30 & 50 320/06-39 on 060623-26 Violation 
noted.fallure to rept computer program input required by Tech Specs 3/4 2 2 & 3/ 
4 2 3 for hot channel lacier survoillonco 

BURNETLPT, LONG, A R., JAPE,F Region 2, Ofc of the Director. 06/08/16 6pp 
37758 004-37758-009 

8903010210 Forwards enforcement package re proposed Imposition of civil penalty In 
amount of $SO,000 ro failure of licensee personnel to properly assess & implement 
App R protected RCS letdown pattis for App R scenarios. 

PARTLOW.JQ Ofc of Special Projocts (Pro 801231) 08/07/22 LIEBERMAN.J Ofc 
of Enforcemenl (Post 870413) 2pp 48651 012 40651 022 

-8903010216 Discusses notice of violation & proposed imposHlon of civil penally in 
amount of $50,000 for App R violaflons noted in insp Ftepte 50*327 /08-24 & 50 320/ 
86 24 No mlligallno factors in onforcomenl policy appropriato 
PARTLOW.JG Ofc of Special Projects (Pro 081231). 00/07/22. WHITE.S A. Tonnos* 
see Valley Authority. 7pp 40651 014*4&651 020. 

-S90301D223 Notice of violation & proposod imposition of civil panatty in amount of 
$60,000 Violations noted licensee did not provide App R protected RCS letdown path 
for all poslulatod fire scenarios & did not maintain one train frae of damage 
PARTLOW.J.Q. Ofc of Special Projects (Pre 001231) 00/07/22, 2pp 48651 '021- 
40651.022. 

8902270408 Forwards Insp Repls 50-327/09 03 & 50 32B/09-03 on 890109-13 No vio- 
lations or deviations noted.One unresolved Item Identified In root 
MCCOY, F.R Region 2, Ofc of the Director. 30/02/15. KINQSLEY.OD Tennessee 
Valley Authority. 2pp. 46568 339 40580 362 

-8M2270413 Insp Repls 60 327/89 03 & 50-320/89 03 on 890109-13 No violations or 
deviations noted.One unresolved Item Identified Major areas Inspected Inservice insp 
& fnservico testing of pumps & valves 

CROWLEY, 0 . BLAKE,J J Region 2, Ofc of the Director. 89/02/10 12pp 48500 341- 
48588-352, 

8903090064 EN 80 017.on O0O223,nolico of violation & proposed impoallion of civil pen 
allies In amount of $50,000 will be Issued Action based on inadequate identification 8 
correction of conditions adverse to quality 

TROSK08KI,W. LIEBERMAN.J. Ofc of Enforcement (Post 870413) 80/02/17 Ip. 
48700.0 17-48780.0 17 

8902280124 Forwards Insp Repts 50 327/89 04 60 328/89 04 on 890117- 20 No Vio- 

lations or da vial Ions noted 

MCCOY, F.B Region 2. Ofc of (ho Director. 89/02/10 KINQSLEY.OD- Tennessee 
Valley Authority. 2pp, 46626,048 46626.055 

-6902290127 Insp Repts 50-327/89 04 8 60 328/89-04 on 8901 17-20 No violations or 
deyiallons noted, Major areas Inspected: licensee action on previous fnsp flndlngs.lE 
Bulletin 80-1 1 & snubber surveilfanco programs. 

L6NAHAN.J.J., BELISLE.GA, Region 2, Ofc of the Director. 89/02/16. 6pp 
4B626 050 46626.055. 

9903060182 Discusses Insp Rept 60 327/88-35 & 68-55 & 50-320/80 35 & 88-55 $ for- 
ward notice of violation & Imposition of penally In amount of $50,000. 

CRUTCHFIELD, D. Ofo of Special Projocls (Pre 881231) 89/02/23 KINQSLEY.OD 
Tennessee Valley Authority. 4pp. 40736.169 48736.165. 

-8903060164 Notice Of violation & proposed Imposition of civil penalty In amount of 
$50,000 from insp on 880711-15,0022-23 & 1 1 1 6 1 201 VIolallona noted feedwater 
control sys failed to perform as described In FSAR 

CRUTCHFIELD, D. Ofc of Special Pfojecls (Pre 081231) 89/02/23 3pp 48730,183 
48736-166. 

8902170112 NRC Info Notice 69 020, "Weld Failures In Pump of Byron-Jackaon 
Design " Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (PosI 870411) 80/02/24. 
Consolidated Edison Co. of Now York, Inc lOOpp 48572. 043-48572: 148, 

8962210351 Supp1 1 lo NRC Info Notice 88 073, "Direclion-Dependent Leak Character- 
fstlcs of Containment Purge Valves " Sve list encl. 

ROSSI, C.E, Division of Operational Events Assessment (Post 670411), 89/02/27, 
Consolidaled Edison Co. of New York, Ino 102pp 46589.001-48689:110 

6902210664 NRC Info Notice 89 021, "Changes (n Performance Charaoteristics of 
Molded-Case CIrouit Breakers,'* Svo list end 

ROSSI, C.U. Division of Operational Events Assessment (Post 6704HJ. 89/02/27. 
Consolidated Edison Co. of New York, Ino 104pp. 46578-032-48578:137. 

6003000128 Responds to NRC Bulletin 86-009. "Thimble Tube Thinr^lng In Westing 
house Reactors," Insp frequency established as refueling outage until wear data base 
ealablished A Insps will be accomplished by eddy ourrent testing 
QRIDLEY.R. Tennessee Valley Authority. 89/02/28. Document Control Branch (Docu- 
ment Control Desk). 3pp 4B768:276-4B76d;276 

8003140266 Ack receipt of 800213 Hr Informing NRC of steps taken to correct violalions 
moled In ln» Repls 50-327/86-54 & 50-328/88-64. 

MCCOY, F.fl. Assistant Director for Inspeollon Programs 89/02/26. KINQSLGY.O.D 
Tennessee Valley Aulhorily. 2pp. 48868: f95-488S0*l 96 


8902270156 NRG Info Notreo 89 022, "QucBlfonablo Certification of FaBlcners*' Sve fist 
end 

ROSSI.CE Division of Oporalionaf Evonls Assessment (Post 870411) 89/03/03 
Consolsdaled Edison Co of New York, jnc tOSpp 48732 001-48732 t06 

8902280104 NRC fnfo Nolico 89-023, ‘'Environ Qualification of Lilton-Voam CIR Series 
Eleclncal Connectors " Sve fist onci 

ROSSLCE Division of Oporational Evonts Assossmont (Post 070411) 89/03/03 
Consohrfaled Edison Co of Now York, Inc, 106pp 40723 038 40723 143 

0902260162 NRC Info NolfCO 80 024, "Nucloar Crilicalily Safely" Sve list end 
CtJNNINGHAM,R E Dwsion of Industrial & Medrcal Nucloar Safoly (Post 870729) 
89/03/06 Consolldatod Edison Co. of New York. Inc 96pp 48700 252 48700 346 

8903010207 NRC Into Notice 09*028, “imlrumenl Air Supply to Safoly Related Equip- 
ment ’* Sve list oncI 

ROSSI.C.E Division •of Operational Events Assessmont (Post 870411) 89/03/07 
Consolidated Edison Co of Now York. Inc I05pp 48741 053-40741 150 

8903160273 DIscussos grid ovorvoHago condition at safely buses based on util 890122 
notice of failure of diesel generator 2AA NRC msp planned lor wk of 890424 to 
assess adequacy of aclfons lo menage long-term grid overvollage conditions 
BLACK.S Assistant Director for Prolocts 09/03/07 KINGSLEY.OD Tennossoo 
Vatloy Aulhorily 3pp 40079313 48879 315 

6903020165 NRC Info Notice 89 027, "Limitations on Use of Waste Forms & High In 
legrily Containers for Disposal of Low Love* Radwaate " Svo list encl 
GREEVES.J.T Division of Low Levol Waste Managemonl & Decommissioning (Post 
870413) 09/03/08 Consolidated Edison Co of Now York, Inc 117pp 40708 114 
48708 231. 

6003170124 Responds lo Unresolved Item 88 12-08 ro component damping values 
noted in Insp Repls 60-327/08-12 & 50-328/88 12. Corrective actions FSAR curronliy 
being revised lo incorporate 2% & 3% values for mecftanical oquipmeni 
GRIOLEY.R Tennessee Valley Authority 09/03/10 Document Conlrot Branch (Docu- 
ment Control Desk) 6pp, 48094 225 48004-229 

6903220020 Foiwards Insp Repts 50-327/89 06 A 50-328/60 06 on 800123- 27 .Viola- 
tion noted will not be cited since all cuter! a for categonzatlon of licensee Identified vio 
lations mat 

MCCOY, FR Assistant Oiroclor for Inspection Programs WCCOY,FR. Region 2, Ofo 
of the Director 89/03/10 KINQSLEY.OD, Tennessee Valley Autlionly 2pp, 
40003 313 49003 315 

..0903220030 Partially withheld fnsp Ropls 60-327/09 06 & 59 328/89 06 on 009123 27 
(ref l0CFR27Q0{d) & 73 21) Viola lion noted Major areas inspected physical socuniy 
program for reactors. Including aecunty mgLaudit,barrier 3 ,alarms & malnl 
TOSIN.WJ, MCGUIRE, O a Region 2. Ofc of I ho Director 80/03/10 Ip 49003 315- 
49003 315 

9903080372 NBC Info Notice 69-028, "Weight A Clr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves" Sve list oncT 

ROSSI.C.E. Division o1 Operatfonol Evonls Assesameni (Pest 87Q>411) 89/03/14 
Conaolidalod Edison Co of New York, Ine 107pp 48805 001-48895*109 

6903090021 NRC Info Notice 89-029, "Polenlial Fallirro of ASEA Brown Boveri Circuit 
Breokors During Seismic Event." Sve fist oncf 

ROSSI.CE. DIvislofi of Operational Evenls Assessment (Poal Q70411). 00/03/15 
Consolidaled Edison Co. of New York, Inc. 108pp. 46870053-48870,169 

8903090133 NRC Info Notice 09 030, "High Temp Environs at Nucloar Power Plants " 
Sve Hat oncf 

ROSSLCE. Division of Operational Events Assesfiment (Posf 070411) 09/03/15. 
Consolidaled Edison Co of New York, Ino I06pp 40695 1 19 48 895' 2 15, 

8903230102 Advises that util 860802 response to NRC Bulletin 80-004, "Potential 
SafoCy-Rolaled Pump Loss" (ulfills requlremonls JustI flea lions for continued plant op- 
eration acceplable 

BLACK.S.C. Assistant Director for Profects. 89/03/16 KINQSLEY.OD. Tonnossea 
Valley Aulhorily. App 49022 357-49022 360. 

8903270008 Forwards supplemental response to violaflons noted h Insp Repts 50-327/ 
88-43 & 50-320/80-43 Ulil Will cancel Program Manual Procedure PMP-0604,04 & 
Manager inslruclion Ml 007 on 090301 when ONP Std 6 1 3 will bo fully Implomenlod, 
GRIDLEY.R Tennessee Valley Aulhorily. 89/03/16 Document Control Branch (Docu- 
ment Control Doslr). 3pp 49055.350 49055 380 

8903160427 NRC Info Notice 89 031, "Swelling & Cracking of Hafnium Control Rods " 
Svo list encl. 

ROSSI.C.E. Division of Operalbnal Events Assessment (Rost 870411), 89/03/22. 
Consolidaled Edison Co. of Now York, Inc t02pjp 480B6:O(J 1-48986: 103 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Proleollon Sys " Svo list encl 

ROSSI.C.E. Division of Operalbnal Events Assessment (Post 870411) 89/03/23. 
Consolidaled Edison CJo. of New York, Ino. lCI4pp 4 8992.044-46992 '147. 


R, periodlo operating reports & related correspondence 


6903070014 "Sequoyah Nuclear Pfanl Lfnils 1 & 2 loCFRSO.SO Annual Operallng RepI 

to NRC.jftn-oec \mr w/e 9022 e iv. 

GRI0LEY,R Tennessee Valley Aulhorily. 08/12/31 iAQpp 48764.227-48765 016 

6903160130 Forwards rept of radioaotive discharges released during Jul Dec 1988 W/o 
enoL 

SMITH,S. J. Tennessee Valley Aulhodly- 89/02/27. GRACE, J N. Region 2, Old of the 
DIreclor. Ip. 48800:31 2-46660.3 12. 


8, Reporlabte occurrenceit LERs 8b related correepondence 
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fi9D303(K>&2 Speciaf Rcpl B9 03 on 690-207,liio deloclors inoperabfo for g^oaler lhan H 
daysCausad by repfacomenl of componenl coolmg wafer B HXConlimious fire watcti 
cslabfisbed & mainlairod unitl smoke dofoctor operablo 

SMITH SJ Tennessee ValJoy Atilhoniy 89/02-/23 Documeni Control Branch (Docu 
meni ControJ Desk) 3pp 490<18 339-49048 3 

0903030095 Spociaf Ropt 89 02 on 890128 lire barrier being nonfunctional for groaier 
than 7 days Caused by shielding bldg mochanicat penctralion seal mail emits ester 
hydrocarbon during process Roving ftrmvatch eslablislied 

SMITHiS J Tennosseo Valley Authority flfl/02723 Document Control Branch {Docu- 
ment Conirol Cssk) 3pp 48693 226 40693 228 

8903030098 LER 88 039 01 on 861 lOS.mvcrtenl tram B cohtainmeni ventilation isola- 
tion occurred C a us eef by mcomplelo labolang of torminals in mam control room Design 
changes lo jeiiVire terminals O-W-12 of RMS cabte innplomGnfod W/B90223 Hr 
KILGORE.be. SMI TH.SJ Tennessee Valley Aulhordy 89/02/23 6pp 4D694 277- 
40694 262 

6903030365 LER 08-013 0200 680316 & 17, rod group dorr and position indicatiori not 
within plus/miiaus 2 steps of actual -demand position, resulting in three manual roaclor 
lupB Caused by rod control sys delicioncics W/390223 Itr 

PHIFERJK , SMITH.SJ Tennessee Valley Aulhonly 89/02/23 Bpp 46693 349- 
48693 356 

8903090038 LER 83 097/03L 4 on 830?17,ccintainmenl sump level channel declared in 
operable due to reading high Caused by mt bubble m ref leg to transmitter Design 
change request written in Mar 1962 lo replace Barton sys w/roliable £ysW/&90302 
\\t 

LONG.JL, SMITH.SJ Tennessee Valley Aulfionly 89/03/02 4pp 48600 273 
40800 278 

8903150045 Special Rapt 89 04 between 890210 28, fire barriar wall nonfunctional for 
interval greater than 7 days Caused by scheduling dilficullies Roving fire watch esiab 
lished 

SMITH.SJ Tennessee Valley A uthorily 69/03/09 Document Control Branch (Docu- 
ment Control Desk) 3pp 4BB71 334 48871 330 

6903170120 LER 69 001 00 on 89021 2,reaclor trip signals generated from eloctromag 
nelic Interference when spike received on source- range Channel N 31 Caused by 
noise Induced into channel cabling due lo welding Welding suspended W/69030 9 Mr 
PHIFER.TK. SMITH.SJ Tennessee Valley Authority 89/03/09 5pp 48894 210 
48894 214 


V Operator Examinations 

6983220159 Generic Ltr 89-03 to all power reactor ficon sees S applicants for OLre op 
o/otor licensing nail exam schedule Sve list end 

VARGA, S A Associaia Director for Projects (Post 670411} 89/03/24 Consolidated 
Edison Co of New York, Inc, 54pp 49005 001-49005*056 


DOCKET 60-329 MIDLAND PLANT, UNIT 1 


A. Appllcairon/consiruotlon stage documanle & correspondence 

8903160296 Generic Ltr 69 02 to all holdars of OUs & CPs lor nuclear power reactors ro 
actions (0 improve detection of counterfeit & fraudulenlEy markotod products Sve list 
enci 

VABGA.S.A Associale Director for Projocts (Post 870411), 89/03/21 Consolidated 
Edison Co of New York, fnc 57pp 48960.001 48960057 


L rinanejal In forma 1 1 on 


6903270305 ‘ CMS Energy 1968 Annual Reel “ W/890321 Hr 
ANDERSEN, A. MCNISH.TA CMS Energy Corp 88/12/31 DENTON.HR Oflice of 
Nuclear Roaclor Regulation, Direclor (Posl 870411) 46pp 49055 197-49055 241 


Q. Pnapection reports, IE Bulfelfns A correspondence 

6902170112 NRC Info Notice 69 020, “VVetd Failures m Pump of Byron-Jackson 
Desfg^rr " Sve fisi end. 

ROSSLCE Division of Operational Events Assessmerrt (Post 670411} 69/02/24 
Consolidated Edison Co of Naw York, Inc. 106pp 48572043-48572 148, 

89D22 10351 Supp1 1 to NRC Info Notice 88 073, “Di/ecfion-Dependenl Leak Character- 
istics of Conlainnieni Purge Valves Sve list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 670411) 69/02/27 
Consolidated Edjson Co of New York, Inc f02pp, 46589 CK)1 -48589 110 

8902210564 NRC fnfo Notice 69 021, "Changes In Performance Characteristics of 
Molded Case Circuit Breakers.'* Sve list encf, 

ROSSI, C,E Division of Operational Evenis Assessment (Post 870411), 89/02/27 
ConsofiUated Edison Co. of New York, Ino 104pp. 48578 032-48578.137, 

8902270150 NRC Info Notice 89-022, "Questionable Certiticatlonol Fasteners ” Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/83 
Consolidated Edison Co. of New York, Inc 105pp 48732 001 48732 106 

8902260104 NRC fnlo Notice 69 023. “Eriviron Qualification of Litton Veam CIR Series 
Electrical Connectors “ Sve list end. 

ROSSi,CE. Diwslon of Operational Evenis Assessment (Post 670411). 69/03/03, 
Consolidated Edison Co of New Yojk. fne 106pp 48723 038 46723 143 

6902280162 NRC Info Notice 89 024, “Nuclear Criticality Safely " Sve fist end 
CUNNINGHAM.n.E Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/03/06 Consolidated Edison Co of New York, Inc, 96pp 48700*262-48708^346 

5903010207 NRC Info Notice 89 026, “Inslrument Afr Supply to Safely Related Equip 
menl Sve list end. 

ROSSI.CE Division of Operalfonal Evenis Assessment (Post 870411), 89/03/07 
Consolidated Edison Co, of New York, ino lOSpp, 46741 ‘053 46741:158 


8903020165 NRC Info Notice G9 027, “Limitations on Uso of Wasto Forms & High fn- 
tegrity Containers for Disposal of Low Level Radwasla " Sve fist one) 

G REEVES, J T Division of Low Level Wasto Management & Decommissioning (Posl 
870419) 89/09/08 Consolidaled Edison Go ol New York. Inc 117pp 4G796 114- 
48708 231 

8903080372 NRC fnfo Notice 89 028. "Weight 8 Ctr of Gravity Dlscrepancioa for Copos- 
Vulcan Aif-Operaled Valves " Sve lisl end 

ROSSI.CE Division of Operational Events Assessment (Posl 070411) 09/03/14 
Consolidated Edison Co of New York, Inc 107pp 40895 001-48895 109 

8903090021 NRC fnfo Nolice 89-029, “Polontial Failure of ASEA Brown Bovon CIrcuil 
Breakers During Seismic EvenI " Sve list oncl 

BOSSLCE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc I06pp 48870 053-40870 169 

8903090133 NRC Info Notice 89 030. "High Temp Environs a1 Nuefoar Power Planis" 
Sve ksl end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co oi New York, Inc 106pp 40895 110 48095 215 

8903160427 NRC Info Notice 89 031, "Swelling & Cracking of Hafnium Control Rods" 
Sve list end 

ROSSI.CE Division of Operalional Evenis Assessmont (Post 870411) 89/03/22 
Consolidated Edison Go oi New York, Inc 102pp 48986 001-46986 103 

8903170419 NRC fnfo Nolico 89-032. “Surveillance Testing of Low Temp Overprossuro 
Protection Sys " Sve list end 

ROSSI.CE Division of Operational Evenis Assessment (Posl 870411) 09/03/20 
Consolidated Edison Co of New York. Inc 104pp 48992 044-48992 147 


V, Operator Examinations 

B903220IS9 Generic Lir 09 03 lo ol) power reactor licensoes & applicants for OL re op- 
erator ficensinp naif exam sdiecfule Sve list end 

VARGA, S A Associalo Direclor for Projects (Posl 870411) 89/03/24 Consol idatod 
Edison Co of Now York, Inc 54pp 49005 001-49005 056 


DOCKET 50-330 MIDLAND PLANT. UNIT 2 


A, Appficatlon/constructlon stage documents & correspondence 

0903160296 Genenc Lir 89 02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudufenlly marketad products Sve lisl 
end 

VARGA.SA Associate Director for Projects (Post 070411) 09/03/21 Consolidaled 
Edison Co of New York, Inc 57pp 4&960 001-48960 057 


) Financial Information 


0903270305 "CMS Energy 1988 Annual RepI " W/890321 Ur 
ANDERSEN,A CMS Energy Corp 00/12/31 46pp 49055 107-49055 241 


O. In&pection reporlSj IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, "Weld Failures fn Pump of Byron-Jackson 
Design " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/02/24. 
Consolidated Edison Co of New York, Inc, lOBpp 48572 043-48572.148 

8902210361 Supp1 1 lo NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purge Valves " Sve list end 

ROSSf.CE Division Of Operational Events Assessment (Post 870411) 89/02/27. 
Consolidated Edison Co of New York, Inc 102pp 48509 001-48589 110, 

8902210504 NRC Info Notice 89-021. "Changes fn Performance Characterislics of 
Molded Case Circuit Breakers " Sve list end 

RCSSf.C.E Division of Operational Events Assessment (Post 870411). 69/02/27 
Consolidated Edison Co. of New York, Ino. 104pp 48578 032*40576.137 

8902270168 NRC Info Nolice 89-022, "Questionable Cerliffcatlon of Fasteners." Sve fisl 
end, 

HOSSLCE Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidated Edison Co of New Yorl^, Ino 105pp. 48732.001-48732' 106, 

8902200104 NRG Info Notice 89 023, "Environ Qualiffcatlon ol Litlon-Veam CfR Series 
Efeclncal Connectors " Sve list end 

iROSSl,C,E, Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co oi New York, Inc. 106pp 48723 038-48723,143 

8902280102 NRC Info Notice 09 024, "Nuclear Criticallly Safety *' Sve list end. 
CUNNINGHAM,R E Division of Industxlal & Medical Nuclear Safely (Post 870729). 
69/03/06 Consolidated Edison Co, of New York, Inc 96pp 48700 252-48700.346 

8903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safe ty*R elated Equip- 
menl " Sve list end, 

ROSSI.CE Divislort of Operational Events Assessment (Post 870411) 09/03/07 
Consolidated Edison Co of New York, Inc 105pp. 48741 053-48741:150 

8903020165 NRC Info Nolice 09-027, "Limitations on Use of Waste Forms & High In- 
legrity Containers for Disposal of Low Level Radwaste " Sve list ©ncL 
GREEVES,JT Division of Low Level Waste Management & Decommissioning (Post 
B70413) 89/03/06 Consolidated Edison Co, of New York, Inc, 1t7pp 48798-114- 
46796^231. 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Alr-Operaled Valves " Sve list encT 

ROSSLCe. Division of Operational Events Assessment (Post 870411), 89/03/14 
Consolidated Edison Co of New York, Inc. 107pp 48895‘00 1-48695- 109 
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8903090021 NRC Jnfo Notice 89 029, ‘ Potonlial Failuro ol ASEA Brown Bovon Circuil 
Breakers During Seismic Event ” Svc list oncl 

ROSSI, CE Division of OporntionnI Events Assossmeni (Post B70411) 09/03/15 
Consolidated Edison Co of Now York, Inc 106pp 48070 053 40070 160 

8903090133 NRC Info Notico 09 030. ”tfigh Temp Environs a1 Nuclear Power Plants'* 
Svc list end 

ROSSt.C E Division of Operational Events Assessment (Post 070411) 89/03/15 
Consolidated Edison Co or New York, Inc lOGpp 40095 MO 4Q095 215 

0903160427 NRC Info Notice 89 031, "SwolIJno & Cracking of Hafnium Control Rods" 
Svc list end 

HOSSI.CE Division of Operalional Events Assessment (Post 870411) 60/03/22 
Consolidated Edison Co of New York, Inc 102pp 40986 001 40906 103 

8903170419 NRC Info Notice 89 032, "Surveillanco Tosling of Low Temp Overpressure 
Protection Sys " Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 070411) 89/03/23 
Consolidalod Edison Co of New York, Inc 104pp 48992 044-48992 147 


V. Operator Examinations 

8993220159 Generic Llr 89 03 1o oil power foaclor licensees & applJcanls for OL re op 
orator licensing natl exam schedule Svc list end 

VARGA.SA Associate Director for Projects (Post D70411) 09/03/24 Consolidated 
Edison Co of Now York, Inc 54pp 49005 001 49005 056 


POCKET 50-331 DUANE ARNOLD ENERGY CENTER 


Q, Inspection reports, iE Bullellna & correapondence 

8003020244 Flosponds to requo&l for rov of omorgency operaling procedures per Insp 
Repi 50 331/80 200 Classroom training of deensed operators on revised emergency 
eperaling procoduros will begin on 690227 & bo complolod by 090403 
flOlHERT.WC Iowa Electric LiflHt & Power Co 89/02/06 MURLEY.T E Office of 
Nuclear Reactor Regulalion, Director <Posl 670411) 2pp 40674 291 48674 2B2 

8903010014 Forwards Safely Insp Ropl 50 331/B9-D1 on 06121 4 000125 No violalion 
noted 

AXELSON.WL Regiort 3. Ofc of the Director 09/02/10 UlU.L Iowa Electric Light & 
PoWivCo 2pp 46653 343 46653 356 

-6903010017 Insp Rept 50 331/09 01 on 601214 890125Ne Violations noted Major 
areas inspected onsite followup ol events at oporaling roac to rs.opo rational 
safety. maint.survoiflance, plant trips & plant startup from rolu ding /startup testing refu- 
eling 

JACKIW.I N Region 3, Ofc of the Olroctor 89/02/10 12pp 40659 345 40653 356 

8003010009 Forwards Safely & S^afoguards Team Insp Ropt 50 331/60 24 on 881017- 
890100 No violation nolodAdccjuale actions lakon in response to tampering events at 
facility 

GREENMAN.Ea Region 3, Ofc of the Director 89/02/16 LIU.L Iowa Electric Light 
APoworCo 2pp 4B660 352 48650 353 

-8903010012 Safely & Safeguards Toam Insp Ropt 50 331/00 24 on 881017- 
890109 No addi events of tampering identified Major areas inspected licensee eloctri 
cal sys chedcs.spedal security rneasu res. refueling ep orations & reactor startup 
JACKIW.I N, CREED.JR, AXELSON.WL Region 3. Ofc of Iho Dirocior 09/02/16 
7pp 4B650 354 48650 360 


F. Security, rriedlcal, emergency & fire protection plans 

8003020244 Responds to request for rov of emergency oporaling procoduros por Insp 
Repi 50 331/80-200 Classroom training of ficonsod operators on revised emergency 
cporaling procedures will begin on 000227 & bo completed by 890403 
ROTHERT.WC Iowa Electric Light & Power Co 09/02/06 MURLEY.T E Office ef 
Nuclear Reactor Regulation, Director (Post 87041 1) 2pp 48674*201-48674 292. 

B903010009 Forwards Safely & Safeguards Toam Insp Repi 50-331/80 24 on 881017- 
890109 No viofaiion noted Adequate aclicns taken in response to lamporing events at 
facility 

GREENMAN.E.G Region 3, Ofc of the Director 09/02/10 LIU.L lowo Electric Light 
& Power Co, 2pp 48650 352-48650 353 

-8903010012 Safety & Safeguards Team Insp Rept 50 331/80 24 on 0B1017 
090109 No addi events of lamporing identified Major areas Inspected llconsoo oleclri 
cal sys checks, special security measures, refueling operations & reactor atarlup 
JACKIW.I N. CREED,JR. AXELSON.WL Region 3, Ofc of the Director 80/02/16 
7pp 40650 354 48650 360 


J Insurance A Indemnity Information 

8903020203 Forwards Endorsements 87,88 & 89 to NELIA Policy NF'214, Endorse- 
ments 73,74 & 75 to MAELU PoTIcy MF-72,Endorsomant8 9 & 10 to NELIA & MAELU 
Certificates N 50 & M-50 & Endorsements 3 to NELIA & MAELU CortIfJeatos NW 110 
& MW-45 

SAMUELS, JL Marsh & McLennan, Inc 09/01/16 D)NIT2,I Offlco of Nuclear Reac 
lor Regulation, Director (Post 070411) 16pp 48673*298 48673 312 


P. Operating license stage documents & correspondence 

8902230386 Informs that DL Mineck auihonzed by util to sign future license applications 
8( amends & olhor licensing submittals to NRC 

LIU,L fowa Electric Light & Power Co 89/02/16 MURLEY.T E. Office of Nuclear Re- 
actor Regulation, Director (Post 8704 11) 1 p 48568 29 1-40568 291 

B902280442 Responds to NRC Generic Ltr 88 14, "(nsirument Air Supply Sys Problems 
Affecting Safety Related Equipment " Util developing procedure to roqulro monthly 
tests of instrument air quality at instrument headers downstream of air dryers 
MINECK, D L Iowa Electric Lighl & Power Co. 09/02/21 MURLEY.T.E Office of Nu- 
clear Roaclor Regulation, Direclor (Post 070411) 7pp 48626 307-48626*313 

8903080443 Forwards Rev 8 to *'QA During Operations Phase." Rev doscribos splllting 
of nuclear licensing & emergency planning Into two separate mgt positions 
MCGAUGHY.RW Iowa Eleclrlo Light & Power Co 89/02/21. Oocumonl Control 
Branch (Document Control Desk) 2pp 48765 065 40766*104 

-8903080461 Rev 8 to "QA During Operation Phase" 

* Iowa Electric Light & Power Co. 89/02/01 38pp 40765'067-4B765 104 

8903210481 Forwards "Reactor Containment Bldg Integrated Leak Rate Tost" for 1068 
refueling outage 

MINECK, OL Iowa Electric Light & Power Co 00/03/16. MURLEY.T E- Office of Nu- 
clear Reactor Regulation, Director (Post 870411) Ip 46002 237-49002.309. 

-8903210486 "Reactor Containment Bldg Integrated Leak Rato Test, Typos A, B & C 
Periodic Test.Duane Arnold Energy Ctr 

* Iowa Electric Light & Power Co 88/12/31, 71pp. 49002 238 49002*309. 

S903240087 Forwards notice of consideration of issuance of amend to License NPF-49 
& proposed NSHC determination & opportunity for hearing, per 870424 request. 
HALL.J.R Project Directorate fll-3 89/03/17 LIU.L, Iowa Electric Light & Power Ck) 
2pp. 40044,288 49044*296 

-8903240092 Notice of consideration of issuance of amend to License NPF-49 & pro- 
posed NSHC determination & opportunity for hearing Amend would modify specs 
Issued as part of radiological effluent Tech Specs. 

COLBURN, TG Project Directorate 1 1 1-3 89/03/17 7pp 49044 290-49044*296 

8903160296 Generic Ltr 89 02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products Svo list 
end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/21 Consolidated 
Edison Co of New York, tnc 57pp, 48980.001-48960*057 


8903010154 Responds to NRC Bulfotin 85 003,Suppl 1, "Motor Oporated Valve 
Common Mode Failures During Plant Translonts duo lo Improper Switch Soltings " 
MINECK.O L Iowa Eleclric lighl & Power Co B9/02/21 MURLEY.T E Office of Nu 
clear Roaclor Regulation, Director (Post B7041 1) 22pp 46651 030 48651 051 

8903030170 Responds lo vlolallons noted in Insp Ropt 50'33 1/06-2? Correclivo ac- 
Herts taken safety ovaluallon (BE) prepared to address suitability of Parker Compound 
E602-75 for seloclod application & nonerol lOCFRBO 59 SE Iralning provided 
Ml NECK, D L Iowa Eleclric Light & Power Co 69/02/23 DA VIS, A B Region 3, Ofc of 
tho Direclor 3pp 48692 336-40692 330 

0902170112 NRC Info IsloHce 09 020, "Wold Fnkluros in Pump of Byron-Jackson 
Design " Svc list end 

ROSSLCE. Division of Oporalional Evonia Assessment (Posl D70411) 89/02/24, 
Conaotidnled Edison Co of New York, (nc 106pp 40572 043 48 572 148 

8902210361 SoppI 1 to NRC Info Notice 80-073, ‘’Direction Dopondonl Leak Character- 
istjca of Containment Purge Valves " Svc list oncl 

ROSSI.CE Division of Oporalional Events Assessment (Po&l 870411) 89/02/27 
Consolidated Edison Co ol Now York, Inc 102pp 46589 001 485B9 110 


6002210564 NRC Info Nolico 09-021, "Changos in Performance Characlansllcs of 
Molded Caso Circuit Breakers " Svc list oncl 

ROSSI.CE Division of Opora1l0f>al Events Assessment (Post 070411) 09/02/27 
Consolidated Edison Co of Now York. Inc 104pp 46570 032 48570 137 

8902270158 NRG Info Notico 89 022, "Ouestlonnblo Certification of Fasteners.'' Svc list 
oncl 

ROSSI.CE Division of Operational Evonta Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of Now York, Inc 105pp. 40732 001-48732 106 

8902260104 NRC Info Notice 09 023, "Environ Qunllflcatlon of LItton-Voam CIR Series 
Elect meal Connectors " Svc list oncl 

ROSSI.CE Division of Operational Evonls Assossmont (Post 870411) 89/03/03 
Consolidalod Edison Co oiNew York. Inc lOapp 4B723 036 48723 143, 

6902200162 NRC Info Notico 80 024, "Nuclear Crilicalily Safety " Svc list end 
CUNNINGHAM.RE. Division o1 Industrial & Medical Nuclear Safely (Post 670720) 
00/03/06, Consolidated Edison Co of Now York, Inc. 96pp 48700 252 48700 346 

6903200293 Advisee that util Implomentod interim recommendations for stability 
acifons.por NRC BuHoIln 88€07,Suppl 1, "Power OscHloUons in BWRa" Util wifi 
ovaluato long term corroctive actions devolopod by BWR Owners Group committee 
mineck, DL Iowa Etoclnc Light & Power Co 09/03/06 MURLEY.T E Office of Nu 
clear Reactor Rogufalion, Director (Post 870411)- 3pp, 46970 191-40970*193 

6903210126 Advises that response lo vfolatlon In Insp Ropt 59 331/80 23 extended 
until 690323,per discussions w/NRC. 

mineck, D.L. fowa Electric Light & Power Co 89/93/06 OAVIS.AB. Region 3, Oh of 
the Director Ip 40989 340 40980 346. 


8903240263 Confirms plans for 899309 meeting in Gfon EHyn.lL to discuss results of 
licensee safely sys funclionol ^nsp. 

GREENMAN,EQ Region 3, Ofc of Iho Director 09/03/06 UU,L fowa Eleclric Lighl 
Power Co. Ip. 49030 201 49030 201 


8903010207 NRG Info Notice 89 026, "Inslrumenl Air Supply to Safety Related Equip- 
ment " Svc list oncl. 

ROSSI.CE Division of operational Events Assessment (Post 670411) 8D/03/07 
Conselfdated Edlsor^Co of New York, Inc. 105pp 4B741 053-46741 160 


8903220509 Forwards app to SALP 7 Board Repi 50-331/08 01 for June 1987 * Oct 
1988 

DAVIS, A.B. Region 3. Ofc of the Director 89/03/07. LIU,L. Iowa Electric Light & 
Power Co 2pp, 49020.283 40020 271. 


-8903220512 App la SALP 7 Rept 50-33 1/BB -01 for June 1907 - Oct 1008. covering 
890131 meeting w/uli( ra findings & conclusions, 

» Region 3. Ofoof the Director. 89/03/07. 2pp. 40020:265 49020 271 

6903020166 NRC Info Notice 69 <027, "LlmSIntiona on Use of Waste Forms & High In- 
tegrity Containers hr Disposal of Low Level Radwaste." Svc list end. 

GREtVES.J.T Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/08. Consolidated Edison Co of ^^ow York, Inc, 117pp 40798.114- 
46796*231 
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0903060372 NRC fnfo Noirc-e 6B 02B, ■'Welgtil & Cir of Gravity Discrepancios for Copes- 
Volcan Afr-Operatecf Valvos *' Svc list oncT 

ROSSf.C E Dwisiort of Opoffllionaf Events Asssssmont ^Post 870411) 09/03/14 
Consolidated EdIsonCo of Mow York, Inc 107pp 48895.001 -10095 109 

0903090021 NRC Info Notice 89 029. 'Tolonfial Failure of ASEA Brown Boveri CIrcuil 
Breakers Ojring Seismic Event *' Svc list end 

ROSSf.C E Division of Operalfonal Events Assessment (Post 870411) 89/03/15 
Consollda led Edison Co ofNowYorkJnc 106pp 48870 053'4CO 70. 169 

$903090133 NRC Info Notice CO 030, 'Tltgh Temp Giwinons r{ Nuclear Power Plants " 
Svc list enef 

ROSSI.CE Division of Oneralional Events Asses smonl (Post 870411) 09/03/15 
Consolidaled Edison Co of New York, fne I06pp 40695 110-48095 215. 


DOCKET 60-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


H» General correspondence 

B903D80245 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maim p/ograms lor nuclear power plants 

BRONS.J C New York Power Aulhoriiy (formerly Power Authority of (he State of New 
York) 89/82/27 CH)LK.SJ Ofheo of the Secretary of the Commission 7pp 
48745 181 46746.187 


J. Insurance & Indemnity Informatfon 


8903270233 Responds to NRC fnfo Nollco 88-082, '‘Torus Shells W/ Corrosion a De 
Graded Coalings in BWR Conlainmenls ” Summary of relevant projects for various 
utils succossfully empCoyjng underwater alfarnaltve to draining vessel end 
STUART.CO. SG Pinney Co 89/03/16 ROSSLCE Division of Operational Events 
Assessment (Post 87041 0 Opp 40056 023 4 9056 031 

6983280104 Forwards Safely Insp Root 50 331/89 04 on 890221-24 No violations 
noted Doc u mem s 606309 rpooling In Region III ofc ro util fnsp efforts Involving IHPCI 
ays Bt pfani 

WRIQHT.Q.C. Reolon 3. Ofc Of the Director 89/03/21 LIU.L Iowa Efeciric Light & 
Power Co 2pp 40075'21i| -48075 220 

-6903280106 Insp Repl 60-331/89 04 on 690221 24 & 0309 No violations noted Major 
areas In spec tea licensee corrocfivo actions Initiated for Issues Identified in setfiniUaied 
SSFtofHPCi Bvs 

YIN.I T., PHJLLIPS.M P Region 3. Ofc of the Director 89/03/20 app 49075 213- 
49075-220 

6003160427 NRC Into No lice 09 031, "'Swcllmg $ Cracking of Hafnium Conlrol Rods “ 
Svc fist end. 

ROSSI, Diviaton of Oporational Events Assessment (Post 670411) 60/93/22- 
Consolfdalod Edison Co. of Now York, fnc I02pp 40986 001-48086.103 

$903170419 NRC fnfo Notice 89 032, “Survolflance Testing of Low Temp Ovorpressuro 
ProlPCiiion Sys." Svc lisl end 

ROSSI, C.E. Division of Operalional Evente Assossment (Post 870411) 89/03/23 
Conseridafed Edison Co of Now York, fnc 104pp 48902.044 48992.147 

$903260264 Responds to notico of vtolallon noted In Jnsp Repl 50-331 /da 23 Corrective 
actions developed schedule) to replace Tuf-LOC sleevo bearings & replacemani of 
TUF-Loc sleeves bearings on remaining breakers will be completed 
MINECK,OL fowa Efeciric Light A Power Co 89/03/23 DAVIS.A B Region 3. Ofc of 
I ho Director, 7pp. 48075068-40076 074. 


R. Perfodfo operating reporla A related correeponcience 


6983800505 ”1988 Annuel Rent of Facility Obengee, Tests, Experiments & Safely & 
Bellof Vafve Failures A Challengoa " W/006226 Hr. 

MINECf<.D L. Iowa Electric Unht A Power Co. 85/12/31. MURLEY.T.E, Office of Nu- 
cioar Roaclor Regufalfon, Oirocior (Post 07041 1). 36pp 46767:133-46707-160. 


6902240292 Forwards monltily operaling rapt for Jan 1909 & corrected Deo 1988 rept 
for Duano Arnold Energy Cir. 

HANNEN,n,L Iowa Electric Llnbl & Power Co 09/02/15. DAVIS.A B. Ragton 3, Ofc 
of 1110 DIfOClOf. Ip. 46671 264-40571.272 


89Q2270612 Forwards endorsements to fisted NELIA & MAELU policies & certificates 
OCONNOR.D J Marsh & McLennan, Inc 89/01/13 DINIT2J Office of Nuclear Reac- 
tor Regulation, Director (Post S70411) 125pp 48885 055 48605 179 


P. Operating license stage documents & correspondence 


8902230002 Forwards Amend 123 to License DPR 39 & safety evaluation Amend 
changes Tech Specs to reflect util mgl reorganization of hoadquarters staff which 
merged engineering & const mgt functions Into existing operations depts 
LA0ARGE,DE Projocl Directorate 1-1 09/02/13, BRONS.J C New York Power An 
4855? igormoily Power Aulhonly of the Stole of New York) 2pp, 40555 1 55 

-8902230101 Amend 123 to License DPR'59,changing Tech Specs to reflect mgt reor- 
ganization of Uhl headquarters staff which merged engineering & const mgt functions 
Into existing operations depto 

CAPRA, R A Project Directorate 1-1 89/02/13 6pp 48555 157-48555 161 

-6902230108 Safely evaluation si^portlng Amend 123 to License DPR-69 

* Office of Nuclear Reactor Regulation, Diraclor (Post 070411) 89/02/13, 2pp. 
40S55M62 48555 163 

6902230668 Forwards Amend 125 to License DPR-69 & safely evaluation Amend elimi- 
nates two tests required by Tech Specs during 1 980 refueling outage, including Type A 
primary conlalnmenl integrated leak rate lest 

LabARGE.OE Project Directorate 1-1 09/02/17. BRONS.J C New York Power Au 
Ihorlt^ (formerfy Power Authorily of Ihe Stale of Now York) 3pp 48570-264- 

-8902230670 Amend 126 to License DPR SO.eliminaling iwo tests required by Tech 
Specs during 1988 refueling oulag9,consisling of Type A primary contalrimonl integrat- 
ed leak rale test & Type A,0 or C tests following raplacament of valve In HPCI ays 
CAPRA,RA Projecl OJreclofftte M 89/02/17 5pp 48570 267 40570 271. 

-8902230672 Safety evaluation supporting Amend 125 to License DPR-59, 

* Office of Nuclear Reactor Regulalton, Director (Post 070411) 89/02/17 4pp 
48570 272-46570 287. 

6902270691 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems Af- 
fecting Safely-Related Equipment.” Operators verify sys parameters on each shift & 
relate air compressors dally per surveillance test procedure 
BRONSJ C New York Power Authority (formerly Power Authorily of the State of New 
York). 89/02/17 Document Control Branch (Document Control Desk) 3pp 
48568.336 48588 336 


-0902240 295 Monihly operating wpt for Jan 1080 for Duane Arnold Energy Cir. 
MILLERX Iowa Eloclfla Light A Power Co 90/01/31. 6pp 48571:265 48671.270. 

-6802240299 Corrected monihly oporaling rept for Dec 1906 for Duane Arnold Energy 

MILLER, L Iowa Eloctrlo Lighe & Power Co. 88/12/31 2pp 46571.271-46571:272. 

8903210346 Monihly operating rapt for Feb 1989 tor Duane Arnold Energy Clr.Y// 
090316 ltr 

MILIER>l'. HANNEN.ft.t- Iowa Eleclrlc Light A Power Co. 89/02/20 DAVIS.AB. 
Region 3, Ofo of the Director. 7pp 48982*234 48002.240 


8903020497 “James A Filzpairtek Cycle 9 Startup Testing Rept.” W/890221 fir. 
FERNANDEZ.W New York Power Aulhonly (formerly Power Authority of the State of 
Now York) 89/02/21 7pp 40674-338 48674 344 

8903070007 Forwards replacement Pages 41a & 64 to Amend 122 to License DPR- 
59 Sub] pages Included In amend did not reflect changes approved In Amend 1 19. 
LABArCsE.D.E. Project Directorate M 89/02/24. BRONiJ.C Now York Power Au- 
thority (formerly Power Authority of the State of New York). Ip 48763 309-48763-312 

-8903080100 Corrected Pages 41a & 64 to Amend 122 to License DPR-59 re reactor 
prolection sys Instrumentation requirement 

' NRC - No Detailed Affiliation Given. 89/02/24 3pp. 48763,310-49763 312. 


8, Reportable occurreticee, LERe A related correspondence 

9903020553 LER 89-001 -OO.on 6901 18, manual scram occurred due to low electro hy- 
draufio control (EHC) level & feak on high pressure supply tirie lo lurbirte control 
valvO-Flexibfo high pressure EHC tubing Installed during fefoeflng.W/sgwf? ltr. 
MCGILL, Dl., HANNEN,RL fowa Eleclric Ught & Power Co 89/02/17 DAVIS.A B. 
Region 3. Olo of the Director. 4pp. 40869 21 2-4e069'2t5. 

$9O0O(KK)O1 LER 89-002 O0:on 890128,HPCf sys declared Inoperable w/ reactor at 
90% power A durino performance of monthly tost. Caused by maffu notion of lurblne 
governor electronics HPCI sys auccossluily ;e8ted.W/B90224 ltr. 

PROfl8T,J.R., HANNEN.R.L. Iowa Eleclrlc Light & Power Co. 89/02/22. 5pp 
48739 344-48730 340. 

8903160444 LER 60-003-00 on 690202, reactor scram occurred due lo larger quantity of 
hvdrOQOn Inlscled Into feedwater sys.Cau&ad by Installation of incorrect ttow orifice In 
esl rlo Iniecdoti line.Ffow orifices reinstalled correoi-ly.W/8fi0306 Hr. 

AKLIWI:. HANNEN.RX. Iowa Electfio Light 4 Power Co. 89/03/04. DAV<S.A.B. 
Region 3, Ofc of the Director. 6pp 48878:280-40076:284- 


V. Operator Examinations 

$903220158 Ganorio Ur 09-O3 to all power reactor Iteensees A applicants for OL re op- 

V/SF%A^sX^'^asoc1ato PrSecta ^Post 070411). 89/03/24. Consolidated 

edlsoirco of New York, Inc. S4pp. 490(15.001 -49005.0 5S. 


3903160406 Forwards request for addi info re util 880810 response lo Generic Hr 96- 
01, within 60 days of Hr receipt. 

LABARGE.D.E, Project Diractorale 1-1. 89/03/00 BRONS.J C New York Power Au- 
thority (formerly power Authority of the State of New York), 10pp. 48892-338- 
46661347. 

8903160221 Informs that request for extension of response date for Generic Ltr 88-14, 
"Insirumant Air Supply Sys Problems Affecting Safety-Related Equipment,” to 
690703, salisfaclory. 

LAeARGE.DE. Project Directorate 1-1, 99/03/09 BRONS,JC New York Power Au- 
thority (formerly Power Authority of the Slate of New York) 4pp. 46856-219- 
46856 222 

8903160206 Generic Ltr 99 02 to all holders of OLs A CPs for nuclear power reactors re 
actions to Improve delectfon of counterfeit A fraudulently marketed products.Svo list 
end 

VARQA,SA Associate Director for Protects (Post 870411) 69/03/21 Consolidated 
Edison Co. of New York, Inc 57pp. 48960 001-40960 057 


Q. Inspection reports, IE Bulletins A correspondence 


8902230405 Forwards Safety Insp Rept 50-333/69 01 on 890103-06 No violations 
noted. 

OURR,J.P, Region !. Ofo of the Director. 89/02/15. CONVERSE.RJ. New York 
Power Authority (formerly Power Authority of Ihe Slate of New York). 2pp. 48570 363- 
48570:360. 
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^0902230443 Insp Ropt 50 333/09 01 on 990103 0(> No viotnlions or (towr<)t<on 5 
nolcd Major nroas inspcrtcti aclivitios to dotoronno if ulil moiJiliod primary conlammcnl 
boundary per conurulrnont in USI A-7,mrkidmg OA aspocis of mod 
KAPLAN.ffJ, STROSNIDER JR Rcqion 1. Ofr of the Hiioctor HO/OI/P7 6pn 
4B57e 355 40578 JGO 

8902240190 Arlvisos iJini 0B03M responso to NRC Qiilfolin CBOfll. Dnfocts m Wos 
tinghouso Circuit BroaKors" satisfactory Woslinghouso DS sonos circuit bronKers not 
used In safoty rofatod applications at plant 

LABARGE, DE Projocl DjrCClorato 1*1 H9/02/17 BRONS.JC Now York Power Au 
Ihorily (lorniorly Power Authority of Iho Siato of Now York) 2pp 40576 263 
48576 264 

8902280027 Advisos of actions taken by util in rosponso to NRC Bujlolin 08 007,Suppl 
1, "Powof Oscillations in BWRs “ Roaclor Analyst Procoduro RAP 7 3 16. “Plant 
Power Changes" revised to provide listed guidanco on thermal hydraulic mslahllity 
FERNANDEZ. W Now York Power Authority (formerly Power Aiilhorily of Iho Slnto of 
New York) 09/02/21 Document Control Branch (Document Control Desk) 3pn 
4B636 102 4G636 104 

6902170112 NRC Info Nolico 69 020. “Weld Failures In Pump o1 Byron- Jackson 
Design '* Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/02/24 
Consolidated Edison Co of Now York. Inc 106pp. 48572 043 40572 14Q 

0902210351 Suppl I to NRC Info NoKco 6B 073. "Dirocfton Dopcndonl Leak Character 
Islics of Containment Purge Valves “ Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/02/27 
Consolidated Edison Co of Now York, Inc 102pp 40500 001 40509 110 

0902210564 NRC Info Notice 09 021, "Changos in Porformanco Character istics of 
M-oteted Case Circuit Breakers “ Sve list end 

ROSSI.CE Division of Operational Events A&sossmonl (Post 070411) 09/02/27 
Consolidated Edison Co of Now York. Inc 104pp 40570 032 46570 137 

8902270156 NRC fnfo Notice 09 022. "Questionable CerlificaHon of Faslonors’* Sve list 
end 

ROSSI.CE Division of Oporatlonat Events Assossmonl (Post 670411) 03/03/03 
Consolidated Edison Co ol Now York, Inc lOSpp 46732 001 46732 106 

8902280104 NRC Info Notice 69*023. “Environ Qualification of Litton Voam CIR Sedos 
Electrical Connectors “ Sve list onci 

ROSSI.CE Division of Operational Events Assossmonl (Post 670411) 03/03/03 
Consolidated Edison Co ot Now York, fnc lOGpp 46723 030 40723 143 

0902280162 NRC Info Notice 09 024, "Nuclear Criticality Safely," Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclonr Safety (Post 070720) 
09/03/06 Consolidated Edison Co of New York, Inc 06pp 40700 252 46700 346 

6903200226 Responds to NRC Bulletin 06 004, “Potential Safety Related Pump Loss “ 
New orifices installed in core spray pump min flow circuits on 090 103 
SRONS.J C Now York Power Authority (formerly Power Aulhorlly of the Stale of Now 
York) 69/03/06 Document Control Branch (Document Control Desk) 4pp 
48971'046 46971 049 

8903Q10207 NRC Info Notice 09 026, “hslrument Air Supply to Safely RolalotJ Equip 
monl" Sve list end 

nOSSI.CE Division of Operational Events Assossmonl (Post 070411) 00/03/07 
Consolidated Edison Co of Now York, Inc 105pp 40741 053-4B741 15Q 

8906020166 NRC fnfo Nolico 69 027, "Umllatlona on Use of Waste Forms & Iflgli In 
tegrify Containers for Disposal of Low Level Radwasto " Sve list end 
GREEVES.J.T, Division of Low Level Waste Management & Docommissionina (Post 
870413). 60/03/08 Consolidated Edison Co of Now York, Inc 1l7pp, 46700 114* 
48798'231 

890316038S Advises that util 080915 & 800221 responses to NRC Bullollns 00 007 & 
88 007, Suppl 1 .acceptable 

LABARGE, DE Project Directorate 1-1 60/03/06 BRONS.J.C. Now York Power Au 
^(^ormorly Power Aulhorlly of the State of Now York). 2pp 40092 329 

8903200077 EN-89 025 on 6903 13, notice of proposed imposition of civil penally In 
amount of $75,000 Issued to licensee Action based on liconsoe failure to properly 
analyze (wo potential safety issuos.lnvofving reactor bldg room coolora 
LUEHMAN.J., LIEBERMAN.J Ofc of EnTorcomont (Post 870413) 60/03/06 Ip 
48956 359 46058 359 

6903220500 Responds to violations noted in Insp Repts 50 333/06 04, 50 333/66 
13,50 333/87*14 & 50 333/07*21. Corrective action' all environ quafification files being 
reviewed, per Procedure EOP*20 Use of contract engineering also addressod 
FERNAN0EZ.W New York Power Authority (formerly Power Aulhorily of the Slato of 
New York) 89/03/10 Document Control Branch (Document Control Desk). 7pp 
49020.156*49020 164, 

8903230210 Discusses Insp Repts 50*333/66*23 & 50 333/60 17 on OBOBOfl 1005 & 
1006*1 125 & nolico of violation & proposed imnosHlon of civil penally NRC concern fo 
inoperability of coolers heightened due to listeo reasons, 

RlfSSEUL.WT Region 1, Ofc of the Director 60/03/13 BRONSJ.C Now York 
Power Authority (formerly Power Aulhorily of the Stale ol Now York), 4pp 49022 239 
49022.246 

**6903230211 Notice ol violation & proposed Imposition of civil penally in amount of 
$75, 000. Violations noted Inoperable room coolers & excessive sve water tamp 
RUSSELL.W.T Region 1. Ofc of the Director 89/03/13 4pp. 49022*243*40022 246 

B903080372 NRC Info Notice 69 028, "Weight & Cfr of Gravity Discrepancies for Copes* 
Vulcan Air*Operated Valves “ Sve kst encT 

ROSSI.CE, Division of Operational Events Assessment (Post 670411) 09/03/14 
Consolidated Edison Co ol New York, Inc. 107pp. 40095 001*40095 109 

8903220273 Advises that util 080722.1 109 & 090306 responses to NRC Bulletin 60 004. 
"Potential Safely Related Pump Loss" adequalely address NRC concerns 
LABARQE.OE Project Olreclorate 1*1. 89/03/14 BRONS.JC New York Power Au 
Ihority (formerly Power Aulhorily of the Slate of New York) 3pp 49020 260 
49026'262 


80[)3090021 NRC Info Notice 09 029. "Potenlial Failure ol ASEA Brown Bovori Circuit 
Breakers During Seismic Event " Sve list oncI 

ROSSI.CE Division ol Operational Events Assesismont (Post 070411) 69/03/15 
Conselidnteil Edison Ho of New York, fnc tOGpp 4QB70 053 40670 169 

8903090133 NRC Into Noleco 09 030. "High Temp Erwirons at Nuclear Power Plants" 
Sve list onci 

ROSSI.CE Division of Oporatiional Events Asses-smor^t (Post B70411) 69/03/15 
Consoliilalod Edison Co of Now York, Inc tOBpp 46695 1 10 46695 215 

6903160427 NRC Info Notice 69 031, "Swelling & Cracking of Hafnium Conlrof Rods " 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 69/03/22 
Consolidated Edison Co of Now York, Inc 102pp 40986 001 40968 1 03 

0903170416 NRC Info Notice 89*032. "Survoillance Testing of Low Temp Overpressure 
Prelection Sys " Sve list end 

ROSSI, CG Division ot Operalconal Events Assessmenl (Post 070411) 60/03/23 
Consol ic/alod Edison Co of Now York. Inc I04pp 46992 044 48992 147 


R, Periodic operating reports & related correspondence 

6003150030 Monthly operating ropi lor Feb 1969 tor JA Fitzpatrick W/aG0309 Mr 
COOK.J . FERNANDEZ ,W Now York Power Authority (formerly Power Aulhorily of the 
Stalo of New York) 09/02/26 5pp 46671 231 400711 235 


S. RoportHble occurrences. LERfi A related correspondence 


6903130179 LER 06 01001 on D61029,vandof advised util that two of seven safaly 
relief valves failed as found actualion tost Caused by pilot valve disc A soot bonding 
or pilol valve loakage duo to stoam culling Velvos replaced W/090302 Hr 
CHILDS.WV, FERNANDEZ, W Now York Power Authority (formerly Power Aulhorily 
of the Slnto of New York) 69/03702 6pp 4B619 270 48619 284 

0903130236 LER 80 004 01 on 660523, vendor informed uDI that Ihroo of fiva safely 
rofiof valves removed ior lost during Jan 1DB8 maini outage did not actuate within al- 
lowed specs Caused by pilot valve disc & seal bonding or loakago W/6DD302 Hr 
CHIIDS.VVV. FERNANDEZ, W New York Power Autnorily (formerly Power Authority 
ol the Slate of Now York) 60/93/02 5pp 4QB20 161-48620 165 


V. Operator Examlnstlens 


8003220159 Generic Llr OQ 03 to all power reactor licensees & applicants for OL ro op 
orator licensing naif oxnm schedule Sve list end 

VARGA.SA Assoclalo Director for Projocts (Post 870411) 89/03/24 Consolidated 
Edison Co of Now York, (no 54pp 40005 001 49005 056 


DOCKET 50*334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Socurlty, medical, emergency & ffre protection plans 

6003000155 Forwards Amend 130 to Kconao DPR-6G & safely evaluation Amend re- 
vises Liconso Condition 2C(S) & eliminates most lira protoclion specs from loch 
Specs 

TAM.PS Proiect Directorate M 09702/17 SfEQER.J D Duquosne Light Co 2pp 
40739 211 46730226. 

-6903060161 Amend 136 to Liconso DPR 06, revising Liconso Condition 2.0(5} A elimi* 
nailng most firo prolaclion specs from Tech Specs 
STOLZ.J F Prolecl Oirocloralo I 4 89/02/17 lOpp 46739 213 48739 222 

-6903060164 Sflioly evaluation supporting Amend 136 to License OPR-8e 
' Olfico of Nuclear Roaclor Rogufation, Director (Post 670411) 69/02/17 4pp 
46739 223 46739 226 

8903080206 Advlsos that action plan schedule for corrective acllon re deviations Identi- 
fied In Insp Ropt 50 334/68 02 revised Tasks lor omorgancy oporallng procedures 
will bo comploiod by May 1980 

SIEOER.JO, Duquosne Light Co. 89/02/21 Documenl Conirol Branch (Document 
Control Desk) 2pp 48766 154-40760:155 

S00300029B Advises that 660616 Rev S, Is sue 4 1o physical security plan consistent w/ 
provisions ot 10CFR50 54Cp) & acceptable 

QEl LAMY.R H Region 1. Ofc ol the Direcler 80/02/27 SIEBER.J 0 Duquesne Light 
Co 3pp 48600 244 40000 '246 

8903 140 4 54 IssiJo 8 1o Rev 4 to EPP/l-1, "Recognition & Classification of Emergency 
Conditions " W/e9022Q Hr 

LACEY.WS Duquosne Light Ce 09/02/20 4fGpp 40030 304*40631 362 

8903140206 Forwards Safety Insp Repte S0 334/69<01 & 50 412/69*01 on 690101- 
0215 No violations noted 

WIGQtNS.JT Region 1, Ole of (tie Director. 69/03/02 SIEBER.J D Duquesne Light 
Co 2pp 46B40 342*46640 358 

-8903140209 Insp Ropls 50 334/60-01 & 50-412/60 01 on 600101 02 15, No violations 
or unrosotvod ItemB Idontlfiod Major areas Inspected licensee aclions on previous insp 
findinos.ptanl operalions.securlly.radiological controls & firo proteclion. 

TRtPP.LE Region 1, Ofc ol the OIreclor 69/03/02 15pp 40840 344 46640 358. 


J. Insurance & Indemnity Information 

8902270612 Forwards ondoreemenls lo fislad NELIA 61 MAELU poficlee 8 certificates 
OCONNOn.D J Moreh & McLennan, Inc 69/01/13. OINJTZ.I Office of Nuclear Reac- 
tor Rcpurallon, Director (Post 670411) 125pp 4B585'055’48505 170 



136 DOCKETED ITEMS 


09O227O3tO F-ua -'J'' ftyi’L^iTiLnl EnOofScirenls 1 23 & Mo NELIA & MAELU Cerlifi 
Td'. . N iti> S m”*! lOrtSpcclJueSy 

( j M^'sD^S McLennan fnc 89/02/08 DINITZJ Office of NucfearReac- 
’ cF j.'a in Ov<.foMPD5l870tl1) l3pp -18587097 48587 »09 

«903 140^54 Sjtrr.'s Jii'j ro property damage insurance covoragos for plant 
■^cGrFJO Oj'^uu'ne ligTit Co 69/03/01 Document Control Branch (Document 
f rr * U D h) 4c555S 076 40855 077 

P Op^almg license stage documents & correspondence 

89032200 1 5 ^Kbrn^nn admtnistrative controfs & responds to alarm procedures that 
A I C_Mn £!tc:t dur-ng poAer operations for ncKt 6 month period Pressure switches 
A 'I te iraia 'cd on each of three safely valves to rnomtor valve leakage 
AOCLEvER E J Duquesne Light Co BO/ll/14 NOVAK T Assistant Director for Op 
ira'rgRcacUs 2pp 49020 326 19020 327 

I9030303W FciAards preposed bases Tech Spec Pages 8 3/4 9 3 & 9 4 re fuel en- 
ricTifr.r.i for r^. it refoad Bases cover refuefing operations water level.fuel bldg ventila 
Icon sys -^pent fuel storage pool & conirol room emergency habitabifity sys 
T^yPS Project Directorate f4 69/02/06 S!EQER,JO Duquesno Light Co Spp 
45t34 303 18694 307 

6902270452 R,sp^r js to design & operations venfiCation requested by Generic Ltf 86 
14 instrument A.r Supply Sys Problems Affecting Safely Related Equipment " Con* 
Ufirreni ins'rumcni ar dcvi^Oinl will be routinely monitored using indicator 
PIHEERJO Duquesne Light Co 89/02/17 Document Control Branch (Document 
Cortrcl Desk) I3pp 4B586 247 48586 259 

1903060155 Ferwards Amend 136 to License DPR 66 & safely evaluation Amend re- 
^^^^L'cense Condifon 2C|5) & eliminates most fire protection specs from Tech 

Directorate 14 69/02/17 SIEBER.JD Duquesne Light Co 2 dd 
487^9211 40739 226 a ” 


-6903060161 Amend 136 to License DPR 66 revising License Condition 2 C(51 5 elimi 
most I re protect on sprees from Tech Specs * 

ST0L2 J F Project Directorata I 4 89/02/17 TOpp 40739 213 48739 222 

-8903060164 Safe^y evafuaiion supporting Amend 136 to License DPR 66 
4eW2H°4e7Ml26"“''“ If""' 89/02/17 4pp 

‘ P'OS'amrod enhancemems in 6e- 

' 'P«"«'edosPcalcnla. 

Co 2PP 

Control Desk) 2pp^4^77'lS8*46977^300^^^ Document Control Branch (Document 

S16BER J 0 Duquesne Light Co 69/03/02 Ip 4B977 180 48977 180 

^ipomS&^aSvaW^vIiS^s factor (np & eSFAS inslrumentalion inp 

KXiquesna Light Co 89/03/02 24pp 4B977 181 *48977 204 

WlfSEMANN.F) A Wesi™tousB Sr??w« 790(b)(4) 

tkaar Reaclor RegulaliAeclOf (P«U7W? I) 9pp® 48977 M5%977 213 

•WBsl.nghoosB Setpoint Memodotcay to, Protection Sy* Beaver Valley 

489^1446977 TO**"^***^®® Electric Corp WCAP-11420 97/10/3) 86pp 

* * 

A&879 357 48879 360 /U3/08 SIEBER.JD Duquesne Lrghl Co 4pp 

P«WaSwifS?vroSicma?o corporate reslructurinq fnr fr 

tJSn ^ '^'*"9 <=P'"(»ny.DOE, lnc.ivh«h^uKho"y oS^ 

■**96025048W2 m”*”®*® ' 89/03/09 SIEBER.JD Ouquesne Liglil Co 2pp 

tjeeoina'^te®lHS! i'??"®'® 'esirueturing, creeling hodmo 
t 1 i'SS'S?* ®°'® “*"« ^“*’"8 1>9W Co Duquesn?'at^‘a 

^PS PrcecttVecIcateM 89/03/09 2pp 48990 26 M8980 262 

'Ste^fSrofe” f * A'Pe™) in.- 




B903270089 Submits supplomonlal response to NRC programmed onhafKamenls idcnip 
fied in Gononc Llr 08 17, "Loss of OHR ” Dales for sovonth & lirsl rofuelinn for facility 
provided ^ 

SIEBER.JD Duquesne Light Co 09/03/17 Oocumnnl Conirol IJranch (Ducump/ij 

Cordrol Desk) 2pp 49056 218 49056 219 

8903160296 Generic Llr 09 02 to all holders of OLb & CPs lor nucloar power roaclofi ro 
actions to improve detection of counterfeit 8 ffaiidiilontly markolorf products Sve list 
end 

VARGAS A /Vssocialo Director (or Projects (Post 070411) 09/03/21 Con^jo lido tod 
fcqison Co o1 Now York. Jnc 57pp 40960 001 40960 057 

Q. Inspection reports, IE Bulletins & correspondence 

8903080208 Advises that action plan schedule for corroctivo action fo dovialions idonti* 

SbeSKb^MsJ “sf Pro'^oduros 

!^SDesk)X“**8f60?54 5?76B‘’(55‘'®' ('’""-"'“P' 

*°^lBn”sv?toe™° OS'™" •'"'''“on 

Operational Events Assossmonl (Post 070411) 00/02/24 
Consolidated Edison Co of New York, lnc 106pp 40572 043 40572 140 

■‘Difoclion Dopondonl Look Choraclo/- 
prfcfe?o c n Valves Sve lisl end 

SidaL'eS si 

* MaSr4I:??°Bre£aTc^lii^ Po/lormnnco CItnrnctodstic, o( 

Operational Events Assossmonl (Post 070411) 09/02/2/ 
Consolidated Edison Co oiNew York, fne 104pp 40570 032*40570 137, 

“malSrallS^pw^Sfte 0*®"® <>' P/ossurt^of surgo line llw- 

S»)‘^p“®IS^58t3 5?fl6®8*oSr“'' 

50 334/89 03 & 60.412/80.03 on 000130 0203 Ono 
C^‘'3?Me853 29®|.40853°3M°‘''’““^^ SIEBED.J D Duquesne LIg lit 

" senium nonn??'!'®'*’®*®®' l/'®P PldP'* 60.334/00 03 & 60.412/08 03 nn 
46853 296 4B8M 308 ” ® ®'’ *' 00/02/23. 


11pp 


50 334/89.01 8 50 412/00 01 en 800)01. 
™“w®4M4o”T4"8840 3m' ''’® °''®®'®' SIEBERJO Ouquosno Llflbl 

TuSed"a\Mralel'^ No vielabons 

imihpxe Region I.OIcoI (be Olreclor 89/03/02 16pp 40840^44.40040358 

9902270168 NRC Into Notice 89 022. ■•Quesflonablo Coftlllcatfon of Faslono/s." SvC list 

SaUS Si ‘lOs'p'p'l “®'“/03 

‘ |X’aVc^^eiK®«'^®^“c®„«? °“®'"''®“®" ®' Lllton-Voao. CIR So.los 

Cons^olldaL'e^S: ^ dCw°Cjnr 

* CuWgHaJJ^^ dS Of MSI' SVC 591 end. 

men! "^*ffencl® 89.026, "Itislrumonl Air Supply lo Safely Relaled Equip 
C?Sdaled‘ES Co. 

87«»^ 88/03/08. 

!aciI“lnserefcliS'D n^*'®® * 

*7»7'9'a'r™'®'-^ 

Consoidaled eS Co °&"o“V%“o7pr4l^^^^^^ 

nJ5^^f9D“|™^tem!c'EveSr Svote^^^ ASEA Brown Boveri Circuit 

ConaoWated EdS Si. 89/03/15 



DOCKETED ITEMS 137 


0903090133 NRC Info Nolico 09 030 High Temp Eltivirons at Nuclear Power Pianl 5 *‘ 
Svc lisl end 

ROSSI ,C E Division ol Operationol Evonls Assesiment (Posl U70'111) 09/03/16 
Consolidated Edison Co of Now YorK. Inc lOGpp <10895 1 10 40B95 215 

8993160427 NRC Info Nolico 89 031, "Swolling & Cracking of Hafnium Control Rods*' 
Sve list end 

ROSSI.CE Division of OpomUonaf Evonls Asbossmonl (Posl OTO-Ill) 89/03/22 
Consolidated Edison Co of Now York, Inc f02pp <10986001 4QD8G 103 

8903170419 NRC Info Nolico 09 032. “Survcillanco Testing of Low Temp Omprossuro 
Pioleclion Sys " Sve list onci 

POSSI.CE Division of Oporalionaf Evonls Assobsmonl (f^osl 870^111 80/03/23 
Consolidated Edison Co of Now York, fnc 104pp <10992 0 <14-48992 H7 


R. Periodic operating reports & related correspondence 

0903180202 "Semiannual Radioaclivo Effluonl Release Ropi Socond Hall 1908” W/ 
890223 Hr 

SIEBER.JD Duquosno Light Co 08/12/31 66pp 48013 142 48813 206 

0903150003 ’ NPDES Dischargo Monitoring Ropl," for Jan 1309 W/eg0228 Hr 
DRUGA.RJ Duquosno Light Co 89/01/31 VARGA.S Offico ol Nuefoar RoactOf 
Regulation, Dirocfor (Posl 070411) 21pp 48060 257 40863 277 

8903160037 Monlhly operating repts for Feb 1989 lor Beaver Vnlioy Power Station 
Unis 1 & 2 W/890308 Hr 

WINGER.MA. SIEBER.JD Duquosno Light Co 00/02/28 lOpp 40885 012* 
48805 021 


S. Reportable ocourrenceSi LERs & related correspondence 

8902200014 LER 09 001-00 on 0901 17, reactor trip duo to fow stonm generator lovol co- 
incidonl w/sloam flow - loedwalor How mismatch CousocI by opcraior error Operators 
counseled re event W/Q90216 Hr 

NOONAN.TP Duquosno Ughl Co 09/02/16 4pp 40Q44 130 48G44 133 

0903210146 LER 09 002-00 on 09O2l3,rQac1or trip occurred duo to foodwalor regufaling 
vflfvo (MFRV) malfunclion Caused by failure of oloctro pnoumntic transducer Electro 
pnoumalic transducers for vafvos replaced W/0003 14 Itr 
NOONAN.TP Duquesno Light Co 09/03/14 5pp 48982 023 48902 033 


V. Operator Examinations 

6903220169 Generic Ltr 09 03 to all power roaclor licensees & applicanls for OL ro op 
orator licensing nail oxam schodulo Sve list end 

VARGA.SA Assoclalo Dlroclor for Projects (Posl 8/0411) 69/03/24 Consolidnlod 
Edison Co of Now York, Inc 54pp 49005 001 49005 056 


DOCKET 60-335 ST, LUCIE PLANT, UNIT 1 


P. Security, medical, emergency & fire protection plans 

6613120269 Forwards CSS 140-1 through CSS 140 4 of Rev 4 to safogiiards contlngon 
cy plan ro security organization Ends withheld (rof 10CFR73 21) 

WOODY.CO Florida Power & Light Co 66/12/00 GRACE.J N Roqlon 2, Ole of Iho 
Dhflclor 1p 38900 000 30980 090 

0903020096 Forwards Rev 10 to physical security planRov withholcll frol 10CFR73 2! & 
2 790) 

CON WAY, W F Florida Power & Light Co 00/02/24 Documonl Control Branch {Oocu 
mont Control Desk). 2pp 48673 227-40673 220 

&9031400SB Forwards Insp Ropts 60 335/08 33 & 50 380/00 33 on 60121 1-000120 No 
violations or cfeymtlons noloa 

WILSON, BA Region 2, Ofc of Iho Director 89/03/01 CONWAY ,WF Honda Power 
& Light Co 2pp. 48855' 158-48855 166 

-•S903140063 fnsp Repts 50 335/08 03 & 50 309/88 33 on 001211-600120 No vjoln- 
tlons or deviations noted Major areas inspected Tach Spec cempimneo, operator 
per for manco, overall plant oporatlons.OA practices & station & ccrporalo rngt prnc- 
II cos 

PAULK.QL, CRLENJAK.RV, Region 2. Ofc of Iho Ddroctor 09/02/23, 7pp 
48055 160 48BS5 166 

0903170102 Forwards summary of obiechves for exercise of omorgoncy plan schodulotl 
for 890524 Exercise will involve parlicipalion of local emorgonoy losponso agencies 0< 
state emergency response personnel 

CONWAY, wF Florida Power & Light Co 09/03/10 Documonl Confrol Brancfi (Docu- 
ment Conlrol Desk) 7pp, 40893 209 40893 215 

0903270266 Forwards response to rogufatory effectiveness review Section 2, per NRC 
690126 Hr Enc! withheld (rof 10CFR2 7a(a)(3)) 

CONWAY.W.F Florida Power & Light Co 89/03/24 Document ConKot Branch (Docu- 
ment Control Desk) Ip 49110 263-40110 263 


0. Adjudicatory correspondence 

8903100076 Licensee proposed findings of fact & conclusions of low * 

BUTTLER,J T . BAUSER.M A Florida Power & Light Co. BUTTLER.J T. SteoL Hector 
& Davis ^169 8206. 69/02/25 58pp 4B738 253 4073Q 316 

*-8903100065 Licensee molion for transcript corrections * Ulil heroby movos Board to 
accept attached proposed transcript corrections for bearing in proceeding held on 
890124 26 W/Certificate ol Sve, 

8UTLER.JT.. 8AUSER,M A Florida Power & Light Co BUTLER.JT. Blool. Hoclor & 
Davis 89/02/25, Atomic Safely and Licensing Board Panel 6pp 40738 311- 
40738 316 


6903170122 NRC Slaff motion for oxicnbion to file proposed finding * Proposed findings 
will bo sorvocJ on parlies & Board or* 090320 Cor till cate of Sve end Served on 
890310 Granted for Board on 090309 

* Assistant General Counsot for Healings //1 89 8253 89/03/07 Atomic Safely and 
Licensing Board Pend 3pp 4001 1 051 480 M 053 

0003220080 NRC SlafI molion lor oxlensioni lo file proposed finding ' Proposed findings 
will bo served on parlies & Board on 890320- W/Ccrlificate of Sve 
JCHUE.PA Assisiani General Counsel for Hearings /f180 0274 89/03/07 Alomic 
Safely and Licensing Board Panel 4pp 40872 201-40872 204 

0903230000 Inlervonor proposed findings of fnc I & conclusions of law ‘ Aspect ol sur- 
veillance should not bo lofi up to oplion of ticcnsoa since no other way to dolermino if 
gaps bemn formed in panels w/Ccrtificalo of Sve 
filCH.C Rich,C //1898284 09/03/14 igpp 40008 325-40808 343 

0903230165 NRC Slaff proposed findirijs of tact & conclusions of law in form of Initial 
decision * Proposed franscript corrections lo 090124 & 26 proceedings & Ccrtlficalo 
of Sve end 

JEHLE.PA AssistanI General Counsel for Hoarinns // 189 8316 69/03/17 SOpp 
40808 132 40800 181. 

8003290104 Forwards coirecicd Pages 15,24,25 & 20 to NRC 090317 findings of 
fad, per staled clarifications & corrections 

JEHLE.PA Assistant General Counsel lor Hearings //1Q9 0361 09/03/24 

COTTER,BP. GHIGIIT,GO. COLE.RF Atomic Safety and Licensing Boord Panel 
7pp 48990 160-40999 104 


P. OporatIng Mconse singe documents & correspandence 


8902230102 Nobficnlion ol 690301 meoling w/util in Rockvillo.MD lo discuss roviow of 
Uhl ATWS submillal & Implomontalion ol ATWS mods 

NORBIS.JA ProJocl Diroctorato 112 69/02/16 tBERKOW.HN Prolod Dirocloralo II- 
2 3pp 46560 297-40560 200 

8903018115 Applicalton lor amends to Licenses DPR 67 & NPF te.changing Tocli 
Specs to implomont racommondations ol Generic Ltr 85 19, "Reporlmg Requiremonls 
on Primary Coolnnl fodino Spiikos" 

CONVVAY.W F Florida Power & Light Co 60/02/21 Document Control Branch (Docu- 
ment Conlrol Desk) 3pp 40053 234-40653 254 

-0003610120 Proposed Tech Specs implementing focemmondatiens el Generic Ltr 05- 
19 

* Florida Power A Light Co 69/02/21 lOpp 46603 237-40663 254 

S903060939 Advises that ulrl del ailed ormm earing schodulo supports ATWS mod imnlo- 
monlalion during lOGO.approvod by NRC 670917 & 600422 Hrs Util will meol w/NRC 
on 800301 lo discuss design details 

CONWAY.W r Florida Power & Light Co 60/02/27 Documonl Control Branch (Docu- 
ment Conlrol Desk) Ip 46730 25(5-40730 250, 

$903080035 Forwards responso lo NRC 080518 roquosl for eddf in(o ro plan I- specific 
ATWS diverse scram sys concopluaf design 

CONVVAV,W f FforEda Power & Light Co 69/02/20 Documonl Conlrol Branch (Docu- 
monl Conlrol Desk) 3pp 4874 1 3212-40741 324 

0903160009 Wilhdraws 700905 amend /equosl JO survollianco roquiremenls for emor 
goncy diosol generalor units.por 660917 mooting 

CONWAY.W F Florida Power & Light Co 89/03/06 Document Conlrol Branch (Docu 
mont Conlrol Desk) 2pp 46071 229-4607] 230 

0903220165 Informs of planned affiltaflon of Roglon 2 iMs w/Nuclear Employee Data 
Sys lor precossinn of transioni: workors Sug posts mealing in mid to late Mar to dis 
cuss cofiectlon, rolenlion A updating of contractor Info by iisirig sys 
CONWAY.W F Florida Power & Light Co 80/03/06 EDNETER.S D noQion 2, Ofc of 
IhoDifOClor Ip 46907046 40097 046 

8903170410 Summary ol 69 9309 mealing w/util In RockvIlle.MD ro proposed mods to 
plant to moot roquiremenls of ATWS riilo 

NORRIS, J A Project Dirocloralo lt-2 QD/03/09 Project Directorate 11-2 33 pp 
4094 0 316-46946 350 

0903210104 Forwards FR notice of 090306 wilhdrawat of 700905 appiicplion ro omor- 
geucy diesel gonoralors Request granted 

NORRIS.J A Projocl OIroclorale 11-2 80/03/10 CONWAY.W F Florida Powar & Light 
Co 2pp 40000,356 48900 359 

-8903210165 Notico Of 090306 withdrawal of utii 760905 application to revise Tech 
Specs ro emorgency diosol generators 

NORRIS, J A Projocl Diroctorato 11-2 09/03/10 2pp 40990 35B 40980 359. 

0903220479 nosponds to 690106 request ro unknown spiked samples received on 
QII01 13 End results wore back decay corroded Id 690103 

CONWAY.W F Florida Powor & Light Co 69/63/14 Documienl Conlrol Branch (Docu- 
moat Conlrol Desk) 2pp 40008 320 49000 327 

6903230277 Informs of plan to supp) RETRAN lepical ropl as early as May 1089Suppl 
Will present go nano molhods applicable (o all util units & will support plant improve 
menis at St Lucie lo Impfoment roaclor trip loducllon aclivilies, 

CONWAY.W F, Florida Power A Light Co 80/03/14 Document Conlrol Branch (Docu 
merit Control Desk) 2pp 49020 25 1 4 9029 252 

8903230302 Forwards first sol of responses to Generic Ltr 00-14. "Inslfumenl Air 
Supply Sys Problems Affedlng Safely Related Equipment, " per phased schodulo 
noted In util 601227 Hr. 

CONWAY.W F Florida Power A Light Co 09/03/14 Document Control Branch (Docu 
meat Control Desk) 5pp 49029 263-49020 267 

8903100296 Go none Ltr 09 02 to all holders of OLs A CPs for nuclear power reactors ro 
actions to improve doloction of counlqrfott A fraudulonlly markoled products Sve Nsl 
end 

VARGA, S A Aseociale Director for PrOjecEr^ (Post 670411) 89/03/21 Consolidatod 
Edison Co ol Now York, Inc 57pp 46060 001-40960 057 
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O, Inspection reports, IE Bui led ns & cor^{^5poncfencQ 

890229030 1 FoAverds fnsp flepls SO 335/89 Ot ^ 50 389/89 01 on 890109 13 No vio 
laiions or devralion noted 

DECKERJR Region 2, Ofc of Ihe Director 89/02/15 CONWAY, WF Florida Power 
AllgtilCo 2pp ^B625 24a'lB625 262 

--8902280305 fnsp Repis 50 335/89 01 & 50 309/89 01 on B901DO 13 No violations 
noted Major areas inspected preoi; la ga planning, pieparaitons ■& mgl supporl for im 
plfirrertmg licenseo radiation protection program 

WRIGHT.FN, potter, JP Rogion 2. Ofc of Ihe Director 88/02/13 lapp 
48626 245-49625 262 

8902170112 NRC Info Notice 89 020 ‘‘Weld Failures in Pump of Byron Jackson 
□e&tgn ” Sve list anci 

ROSSP.C E Division of Operational Events Assessment (PosI 070411) 89/02/24 
CorsolidalGd Edison Go of New York, Inu 106pp 48572 043 48572 14B 

8902210351 Sup pi 1 to NRG Info Nolico 86 073, '•Direclion Dcpendonl Leak Characier- 
islics of Contain monl Puree Valves ’ Sve list end 

ROSSI, CE Division of Operaiional Events Assessment (Post 870411) 89/02/27 
ConsolJdaled Edison Co of New York, fnc 102pp 48589 001-40689 110 

8902210864 NRC Info Notice 89 021, “Changes in Performance Characteristics of 
Mofefod CabO Circuil Breakers " Sve fisl end 

HOSSl.CE Oivi&ion g 1 Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York. Inc 104pp 4B578 032-48578 137 

8903140050 Forwards Insp Repis SO 335/88 33 & 50 389/88 33 on 801211 890120 No 
Violations or devrations noted 

WILSON.BA Region 2. Ole of Iha Director 89/03/01 CONWAY.WF Florida Power 
8 Light Co 2pp 49855 158 4B055 166 

-0993140063 Insp Repis 50 335/88 33 & 50-389/88 33 on 681211 890128 No viola 
tions or davialions noted Major areas inspected Tech Spec compliance, opera! or 
pa; forma n CO, overall plant oporaiions.QA practices 8 station & corporate mgt prac- 
tiCOS 

PAULK.GL, CflLENJAK.RV Region 2. Ofc of Ihe Direcior 89/02/23 7pp 
48355 160 48B55166 

8902270 1S8 NRC Info Nolice 09-022, “Ouostionable Certification of Fasteners " Sve lisl 
oriic) 

ROSSLCE Division of Operational Events Assessment (Post 670411) 89/03/03 
Consolidated Edison Co or New York. Inc lOSpp 48732 001-48732 106 

0992280104 NRC fnfo Nolice 89-023. “Environ (Qualification of lillon-Veam CtR Scries 
Electrical Connectors " Sve list end 

ROSSI, CE Divisron of Operaiional Events Assessment (Post 670411) 89/03/03 
Consolidated Edison Co of New York, Inc t06pp 48723 038 48723 143 

6903240272 Forwards Insp Repis 50-335/89-02 & 50-389/89-02 on 890123-27 & notice 
of Violation 

JULIAN, C A Region 2. Ofc of Ihe Direcior 89/03/03. CONWAY.WF Florida Power & 
LrghI Co 2pp 49039 134 49039 156 

•*8903249276 NoIiCb of vjolalion from fnsp on 890123 27 Viofafions noted failure lo 
calibr safety related neutron flux channel 26-80A per msirumeniahon & control proce- 
dures 8 or even two mam I procedures 

JUUAN.-C A Region 2, Ofc of the Director 89/93/03 2pp 49039 136 49039 137 

-S903240279 Insp Repis 50 335/69 02 & 50 389/09 02 on 690(23-27 Violations 
noted Maior areas inspected licensee conformance 1o Reg Guido 1 9 7, Rev 3 
FILLION.PF. CONLON.TE Region 2, Ofc of Ihe Director 89/02/27 lOpp 
49039130-49039:156 

0902280162 NRC Info Notico 89 024, “Nuclsar Cnlicafity Safely '' Svc list onci 
GUNN INGHAM, R E Division of fndoslrial & Medical Nirclear Safely (Post 870729) 
89/03/06 Consolidated Edison Co of New York, Inc 96pp 48700 252-48700 346 

89031S0005 Responds to NRC Bulletin 88 Oil, “P/es^unzer Surge Line Thermal Sfralifi 
cation" Ongoing surge lino program to collect dala from plants authorized NRC 
anrodd on listed action ilems to be completed based o-n program 
CON WAY, W F Florida Power & Light Co 89/03/06 Document Control Branch (Docu- 
meni Com rol Desk) 2pp 48871.217-40871 218 

8963010207 NRC Info Notice 89 026, ■■(nslrumenl Air Supply to Safety Relafecf Eqgip- 
menl “ Sve lisl oncf 

ROSSi.CE Division of Operational Evonls Assessmonl (Post 870411) 89/03/07. 
Consolidated Edison Go of Now York. Inc 1D5pp 48741 053-48741.150 

8903626165 NRC Info Notice 89 027, “Li/nilations on Use of Waste Forms & High fn- 
tegrily Containers for Disposal of Low Level Radwaste '* Sve list end 
GREtVES.JT Division of Low Level Waste Wanagomenl & Decommissioning (Posi 
8704 13) 89/03/06 Consolidated Edison Co of New York, fnc Il7pp 48798 114- 
48798 231 

6903000372 NRC Info No1ice 89 028, "Weight & Cir of Gravity Discrepancies for Copes- 
Vulcen Air Operated Vsfves “ Sve list encT 

ROSSLCE Division of Operaiional Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, Inc 107pp 48895001 48095 109 

8963090021 NRC Info Nolice 89 029, ■'Potential Failure o1 ASEA Brown Boven Circuit 
Breakers During Seismic Event " Sve list end 

ROSSI.CE Divfsion of Operational Events Assessment (Post 870411) 89/03/15 
Consolidaled Edison Co oi New York, fnc 106pp 4e87O.D53'46870 169 

8963090133 NRC fnfo Notice 09 030, “High Temp Environs al Nuclear Power PJanIs** 
Sve list end 

flOSShCE DivisJon of Operational Events Assessment (Post 870411) 89/03/16 
Consolidated Edison Co of New York, Inc 106pp 40895:1 fO 48895 215 

6903270233 Responds lo NRC Info Nolice 08 082, “Tonis Sheds W/ Corrosion 0 Oe 
graded Coalings In BWR Confainmenls “ Summary of relevant projects for various 
utils successruHy employing underwater alfernalive to draining vessel enef 
STUART,CO. SG Pinney Co, 89/03/15 ROSSI.CE Division of Operational Events 
Assessment (Post 870411) 9pp 49056 023-49056 031 


8903160427 NRC Info Notice 09 031, "Swelling & Ciacking of Hafnium Control Rods" 
Sve fist end 

ROSSf.CE Division of Operaiional Events Assessment (Post 870411) 09/03/22 
Consolidaled Edison Co of New York, Inc l02pp 48906 001-48986 1D3 

8903170419 NRC Info Nolice 09 032, "Surveillance Tesling of Low lomp Overpressure 
Pfoicction Sys " Sve list oneJ 

ROSSI.CE Division of Opemtional Events Assessment (Post 8/0411) 09/03/23 
Consolidaled Edison Co of New York, Inc t04pp 40992 044 40992 147 


R Periodic operating reports & related correspondence 


6903070017 'Combined Somiannuaf Radioaclivs Efffuont Release Repl," Ju1 Doc 
1000 W/GQ0228 Hr 

CONWAY.W F Florida Power & Light Co 88/12/31 39pp 40740 279 48740 317 

6903000070 "1960 Annual Operating Rept for St Lucre Units \ & 2" VJ/ 890301 Hr 
CONWAY.W F Florida Power & Light Co 88/12/31 5Gpp 48742 260 48742 323 

6903090413 "Personnel Monitonng Rept for CY88 " W/890225 Hr 
CONWAYWF FloridaPower&lightCo 00/12/31 2pp 40001 166 40601 167 

8902230427 Monthly operaling repis for Jan 1989 for Turkey Poinl Unlls 3 & 4 & 
St Lucio Units 1 & 2 W/B90213 Mr 

eONETT.D M , CONWAY.W F Florida Power & Light Co 89/01/31 17pp 48560 142 
48560 158 

6903240172 Monthly operating repis lor Feb 19B9 tor Turt<cy Point Units 3 & 4 & S1 
Lucio anus I 5 2W/09O314 Hr 

0ONNETTDM. CONWAY.W F Florida Power & Light Co 69/02/20 17pp 
49038 306 49030 322 


T Hearing transcripts on non antitrust matters 


8903100076 Licensee proposed findings of fact & conclusions of law * 

BUHLER.JT. BAUSER.MA Florida Power S Ughl Co BUTTLER.J T Steel, Hector 
& Dawg /f189 8205 89/02/25 58pp 48738 253 ^38 316 

-6903100065 Licensee motion for transcript correclions * Util hereby moves Board to 
accopi attached proposed transcript corrections for hearing in proceeding held on 
890 1 24 26 W/Cerl(f(cate of Sve 

BUTLFR.J T , BAUSER.M A Florida Power & Light Co BUTLER,J T Steel, Hector & 
Davis 09/02/25 Atomic Safely and Licensing Board Panef 6pp 4B733 31I- 
4B73& 316 


V. Operator Examfnallons 


6903220159 Generic Lfr 09 03 lo alf power reactor licensees & applicants for OL re op- 
erator licensing nail exam schedule Sve list end 

VARGA.SA Associate Director for Proiecls (Post 070411) 09/03/24 ConsoJidalocf 
Edison Co of New York, Inc 54pp 49005 001-49005 056 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security, medfcal, emergency & fire protection plans 

8903140507 Change 1 lo Rov 4 to EPIP Form 4701-2, "Unit 2 Emergency Action 
Levels" W/890306 \\j 

SCACE.SE Monh east Utilities 09/02/08 4pp 40048 349-4B040 352 

89030201 S5 Forwards Safety insp Rept 50'336/B8-26 on 081124-8901 10 No violalipns 
noted 

BETTENHAUSEN.L Region 1, Ofc of the Director 89/02/13 MROCZKA.EJ Norlh- 
east Nuclear Energy Co (subs of Northeast Utifilies) 2pp 48672 043-40672 121 

-8903020174 frtsp Rept 50-336/88-20 on 861 124-8901 10 No violations or dovialions 
noted Major areas inspected plant operations, surveillance, maint, previously idantified 
ilems,review oi plant incident repts, security events & allegations 
MCCA0E,EC. HABIGHORST.P J . BAR0ER,S Region 1. Ofc of the Direcior 89/02/ 
08 77pp 48672 045 48672.121 

8902200331 Advises that util 860527 Rev 5 to physical security plan & Rev 7 to guard 
training A quafif/cation plan consistent vv/ provisions of 10CFR50 54(pl & acceplabfe 
BELLAMY.RR Region 1. Ofc of (he Director 89/02/17 MROC2KA.E Northeast Nu 
dear Energ)r Co (subs of Northeast Utilities) 4pp 48630 111-48636 114 

09O314O6S4 Forwards Safeguards Insp Repis 60-245/89-01,50 336/89-02 & 50 423/ 
69-01 on 890130 0203,No Violations noted 

BELIAMY.RR Region 1, Ofc of Ihe Director 89/03/02 MROCZKA.EJ Northeast 
Nuclear Energy Co (subs oi Northeast Utilities) 3pp 48834 081-48634 092 

-8903140670 Partially deleted in^ Repts 50-245/69 01,50-336/89-02 & 50 423/89-01 
on 890130 0203 (ref 10CFB73 21)No noncombliances noted Major aroas 
inspected security program plans 8 audits & detection & assessment aids 
LANCASTER.WK Region 1, Ofc of the Direcior, 89/02/20 9pp 48834 084- 
46034 092 

89032002S1 Forwards Rev 8 to physical security plan End withheld (ref 10CFR2 790(a) 
& 73 21) Rev does not decrease effecliveness of physical security plan 
MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast UltlHies) 
MflOCZKA.£J Norlheasl Utilities 89/03/14. Document Control Branch (Documani 
ControlDesk) Ip 48965 Q4 6-46 9 65 046 


H, General correspondence 
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8902230566 Rcspon(/s to 861206 Hr raising qiioslion wholhor nuclear pollution from fn 
cilities could travel lo Charlostown.RI NRC assossmont conclurJod timl polonlial ot fa 
cility operation having rnrfliition offoct on Cliarloslown exlromoty remoto 
RUSSELL.WT Region 1, Ofc oJ tho Director 89/02/00 SIIBRWOOD.FI Alfilialion 
Not Assigned 4pp 48568 205 40560 212 

• S902230567 Forwards consiituenl.R Shorwooct 001208 Itr inquiring about possibilily of 
radiation contamination downwind from lacllitios Rosponso roquostod 
CHAFFEJH Senate 08/12/19 ZECM.L W Commissioners 2pp 48560 209 
40568 212 

8903108336 Comment opposing proposed rule t0CPR50 ro odcclivonoss of maint pro 
grams for nuclear power planis Proposed rule on moinl will not improve mainl in 
planis nor improve safely or reliability of planis Proposed rule much loo- vague 
WROCZKA.E J Connecticut Yankee Atomic Power Co 09/02/27 Dochoting & Serv- 
ices Branch I2pp 48806 334 40QQ6 345 

0903210102 Comments on proposed Rev 3 lo Reg Guido 1 9, ■'Selection, 
Design, Qualiffcation, Testing & Reliability of Dtosol Generalor Units Used as Onsilo 
ElQclnc Power Sys at Nucloar Power Plants" Reg guide does not provjdo flexibility 
MROCZKA.EJ Connoclicut Yankee Atomic power Co 09/03/00 MfcYEn.DL Rogu 
fatory Publicalions Branch Opp 48990 128 48990 135 

8903280075 Comment on proposed Rev 3 lo Reg Guido 1 9 ro selection 
closign,qun[ificatlon,1os1ing & reliability of diesel generator units used as onsite electric 
powGi sys al nuclear powor plants 

MROCZKA.EJ ConnccKcut Yankee Atomic Power Co 89/03/00 MEYER, DL NRC 
No Detailed Afniiation Given Opp 49144 050 49144 057 


P, Operating ficoneo stage documents & correspondenco 

89022D0226 Application for amend lo License DPR 65, revising Tech Spoc 3 9 3 2 ro 
spent fuel pool cooling to add (ootnoto to limiting condition for oporatlon for Cycle 9 
ro fueling only W/o proposed Tech Specs 

MROCZKA.EJ t ROMBERG, WD Northeast Nuclear Energy Co (subs o# Northeast 
Util’iliDS} MROCZKA.E J Nor1hoa‘}l UIiIjIios 89/02/22 Document Control Branch 
(Document Conirol Desk) 9pp 40644 198 40644 206 

8903080095 Advises lhat 800113 response to NRC request for acldl Info withheld (rof 
10CFR2 790(b)(5)), per request 

JAFFE.DH Projocl Diroctoralo 14 09/02/22 WIlUAMSON.HE Advanced Nuclear 
Fuels Corp (formerly Exxon Nucloar Co , Inc ) 4pp 40738 246 4D73D 240 

8903090215 Discusses 890222 proposed emergency change to Tech Specs, adding 
footnote to limiting condition for operation of spec 3 93 2 ro spent fuel pool cootino 
MROCZKA.E J . SEARS, C F Norlhonsl Nucloar Energy Co (subs ot Norlhoast Utifi. 
tics) MROCZKA.E J Northeast Ulllillos 09/02/20 Document Conirol Branch (Docu 
mont Control Desk) 1p 48001 156 40001 150 

0983170433 Forwards info ro radwastos at plants, including radwaslo vol pro|oc1ions for 
Class A,B & C & mixed waste for 1900 1004, estlmato of prosonl radwaslo slorago 
c&pacily & estimate for expansion of sforago capaclly 

MROCZKA.E J Northeast Nucloar Energy Co (subs of Norlhoasi UKIillos) 
MROCZKA.E J Northeast Ulllillos 89/03/08 LINSCOTT.S K, Connecticut, Slate of 
7pp, 48953 246 48953 252 

8903270209 AppficnHon for amends lo Licenses DPR C1,DPn-21,DPn-05 & NPF 
49, changing Tech Specs ro administrative controls & organizational charts, par Generic 
Ltr eo 06 

WROCKZA.EJ Connecticut Yankeo Atomic Power Co MROCKZA.EJ Northeast Nu 
clear Energy Co (subs, of Northeast Utlhlios) MROCKZA.EJ Northeast Ulifilios 80/ 
03/13 Document Control Branch (Document Conirol Desk) 4pp 49056 159 
40055 196 

"8903270303 Proposed Tech Specs ro administrolive conirols & organizational charts 
* Connecticul Yankee Atomic Power Co. 80/03/13 34pp 40065 163 40055 106 

8903 160296 Generic Ltr 89 02 lo all holders of OLs & CPs for nuclear power reactors ro 
actions to improve doloclion of counterfeit & fraudulently marketed products Sve list 
and 

VARGA.SA Associate Direclor lor Projects (Post 670411), 89/03/21 Consolidated 
Edison Co of New York, Inc 57pp 46060 001 40960.057. 

8903280037 Forwards Inventory ropt for hazardous chemfcels present at faclllly In quan* 
biles exceeding min Ihroshold ostablishod in 40CFR370 20 
MROCZKA.EJ Norlhoasi Nucloar Energy Co (subs of Northeast Ulifilies) 
MROCZKA,EJ Northeast Utlllllos 60/03/21 Document Control Branch (Documonl 
Control Desk) 13pp 49110 350 49110 362 


Q. Inspection reports, IE Bulletins & correspondence 

8903020165 Forwards Safety Insp Rept 50 336/88 20 on 681124-609110 No violations 
noted, 

QETTENHAUSEN.L Region 1. Ofc of tho Director. 09/02/13 MROCZKA.EJ North 
oast Nucloar Energy Co (subs of Northeast Utilllies) 2pp. 40672 043 48672 121 

"0903020174 fnsp Rept 50*336/8Q-2fl on 681124 8901 10.No violations or devlalions 
noted Major areas Inspected plant operations, survolllance.nialnt.proviously fdonlifled 
i1ems,revlow of plant incidonl ropts.securlty events & alfegabons 
MCCABE.E C , HADIGHORST.P J , BARBER, S Region 1. Oic of the Dlroctor. 09/02/ 
06 77pp 48672 045*40672 121 

6902170112 NRC fnfo Notice 89 020, "Weld Failures In Pump of Byron-Jackson 
Design *' Sve fisl end 

ROSSl.CE Division of Oporalionat Events Assessment (Post 870411) 09/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043*40572 148 

8902210351 SuppI 1 to NRC Info Notico 88 073, "Dlreclion^Dependenl Leak Character- 
istics of Conlafnmont Purge Valves " Sve list end. 

ROSSl.CE Division of Operational Events Assessment (Post 870411). 69/02/27 
Consolidated Edison Co of Now York. Inc 102pp 48580,001*48589,110 

8902210664 NRC Info Notice 89*021, "Changes in Performance Characlorrslics of 
Molded Case Circuit Breakers " 8vc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411). 60/02/27 
Consolidated Edison Co of Now York. Inc 104pp 48578 032 48578'137 


8903030047 Forwards rept detailing status of each open ilom noted in June 1988 regu 
laloiy oflecbvonoss review Ro pi withheld (ref tQCFR2 790) 

MRC)CZKA.E J Norlhoasi Nuefoar Energy Co (subs of Norlheasl Utilities) 
MROCZKA.E J Norlhoasi Utilities 09/02/27 Documoni Conlrel Branch (Documont 
Control Desk) Ip 40691 357 48691 357 

8903090376 Requests oxlonsion of roquirsd analyses In response lo NRC Bulletin 88- 
011. "Prcssurizor Surge Lino Thermal Slrabfication ’* Required Insp at facility expected 
to bo performed dlurinn scheduFod 890009 refueling outage 

MROCZKA.EJ, SEAHS.cr Northeast Nucloar Energy Co (subs of Northeast Ullll- 
tios) MROCZKA.EJ Norlheasl UMHIes 89/02/20 Documont Control Branch (Docu 
mcnl Control Desk) 0pp 48703 069-48703 076 

8903100490 Forwards Safely Insp Ropt 50 336/00 01 on 800103 06 No violations or 
deviations observed 

GAILO.RM Rogcon 1, Ofc of the Director 89/02/28 MROCZKA.EJ Northeast Nu 
clear Energy Co {subs of Norlhoasi Uhrilios) 2pp 48801 261 4BB01 272 

"6903100498 Insp Rept 50 336/89-01 on 690103-06 No violations or deviations 
noted Major aroas Inspected evaluation of elfocllvoness of licenseo implementation of 
QA nrogram 

NORRIS.BS, ESELGROTH.PW Region 1, Ofc of the Director 09/02/23 lOpp 
48801,263 40801 272 

8903140664 forwards Safeguards Insp Ropls 50-245/80 01,50 336/09 02 & 50 423/ 
69 01 on 890130 0203 No violations noted 

BELLAMY, RR Regron 1, Ofc of Ihe Director 09/03/02 MROCZKA.EJ Norlhoasi 
Nirdoar Energy Co (subs of Norlheast Ulilitios) Opp 40634 081 48834 092 

"8903140670 Portially delated Insp Ropls 50 245/09 01.50 336/89 02 & 50 423/89 01 
on 090130 0203 (rof 10CFR73 21)No nonccmpliancos noted Major areas 
Inspected security program plans audits & dolocbon & assessment aids 
LANGASTEH.WK . CAMERON.DF, KGiMIQ.R R Region 1, Ofc of the Director 89/ 
02/26 9pp 40834 084 40834 092 

8902270168 NRC Into Notico 89 022, "Quo site nable Cortifi cation of Fasteners ’’ Sve li&t 
end 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidalod Edison Co of New York. Inc 105pp 48732 001*48732 106 

8902260104 NRC Info Notice 89 023, "Environ OunMication of Litton Veam CtR Senes 
ClflcUical ConnoclOFS " Sve list onci 

ROSSl.CE Division of Oporalionnl Events Assessment (Post 870411) 09/03/03, 
Consolidated Edison Co ol Now York. Inc 106pp 48/23 038 40723.143 

8002280162 NRC Info Notice 60 024. "Nuclear Criticfllity Safely " Sve list end 
CUNNINGMAM.R E Division of Indusirral & Medical Nuclear Safety (Post 870729] 
60/03/06 Consolidalod Edison Co of Now York, Inc 9Bpp 48700 252 40700 346 

0903170441 Forwards Safely Insp Rept 50-336/80 03 or^ 090111 0210 No violalions 
noted 

BETTGNHAUSEN.L ROgSon 1. Ofc ol Iho Diroctor 00/03/06 MROCZKA.EJ, North 
east Nuclear Energy Co (subs of Northeast UIiIiIicb) 2pp 40048 271-48940 317 

"8903170443 fnsp Ropt 50 336/69-03 on 090111-0210 No violations noted Major 
areas inspoctod plant oporaiions.oulaeo aclwilios, survoilfanco, maint, previously idonU 
fiod Homs, NRC bulletin loflowup, plant incicfonl rept followup & design chnngos 
MCCABE, EC. Region 1, Ofc of tho Director 09/03/06 46pp 40948 273 40948 317 

6903010207 NRC Info Notico 69 028, "Instrumont Air Supply to Safety Related Equip 
monl." Sve list end 

nOSSi.CE Drvlsion of Oporalional Cvontb Assessmont (Post 870411) 89/03/07 
Consolidalod Edison Co ol Now York, Inc 105pp 4074 1 053 48741 1 58 

8903020166 NRC Info Notice 89 027. "Liniitalion«i on Uso of Waste Forms & High In 
legrlty Containers for Disposal of Low Lovof Radwaslo '* Sve list end 
GhEEVES,JT Division of Low Lovol Waste Managomont & Decommissioning (Post 
870413) 89/03/08. Consolidalod Edison Co of New York. Inc 117pp 48708 114- 
48708 231 

8903218216 NohlEcalion of 800316 mooting w/ulil in RocKvIllo.MD to discuss results of 
recant steam qonorator tube insp 

VISSING.GS Projocl Oiroclomto 14 89/03/13 MURLEY.T, SNIEZEK.J , 

MIR;AGUA,F. NRC No Detnilod Afhlialton Given 3pp 40902 122*48902 124 

8603080372 NBC Info Notice 89 028. "Weight & Clf of Gravily Dlscropandos for Copes 
VulCiin Air-Operatod Vfilvos" Sve ksl one! 

ROSSl.CE Division of Operational Ever^is Assossmenl (Post 870411) 6D/03/14 
Consolidated Edison Co of New York, fne I07pp. 4OB05 00l-4a895'109 

0903090021 NRC No Notice 09 020, "Polonliol Failure of A SEA Brown Boverl Circuit 
Breakers During Seismic Event " Sve list end 

ROSSl.CE Division of Operational Events Assossmont (f>osl 870411), 00/03/15 
Consolidated Edison Co of New York, Inc lOGpp 40070 063-40870 169 

8903090133 NRC Info Notice 80 030, "High Tamp Environs at Nucloar Power Planis " 
Sve hat oncI 

ROSSl.CE Division of Oporalional Events Assossmenl (Post 870411) 80/03/16 
Conaolidaled Edison Co of New York, fne t06pp 48095 110 48895 215. 

8903220099 Forwards Insp Ropls 50 245/80 03 & 50-336/89 04 on 890213-17 No vie- 
latlOins noted. 

BELLAMY, R.B Region 1. Ofc of tho Dlroctor. 00/03/15 MROCZKA.EJ Northeast 
Nucloar Energy Co (subs of Northeast Ulilitlos) 2pp 49006 216 49008 223, 

-8909220106 Insp Ropls 60 245/09-03 & 60 336/00 04 on 6002t3.17.No violations 
noted Major aroas ins poctod Unit 2 rofuofing outage eetivi Lies, Unit 1 refueling outage 
preparalion activities & slallon ALABA practicos 

THOMAS, W,. SHANBAKY.M Region 1, Ofc of tho Director 00/03/16 6pp 
49000 218*49008223. 

8903210421 Responds to NBC Bullolln 68 010. "Nonconforming Molded Case Circuit 
Breakers ’’ Uat of In stock items w/model numbers & mfg names end. 

MROCZKA.EJ Norlheast Nucloar Enordy Co (subs of Norlhoasi Utilities] 
MROCZKA.E J. Connocticul Yankee Atomic Power Co, MROCZKA.E J Norlheasl Util- 
ities 89/03/16, Document Conirol Branch (Document Control Desk) 14pp 
48977 163-40077 176 
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a9a3iea427 mac into NoIios 39 031, "Swelling & Cracking ol Halnium Conirol Rods" 
&VC: fist end 

ROSSf,C E Division of Operation-al Fvenls Assessmefil (Post 670411) 8D/03/?2 
Consolidated Edison Co or New York, Inc 102pp 48980001-48966 103 

6903170419 NRG tnlo Notice 80 032, * SurveillancD Teslin<g of Low Temp Ovorpresswo 
Protection Sys " Sve list onci 

ROSSI, CE Division of Operallonal Events Assessment (Post 670411) 89/03/23 
Con soJrdaled Edison Co of New York, fnc 104pp 48992 044-48992 147 


R Periodic ope/elfng reports & related correspondence 

0903030387 "Haddam Neck Plant & Wilfslono Station l/nils 1.2 & 3, Annual Rent for 
1988 " WfBSOaZl ItT 

WROCZKA.EJ Conns c lie ut Yankee Atomic Power Co MROCZKA.EJ Nor theasi Nu- 
clear Energy Co tsubs of NorlhaasI UliIttiBs) MftOCZKA.EJ Northeast Ulililies- 68/ 
12/31 529pp 48667 261 48669 090 

6903100351 "Milestone Nuclear Power StaiiabcUnits 1,2 & 3 Semiannual Badioaehve 
Effluenls Release Rep1,Jul-Dec 1986 " VV/890223 Hr 

MROCZKA.EJ, SEABS,C P Norlhoaai Nuclear Energy Co (subs of Northeast liiiH 
ties) B8/12/31 a4pp 40813 279-48813 362 

6 9'P3 160051 Monthly operating rept for Feb 1989 for Millstone Unit 2W/ 890309 Itr 
GIBSON, J , SCACE^S E Nodtisasl Nuclear Energy Co (subs of Northeast Ulilities) 
SCACE,SE Northeast Utilities 89/02/28 5pp 48893 063 48893 067 


S Reportable occurrences. LERs & related correspondence 

6903130262 LER 89 OOi-OOon 89 0202, inoperability of two fire barrier cable penetralion 
seals which had boon permananily resealed determined Caused b/ personnet 
error Roving hourly fire watch initialed W/090301 ftr 

SCHEELER^^J M , SCACE.S B Norlheast Nuclear Energy Co (subs of Northeast Uti li- 
lies) SCACE.SE Norlheast Utilities 89/03/01 4pp 43820 010 48620 013 

9903130361 LER 89 002 00 on 890204, six of sixteen valves tested felted Initial simmer 
test Cause unknown One valve passed next two consecutive tests w/o further 
adjustment Pour valves adjusted in place W/600303 Hr 

PARl/LfS.P , SCACE.S E , CLEMENT, C H No/lheast Nuclear Energy Co, (subs, of 
Norlheast Ulililies). 69/03/03 4pp 48820 1 13 48820-1 16 

6993220496 LER 69 003 00 on 090209 .feakage test of chargina ays penetrafioh 3 
caused combined leakage rale of Spec 3 6 1 2 b to be Gxcaedecr& test vol could not 
be pros surged lo Pa for fesling Caused by slicking valve packing W/890300 fir 
STADNICK.SL, SCACE.se Northeast Nuclear Energy Co (subs of Norlheast U(ilh 
lies) SCACE^SE Norlheast UMilies 69/03/08 4pp 49007' 177-49007 180 


V. Operator Examlnallons 

6903220169 Generic Lir 89 03 to all power reactor ficenseos & appileanis for OL re op 
orator licensing nail exam schedule Sve Jist end 

VARGA,SA. Asseciota Director for Pfolects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54 pp 49006 001-49005056 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


P. Security! medicaf, emergency & fire proteetfen plans 

6902270454 Forwards suppt lo Insp Repis 60-336/68 26 & 50-339/88 26 containing re- 
suMb of NRC evaluation of calibr data for three germanium detectors in health physics 
counting room Results indicate closer results befwaan util & NRC data 
DECKER, TR Region 2, Ofc of Ihe Director 89/02/16 CARTWRIGHT, W R Virginia 
Power (Virginia Elecinc ,& Power Co ) 2pp 48569.163 4 8589. 1 58, 

-6902270465 SuppI to Insp Repta 50-338/66 26 & 50-339/08-26 Results of analysis & 
evaluation of healih physics counting room indicate considerable improvement be- 
tween licensee & NRu data for radionuclides 
' Region 2, Ofc of the Diraclor. 89/02/16. 4pp 48569; 165 4B5B9 158 

8903210451 Advises that Rev 14 to plant security personnel training ■& qirallflcation plan 
consistanj w/provisions of lOCFRSO Sifp) & acceptable 

CLINE,WE RogJon 2, Ofc of the Director 69/03/01 CARTWRIGHT, W R. Virginia 
Power (Vrrgrnia Electric & Power Co) 3pp 46964 051 48984 053 

6903220320 Advises lhat Rev 2 to sectinly contingency plan meoia provisions of 
lOCFRSO 54fp) & acceptable 

CL1NE,WE Regiop 2, Ofc of the Director 89/03/01 CARTWRfQHT.W R Virginia 
Power (Virginia Electric & Power Co ), 3pp 49020 315 49020,317. 

6903239292 Revised EPIPs.Incfudmg Rev 11 to EPIP-304, '■Aclivalion of Local Error- 
oency Operations Facility'’ &. Rev 2 (o EPIP 4 28. 'TSC/LBOF RadiaKon Monitoring 
Sys.’^^W^OODie ftr 

CARTWRIGHT,W.R Virginia Power (Virginia Electric & Power Co) B9/03/16 68pp 
40031 261-49031328 


H. General correspondence 

8903020179 Comment opposing proposed rules 10CFR5D & 65 ro educ & experience 
reqgiremenls for senior reactor operators & supervisors at nuclear power plants 
NEUFEB^A G Affiliation Not Assfaned 89/02/06 O/fice of the Secrelary of the Com 
mission Ip 48671 197-48671 -Ifif. 

8903020003 Commanf supporting Chapter 1 re policy statement on exempt ions below 
regulatory concern Policy devefopmani for crilena for release of radioactive mall 
needed for devetopment of consrslent Waste mgl practices 

CARTWRIGHT.W R. Virginia Power (Virginia Electric A Power Co L 89/02/14. Docket- 
ing & Services Branch. 11pp. 4687V147-4867 1-157 


P, Operating ifeense stage d-ocumenls & correspondence 


8611120219 "RCS Loads & Component Support Margins Evaluation for Elinninalion of 
RCS.Main Loop Pipe Sreak Proleclivc Devices ” 

* Virginia Power (Virginia Eleclnc & Power Co) 36/10/31 30pp 38562 180 
38562 209 

-8611120229 "RCS Leakage Detection Assessment for Lliminafion of RCS Main Loop 
Pipe Break Pfotectivo Devices," 

* Virginia Power (Virginia Eloclric & Power Co) 86/10/31 16pp 30562 210- 
38562 225 

8903090173 "Radioadive Effluent Release Semiannual Ropl,Jul-Dec 190B" W/090302 
Ur & porlions of revised offsite dose calculation manual 

CAR I WRIGHT .WH, Virginia Power (Virginia Eloclric & Power Co) 80/12/ai, lODpp 
48784 114 48784 212 

6902240296 Comments on util 890106 response to Generic Lir 80-17 re expeditious ac- 
tions for Boss of OHR Experience shows that periodic waikdowns of lygon tube follow 
eng inslalSalion needed Audit wiH be conducted 

ENGLE, IB Projecl Daeclorato 11-1 89/02/13 CARTWRIGHT,W R Virginia Power 
(Virginia ElBctric & Power Co) 3pp 48571 298 40571 300 

8902270615 Forwards Amends 115 S SB to Licenses NPF 4 & NPF-7. respectively & 
safely oval uatlon Amends revise Tech Specs re refueling oporations water level-roac 
(or vessel to allow control rod movement above irradiated fuel assombfies 
ENGLE,LB Project Drrectorate 11-2 89/02/15 CARTWRIGHT.W R Virginia Power 
fVirginaa Etoctnc & Power Co > 3pp 48509 189 40589 210 

-8902270623 Amends 1 15 & 08 lo licenses NPF 4 & NPF-7, rospectivoly, revising Tech 
Specs for refueling water fevel-reaclor vessof lo allow control rod movement w/re 
qulremenl of 26-ft of water above irradiated fuel assemblies in pressure vessel 
BERKOW.HN Pro|ecl Direcloralo H-2 89/02/15 16pp 48509.192 48589 205 

-8902270620 Safety ©valuation supporting Amends 115 7 98 to Licenses NPF 4 & 
NPF-7. respec lively 

* Olfice of Nuclear Reactor Regulation, Director (Post 070411) 89/02/15 5pp. 
48589 206 46589 210. 

6982230855 Notification of 890222 meeting w/utif at silo lo visit appropriate slructuros 
associated w/main steam vafve house & discuss selllemenl issues 
ENGLE.LB Project Directorate 112 89/02/16 MURLEYJ . SNIEZEK.J . 

MIRAGLIA.F NRC - No Detailed Affiliation Given 3pp 40568 202-48568 204 

8903020671 Forwards response to Generic Lfr 88-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equrpment '* Util contacted selected mfgs of air oporah 
od devices to ©slab Its h air quality requirements but was unsuccessful 
CARTWfllGMT«W R Virginia Power (Virginia Electric & Power Co) 89/02/21 Docu- 
ment Conirot Branch (Document Control Desk), I5pp 48674 144-40674 168 

8902260431 Application for amends to Licenses NPF-4 & NPF-7jevising Tech Spec 
Seclion 3/4 8.TabJ© 3 6-1, "Containment Isolation Valves" to identify addi valves 
exempt from Type C test 

CARTWRIGHT.W R. Virginia Power (Virginia Electric & Power Co ) 89/02/23 Docu 
mant Control Branch (Documenl Control Desk) 3pp 4B627 248-48627.299 

-8902280434 Proposed Tech Spec Seclion 3/4 6, Table 3 6-1, "Conlalnment Isolation 
Valves " 

* Virginia Power (Virginia Electric A Power Co) 89/02/23 48pp 48627 251- 
48627 299 

0903010290 Forwards revised Relief Request 5 from ASME Seclion XI Inservice hydro- 
sialic pressure testing program to include component coofingtspenl fuel pit 
cooling, quench & racrrcuJation spray & casing cooling pump discharge piping 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 89/02/23 Docu 
ment Control Branch (Document Conirot Desk) 4pp 4864B 154-40640.157 

0903090453 Provides nolilicalion lhat no sleam generator Inservico insp performed 
during 1968 

CARTWRIGHT ,W.R Virginia Power (Virginia Eleciric 8 Power Co ) B9/02/27 Docu- 
meni Conirol Branch (Document Control Desk) ip 4B800 160 46600 160 

6903080336 Application for amends to Licenses NPF-4 & NPF-7 .changing control fooin 
access per fnsp Repts 50-338/67-19 & 50-338/67-17 which Identineo control room 
habitabifily issues needing resolution Engineering evaluation encl 
CARTWRiGHT.W.R Virginia Power (Virginia Electric & Power Co) 89/03/01 Docu- 
meni CJontfol Branch (Document Conirol Desk) 42pp 48779 033-48779 074 

8903230092 Forwards slalus of immediate corrective aclions to resolve human engi- 
neering discrepancies idonlified at facihlies during NUflEG-0700 CRDH 
project Remaining seven correcUve aclions delayed due to rescheduling of outage lo 

CARTWRJGHT,W R Virginia Power (Virginia Electric & Power Co) 89/03/08. Docu- 
menf Control Branch (Document Control Desk) Spp 49029 026 49029 029 

8903240098 Notifies of closeout of specific license amend requesls previously submit 
led by util to NRC over past several yrs TACs 
56357,56358,61141,61142.64680.64661 & 56340 closed 

ENGLE.LB Proiect Directorate 11-2 89/03/17 CARTWRIGHT.W.R Virginia Power 
(Virginia Electric & Power Co ) 2pp 49038 296-49038 207 

8903230401 Advises that Issue of NUHEG-0737, Action Plan Item If K 3 5 satisfactorily 
resolved for plants NRC genericaffy approved Wesiinghouse Owners Group melhodol 
ogy specified in Generic Ux 85-1 2. 

ENGLE.LB Profacl Directorate 11-2 09/03/20 CARTWRIGHT.W R. Virginia Power 
(Virginia Electric &. Power Co.}. 3pp 4 9029 260 49029 262 

0903160296 Generic Ltr 69 02 lo all holders of OLs & CPs for nuclear power reactors re 
actions to fmprove detection of counterfeit & fraudulently marketed products Sve list 
end 

VARGA, S A Assoclafe Director lor Projects (Post 870411) 89/03/21 Consolidated 
Edison Co Of New York. Inc 57pp 48960 001 48960 057 
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O Inspection reports, IE Bulletins & correspondence 

eS02 270651 Confirms enforconinnt conference on 090207 at Ronton II lo discuss inslru 
monl air probloms ro design control & corrcclivc nrlion Summary of sy& air probloins 
& proposed agenda oncl 

ERNST.ML Region 2, Ole of the Oiroclor 09/02/02 CARTWRIGHT. WH Vfroinm 
Power (Virginia Elocinc & Power Co) 'Ipp 48509 159 40509 162 

8902270454 Forwards suppi lo fnsp Ropls 50 330/08 26 & 50 339/08 26 containing ro 
suits of NRC ovaluation of cnlibr data for three gcrmnniLim dnloctors in health physics 
counling room Results rndicato cfosor results between util & NRC tlala 
DECKER, TR Region 2. Ofc of Ifio Director 09/02/ 1C CARTWRIGHT, W R Virginia 
Power (Virginia Electric & Power Co ) 2pp 40509 153 405QD 150 

-6902270465 Suppi lo Insp Rcpls 50 33Q/00 2G & 50 3no/Q8'26 Results of analysis & 
B valuation of health physics counling room indicnto considerablo improvement bo 
Iweon licensee & NRC data for radionuclides 
• Region 2. Ofc of the Director 89/02/16 4pp 40509 155 40589 150 

8993020161 Forwards cnlorcorhont conference summary ro Insp Repls 50 330/00 01 & 
60 339/88*31 Related info oncl 

ERNST.ML Region 2. Ofc of Iho Director 89/02/16 CARTWRIGHT^W R Virginia 
Power (Virgmla ^locUic & Power Co) 27pp 40669 253 49669 279 

6903100400 Ack receipt of 090123 Jlr informing NRC of steps taken to correcl vrolations 
noted in Insp Repls 50 330/80 31 & 50 339/08 31 

WILSON.QA Region 2, Ofc of Ihe Director 09/02/21 CARTWfliGHT.WR Virginia 
Power (Virginia Electric & Power Co ) Ip 40008 204 40000 284 

3902170112 NRC Info Notice 00 020. '‘Weld Falfuros In Pump of Byron JackBon 
Design " Sve list end 

ROSSI.CE Division of Operational Evonfs Assossmont (Post 070411) 09/02/24 
Consolldaled Edison Co of Now Vork, fnc lOGpp 48572043 48672 140 

6902210361 Suppi 1 to NRC Info Notice 00 073, “Diroclion Dependent Leak Characior 
islics of Containment Purge Valves " Sve list oncl 

ROSSLCE Division of Oporalional Evonls Assossmont (Post 070411) 60/02/27 
Consolidalcd Edison Co, of Now York. Inc 102pp 40509 001*40509 1 10 

8002210564 NRC Info Nolico 09*021, "Changes in Porformonco Cbaraclorislics of 
Molded Case CircuH Breakers " Sve list end 

ROSSI, CE Division of Onorationaf Evonls Assossmont (Post 070411) 80/02727 
Consolidated Edison Co of Now York, Inc 104pp 40570 032 40570 137, 

0903080227 Wilhdraws Roliof Roquesl NDE-24 ro (nsorvico insp program plan tor com 
ponenis & compononl supports Time, manpower & personnel oxposuro roguirod to 
mark su^ welds does not commonsurato w/gain In Increased accuracy 
CARTWRIGHT,W R Virginia Power (Virginia Eloctnc & Rower Co), 09/02/20 Docu 
mont Conirol Branch (Oocumonf Conlrol Desk) 2pp 40767,050 48767 051 

6603080336 Application for amends to Liconsoa NPF 4 & NPF*7, changing conlrol room 
access per insp Repts 50 338/87-19 & 50 330/07' 17 which Idenlilied control room 
habitability issues nooding rosolulion Engineering evaluation oncl 
CARTWRIGHT, W R Virginia Power (Virginia Elocinc & Power Co ), 69/03/01 Oocu 
meat Conlrol Branch (Document Conlrol Desk) 42pp 40779 033 48770 074 

8903170066 Forwards summary of 090207 onforcomenl conference ro corrcclivo action 
program for water/oil intrusion Into Inslrumonl air sys & design conlrol of ays nolod In 
Insp Repts 50 338/08 36 & 60 339/88 36 Viowgraphs oncl 

ERNST, M L Region 2. Ofc of Iho Director 8D/03/02 CARTWRfQHT.W R Virginia 
Power (Virginia Eloclnc & Power Co ) 53pp 40000 263*46000 305 

8902270168 NRC Info Notice 89 022, "Oucslionabfg Cortificalion of Faslonors."’ Sve llsl 
oncl 

ROSSI, CE Division of Oporalional Evonls Assossmont (Posi 070411), 00/03/03 
Consolfdatod Edison Co of Now York, Inc lOSpp 48732.001-40732 106 

8902260104 NRC Info Nolico 89 023, "Environ Qualification of Lllton'Veam CfR Sorios 
Electrical Connectors " Sve list end 

ROSSLCE Division of Operational Events Assossmoni (Post 670411) 60/03/03. 
Consolidaled Edison Co of Now York. Inc 106pp 46723 038 48723 143, 

8903140569 Responds to NRC 890201 Hr ro violations noted In Insp Ropls 60'338/06 
33 & 60*330/86 33 Corrective acllons.contjrol room drawings roviewocl.rodlino Info 
verifiod & programmatic onhancomenls mado lo drawing control program. 
CARTWRIGHT, W.R Virginia Power (Virginia Eloctric & Power Co ). 80/03/03, Oocu 
monl Control Branch (Document Control Desk) 7pp 46833*324 48833 330 

8902280162 NRC Info Nolico 09-024, "Nuclear Crilicalily Safety " Sve llsl end 
CUNNINGMAM,R E, Division of Industrial A Medical Nuclear Saloly (Post S70720) 
09/03/06 Consolidated Edison Co of Now York, Inc 06pp 40700*252*46700.346 

6903010207 NRC Info Notice 09 026, "Inslrumenl Air Supply lo Safoly'RGfalod Equip* 
rnent •* Sve m ond 

ROSSLCE Division of Oporalional Events Assossmoni (Posl 070411), 60/03/07 
Consolidaled Edison Co of Now York, Inc. 105pp 40741 053*40741*150. 

8903020166 NRC InfO Notico 89 027, "Limitations on Use of Waslo Forms S High In 
legrity Containers for Disposal of Low Lovol Radwaslo " Sve list oncl 
GFfEtVES,JT Division of Low Lovol Waslo Managomont & Oecommlsslonlog (Posl 
070413) 89/03/08. Consolidated Edison Co. of Now York, tne 117pp. 40708,114* 
48708 231. 

8903080372 NRC Info Notice 89*028, "Woighl & Ctr of Gravity Discrepancies for Copes* 
Vulcan Air Operated Valvos " Sve list oncl 

ROSSI, CE Division of Operational Events Assossmont (Post 670411) 80/03/14 
Consolidated Edison Co. of Now York, Inc 107pp 46895 001*48896,109 

8903090021 NRC Info Notice 09*029, "Polenliaf Failure of ASEA Brown Bovori CIrcuH 
Breakers During Seismic Event " Sve list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411). 80/03/16 
Con%olWatod Edison Co of New York, Inc 106pp 46670 053*4 8670 160. 

6903090133 NRC Info Notrea 89 030, "High Temp Environs at Nuclear Power Planis " 
Sve hat end 

ROSSLCE Division of Operallonal Events Assessment (Post 670411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 48006 1 10 48895*216. 


6903220353 Forwards supple men la I rosponsos to NRC Qulfatm 88 008, "Thormal 
SlfOSSQsm Piping Connected lo RCS ” NDE of iinos suscoptihfo lo Inch cycle fatigue 
completed No imficalions of adverse of feels duo to tficrmal slraliLcation nolod 
CARTWRIGHT.WR Virginia Power (Virginia Eloclnc & Power Co) 89/03/15 Docu 
mcnl Conlrol Branch (Docurnont Conlrol Desk) 6pp 49021 028-49021 033 

8903240031 Roques Is relief from ASME Soclrofi XI roquiroment lo voigmolricalty oxnin 
ir>o prossurtzor fi stOtim generator nozzles during first insp intorval Rcliof request ro* 
quirod prior to end of 1959 roluoiing outage 

CARTWRIGHT.WR Virgcnia Power (Vjrginia Eloclnc & Power Co) 89/03/16 Docu 
meni Conlrol Branch (Oocurnont Conlrol Desk) 3pp 49039 067 49039 069 

8903230468 Summarizes items discus sod at safoly sys outago mod insp during wks of 
090213 A 27 Response requested withrn 15 days rO intent concerning safety signifi 
cant matters 

LAINAS,GC Division of Reactor Prelects * l/lf (Post B704I1) 80/03/17 

CARTWflfGHT.WR Virginia Powor (Virginia Eloclnc & Power Co) 3pp 49037 025 
49037 027 

8903160427 NRC Info Notico 89 03 "Swelling & Cracking of Hafnium Conlrol Rods'*' 
Sve tisl end 

ROSSLCE Division of Operational Events Assossmont (Posl 870411) 69/03/22 
Cor^sollcialod Edison Co of Now York. Inc 102pp 40986 001*40906 103 

8D03170416 NRC Info Nolico 89 032, "SurvcillanCG Testing of Low Tomp Ovorpressuro 
Proto c lien Sys " Sve list oncl 

noSSI.CE Division of Oporationaf Events Assessment (Post 870411) 69/03/23 
Consolidated Edison Co of Now York, fnc 104pp 48992 044-48992 147 


B. PorfodJc operating raporls A rotated correspondence 


8903090173 "Rnclroaclivo Effluent Release Semiannual Ropt.Jul'Doc 1900 " W/890302 
hr & portions of revised offsilo dose calculation manual 

CARTWRfGHT.WR Virginia Powor (Virginia Elcciric & Powor Co) 86/12/31 lOOpp 
487B4 1U 48704 212 

8903160400 "Rocordod Annimf Whole Body Exposure Repl 1060 *' W/ 890227 Hr 
PETEHS,TG. OREYER.EW, STAFFORD.AH Virginia Power (Virginia Eloclnc & 
Power Co) 00/12/31 5pp 48071 245*40071 249 

8902270342 Monthly operating ropts for Jan 1989 lor North Anna Power Statfon.Unils 1 
8 2W/0902I5 Ur 

TILLACK.D, CARTWRIGHT.WR Virginia Power (Virginia Eloclrlo & Powor Co) 69/ 
01/31 I3pp 48566*260 40586 272 

8003220283 Monthly oporatinn ropts for Fob 1909 for Norlh Anna Power Slalion LInIts t 
&2W/fi00314 Itr 

TILLACK.0. CARTWRfGHT.WR Virgmia Power (Virginia Elochlc & Power Co) 69/ 
02/28 17pp 4fi904'24& 40994 262 

8903088251 Provides 1988 annual specific coolant aclivlty ropt No instances cited 
whore coolant oxceodod Tocti Spoc 3 4 B limits 

CARTWRIGHT.WR Virginia Powor (Virginia Eleclric & Power Co) 89/03/01 Docu* 
men! Control Branch (Document Control Desk) Ip 40767 251*40767 251 


S. Reportable occurrencea, LERa & related correspondence 

6802280414 Special ropt on 600206, Kaman vont slock B radinlion monitor Rl VG 180 
InoperabfQ for groator tfian 72 h Monilor inoparablo duo to high ladiation 
lovels Sticking check aourco repaired 

CARTWRIGHT.WR Virginia Powor (Virginia Elocirre & Powor Co) 00/02/20 Docu 
monl Conlrol tBranch (Document Control Dusk) 2pp 489i)l OID 48991 320, 

8903080104 PNO II 69*015*00 a90l25,Unil 1 tnppod due lo ruptured air lino to main 
foodwator regulating valvo Subsoquonl lo trip, radiation monitor indicationa & )n 
croasod charging flow rovoalotl primafY'lo*BecondHry loak from "G" aloam gonoralor 
FREDRICKSON, P Roglon 2, Ofc of llio Director 69/02/27. 2pp. 46768 030 
487G8037 

6903149667 LER 68 010-01 on 000210, Kaman vent stack B radiation monllor Rt VG 
180 declared Inoperable efuo to erroneously high fndientod radiation levels Caused by 
malfunctioning eonlral procossing unit (CPU) CPU replaced W/GD0303 Ur, 

KANe,Q.E. Vkginifl Power (Virginia Electric & Powor Co) 80/03/03 5pp 48853 307* 
48853 311. 

8903240142 PNO It 80*015Aon 800226, primary to socondary steam generator lube teak 
at ptanl Caused by mochonlcal failure Eddy current & boros copfc Insps of affocled 
tube will bo conducted following removal of plug 

BLAKE, J J. Rooion 2. Olc of the Director. 89/03/10 2pp 40040027 49040 020 

$903210381 Special foplon aD02l6,dlcset driven fire pump out of sve groaler limn 7 
days.por Tech Spec 3.7 14 1 Foreign ob|ocl caused damage to pump impelior, Number 
3 wear rings & lateral rings Repairs to pumps boing perlormed on pnority basrs 
CARTWRIGHT.WR Virginia Power (Virginia Elecrric & Power Co) 89/03/17. Docu 
monl Conlrol Branch (Document Conlrol Desk) 2pp. 48982 224 48082*226 


V« Operator Examinations 


8903240161 CorUfioB that training programs for bolh fmhal Ifconslnq & requ0lilicalion 
training of operators & sonfor operators at plants accredited by INFO & basod on sys 
approach to Irainfng.per Qonorfe Llr 87*07 

CARTWRIGHT, W.R, Virginia Powar (Virginia Electric & Powor Co ). 89/03/20 Office 
of Nuclear Reactor Regulation. Dfroclor (Post 87041 1), ip 10030:157*49030 157 


6903220159 Generic Llr 89>03 to all power reactor licensees & applicants for OL re op* 
orator licensing nail exam schedule Svo list encL 

VARGAS A Associate Direclor for Projocts (Posl 870411) 89/03/24. Consolidated 
Edison Co of Now York, Inc 54pp 49006,001*49005 056 
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DOCKET 50-339 NOItTH ANNA POWER STATION, UNIT 2 


F. ^ecurlly, madlc^al, cmerfiency & tiro protection plans 

B90227C4S4 Forwards suppi to Insp Flepts SO 330/60 26 & 50*339/66 26 coniaimnQ re 
soils of NRG ovsiualfon of calibr data for three germ a mum detectors in health physics 
counting room Results mdicalo dosor results between util & NRG data 
DECKBR.TR Region 2. Ofc of the Director 89/02/16 CARTWRIGHT.WP Virginia 
Power (Virginia Etectric & Power Co ) 2pp 4B589 153 *4 066 9 158 

»890227'04$5 Suppi to tnsp Repts 50 338/86 26 & 50 339/68 26 Results of analysis & 
evaluation of heallh pltvsica counting room Indicate copslderabta improvemenit be* 
twoen licensee 6 NRG data for radionuclides 
• Region 2, Otc of the Director 69/02/ 1 6 4pp 46569 156-48569 158 

6903210451 Advises that Rev 14 to plant security person nef training & queliticatien plan 
consistent w/provjslons of tOCFRuO 54(p) & ncceptabla 

CLIME.WE Region 2, Ofc of the Director 69/03/Ot CARTWRIGHT, W R Virginia 
Power (Virginia Electric & Power Co ) 3pp 48984.051 48984 653 

6'96322032Q Advises that Rev 2 to security contingency plan meets provisions of 
10CFR60 54fp) & acceptable. 

CUNE,W,6 Region 2. Ofc of the Director 69/03/91 CARTWRIGHT.W.R, Virginia 
Power (Virginia Electnc & Power Co ) 3pp 49020 31 5 49020 3 1 7. 

8903230292 Revised fPIPa.Including Rev 11 to EPIP-3 04, '’Activation of Local Emer- 
gency Operations Faciiity" & flov 2 to EPIP*4 28. "TSC/LEOF Radiation Monitoring 
Sys ’^w/aQ03l6 Itr 

CARTWRIQHT.W R Virginia Power (Virginia Eleclnc & Power Co) 89/03/16 sapp 
46031 261 49031 320 


H, General correspondence 

6903020179 Comment opposing proposed rules 1GGFR50 55 re educ & experience 
requirements tor senior reactor operators & supervisors at nuclear power plants 
NkUFER,A Q. Affiliation Not Assigned 89/02/08 Oifice of the Secrolary of the Com- 
mission 1p. 46671 107-46671 197 

8903020003 Comment supporting Chapter 1 re policy statement on oxemplions below 
regulatory concern Policy development for criteria for release of radioactive matf 
needed for development of consistent waste mgt preclices 

CARTWRIGHT, W R Virginia Power (Virginia Elecirre & Power Co ). 89/02/14 Docket- 
ing & Services Branch I1pp 46671 147*48671 157 


P, Operating IFcenaa stage documents A corraapondence 

8611120219 "RCS Loads & Component Support Margins Evaluation for Eliminalion of 
RCS.Mafn Loop Pipe Break Prolective Dewces " 

38^?209 (Virginia Electric & Power Co) 89/10/31, 30pp 38562 180 

-8611120229 "RCS Leakage Deteclion Assessment for Eliminalion of RCS Mam Loop 
Pipe Break Protocirve Dawcea ” 

SSmS-MS (Virginia Eleciric & Power Co) 63/10/31 16pp 38562 210- 

8903090173 "Radioaclive Effluent Release Semiannual Rapt.Jul-Dec 1988” W/890302 
Hr & porlions of revised offsite dose calculation manual 

CARTWRIGHT.WR Virginia Power (Virginia Electric & Power (^) 88/12/31 lOOpp 
48764:114-48764 212 

890224D296 Comments on ulil 690108 response to Generic Ltr 88-17 re expeditious ac- 
tions for loss of OHR Experience shows that pcnodic waikdowns Of lygoo tube follow- 
irio instertfaUon needed AudA be cendueVed 

ENGLE.LB Project Direcloralo 11-1,89/02/13 CARTWRIGHT, WR Virginia Power 
(Virginia Efeclrlc & Power Co ) 3pp 48571 2g6-4657V30O, 

8902270615 Forwards Amends 115 & 96 to Lfeenses NPF-4 & NPF-7, respectively & 
safety evaluation Amends revise Tech Specs re refueling operations water level reac- 
tor vessel to allow control rod movameni atxiva irradiated fuel assemblies 
ENGLe,LB. Project Directorate 11-2. 09/02/15 CARTWRIGHT, WR Virginia Power 
(Virginia Electric & Power Co*) 3pp 40569 169-48589 210 

-6902270623 Amends 1 15 & 93 to Licenses NPF-4 & NPF-7 ,re8pectively, revising Tech 
Specs lor refueling water level reactor vessel lo allow control rod movement w/re- 

S mrement of 25 ft of water above Irradiated fuel assemblies in pressure vessel 
ERKOW.HN Project Direotorate 11-2 69/02/15 15pp 46589 1 92-48589 205 

-8902270628 Safely evaluation supporlmg Amends 116 7 98 to Licenses NPF-4 A 
NPF 7, respectively 

• Office of Nuclear Reactor Regufatfon, Director (Post 670411) 89/02/15. 5pp 
48589.299-48589210. 

8902230865 Notibcation of 890222 meeting w/ulal at site lo visit appropriate structures 
associated w/maln steam vafve house & discuss seltlement issues. 

ENGLE.LB Project Directorate 112 89/02/16 MURLEV.T, SNIEZEKJ. 

M1RAQLIA.F. NRC - No Detailed AfMiallon Given. 3pp 48568 202 46568‘204 

8602240228 Rsquosls that Tech Spec 60 day advanced submittal requirement for core 
surveillance rept be waived A NRC permit i#til lo sub mil ropi by 89031 S.Toch Spec 
changes not requrred to support Cycle 7 reload core design 

CARTWRIGHT.WR Virginia Power (Virginia Electric & Power Co). 89/02/17, Docu- 
ment Control Branch {Documeni Control Desk). 2pp 46579J47-48&79 148 

8903020671 Forwards response to Generic Ltr 86*14, “fnstrumenl Air Supply Sys Prob- 
lems Affecting Safety-Refaled Equipment/^ Util contacted sefectad mfgs of air operat- 
ed devices to esiablish air qualify requirements but was unsuccessful 
CARTWRIGHT.W R. 'Wrginia Power (Virginia Elsclnc A Power Co) 89/02/21 Docu 
menlConlrol Branch (Document Control Desk) I6pp. 40674:144 48674 160 

6902280337 Application for amend lo License NPF-T. modi lying Tech Specs Table 38-1 
by deleting components from table previously removed & correcting one typo 
GARTWRIGHT.W R Virginia Power (Virginia Eleclnc & Power Co!), 89/02/23 Docu- 
ment Conirol Branch (Document Conlrol Desk) 3pp- 48627 029 48627 027 


-8902280435 Proposed Tech Specs, modifying Table 3 0-f by deleting components from 
table proviously removed & correcting one typo 

* Virginia Power (Virginia Electric & ftwer Co ) 69/02/23 5pp 46627 023-46627 027. 

6902200431 Application far amends to Licenses NPF-4 & NPF-7, re vising Tech Spec 
Section 3/4 6,Tabfe 3 6-1, ’’Contair^monl Isolation Valves” to Identify addi valves 
exempt from Type C test 

CARTWRIGHTW H, Virginia Power (Virginia Electric & Power Co) 89/02/23 Docu 
ment Control Branch (Document Control Desk) 3pp 48627 240 46627 299 

-8902280434 Proposed Tech Spec Section 3/4 6.Tablo 3 6-1, "Containment Isolation 
Valves ” 

* Virginia Power (Virginia Electric & Power Co) 89/02/23 40pp 46627 251- 
46627 209 

8903010286 Forwards revised Relief Request 5 from ASME Section XI inservIce hvdro 
static pressure testing program to Include component cooling, spent fuel pit 
cooling.quench & recirculation spray & casing cooling pump discharge piping. 
CARTWflfGHT.WR Virginia Power (Virginia Eleciric & Power Co) 09/02/23 Docu- 
ment Conlrof Branch (Document Conlrol Desk) 4pp 48846 154-46048 157 

8903090453 Provides notification that no steam generator inservice insp performed 
during 1903 

CARTWRIQHT.W R Virginia Power (Virginia Electric & Power Co) 69/02/27. Docu- 
ment Control Branch (OocumenI Control Desk) Ip 46600 160-46800 160 

8903080336 Application for amends to Licenses NPF-4 & NPF-7.chQnging control room 
access per Insp Repts 50 338/07-19 & 50 330/67-17 which Identified control room 
habitability Issues naeding resolution Engineering evaluation end 
CARTWRIGHT, WR Virginia Power (Virginia Electric & Power Co) 09/03/01. Docu- 
ment Control Branch (OocumenI Control Desk) 42pp, 40770,033 48779,074 

8903230092 Forwards status of immediate corrective actions to resolve human ojinl 
neering discrepancies identified at facilities during NLfREG 0700 CRPR 
prolect Remaining seven corrective actions delayed due to rescheduling of outage to 
1989 

CARTWRIGHT, W R. Virginia Power (Virginia Electric & Power Co ) 69/03/08 Docu 
ment Control Branch (Document Control Desk). 5pp 46029 025-49029 029 

6903220319 Forwards coro surveillance rept containing specific power distribution limits 
applicable for Cycle 7 operation 

CARTWRIGHT, W R. Virginia Power (Virginia Electric & Power Co) 89/03/16 Docu 
ment Conlrol Branch (Document Control Desk) 1 1pp 49048 1 10 49046*120 

890324 0096 Notifies of closeout of specific license amend requests previously aubmil- 
led by util to NRC over past several yrs TACs 
50357,56350,61141,61142.84680,64681 & 56348 closed 

ENGLE, LB Project Directorate II-2 60/03/17 CARTWRIQHT.WR Virginia Power 
(Virginia Electric & Power Co ) 2pp 49030 296 49038 297 

6903239401 Advises that issue of NUREG-0737, Action Plan Item II.K3 5 satisfactorii)/ 
resolved for plants NRG gonerically approved Westinghouse Owners Group methodol- 
ogy specified fn Generic Ltr 85-12 

ENQLE.LB Project Directorate 11-2. 89/03/20 CARTWRIQHT.WR. Virginia Power 
(Virginia Electric & Power Co ) 3pp 49029'260 49029'262 

8903160296 Generic Ltr 89 02 to all holders of OLs S CPs for nuclear power reactors re 
actions to Improve detection of counterfeit & fraudulently marketed products Sve list 
end 

VARGA.SA A93oc^ate Director for Prolecls (Post 070411) 89/03/21. Consolidated 
Edison Co of New York, fnc 57pp 48960,001 48960 057 


0. InepecUon reports, IE Bulletins & correspondence 

8902270651 Confirms enforcement conference on 890207 at Region 11 to discuss fnslru 
menl air problems re design control & corroctive action Summary of sys air problems 
A proposed agenda end 

ERNST, M.L Region 2, Ofc of the Director 09/02/02 CARTWRIGHT, W R. Virginia 
Power (Virginia Electric & Power Co) 4pp 40569 159-46589 162, 

0962270464 Fonwards suppi lo fnsp Repts 50 338/88-26 & 50-330/08-26 containing re 
edits o1 NRC evalualion of caDbr data for three germanium detectors In health physics 
counting room Results Indicate closer results between utit & NRC data 
DECKER.tr Region 2. Ofc of the Director. 69/02/16. CARTWRIGHTW.R Virginia 
Power (Virginia Electric & Power Co) 2pp 48689 153-48589 158 

-0902270455 SuppI lo Insp Repts 50 338/08-26 & 50-339/88-26 Results of analysis & 
evaluation of health physics counting room Indicate considerable improvement be- 
tween licensee & NRC data for radionuclides 
* Region 2, OfC of the Director 69/02/16 4pp 48589.165-46589 158 

8903029101 Forwards enforcement conference summary re Insp Repts 60-338/88-01 A 
50-339/68-31 Related info end 

ERNST.ML RMion 2. Ofc of the Director 89/02/16 CARTWRIGHTW.R Virginia 
Power (Virginia Eteclfic & Power Co ) 27pp 48669 253-48669 279 

6903100400 Ack receipt of 8901 23 Hr informing NRC of steps taken lo correct violations 
noted In Insp Repts 50-338/8Q-31 & 50-339/06-31. 

WlLSON.eA Region 2. 0(c of the Director 89/02/21 CARTWRIGHT.W.R Virginia 
Power (Virginia Electric & Power Co,), Ip 48808 284-48608 264. 

6902170112 NRC Info Notice e9'020, "Weld Failures In Pump of Byron-Jackson 
Design ■' Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/24. 
Consolidated Edison Co of New York, Inc 106pp. 48672.043-40572 148 

8902210351 Suppi 1 to NRC Info Notice 86 073, "Oireclion-Oependeht Leak Character* 
fsllcs of Containment Purge Valves Sve list end 

ROSS),CE, Division of Operational Events Assessrhent (Post 870411) 89/02/27. 
Consolidated Edison Co of Now York, Inc 102pp 48669001-48589*110 

8902210564 NRC Info Notice 89 021, “Changes In Performance Chafacterislics of 
Molded-Case Circuit Breakers ** Sve list end 

ROSSLC.E. Division of Oparallonal Events Assessment (Post 870411), 89/02/27, 
Consolidated Edison Co of New York, Ino 104pp 48578 032-48578137. 
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88'03060227 Withdraws Roliet Hoquost NDE 2A re insorvtce map program plan for com 
ponents & component supports Two, manpower & peraonnol exposure required to 
mark subj welds dooa not commensurate w/gain in locreasod accuracy 
CARTWRIGHT, W H Virginia Power {Virginia Efociric & Power Co ) 00/02/20 Docu 
mom Conirol 0ranch (Documont Control Desk) 2pp ^8767 050 4G767 051 

8903080336 Application for amends to Licenses NPF 4 & NPF‘7,chandlnn control room 
access per insp Repts 50 330/0/ t9 & 50*338/07*17 which idontiiiQd control room 
habilobility issuos needing resolution Engineering evaluation end 
CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co) 09/03/01 Docu* 
mant Conirol Branch (Document Control Desk) 42pp 48779 033 40779 074 

0903 170085 Forwards summary of 090207 enforcemoni conference re corrective action 
program for wator/oil intrusion into instrument air sys & design control of ays noted in 
Insp Repts 50 338/08 3B & 50-339/00 36 Viowgraphs end 

ERNST, ML Region 2. Ofc of tho Director 09/03/02 CARTWRIGHT, WR Virginia 
Power (Virginia Boctric & Power Co) S3pp 48900 253 48900 305 

0902270 16D NRO info Notice 89 022, "Quostionablo Certification of Fasteners ” Sve list 
oncL 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/03/03 
Consolidated Edison Co of New York, Inc lOSpp 40732 001*40732 t06 

0902280104 NRC Info Notice 09 023. "Environ Qualification of Litton Veam CIR Senes 
Electrical Connectors '* Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 3/04 It) 89/03/03 
Consolidated Edison Co of Now York, Inc 106pp 48723 038 40723 143 

0903140559 Responda to NRC 890201 Itr ro violations noted In Insp Ropts 50 338/08 
33 & 50 330/08 33 Correctivo actions control room drawings reviewed, rodline info 
vorilied & programmatic enhancements mode to drawing control program 
CARTWRIGHT.W R Virginia Power (Virginia Electric 8 Power Co ) 00/03/03 Docu 
monl Conirol Branch (Document Control Desk) 7pp 46033 324 48G33 330 

8002230162 NRC Info Notice 80 024, "Nuclear Criticality Safety*’ Sve list end 
CUNNINGHAM, R E Division of Industrial 8 Medical Nuclear Safety (Post 870729) 
30/03/06 Consolidated Edison Co of Now York. Inc 96pp 40700 252 40700 346 

3903010207 NRC Info Notice 09 026, "Instrument Air Supply \o Safoty'Rololed Equip 
meni '* Sve list onci 

ROSSJ.C E Division of Operational Events Assossmont (Post 07041 1) 09/03/07 
Consolidated Edison Co of Now York, Inc 105pp 40741 053 46741 150 

S903O2O166 NRC Info Notice 09-027, "Limitations on Use o( Waste Forms & High (n 
tenrily Containers for Disposal of Low Level Radwasto “ Sve list end, 

OhEEVES,J T Division of Low Level Waste Mnnanomonl & Decommissioning (PosI 
670413) 09/03/00 Consolidated Edison Co of New York, fnc 117pp 40798 114* 
40790 231 

8903080372 NRC Info Notico 09 020, "Wolght & Clr of Gravity DiBcropancios for Copes 
Vulcan Air Operated Valves '* Sve Hal oncT 

ROSSI, C.E Division of Operational Eventa Assoasmani (Poal 070411) 09/03/14 
Consolidated Edison Co of Now York, Inc 107pp 40095 001*40095 109 

8903090021 NRC Info Notico 00 029, "Potential Failure of ASEA Brown Bov on Circuit 
Bronkors During Seismic Event " Sve list end 

ROSSf.CE, Division of Oporalional Events Assessment (Post 070411) 80/03/15 
Consolidated Edison Co of New York, Inc 106pp 40070 053 40870 180. 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants" 
Sve list oncI 

ROSSI.CE Division of Oporalional Events Assossmonl (Post 070411) 09/03/15 
Consolrclated Edison Co of Now York, Inc lOGpp 40005 110 'I8095'215 

3903220353 Forwards supplomontat responses to NRC Bulletin 60 008, "Thermal 
Slrosses fn Plpimt Connoclod 1o DCS " NOE of fines suscopliblo to high cycle fatiguo 
complelod No incJicalions of ndverao oftocts duo to thermal strolificatfon noted 
CARTWRIGHT, W.R Virginia Power (Virginia Electric & Power Co) 00/03/16 Docu* 
ment Control Branch (Document Control Desk) 6pp 49021 020*49021 033, 

6903240033 Roquosla rollof from post ropJacomont test requiremonts of A8ME Section 
XI for Class 2 valvo during (nsorvico insp program Proposea that sya pressure tost be 
performed on valvo & accepted as nltornativo to hydrostatic tost 
CARTWRIGHT.W R Virginia Power (Virginia Eloclric & Power Co) 09/03/18 Docu- 
mont Control Branch (Documont Control Dosk) 2pp 4903D'320 49Q3B 329 

8993230460 Summarizes Items discussed at safely sys outago mod insp during wks of 
090213 & 27, Response roquestod within 16 days ro InlenT concerning safely signifl 
cant matters 

LAINAS.G.C Division of Reactor Projects • I/ll (Post 870411) 89/03/17. 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co,) 3pp 40037 025- 
40037-027 

6903160427 NRC tnfo Nolice 09 031, "Swelling & Cracking of Hafnium Conirol Rods" 
Sve list end 

ROSSI.CE Division of Onorallonal Eventa Assessment (Post 870'111), 80/03/22 
Consofidated Edison Co. of Now York, Inc 102pp 48906 001 *40006 103 

690317041S NRC Info Notico 89 032, "Surveillance Testing of Low Temp Ovorprosswro 
Prolodlon Sys Sve list end 

ROSSf^CE Division of Operational Events Assossmont (Post 070-110 09/03/23 
ConsolidalGtl Edison Co of New York, Inc 104pp 40992 0-1 4 40992,147 


R, Periodic operating reports & related correspondence 

6903090173 "Radioactive Effluent Reteaso Bemionnual Ropl.Jul Doc 1900" W/090302 
Hr & portions of revised offsite dose calculation manual 

CARTWRIGHT.W R. Virginia Power (Virginia Electric & Power Co) 80/12/31. lOOpp, 
48704-1 14-40704 212 

6993160400 "Recorded Annual Whole Body Exposure Rept 1900 '* W/000227 Itr 
PETERS.TG, DBEYER.EW,, STAFFORD, A H Virginia Power (Virginia Electric & 
Power Co) 88/12/31 Spp 40071 245 40071 ‘249 

8902270342 Monthly operating repts for Jan 1909 for Nortti Anna Powor Stat{Dt>,Unil3 1 
& 2 W/890216 Itr 

TILLACK.B , CARTWRIGHT.W R Virginia Power (Virginia Eloclrfc & Power Co) 89/ 
01/31. 13pp 40586-260 40506 272 


8903220203 Monthly operating repts for Feb 10S9 for North Anna Power Station Units t 
a 2,W/fl903)4 Itr 

TILLACK,B , CARTWRIGHT.W R Virginia Power (Virginia Erectdc & Power Co) 89/ 
02/26 17pp 40894 246 -10994 262 

8903080261 Provides 1988 annual specific coolant aclivily repl No inslances cited 
wfioro coolant oxcoeded Tech Spec 3 4 8 limits 

CARTWRIGHT.W R Virginia Powor (Virginia Eledric A Power Co) 89/03/01 Docu 
mont Conirol Branch (Documont Conirol Desk) ip 46767 251 <18767 251 


S Reportable occyrrences, LERs & related corrospondenoe 

8902200414 Special rept on 690200, Kama n vent stack B radJalion monitor Rl VG 180 
Ino parable for greater than 72 h Monitor Inoperable due to high radiation 
levels SlIckirtgjchecK source repaired 

CARTWRfGHT.WR Virginia Power (Virgcnlo Eleclnc & Powor Co) 80/02/20 Docu 
mont Control Branch (Document Conlrot Dosk) 2pp 4699 1 01 9 46991 020 

8903210301 Special repl on 890216, drosol driven fire pump oul of sve greater than 7 
days, per Toch Spec 3 7 14 1, Foreign object caused clamago to pump impellar.Numbor 
3 wear rings & latoral rings Ropairs to pumps being porformod on prionty basis 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 09/03/17 Oocu 
mont Control Branch (Documont Control Desk) 2pp 48962 224*48902 225 

890324O1B6 LER 00 002-00on 000220, two valves Which isolate flow from discharge 
header of LHSI pumps to cold legs of RCS simultaneously closed during hydrostatic 
tosts Caused by naod to provido overprossuro prole ctron W/8993t7 Hr 
KANE.GE Virginia Powor (Virginia Eleclnc & Power Co) 09/03/17 Spp 49036 161- 
49038 165 


V. Operator EKamlnaltons 


8903240181 Cortiflos that training programs for both Initial (iconslng & requalification 
training of oporntors A senior oporalora at plants accroditod by IN PO & based on sys 
approach to Irainlnaper Gonorlc Ltr 07*07 

CARTWRIGHT.W, R Virginia Power (Virginia Eloclnc & Power Co) 09/03/20 Office 
of Nuclear Roaclor Rogulalion. Director (Post 8704 1 1) Ip 49030 1 57 -10039 1 57 

8903220159 Generic Ltf DO 03 to all powor reactor liconseas & applicants for OL ro op 
orator llconsinn naif exam schedule Sve list end 

VARGA.SA Associate Director for Projocls (Post 670411) 69/03/24 Cor^solldated 
Edison Co of New York, Inc 54pp 49900 Oftt -4900S 066 


DOCKET 50*340 8EABROOK NUCLEAR STATION, UNIT 1 


U. Congres&tonal/Execulive Correapondenco 

0903230270 Forwards NRC quarlorly status rapt covoJing (ourih quarlor of GY08 
ZECH.LW Commissioners 09/03/00 BEvILl.T Houso ot Rep, Appropriations 
12pp 49020 108 -19929 1 19 


DOCKET 60-3-11 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Securfty, modlcal, emergency ft lire proteollon plana 

8903210452 Forwards SALP Ropt 50 341/09 01 for Apr-Doc 1080 Overall porformanco 
aalislactorySurvoiilanco Irnprovod Irom Category 3 to Category 2 Mooting schoduleri 
on 0003 20 IQ discuss SALP findings 

DAViS.AB nopion 3, Ofc of tho Director 69/03/13 SYLVfA.B R. Detroit Edison Co 
3pp 40994 1 60 40994 196 

*'8803210479 SALP Ropt 50 34 1 /DO 01 for Apr Doc 1908 Category 2 assigned In area 
of safely assossmonl/queMy verificallon 

* Rogiona, O(o of Iho Director 00/12/31. 35pp, 4 8994, 162*40094: 106 


H. General correspondence 

0903010260 Commoni opposing proposed rules 10CFR50 & 65 ro oducallon & oxperl- 
onco roquiramenta for aonior roaclor oporalora & supervisors at nuclear power plants 
FARRELL, SP Detroit Edison Co 69/02/07 Dockolpng ft Services Drancti. 2pp 
40580 262 40589 263, 

8903020008 Goitimoftt opposing proposed rulos 10CFH50 & 65 re educational & oxpori- 
once roctuiroments for senior roaclor oparalo/a & supervisors at nuclear power plants 
BANKER, LH Affiliation Not Assigned 68/02/07, Docketing ft Services Branch 2pp. 
40671 162 48671.163 

8903020089 Comment opposing proposed rules tOCFRSO ft 65 re educational & expert* 
enco roquiromonts for aenior roaclor operators ft suporvlaora at nuclear power 
plants AdopHon of proposal could inhibit car oor progression of reactor oporalora. 
nEINCKE,0 A. AfWfallon Not Assigned 80/02/07, Oockoting ft Services Branch 2pp 
40071*172*40871,173 

S903020153 Comment opposing proposed ruloa IDCrRSO ft 66 re edoc & experience 
roquiromonts for aontor roaclor operators ft supervisors at nuclear power 
plants Proposal could Infilbil career progression of roaclor operators. 

THRIFT, MK Affillallon Not Assigned 09/02/07 Docketing ft Services Branch 2pp. 
40871.195 48671.100 

8903010262 Comment opposing proposed ruled 10CFR50 ft 55 ro education ft expert* 
enco reguiromenta for sonior reactor operators & supervisors at nuclear powor 
plants Ruling could inhibit career progreasion ft lower moralo, 

SYLVIA,O.R Oetfoit Edison Co. 89/02/17. Docketing ft Services Branch 3pp. 
40589*265 40S69 287. 



144 DOCKETED JTEMS 


J. [nsuran€& & Indeimfiily rnformaUon 

8902280503 Forwards Endor^ii’mcnls I2ij & I2fi lo NFJJA Poffcy NF 92 EcKjorscmenls 
21 & 22 to MAELU Pohcy MF 1?0 EmforstMrionl 0 lo Sucon-rfary Financial CcvliIrcalD 
N 94 & M 01 A Endarsemcnl 4 lo Masirr Worclrr Liability fasuranro Policy MW <12 
ORSEft,WS Delroil Edison Co 89/02/J5 Document Conirol BrancH (Oocumcnl 
Conirol DosMi lOpp 48624 128 40624 107 


K. UMlity Final Safety Analysis Report (FSAR) A amends 

0903210052 Forwards Rev 2 lo updated FSAR for Fnrmi 2 S 1988 annual safety eval 
uauon summary repl 

SVLVi/A.B R Ootrod Edison Co 89/03/17 Docur^ient Control Branch (Document Con 
IrOl Desk) 3pp 489fl6 104 489 B 8 309 

-8903210053 “Fermi 2 SER 1908 “ 

♦ Dctroii Edison Co 88/ 1 2/31 IQDpp 48986 107 48986 206 

-8903210056 Rev 2 lo updated FSAR 

* DeiroiL Edison Co B9/03/20 I.SOOpp 48986 207-48988 309 


P Operating license stage documents & correspondence 

86100-80034 Application for amend lo license NPF 43,revesing Tech Spec 464 3 re 
iQStrng for operability oi motor •operated vatvea thermal overload protection Fco paid 
AGOS^TI.FE Detroit Edison Co 86/09/38 AOENSAM.EG 0WR Project Directorato 
3 8pp 38132238 38132246 

-8610080045 Proposed Tech Spec 4 6 4 3.revising tests for operability ol motor operat 
ed valves Ihorma! overload protection 

• Detroit Edison Co 86/09/30 Ip 38132 246 38132 246 

8612010341 Requests Oral NBC expedite approval of Rev 4 to emergency procedures 
gurdelines^er 860731 application lor amend to License NPF 4 3, to reflect DCflDR 
based on BWB Owners Group am ernercy procedures 

AGOSTlFE Delroil Edison Co 06/11/21 ADENSAM.EG BWR Projccl Oirecloralo 
3 app 30763 234-38763 236 

8902230448 Discusses moisture separator re healer debris sampling Reader coolant 
sample results since mid-Jul 1008 indicated no evidence of sisfniess steel 
strands Pequo Sts concurrence to halt microscope insp of reactor coolant fiFtor solfds 
ORSER.WS Detroit Edison Co 09/02/15 Document Control Branch (Documoni 
Control Desk) 2pp 48S68 253 48568 254 

0983090008 Forwards response lo NRC Generic Ltr 88-14, "Inslrumenl Air Supply Sys 
ProbPems Affecting Safety Related Equipments " End also includes discussion of pro 
gram for maintainingproper instrument air quality 

SYLVIA, B R Detroit Edison Co 89/03/01 Document ConlroJ Branch (Documoni Con- 
trol Desk) 15pp 40784 014-48784 020 

0903170243 Forwards ulil comments on proposed rev lo Reg Guide 19, 
''Seiection.Design.Ouafificalion-.TfiStingi & Relraoifity of Diesel Generator Units Used as 
Onsite Electric Powor Sys al Nuctear Power Plants 

SYLVIA ,6 R. Detroit Edison Co 09/03/03 Document Control Branch (Document Con 
Irol Desk). 3pp 48950 182 48950 184 

8903150313 Forwards Amend 31 to License NPF-43 & safety evaluation Amend revises 
Tech Specs 403A404lo allow 24 h delay m implemenfing action requirements due 
(0 missed surveillance under stated condition 

KELLY.L Pfolecl Directorate IIM 69/03/09 SYLVIA,BR Detroit Edison Co App 
48365343 48865 355, 

-8903150324 Amend 31 to License NPF'43, revising Tech Specs 4D3 & 404 lo allow 
24 h delay in Impfemenling requirements due (o missed surveillance when action re 
quiremenis provide reslorafron lime less than 24 h 
QUAYJR Pfojflci Directorafe lir 1 89/03/09, Cpp 40665 347-40865 352 

-8903150327 Safety evaluation supporting Amend 31 to License NPF 43 

• Office of Nuclear Reactor Regulation. Director (Post 0704 It) 89/03/09 3pp 
48865 353-40865 355 

6903270040 Requests that results of review & disposition of Allegation RffI 89-A0015 
re activities at plant be submitted to region within 45 days of llr date Proprietary de- 
tails of aflegation withheld (ref fOCFR2 790) 

GREENMAKEG Region 3. Ofc of the Director 09/03/09 SYCVIA.BR Detroit 
Edison Co 2pp 49055 333 49055 334 

890323 9290 Application for amend to License NPF 4 3, requesting rev of Tech Spec Sec- 
tion 4 3 8 2 c to allow one lime extensfon 

SYLVIA, BR Deiroil EdisortCo 09/03/ 10 Documenl Conlrot Branch (Document C)on- 
tiolDesM 8pp 49026 321-49028,329 

-0963230342 Proposed Tech Specs ravrsmg Section 4 3 B 2 c lo allow one lime exten- 
sion fox disassembly & Insp of turbine control valves 

• Dotroll Edison Co 59/03/10 Ip 49026 329 49020 329 

6903240048 Application for araierid to License NPF 43.fevismg Tech Spec 3/4 63 1 lo 
defota Iravarslng in core probe primary conlainmenl isolation valve since penolralion 
will be sealed closed per design change 

SYLVIA.3Ft Detroit Edison Co 59/03/10 Document Control Branch (Oocuinenl Con- 
irol Desk) 6pp 49038 190 49038 197 

-8903240050 Proposed Tech Specs re primary containment isolation valves 

• Oeiroit Edison Co 69/03/10 2pp 49038 196 49030 197 

6903240001 Informs that utif 890117 response lo Diagnostic Evaluation Team repl re- 
viewed & comments provided Util should be working to develop schedule A implement 
training for higher level mgt positions 

STELLO.V Ofc of the Executive Director for Operations 89/03/15, MCCARTHY.W J 
Detroit Edison Co. 8pp 49035 097-49038*122. 

-8903240002 Responds to Dtagnostic Evaluation Team repMn Au^ 1986,mgl perform 
ance program rniliated which provides manetary awards for achievement of specific 
levels of performance 

SYLVfA.BR Datroil Edison Co 89/01/17 STELLO.V Ofc ol the EKecwtive Director 
for Operations. 1 6pp 49038 105-49038 122 


6903210241 Forwards request for add! rnfo ro response lo Qonenc Ltr 88 01, specifically 
util endorsemonts of NRC positions on malls.procossos, water chemistry, weld overlay 
& stress improveinonl of crackod woldmonls 

KELLV.L Projocl Directorate till 89/03/16 SYLVIA.B R Dolroit Edison Co Itpp 
48983 177 40003 107 

8903220405 Documonls comr^iilments discussed during 890200 technical meohng al 
NRC Rugion III ofc on ATWS Listed commilments made 

SYLVIA.B R Detroit Edison Co 89/03/17 Document Control Branch (Documoni Con 
trot Dosk) app 49003 359 49003 360 

8903160296 Gonoric Ltr 89 02 to all holders of OLs & CPa for nuclear power reactors re 
action^ lo impTOve rfetcchon of counlorfeif & fraudulently marketed products Sve lisl 
encf 

VARGA, S A Associate Director for Pro/ects (Post 070411) 09/03/21 Consolidated 
Edisor^co of Mow York, Inc 57pp 48960 001 48960 057 

8903270324 Submits requests ro monthly progress moefmgs for facility Attendees 
should be provided w/copios of slides scheduled for presentation & NRC should bo 
provided w/fisl of accep fable dales for upcoming meetings through Jut 1 989 
KELLY, L Proiect Directorato III-1 89/03/21 SYLVIA.B R Detroit Edison Co 3pp 
49055 074 49055 076 


Q, inspecifan ropoxis, IE Bulfelfns & correspondence 

8902230448 Discusses moisture separator rohealer debris sampling Read or coolant 
sample results since mid-Jul 1983 indicated no evidence of stainla&s steel 
strands Requests concurrence to hall microscopic insp of roactor coolant filler solids 
ORSER.WS Delioil Edison Co 09/02/15 {jocumenl Conirol Branch (Documont 
Control Desk) 2pp 48568 253-40568 254 

6903010022 Forwards Enforcement ConforencB Rept 60*341/89 05 on 890208 
MILLER, HJ Region 3. Ofc of the Director 89/02/17 SYLVIA, B R Detroit Edison Co 
2pp 46648 330 43649 003 

-B9030I0024 Enforcement Conference Repl 50 341/09 05 on B9O2O0 Major areas 
discussed lOCFRSO.App B violations re failure to Implement correcfive achon for Info 
Notice 87-12 & failure lo lubricate tram B breaker per applicable procedures 
WESTBERG.flA. NEISLER.JH, HARRISON, JJ Region 3. Ofc of the Director 89/ 
02/16 3lpp 46640 332 48649 003 

8902170112 NRC Info Notice 89-020, “Weld Failures In Pump of Byron Jackson 
Odsign '* Sve list end 

ROSSI.CE Division of Opexetional Events Assessment (Post 870411) 89/02/24 
Consoficfaled Edison Co or New York, Inc 106pp 46572,043-48572 146 

8902280291 Responds to NRC 890124 fir re violations noted in Insp Repl 60 341/88 
31 Corrective actions to avoid confusion w/fuses to be utifized in balLery 
charges, affected lu$es replaced w/ Shawmui design in Nov 1986 
SLYvIA.BS Oelroil Edison Co, 89/02/24 Document Control Branch (Document Con 
irol Desk) 5pp 48644 210 40644 223 

8902210351 SuppI 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Characlor 
♦sties ol Conlainmenl Purge Valves *' Sve list and 

ROSSI.CE Division of Operallonaf Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co or New York. Inc 102pp 48589 001-48589 1 10 

$902210564 NRC frifo Notico 69 021, “Changes In Performance Characteristics of 
Molded Casa Circuit Breakers '' Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/02/27 
Consotirfafed Edison Co of New York, Inc 104pp, 48578 032-48578 137 

8903090003 Revised rospor^se lo violations noted fn fnsp Repl 50 341/88 24.Corr8Cliva 
actions requested vanaor manual for core spray pump discharge check valve classi- 
fied for Inform fnformalional use only 

SYLVIA.B R. Detrofl Edison Co. 89/03/02 Document Control Branch (Document Con- 
irol Desk) 0pp. 46801 103-40801 107. 

$903140515 Responds lo NRG B90131 Ur re vrolaHona noted In !r\sp Repl 50-34 1/80- 
37Cofreclive actions improperly annotated drawings corrected & reading issued lo OA 
audit descubing need to vonfy rntenl that Tech Specs requirements met 
SYLVfA,0 R Detroit Edison Co 89/03/02 Document Control Branch (Document Con* 
IrolOoBk) 13pp 48840 329-40646 341. 

890227015$ NRC Info Notice B9 022, “Questionable Certification of Fasteners " Sve list 
end 

ROSSt.C E Divispon ol Operational Events Assessment (Post 870411). 80/03/03 
Consolidated Edison Co of New York, Inc 105pp. 48732.001-40732 106 

8902280104 NRC Jnfo Notice 09-023, “Environ Qualificalion of LItton-Veam CIR Senes 
Electrical Connectors ” Sve lisl end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 89/03/03 
Consolidated Edison Go of New York, Inc 106pp 48723 030-48723 143 

8902260162 NRC Info Notice 89-024, "Nuctear Cnticality Safety " Sve list encJ 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
89/03/06 Consolidated Edison Co of New York. Inc 9fipp 48700 252-48700 346 

8903150180 Confirms plans for 800329 meeting w/ulll in Monroe.MJ lo present plant 
SAIP 10 repl 

GREENMAN.E.G. Region 3. Ofc of the Director 89/03/06 SYLVIA.B R Detroit 
Edison Co 2pp 40860 300 46860 307 

8903160033 Forwards Safety Insp Rept 59-341/89-02 on 890101-0217 & nolle© of vio 
lalfon, 

KNOP.R C. Region 3, Ofc ol the Director, 89/03/06 BYLVIA.8 R Detroit Edison Co 
2pp, 4B078 152-48878,174, 

-8903160038 NoUce of viofaflon from insp on e9010l-0217,Vjolalion noted numerous 
gaskets, filter3,boU8, nuts & relief valves for emergency diesel generators stored in trail- 
er w/o access conlrofs 

KN0P,R C Region 3, Ofc of the Director 80/03/06 Ip, 48878.1 64-48878 154 
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-8903160041 Insp Ropi 50 341/09 02 on 090101 0217 Viololions nolod Ma|Or arocis 
rnspoclod aclion on previous rnsp fmcfmqg opomlional 

safely, main! survoillnnco followup of ovonis.LER followup & regional roquosl 
RING.M A Region 3 Ole of the Direcior 99/03/03 20pp 40078 155 40B/G 174 

8903010207 NRG Info Notice 09 026, 'Instrumcnl Air Supply to Safely Re la led Equip 
moni ' Sve list end 

ROSSI, CE Division of Operallonal Events Assessmoni (Post 870411). 89/03/07 
ConsoNdatod Erfison Co of New Vork, Inc 105pp 4074 1 053-48741 158 

8903020165 NRC Info Notice 89 027. “I imitations on Uso of Waste Forms & f ligh In 
fogrity Containers for Disposal of Low Lovef Radwaslo " Sve list end 
GREEVES.J T Division of Low Lovel Wasle Managcmonl & Decommissioning (Post 
870413) 89/03/00 Conaolidaled Edison Co of Now Vork, Inc 117pp 40790 114 
40790 231 

8903210032 Forwards response to SuppI 1 to NRC Bulfelin 08 007, “Power Osciflalions 
In BWRs Actions have tjoen taken to ensure that safety limit lor plant min crilical 
power ratio not violated 

SYLVIA.B R Dolfoil Etiison Co 09/03/10 Documonl Control Branch (Documonl Con 
tro! Desk) 6pp 40990 350 40990 357 

6903210452 Forwards SALP Ropt 50 341/09 01 for Apr Doc 1908 Overafl performance 
safisfadory Surveillance improved from Cntogory 3 to Catego^ 2 Meeting scheduled 
on 890329 to discuss SALP findings 

DAVIS. A B Region 3. Ofc of the Director 89/03/13 SYLVIA.B R Detroit Edison Co 
3pp 40904 159 40994 196 

-6903210470 SALP Ropt 50 341/89 01 for Apr Doc lOOOCalogoiy 2 assigned In area 
of safety assessment /qualily venficalion 

' Region 3, Ofc of the Director 88/12/31 35pp 40094 162-4D994 106 

8903080372 NRC Info Notice 09 028. "Weight & Clr of Oravily Discrepancies for Copes 
Vulcan Air Operated Valves " Sve list encT 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 89/03/14 
Consolidated Edison Co of New York. Inc 107pp 48995 001 40895 109 

8903090021 NRC fnfo Notice 09 029, "Polontinl Failure of ASEA Brown Bovori Circuit 
Breakers During Seismic Evoni " Sve fist end 

ROSSLCE Division of Operational Events Assessment (Post 070411) 89/03/15 
Consolidalod Edison Co of Now York, Inc 106pp 40070 053-40870 160 

89-03090133 NRC Info Nolico 09 030, "High Temp Environs at Nuclear Power Plants" 
Sve list oncL 

ROSSI,CE Division of Operational Events Assossmont (Post 070411) 00/03/15 
Consolidated Edison Co of Now York. Inc lOOpp 4Q8PS 1 10 48805 21 5 

8903160427 NRC Info Notice 89.031, "Swoliing & Cracking of Hafnium Conirol Rods " 
Sve list end 

ROSSI,CE Division of Operallonal Evonls Assossmenl (Post 870411) 00/03/22 
Consolidalod Edison Co of New York. Inc 102pp 48006 901.48906 103 

6903170419 NRC info Notice 09 032, "Survoilfanco Toslmg of Low Temp Ovorprossuro 
Protection Sys " Sve fist end 

ROSSI.CE. Division of Operational Evenls Assossmont (Post 870411} 00/03/20 
Consolidated Edison Co, of New Vork, Inc 104pp 40992 044 40092 147, 
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F. Security, medical, emergency & fire prokecifon plans 

8902240092 Responds to 081017 S t2?3 Itrs from utd renuosting change lo physical 
socunly plan for lacifily Proposed chango roviowed per IOCFR50 D2 & involves no sig 
nificant hazards consideration 

ERIGKSON.RA Reactor Safeguards Branch 09/02/16 KNIGHTON.G Project Direc 
toralo V 3pp 48587 004 4Q507 006 

8902240194 Requests assislanco in rovicwing policy issue re const charactorislics of 
elect fical cable penetrations in control room floor Roview should be comploled by 
6903 15 W/o one) 

ERICKSON, R A Reader Safeguards Drnnch 89/02/16 CRAiG.J W Plant Systems 
Branch Ip 48580 136 40500 136 

6903230474 Rev 4 to Radiological Emorgoncy Response Plan Implementing Procedure 
E P-100, ''Control Room " 

* Portland General Efe cldc Co 09/03/07 2lpp 49022 204-49022 224 

6903 140236 Final responso lo FOIA roquosl for doc umonis Forwards App A 
documents App A documonls also availablo in POR 

GRIMSLEY.DH Documeni Controt Brandi (Documonl Conirol Desk) 09/03/09 
HAWKINS,M ImpcIICorp 2pp 40075 002-40D76 003 

-‘8610130013 Informs of hondquarlers pnrtJcip alien in lislod exercises w/ regions for 
10BO-10D9, 

SPESSARD.R.L Division of Operational Assossmenl (Posl 070413) 88/00/23 
ALLAN, JM Region 1, Ofc of tho Director 2pp 4BB75 004 40075 085 

8003150430 Forwards Rev 26 lo security plan Rov withfiold (ref 10CFR73 21). 
COCKFIELD.DW Portland General Electric Co Bfl/0-3/10 Document Conirol Branch 
(Document Control Desk) Ip 40077 013 40877 013 


H. General correspondence 


B903O3O390 Commonf on proposed rule lOCFRSO ro mainl programs lor nuclear power 
plants Rule should not bo implomonlocJ until roahslic dotormlnatlon of impact of rule 
on industry has boon made 

COCKFIELD.DW Pofllond General Electric Co 89/02/21 Docketing 8 Services 
Branch 4pp 48710 023-40710 026 

6903070169 Comment opposing proposed rtiloa 1CJCFR50 A 55 re oduc & experience 
requirements for senior reactor operators & suponnsora at nucloar power 
plants Questions ability of proposed rulo to achieve objoctivo, 

* Portland General Eloctric Co 60/02/24 Oockolinn Services Branch 3pp 
48762 241 40762 243 


P. Operating license stage documents & correspondence 


R, Periodic operating reports & related correspondence 

8603030110 "Annual Oporflling Ropt for Fermi 2 for Jon Pec 1880 " W/061231 Hr 
SYLViA.O R Detroit Edison Co. 00/12/31. 22pp 46691.150 486D1'180 

6903030507 "Semiannual Radionctivo Eftluont Rofoase Repi for Jul Dec 1008 " W/ 
090301 Hr 

SYLVIA.B n Detroit Edison Co. 00/12/31 200pp 48706 002 48780'279 

6902230442 Monthly oporflling ropt for Jan 1989 lor Form) 2 W/O 902 16 Hr 
PENDERGAST.J M , ORSBR.WS Dolroll Edison Co 00/01/31, 4pp 48660 190. 
48569202 


S, Reportable occurrences, LERs A related correspondence 

6612010193 LER 80.005-01 on 8603t6.roaclor protection sys bue A lost power .causing 
ESF actuation3.Cau8Qd by malfunction of backup manual scram broako/s duo lo 
sticky groase liko coaling on trip coil pole .Coaling removed, W/fl6 1 120 Hr 
BREQNI.L P . LENART.R S Dotroil Edison Co 86/1 1/20. 6pp 38734 2S5 38734<2a0 

6902240077 LER 69.004-00, on 80011 8, MPCI inoperable due to isolation logic function 
ing w/nonconsorvflllve trip valvo Caused by equipmont failure of master trip unit 
(Rosomonl 710 DU) E41-N087A Instrumont ropalrodW/fl00216 Hr 
PENDERGAST.J. ORSER.W S Dolroll Edison Co 69/02/16. 7pp 40621 024 
48621 030 

6903210004 Special ropt. on 8001 27, active seismic monitor playback unll talten out of 
SVC for routine channel calibr, resulting In seismic monitoring sys boing inoperable for 
SO days Caused by failure of unll drive motor, New sys being ovaluaiod 
ORSER.W S, Detroit Edison Co 89/03/08 Document Control Branch (Document 
Control Desk) 2pp. 40902 305.48082 306 

8903140617 LER 69.005.00‘on 090206, polenllaf concerns w/secondary coniainmont in- 
tegrily due to use of non-Q air supply noted, following lesi faifure Caused by wind con- 
ditions impacting lost resglls Foam seal installed within 4 h W/060310 Hr 
ANTHONY, P„ ORSER.W.S. DelroH Edison Co 89/03/10, 6pp 48833 232.40633,230 


V. Operator Examinations 

6603230163 Advises thal uHl defermlnod that K Kelly no longer needs to maintain Oper- 
ator llconsa OP.30560 

SYLVfA,6 R Defroit Edison Co 60/03/10. Document Control Branch (Documonl Con- 
trol Desk) Ip 49030 143-49030 143 

8903220159 Generic LIr 89 03 lo all power reactor licensees & applicants for OL ro op- 
erator licensing natl exam schedule Sve list end 

VARGA.SA Associate Director for Projects (Post 670411). 69/03/24. Consolidalod 
Edison Co of New York, Inc 54pp, 49005 001-49005 056 


6902260045 Forwards application for amond lo Lfoonso NPF-I.conslsllng of License 
Change Application 174 Amend rovisos Tecfi Spocs lo allow mods to auxiliary fuel 
bldg cornplox. rose fling In incroase In shoar forcoa cn any story 
COCKFItLD.D W. Portland General Eloctric Co 89/02/10 Document Conirol Branch 
(Documonl Conirol Desk) Ip 48632,333 4B632.3G4 

-6992280053 Application for amend lo Uconse NPF-l,eonsisllng of License Change 
Applicalfon 1 74 Amend rovisos Tech Spocs lo allow mods lo conirol auxiliary luof bfog 
complex resulting In fnereaso in latorol shear forces of any story 
COCKriELD.DW Portland Gonoral Eloctric Co 09/02/10. 5pp 40632 334- 
40032.338 

-6902260056 Proposed Tech Specs, allowing mods lo conirol auxiliary fuel bldg com 
pfox rosuHIng in incroaso in lateral shear forces on any atorv 
‘ Portland General Efectric Co 89/02/10 13pp 48632 339 40632 354, 

6903030071 Forwards ai^lication for amend lo Licenso NPF-I .consisting of License 
Change Applicalion 173, clarifying surveillance requiremonls (or containment equip, 
men t hatch 

COCKFIELD.DW Porlland Gonoral El eclfic Co 89/02/10 Documeni Conirol Branch 
(Oocumertf Conirol Oosk) ip 48600 10 )-4D690 170 

-8903030074 Application for amend lo License NPF-1, consisting of License Change 
Application 173,ciardylno survolllanco requirements for containment equipment haicn. 
COCKFIELO.OW Porlland General Eleclno Co 69/02/10 4pp. 4B690162- 
40690 165 

-8903030077 Proposed Tech Specs re fimiling conditions lor operation & survolllanco 
requlromonla for coniainmont intagrity for equipment halchos. 

* Porlland General Electric Co. 00/02/10. 14pp 46600’ 168-48690 170. 

6902230492 Forwards responso to 690208 request for addi info on proposed increase 
In control bMg wall shear forcos.No alto rations of major struclural members of com- 
plox required to accommodate mods already Installed 

COCKFIELD.DW, Portland General Elocinc Co 89/02/16 Document Conirol Branch 
(Document Conirol Do Sli) 7pp 48655 197-46555.203 

8902230607 Forwards odd I Info re Amend 6 to updated FSAR, Sections 3 2, 7.2 & 
0.1, per 880031 request Tables 1 & 2 illuslrato changes made lo Tables 7.2 3 & 7 3*4 
In Bov 0 lo FSAR, 

COCKFIELD.DW Porlland Genoraf Eloctric Co. 89/02/16 Document Control Branch 
(Document Conirol Desk). 6pp 48670,355*40570 360 

8902240092 Responds to 661017 A 1223 llrs from util reqiresting change to physical 
securily plan for facility. Proposed change reviewed per tOGFR5O02 & Involves no sig- 
nificant hazards consideration 

ERICKSON.RA Reactor Safeguards Brench 89/02/16 KNfOMTON.G Project Direc- 
torate V. 3pp 4850 7 004.48567 006 
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8902240194 Rdquasts assistance in revrawing policy issue fo censt characteristics of 
eleclrfcal cable penetrations in conlrol rooin floor Review should be completed by 
690315 W/o ancl 

ERICKSON.RA Rea cior Safeguards Branch 89/02/16 OflAiG.JW Plant Systems 
eranch tp 4BS80 136 4B580 136 

8902230124 Forwards Rev 1 to ju&liticalion for continued operation for commercial 
grade procurement Issues & responses to quoslrons raised during Q9020B conference 
call 

CCX^KF/ELD,D Vf Portland General Electnc Co 89/02/17 Document Control Branch 
(Documerit Conlrol Desk) 74pp 46568 309-48569 022 

6903010919 Forwards listed info re commercial grade mads in mam feadwator sys per 
890213 ie Icon, Including fisling of weld rod rnall used rn mam feedwater piping replace- 
ment & identification olmfos of malls 

COGKFIELD.D W. PoillanJ General Eleclric Co 89/02/21 Document Conlrol Branch 
(Document Control Desk] 20Opp 48636 267-48837 140 

8909080314 Fon/vards notice of consideration of issuance of amend lo License NPF 1 & 
opportunity for hearing on 860909 request re pressurtzer fow-pressure safety injeciron 
sefpolr>l 

BEVAN.R, Project Directorate V 89/02/22 COCKFIELD.DW Portland Generat Efec- 
tnc Co 3pp 4B76S 028-48768 034 

''•8903600319 Notice of conslderalron of Issuance of amend (o License NFF-l & oppor 
lunity for hearing on 880909 request re modifying Tech Spec Table 33 4 to revise 
low pressure safoty Inlectlon selpoJn! to greater (han/equal iB07 psm 
KNIGHTON.GW Pro|ecl Dfreclorato V 89/02/22 4pp 48768 031 46768 034 

8903060326 Forwards Amend 150 to License NPF- 1 A safety evaluation Amend re 
ffacis margeiT of Pacific Power 6 Lfghi Co & Utah Power A Light Co to become new 
corp 0 ration, PacifiCorp, 

BFVAN.RB Project Otreclorate V 89/02/28 CCX3KFIELD,DW Portland General 
Electric Co 3pp 4e767,084'4a767 097 

'•8903080332 Amend 150 lo License NPF-1, ref fee ting merger of Pacific Power A Light A 
Ulah Power A Light companies to form PacifiCorp 

HOLAHAN,GM Division of fleacfor Projects - fffJV.V A Special Projects (Post 
B70411) flB/02/28 3pp 48787 087-48767 089 

-8903086337 Safety Qvaluation supporting Amend 150 lo License NPF-1 
^ Office of Nuclear Reactor Hegulalion, Director {Post 870411) 89/02/26 8pp 
48767 090 48767097 

0903090185 Forwards WCAP'11986. ’’Metallurgical fnvesirgation of Recorded Ultrasonic 
Testing fndteatfons at Pressurizer Surge Line Wolds af A WCA P-1 2092, ’’UJirasonJc 
liweslication of Pressunzer Surge Une WeWs a1 for vnfo 
COCKFIELD.DW Portland General EfeclncCo 69/02/28. Document Conlrol Branch 
(Document Conlrol Desk) Ip 48783 216 4B783 287 

”0903090190 "'Melallurgical Inveslioallon of Recorded Ultrasonro Testing Indications at 
Pressunzer Surge Line Welds at Trojan Nuclear Generaiinci Station " 

RAO.G, Pe22E.C Westing house Electric Corp WCAP-119a6 68/09/30 33pp 
48763216-46783 247 

”6903090195 ’’Ultrasonic Investigation of Prassurizer Surge Ufne Welds at Trojan Nuefa 
ar Ganeraling Station " 

KUREK.D, flAO.GV. Weatlnghoose Electric Cofp WCAP-12092 8B/12/31 41pp 
48783 248 49763 287 

8903220163 Forwards corrected Amend 93 to License NPF-l Page 3/4 3 47 contained 

l^filGHTON Prolect Direeforale V 80/03/15 COCKFreLD,D.W Portland General 
Electric Co 3pp. 49006 085-49008 088 

”8903220167 Corrected Tech Spec Page 3/4 3-47 to Amend 93 to License NPF-I 
* Project Directorate V 89/03/15. Ip 49008 068-49008 086 

8903160296 Generic Ltr 89 02 to all holders of OLs A CP6 for nuclear power reactors re 
actions to improve detection of counterfeit A fraucfulenLly marketed products Sve list 
end 

VARGA, 5 A. Associate Director for Projects (Post 670411) 69/03/21 Consolidatecl 
Edison Co of New y or k, Inc A7pp 48960 001*48960.057 

8902260461 Requests that propflelaiy WCAP-12029, "Trojan Nuclear Plant Reactor 
Vessel Vertical Support Leads'* be withheld (ref 1 0CFR2 790) 

WIESEMANN.R A. Wesbnahouse Electric Corp, B9/01/31 MURLEY.T Otiice ot Nir 
clear Reactor Regulation, Director (Post B70411) 6pp 


Q. tnapectlon reportaf IE Butfeifna A correapondenee 

6902230311 Ack receipt of 800106 fir Informing NRC oi steps taken to correct violations 
noted in Insp Repi 50344/aa 30 

2IMMEflMAN.R.P. Region 6. Ofc of the Director. 89/01/31 COCKFIELD.DW. Port- 
land Genera) Eleclnc Co. 1p 4857B 242 48578 259 

8902240278 Forwards insp rept cover ltr appheabte (o pfanl.for Into 
BEVAN.R Project Directorate V 89/02 /u7 COCKF/ELDiD Portland Generat Electee 
Co. 2pp 48571; 137 48571 147. 

8903080134 Forwards Enforcement Conference/Mgt Meeting Rent 60-344/89-03 on 
890126 Concludes that util failed lo apply adequate level of OA fn procurement of 
malls Assessment for feedwater piping expected bv 69022 1 

MARTIN, JB. Region 5, Ofc of the Director. 89^2/14. COCKFIEiD.D W. Portland 
General Electric Co. 3pp. 48742-339 48742*347 

”8903069140 Enforcement Conte rence/Mgl Meeting Rept 5O'344/80-O3 on 
8901 20 Major areas discussed NRC concerns developed as result of tnsp of commer- 
cial grade procuremer^l.per Insp Rept 50-3 4 4/68-4 6 A keens ea efforts In areas of QA 
program 

0'eftlEN.J.P., MENDONCA,MM Region 5, Ofc of the Director 89/02/10 6pp 
48742*342-48742 347 

6902170112 NRC Info Nolfca 89*020. "'Weld Failures fn Pump of Byron^ackson 
Design." Sve fist oncl. 

ROSSI.CE. Dfvlsfon of Operational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co. of New Vork, (no t06pp. 48572 043-48572 148. 


8902210351 SuppI t lo NRG Info Notice 88 073, "Oiroction-Dopendent Leak Character* 
islics of ContBinmonl Purge Valves ’’ Sve list end 

ROSSI.CE Division of Operational Events Assessmoni (Post 070411) 89/62/27 
Consolidated Edison Co of New York. Inc 102pp 48509 001 40589 110 

8902210564 NRC Info Notice 09 021. "Changes In Performance Characteristics of 
Molded Case Circuit Breakers " Sve list end 

ROSSI.CE Division of Operational Evenia Assessment (Post 870411) 09/02/27 
Consolidated Edison Co of New York, fnc t04pp 48578 032-40578 137 

8903090311 Responds to NRC 890131 fir re violalions noted in fnsp Rept 50-344/07- 
18 Corrective aclions accountability of workers A managers A supervisors for proce- 
dure cornpVanco continues lo bo rein) orced 

COCKFIELD.DW Portland General Eleclnc Co 89/03/02 Document Control Branch 
(Document Control Desk) 6pp 48798 206-48790 271 

8902270158 NRC Info Notice 89 022, "Questionable Certification of Fasteners " Sve list 
end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co, of New York. Inc 105pp 40732 001-48732 106 

8902280104 NRC Info Notice 69 023, "Environ Qualification of Lilton-Voam CIR Series 
Electrical Connectors " Sve list end 

ROSSLCE Division of Oooralional Events Assessment (Post 870411) 09/03/03 
Consolidated Edison Co of New York, Inc 108pp 48723 038 40723 143 

8902280182 NRC Info Notice 89 024, "Nuclear CrilfcalJty Safely " Sve list enuf 
CUNN INGHAM, R E Division of Industrial A Medica) Nuclear Safely (Post 870729) 
89/03/06 Consolidated Edison Co of New York. Inc 96pp 48700,252-48700 346 

8903010207 NRC Info Notice 09 026, "fnstruinenl Air Supply to Safety-Related Equlp- 
menl " Sve Hsl end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/07 
Consoridalod Edison Co of New York, Jnc 105pp 40741 053-40741 150 

8903020165 NRC Info Notice 89 027, "Limitations on Use of Waste Forms & High in 
tegrity Containers for Disposal of Low Level Radwaste," Sve list end 
GREEVES.J.T Division of Low Level Waste Management A Decommisslonrng (Post 
670413) 69/03/06 ConsoPidated Edison Co. of New York, Inc 117pp 48798 114- 
48700.231 

0903080372 NRC Info Notice 69 020. "Weight A Clr of Gravity Discrepancies for Copes- 
Vdcttn Aw Operated Valves*' Sre Itel end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York. Inc 107pp 48095 001 48095 109 

8903210297 Confirms 890321 mgt meeting in Portland, OR to discuss SALP for period 
Dec 1087 - Dec 1989, per 890310 tolcon Notice of significant ficenseo meeting ancl 
CHAFFEE.AE Region 5, Ofc of the Director 89/03/14 COCKFIELD.DW Portland 
General EtectrIcCo 1p 48964 217-48994 219. 

”8903210306 Notification of 890321 mealing w/Porlland General Electric Co In 
Porlland.OR to discuss SALP for period Dec 1907 - Dec 1988 
CHAFFE£,A E Region 5, O/c of me Director 89/03/14 Region 5, Ofc of the Dlrectoir 
2pp 40994-218 40994 219 

0903090021 NRC Info Notice S9 029, "Potential Failure of ASEA Brown Boverl Circuit 
Breakers Duvtng Selsmsc Event ** Sve l»st erwl 

ROSSI.CE, Division of Operalionaf Events Assessment (Post 070411) 89/03/15. 
Consolidated Edison Co of New York, Inc 106pp 48870 053 48870-169 

8903090133 NRC Info Notice 66-030. "High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSI.CE Division of Operalionaf Events Assessment (Post 070411) 89/03/15. 
Consolidated Edison Co of New York, (nc, lOBpp 48095 1 10 48095 215 

8903280063 Ack receipt of 860302 ltr informing NRC of steps taken to correct violatrona 
noted in tnsp Rept 50-344/87-16 

CHAFFEE.AE Region 6, Ofc of the Director 89/03/17 COCKFIELD.DW Pcriland 
General Electric Co Ip 49074 206-46074 212 

8903160427 NRC Info Notice 89 031, *’Swe)fing A Cracking of Hafnium Control Rods 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 69/03/22. 
Consolidated Edison Co of New York, fnc 102pp 48986 001-40906 103 

8903170419 NRC Info Notice 89-032, * 'Surveillance Testing of Low Temp Overpressure 
Protection Sys ** Sve list end 

ROSSI.CE Divlsfan of Operational Events Assessment (Post 870411) 89/03/29 
Consolidated Edison Co. or New York, fnc 104pp. 48992.O44'4090a 147 

8903260171 Confirms 090321 telcon re rescheduled mgt meeting on 890419 to discuss 
SALP for Dec 1887 - Dec 1088.Notice of significant meeting end. 

CHAFFEE.AE. Region 5, Ofc o( the Director. 89/03/23 COCKFIELD.D.W Porlland 
General Eleclnc Co 2pp 49074 054-49074 057 

•”8903280172 Notiticallon of 890413 meeting w/utii In Portland,OR to discuss SALP for 
Dec 1987 - Dec 1988 

CHAFFEE,A E, Region 5. Ofc of the Dfreceor. 89/03/23. Region 5, Ofc of the Director, 
2pp 49074.056-49074,067. 


R* Perfodfo operating reports & related correspondence 


6903100264 "Annual Rept of Trojan Nuclear Plant for 1986 " W/890301 ltr 
COCKFIELD.DW Pacilic Gas & EJeclric Co PQE 1015-88. 00/12/31 leopp 
48612 305-46813, 134. 

8903180224 Monthly operating ropi for Feb 1980 for Trojan Nuclear Power Plant W/ 
860303 Jlr 

ULMER, FJ. YUNOTCP Portland Generaf EIbcIiIc Co 89/02/28. 6pp, 40869 129 
46859.134 
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S, Reportable occurrences. LERs & related correspondence 

8902230429 LER 6B 026-01 :on B60B16,roaclQr tripped on RCS Loop fi iow tiovv slpnal 
& venting of flow Iransmilter FT-425 caused transient or> second loop of flow transmit 
ter B. Caused by Inadequate work Inatruclfons W/fl902t5 Hr 

QUBERSKI.J., OLMSTEAD.CA Porllond General Electric Co 89/02/16 6pp 
48555,140 4B555.144 

6902270002 Fon/varda LER 68*25 re event where archaeological sipnilicant area Inad- 
vertently disturbed by const excavation activities & Portland State Univ ropt, "Archao 
ological Evaluation of Troian Locality 3SC01 ” 

OLlSiSTGAD.C.A. Portland General Electric Co 89/02/17 Document Control Branch 
(Document Control Desk), ip 46623 179 46623 266 

•-6902240468 LEH 66 025*00 On 60061 5, const activity Inadvertently disturbed archao 
ological site Caused by personnel error resulting In failure to recogmzo need for re- 
views &/or documentation of reviews Excavation terminated 
BOWMAN.SW Portland General Electric Co 80/02/17 4pp 48623*160 46623' 183 

-6902270098 Cultural Resource Investigation Series 1, "Archaeological Evaluation of 
Troian Locality 35C01 

BURTCHARD.G C. Portland State Unlv„ Portland. OR 68/01/31, 84pp 40623,164* 
46623*266 

8902280366 LER 66*003*02*00 860331, valvo MO'0609A taken out of sve for preventive 
malnt.degradlng ECCS Inlecllon (unction of BHR ays from function analyzed in 
FSAR.Caused oy misunderstanding design basis Valve opened W/090222 ftr 
KERSHUL.a, OLMSTEAD.CA Portland Gonerol Elactrlc Co, 89/02/22 7pp 
48627.332 48627 339. 

6903090085 Informs that supplemental rapt to LER 66 46 wilt not be ready for submittal 
until 800316, 

YUNDT.C P Portland General Electric Co 89/02/20 Document Conlrol Branch (Doc- 
ument Control DeskL Ip 48763.360*46703:360. 

8903230223 LER 0aO46-O1'on 861 ISO.con tain men t ventilation isolallon 

occurred.causlnd hydrogen vent Isolation valves to close Caused by spurious elec* 
tfonic spike on To lo level noble gas process radlallon monitor oxcoedlng sotpoInl.W/ 
690316 Itr. 

GUBERSKLJ.D. YUNDT.C.P Portland General Eleclrlc Co 80/03/16 6pp 
49032:067*49032.071. 


V. Operator Examlnatlona 

8903220159 Generic Ltr 89*03 to all power reactor licensees a applicants lor OL ro op 
erator licensing nail exam schedule Sve Hat encL 

VARQA.SA Associate Director for Projects (Post 870411) 89/03/24. Consolidated 
Edison Co. of Now YorH, fno 54pp 49005'001 *49006 050. 


DOCKET 60*345 BE2NAU NUCLEAR STATION, UNIT 2 


F, Security, medical, emergency a fire protection plana 

8902230432 Rev 4 to Artificial Island Emergency Plan Administrative Procoduro EPIP> 
1008, Rev 9 lo EPIP 1013 & Rev 13 to table of contents 

BLAUER.M. Public Service Electric & Gas Co. of Now Joraoy. 09/02/17. 71pp, 
48676:260 48678.330. 


DOCKET 50*348 DAVI8*DE8SE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

8902270267 Forwards Revs 6 & 4 to industrial security & security training & qualification 
ptflms.Te8pectively.RevB withheld (ref 10CFR73.21). 

SHELTON, D.C Toledo Edison Co. 89/02/13. Document Control Branch (Document 
Conlrol Desk). Ip. 46688:038-48686:036. 

8943020706 Forwards rev to bases of Tech Spec 3/4.7.10 re Nre barriers, per discussion 
W/Kubicki A De Agazlo.Rev clarifies that surveillance requirement to voiHy oach door 
fs closed at least once per 24 hr not applicable to elevator doors, 

SHELTON, D.C. Toledo Edison Co. 89/02/16 Document Conlrol Branch (Document 
Control Desk). 10pp. 46690.023*46690.032, 

6902260607 Rev 1 to Emergency Plan Offnormal Procedure HS EP*02BO7i * 'Helipad 
Use," 

MYERS,T.J. Toledo Edison Co, 69/02/21, 12pp, 46627:032*48627:043. 

6902280207 Forwards response to NRC 881114-16 regulatory effocllvor^ess 
revlew.Response withhold (ref 10CFR73.71). 

SHELTON.D.C, Toledo Edison Co, 60/02/22 Document Control Branch (Document 
Conlrol Desk). Ip. 48626:043*48626:043. 

6903070013 Forwards corrected Insp Rept 60-3 4 6/6 6-40, originally assigned number 50- 
346/86*34. 

QREGER.UR. Region 3. Ofo of the Director. 89/02/22. SHELTON, D. Toledo Edison 
Co. Ip 46740:318-40740:320. 

-6903070016 Corrected Insp RopI 60*346/86*40 on e6l101*03.No violations, devi- 
ations or deficiencies Identified, Ma[or areas Inspected: 1088 emergency preparedness 
exercise. 

PLOSKIrT., PATTER80N,J., SNELL.W, Region 3, Ofc of the Director, 88/11/18. 2pp. 
467401319*467401320, 

8903080639 Rev 3 to EPIP H^EP-02230. *'Do8e Assessmenl Ctr Activation A Re- 
sponse," 

Mxn'F.T-T. PP Mp^«yCSn■5. Tc‘o:'» Edison Co. 69/02/24. 100pp. 40779076* 

6903220408 ~'a/ ' lo L=r P MS FP "Emergency Facilities Equipment Operation." 
PIMMSCKOh E^jjaon Co. 80/03/06. 20pp, 40008.251* 


8903230030 Forwards Info to limo A manpower evaluations lo satisfy 1OCFR50,App R 
fire protection roquiremenls, Remaining ©valuations Involve manual operator actions 
associated w/low & high pressure fnlennces 

SHELTON, DC. Toledo Edison Co 80/03/15 Document Conlrol Branch (Document 
Conlrol Desk) 14pp 49030 026 49030 030 

8903270055 Advises that 090213 Rov 6 to induslrio) securily plan & Rev 4 to security 
training & qualification plan consistent w/pro visions of 10CFR50 54(p) & acceptable 
GREGER.L R Region 3, Ofc of the Director 89/03/16 SHEITON.D C Toledo Ediaon 
Co 2pp 40059*238 4 9059 239 

8903270320 Rev 0 to EPIP Vof C to labfo of contents 

* TolodO Edison Co. 89/03/15 2pp. 40054 024 49054 025 

8903270391 RevO to EPIP to Vol B to table of contenls 

* TolodO Edison Co 99/03/15 2pp 46054 022 40054 023 

89032703B4 Rev 6 to EPIP AD 1827 04, '"Overexposure/ Inlernal Conlaminalion " 
BRIDEN.DW Toledo Edison Co 69/03/17 lipp 49054*011 49054*021 

6903280151 Informs that ulil will aubmil "Info Only" rather than "Controlled" revs lo 
omergoncy plan & asaoclated procedures, per Emorgoncy Preparadoness Branch re 
quest 

SHELTON, DC Toledo Edison Co 69/03/17. Document Control Branch (Document 
Control Desk) 2pp 49076 075 49075.076 

9903270262 Forwards Rev 2 lo nucloar security emergency conlingency plan Rev with 
held(fet10CFB73 21). 

SHELTON.DC. Tolooo Edison Co 09/03/21 Document Conlrol Branch (Document 
Conlrol Desk), fp 49053 360 40053 3 60 

6903260024 Forwards Safety Insp Ropt 50 346/89 05 on 890116*0226 A nollco of vio 
talbn 

KNOP.RC Region 3. Ofc of the Direclor, 80/03/22. SHELTON,DC, Toledo Edison 
Co, 2pp 49063 235*49063 254 

-8903260035 Insp Repl 50*340/80-05 on 9901 16 0220 Viofalions nolod.Major areas 
inspected llcenseo action on previous Insp findings, operational 
safety. malnl.aurvoUfance.LERa, He ensae avanis A fire proteclfon 
DEFAYETTE,R Rogfan 3, Ofo of Ihe Director. 89/03/22 16pp, 49063 239 49063 264 


H. General correspondence 

8903060612 Informs of upcoming change re onsila lolaphono sys conversion on 
890224, Sys will bo combined fnto ona Cenirax Sys lo allow direct Inward dialing for 
linos currently utilizing oxlension numbers 

SHELTON, D.C Toledo Edison Co. 89/02/22 DooumonI Conlrol Branch (Document 
Conlrol Desk). Ip 46768 104*46706 104, 

8903100229 Comment opposing proposed rule 10CFB50 re ensuring effectivoness of 
maint programa for nucroar power plants UliJ supports NUMARC poailion on proposed 
rule. 

SHELTON, D.C Toledo Edison Co 89/02/27. CHILK.SJ Office of the Secretary of 
Ihe Commission 2pp 46606 232 46006 233 


J. Insurance & Indent nlly Infer malfon 

8002270612 Forwards endorsomenia lo listed NELIA & MAELU policies A certificates. 
OCONNOR.D.J Marsh A McLonnan, Ino 89/01/13 OINIT2,l Of fico of Nuclear Reac- 
tor Regulation. PIreclor (Post 87041 1). 125pp. 46566:055 46585 170 

8903230393 Forwards certificate of company ra guarantee of payment of deferred pro- 
mlums A ack by Amerltrust that bank rosorvlng portion of company line of credit for 
deferred premiums. 

MORANJ.R Cleveland Electric fllumfnaling Go. 69/03/16 DINIT2J NRC * No De* 
lailod Afflllaflon Given 2pp 49036 360*49036 362. 


F. Operating llcenie alage deoumenta A correspondence 

8903020706 Forwards rev to bases of Tech Spec 3/4 7. 1 0 re fire barriers, per discussion 
w/KubfekI A De AgazioRov clarifies that sur\’eillance requirement to verify each door 
Is closed at feast once per 24 hr not applicable to elevator doors. 

SHELTON, D.C. Toledo Edison Co. 60/62/16. Document Control Branch (DocumenI 
Control! Desk) 10pp. 48900 023*48690 032. 

6903020460 Forwards application for amend to License NPF-S, Increasing reactor pro- 
tection ays response lime requirements for higft flux/number of reactor coolant pumps 
on htp funcUon. Chfl^nge b^ed on VIP RE code, 

SHELTON, DC. Toletio Edison Co. 89/02/21. DocumenI Conlrol Branch (DocumenI 
Control Desk) Ip. 48660.108 <18669’ 132. 

-8003020488 Appllcaifon for amend to License NPF-3, increasing reactor proiectlon ays 
response time requirement for high flux/ number of reactor coolant pumps on tnp 
luncdort, 

SHELTON.DC. Toledo Edison Co 89/02/21. 11pp. 46669.109 48660:119, 

-8903020407 Proposed Tech Specs ro reactor protection ays Instrumenlatlon. 

* Toledo Edison Co. 89/02/21. 13pp 46669:120-48669’ 132. 

0003080408 Forwards response to Generic Ltr 86 14, "Instrument Air Supply Sys Prob* 
lems Affecting Safety- Related Equipment." Each afr-operated aafeiy-relatea valve verl 
fled to fall to required safely posillon during sys review A tesl program. 

SHELTON, D.C. Toledo Edison Co. 69/02/22. Document Control Branch (Document 
Conlrel Dosk). 5pp. 4676 6* 060-4 8766'0e4 

8903230464 Forwards final draft rept, "Jnipacl of Radiation Embnttlement on Integrity of 
Pressure Vessel Supports (or Two PWR Plants/' Meeting w/ulll,C-E A Westln^oose 
Owners Group will be sohedulod in mld*Mar 1980 re embrittlerTtenl. 

H0LAHAN,Q.M. Division of Reactor Projeois • lll,IV,V A Special Projects (Post 
070411). 80/02/27. SHELTON.D.C, Toledo Edlaon Co, 3pp 40023-068 49024:067. 
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-0902090266 Informs ot plan lo iiiGol w/C E Owne/s Group & Weshoghouso Owners 
Group representaliv^os in M4r 1930 lo discuss cmbrilllflment of reaclor vessel sup 
porls 

aOGERDA AssisianI Director for Region ( Reactors 09/01720 STERLING E C E 
Operating J^Janls Owne/s Group STERLING,E Arizona Nucloar Power Project (for 
mofly Arizona Public Service Co ) 332pp <19023 059*4902^ 067 

09O3UOt)3f Forwards design sum mar/ ro plant specific info lor ATWS imptomolation 
(lOCFR5062)Encl provides evaluation that demonstrates that for all loss of olfsilo 
power scenarios, control rods will be rctoasod duo to toss of voltage 
SHELTON DC Toledo Edison Co 69/02/23 Documoni Conirol Branch fDocunrient 
ComrolDoek) 19pp 48310 300 4&8t0 313 

0903210109 Forwards details ol allegabon of activities al facility under Rill 38 A 0104 
tor review S followup End wilblield (ref 10CFR2 790(a^) 

GREENMAN.EG Region 3. Ofc of lha Director 69/03/10 SHELTON.D Toledo 
Edison Co 2pp 4B98Q 200 48900 201 

6903270390 Provides commorls on Generic Ltr 08'20, "Individual P(anl Exam for 
Severe Accident Vulnorabi lilies - 10CFR60 54(0” c^td 601123 & draft NUREG 1335, 
"Individual Planl Exam Submittal Guidanco” dtd Jan 1989 

SMELT ON, DC Toledo Edison Co 89/03/16 Documanl Conirol Branch (Documont 
Conlror Desk) 3pp 4911004 1-49110 043 

0903160296 Generic Ltr 69 02 to all holders of OLs * CPs for nuclear power reactors re 
actions lo improve detection of counterfeit A. frauafuleatly marketed products Sve lisl 
oriel 

VARGA, S A Associalo Diroclor for Projects (Post 070411) 89/03/21 Consoltdaled 
Edison Co Of New York, Inc 67pp 48960 001 469G0057 


Q, Inspection reports, IE Bulletins & correspondence 

8902240047 Requests NRC defer further procoodings m 081220 hearing request ro trisp 
Repts 50 346/66 12 & 50<346/QQ'27 & postpone Issuance of notice of hearing Initial 
bases of hearing request being discussed w/ulit 

WAOC.L R Affilfalion Not Assioned 09/02/15 Ofc of Enforccmonl (Post 570413) Ip 
48503 360 48563 360 

89D3870D13 Forwards corroded fnap Repl 50-346/0B-40,ofigina1ly assigned number 50- 
346/80 34 

GREGER.L FI Region 3. Ofc of the Director 89/02/22 SHELTON.D Tofedo Edison 
Co. ip 48740 318 48740320 

-B903070015 Correclfld Insp Root 60-346/80-40 Ort 88U0t-03,No viofalions, dovi- 
alions or doliclonclos Idcntiliod Major areas Inspected 1688 emorgoncy preparedness 
exercise. 

PLOSKI.T. PATTERSON, J , SNELL.W Region 3, Ofc of lha Director 88/11/18 2pp 
48740316 48740 320 

6903070122 Confirms 890303 lochmcal meeting /onforcamont conference in Gten 
ElfynJL lo discuss plant mainl program & planl recovery from group rod drop event on 
0812 18, per 090303 IgIco/i w/R Schraudor & R DoFa/etla 

GREENMAN.EQ noQion 3, Ofc of the Director 89/02/22 SHELTON.D Toledo 
Edison Co Ip 48763 039-48763 039 

8902170112 NRC Info No lice 89 020, ''Wold Ffli lures In Pump of Byron-Jackson 
Design ” Sve list oriel 

HOSSI,CE Division of Operattonal Events Assessmont (Post 870411) 80/02/24, 
Consolidated Edison Co of Now York. Inc 106pp 48572043 4B572 148 

&993060f54 Forwards Safety fnsp Rept 60 346/80 04 on 890123-0206 & notice of vio- 
lation 

GREGER.LR, Region 3, Ofc of Ihe Director 69/02/24 SHELTON.D Tofedo Edison 
Co 2pp 48738 231.48738 245 

..0903069160 Notlco of violation from insp on 990123-0206.Violatlon noted.semlannual 
radioactive offluonl roJoase ropt for Jan Juno 1985 did nol Identify & quantify abnor- 
mal gasoous release event on 860121} 

QRra ER.LR Rogion 3, Ofc of Iho Director 89/02/24 ip 48736 233 46735 233 

..0903069163 Insp Repl 50-346/60-04 on 890123 0205 Violation noted Major areas 
inspoctod radwasto/transporlotion program, Including organization & mgt 

controls .training & qualifications, gaseous radwaste.llquid radwasla & solid radwaste 
GILUCF. SNELL,WG Region 3. Ofc of Ifie Diraclor 89/02/24. 12pp 4873B234- 
48738 245 

8903109022 Rasponds to NRC Bulletin 68 010, “Nonconforming Molded-Case CIrcuil 
Breakers “ Util requests relief from Item 3 tesbng requirements of bulletin for six 
breakers based on listed reasons 

SHELTON.D C Toledo Edison Go 89/92/24 Oocumanl Control Branch (Documont 
Control De3k)-6pp 48028 028-48028.030 

690221035! Suppl 1 to NRC Info Notice 88-073, “Direction-Dependent Leak Character- 
istics of Containment E urge Valves" Syc list end 

ROSSI.CE Division of Oporatlonal Evenis Assessment (Post 670411) 89/02/27 
Con fiolidaled Edison Co of New York, Inc. t02pp 48589 001-48669 110 

8902210664 NRC Info Notice 69 021, “Changes In Performance Characteristics of 
Molded-Case Circuit Breakers “ Sve list enef 

ROSSI, CE. Division of Operational Events AssossmenI (Post 670411) 89/02/27 
Consolidated Edison Co of Now York, Inc 104pp 48576 032-4B578 137. 

S903060213 Forwards Safety Insp Rept 50-346/86 02 on 890109-0209.No violations 
noted Review of concerns re adequacy of evaluations conducted,per 10CFR50 59 re* 
ctusst 

MILLER.H J Region 3. Ofc of Ihe Director. 89/02/26. SHELTON,0 Toledo Edison 
Co 2pp 45736 110 48736122 

-8903060216 Insp Repl 50-346/59 02 on 8901 09 0209 No violations noted Major 
areas Inspected design changes A mods & assurances of engineered quaTity 
HASSE,R A , BONGtOVANNLA . VANDEL.T E Region 3, Ofc of Ihe Director 89/52/ 
24 lipp 48736, 11 2-48736 122 

Responds to violation noted fn Insp Rept 55 346/88-39 Corrective 
actions review of Rev 7 to uptfaled SAR per Potential Condilfon Adverse lo Quality 
Rept 83 0887 to determine whether changes Improperly Incorporated initiated 
SHELTON.D C Toledo Edison Co 89/02/28 Document Conirol Branch (Document 
Control Desk). 6pp 46818.146-48818 151. 


8902270 158 NRC info Notice 89 022, 'Ouestionriblo Ccrlificalion of Fasteners “ Sve lisl 
oncl 

ROSSI, CE Division of Operational Events AssossmenI (Post 870411) 89/03/03 
ConsofKfalcd Edison Co of Now York, Inc t05pp 48732 001-48732 10G 

8902280104 NRC Info Notice 89 023, ' Environ Oualification of Litton Voam CIR Series 
Electrical Connectorb ’ Sve Nst end 

ROSSI, CE Division of Oporalional Events Assossmonl (Post 870411) 00/03/53 
Consolidated Edison Co of Now York, Inc 106pp 48723 030-48723 143 

8903150175 Rosponds lo NRC Bulletin 80 011, Pressurizor SurgO Lino Slraliftcalton- ' 
Intogrily of surge (mo, as affected by thermal siralificalion phenomnrion.not presontiy in 
doubt tSased on visual msp & addi actions under util program 

SHELTON.D C Toledo Edison Co 09/03/03 Document Control Branch (Document 
Conirol Desk) 3pp 40060 282 4O0GO 284 

0902280162 NRC Info Nolice 89 024, “Nuclear Criticalily Safety “ Sve list end 
CUNNINGHAM, R E Division of Indusiriaf & Medical Nucloar Safely (Posi 870729) 
09/03/06 Consolidated Edison Co of Now York, Inc 96pp 48700 252 40700 346 

0903010207 NRC Info Nolico 09 026, ‘ Inslrumonl Air Supply lo Safely-Related Equip 
men! “ Sve list end 

ROSSI, CE Division of Operational Events Absossment (Post 070411) 09/03/07 
Consolidated Edison Co of New York, Inc I05pp 48741 053 40741 158 

8903020165 NRC Info Nolico 89 027, “Umiilalions on Use of Waslo Forms & High In- 
tegrity Contamofs tor Disposal of Low level Radwaste “ Sve list end 
GREEVES.J T Division of Low Level Waste Managoment & Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of New York, Inc 117pp 48796 114- 
48708 231 

8903210049 Confirmatory Action Ltr CAL Rill 89 OOB ro 600310 telcon concerning ro 
slnclions placed by util on return to duty of shift supervisor.on duty al time of 88 121 8 
event concerning recovery from reactor trip 

DAVIS, A 8 Region 3, Ofc of the Director 80/03/10 SHELTON.D Toledo Edison C?o 
2pp 45902 360-48992 361 

0903005372 NRC Info Notice B9 028, “Weight & Ctr of Gravity Discrepancies for Copos 
Vulcan Air Operated Valves ' ' Sve list oncl 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of Now York, Inc 107pp 48695 001-48095 109 

8903090021 NRC Info Nolico 09 029, "Potonlia! Failure of ASEA Brown Bovon CIrcuil 
Breakers During Seismic Event “ Sve fist end 

ROSSI.CE Division of Operalional Evenis Assessment (Post 870411) 89/03/15 
Consofldaled Edison Co of Now York, fnc 106pp 48070 053 48070 169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants” 
Sve list oncl 

ROSSf.CE Division of Operational Evenis Assessment (Post 970411) 09/03/15 
Consolidated Edison Co of Now York. Inc 106pp 40895 110 48095 215 

8903220213 Forwards “ASME Section XI Summary Repl for Davis-Desso Unit 1 Refuel 
ing Oulage 5,“ for Mar-Dec 1 908 inservico Insp 

SHELTON.D C Toledo Edison Co 89/03/15 Document Conirol Branch (Document 
Control Desk) 2pp 49053 155 49003 210 

-89092 202 18 “ASME Section XI Summary Repl for Davis Basse Unit 1 Refueling 
Ouiago 5," for inservice Insp conducled during Mar-Dec 1980 
‘ Toledo Edison Co 89/03/15 54pp 49003 157-49003 210 

8903240300 Forwards Safety Insp Rept 50 346/09 00 on 090210*17 No violations 
noted 

GREGER.LP Region 3, Ofc of the Director 09/03/15 SHELTON.D Toledo Edison 
Co 2pp 49039 215 49039 230 

•*8903245310 Insp Repl 50 346/89 00 on 090213 17 No violations noted, Major areas 
inspected contirmalofy measuremenls & environ monitoring 
p rograms, including, audits ,OA,in plant radiochemical analyses & post-accident sam- 
pling 

JANUSKA.AG, SCHUMACHER.M Region 3. Ofc of the Director 09/03/15 t4pp 
49039 217-49039 230, 

8903160427 NRC Info Notice 09 031, “Swelling & Cracking of Hafnium Conirol Rods ” 
Sve list encf 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/03/22 
Consobdated Edison Co of New York, fnc, t02pp 48986 001-48986 103 

8903280074 Fonwards Safely Insp Repl 50 346/89 05 on 890116 0228 & notice of vio- 
lation 

KNOP,RC Region 3, Ofc of the Director 09/03/22 SHELTON.D C Toledo Edison 
Co 2pp 49063 235-49063 254, 

-8903280031 Notice of violation from msp on 8901 16 0228 Violation noted 'radio active 
fluid leak reduction program outside containment not implemented & maintained -& 
grab samples not taken of radioactive gas releases. 

KNOP.RC Regions, Ofc oflhe Director 89/03/22 2pp 49063 237-49063 238 

-89032SO035 fnsp Repl 50 346/89 05 on 090116 0228 Violations noted Major areas 
inspected licensee action on previous msp findings, operational 
safety, mainl, surveillance, LERs, licensee events & fire protection 
DEFAY ETTE,R Region 3, Ofc of Ihe Director 89/03/22 iepp 49063 239 49063 264 

8903170419 NRC Info Nolice 89 032, “Surveillance Tesling of Low Temp Overpressure 
Protection Sys “ Sve list end 

ROSSI.CE Division of Operational Evenis Assessment (Post 870411) 89/03/23 
Consolidated Edison Co of New York, Inc t04pp 48992 044-48992'147 


R, Periodic operaliing reports & related correspondence 


0902280401 "Davis Besse Nuclear Power Station Semiannual Rept Effluent & Waste 
Disposal Jul Dec 1986 “ W/690223 Hr 

STORZ,LF Toledo Edison Co 08/12/31 352pp 48629 258-48630 258 
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8902240451 Monllil/ opornting rcpl for Jnn 1089 lor Davis Bosso Unil 1 W/090210 Itf 
SARSOUfl.B , STORZ.L F Toleda Edison Co 89/01/31 6pp 48571248 48571 253 

8903210460 Monlhly operating repl for Feb 1989 (or Pavis Besso W/890313 Mr 
SARSOUR.B STOR2.LF Toledo Edison Co 00/02/28 6pp 48904 028 40984 033 


8 Reportable occurrences, LERb & related correspondence 

8902270609 LER 00 029 00 on 8901 10, reactor Irip from 100®o power Initiated by spun 
QLiB CRD trip confirm signal, causing integrated control sys to Initiate rapid (oedwaler 
roduclion Caused by narrowing signal W/890216 Itr 

STOTZJ C . STORZ,L F Toledo Edison Co 09/02/15 4pp 48586 055 4850G 058 

8903090024 Pari 21 ropl (0 Vclan Mafnt Mamial VEl PBBM 2 1/2 24 inch forged bolted 
bonnet gate & globe valves & boiled cover check valves Investigation rovontod that 
dry film lubricant not appropriate Uubricalion manual revised 
SHELTON.DC Toledo Edison Co 09/02/27 DAVIS.A B Region 3. Ofc of the Direc 
tor 2pp 48784 029 40784 030 

8903220189 LER 09 003 01 on 0901 10, reactor frippod from 100% rated thermal power 
duo to spurious control rod drive (CRD) trip confirm signal Caused by logic board In 
CRD sys logic cabinel Boards removed & bench tested Vv/090309 Hr 
STOTZ.J.C . STORZ.L F Toledo Edison Co 09/03/09 flpp 49007323 49007 330 


V. Operator Examinations 

S9D32201S9 Generic Lir 89 03 to all power reactor ficonsees & appllconts for OL re op 
eralor Ifcensing nail exam schedule Sve fist end 

VARGA.SA Associate Director for Pro|ocl8 (Post 070411) 09/03/24 Consolidalod 
Edison Co of Now York, Inc 54pp 49005 001 49005 056, 


DOCKET 50'348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


8902170112 NRC Info Notice 89-020, "WcCd Failures in Pump of Byron Jackson 
Oosign '' Sve list onci 

ROSSI C E Division of Operational Events Assessment (Pest 8704 1 1 ) 89/02/24 
Consolidated Edison Co of Now York, Inc I06pp 48572 043 46572 14Q 

8903100462 Forwards Insp Repts 50-340/B9 02 & 50 364/89 02 On 890111 0210 Ac- 
livilres appearing to violate NRC requiromonls idonlified in ropt but not cited 
VERRELLI.DM Region 2, Ofc of Uio Director 69/02/24 HAIRSTON, WQ Alabama 
Power Co 2pp 40B08 342 40608 357 

-09031004BB Insp Ropls 50 348/09 02 & 50-364/09 02 on 690111 0210 Violalion 
noted Major areas inspecicd operational safely venfiCAlion.monlhly surveillance 
obsorvatio-n,monlfily main! observation, drawing sys vonfication fi L£Rs 
MAXWELL.G F. MILLER,W H . CANTRELL, F S Region 2, Ofc of the Director 69/02/ 
24 14pp 40808 344 48808 357 

0902210351 Supp) 1 lo NRC Info Noiice 68-073, "Direclion Dependent Leak Characlor- 
I sties of Containment Purge Valves " Sve list end 

ftOSSI.CE Division of Operational Events ABSOSsmonI (Post D70411) 89/02/27 
Censotidatod Edison Co oi Now York, Inc 102pp 40500 001-40509 110 

89022 10S64 NRC Inie Notice 09-021, “Cbanges In Performance Characi oris tics of 
Moldod Case Circuit aroakers ” Sve list end 

ROSSIpC E Division of Operational Events Assessment (Post 870411) 69/02/27 
ConsoNdatod Edison Co of New York. Inc 104pp 48578 032 48578 137 

6903200310 Advises that safoly sys functional Insp delayed from Apr until Tall 1909, per 
util Q00221 roquost 

ERNST, ML Region 2, Ofc of the Director 69/03/02 HAIRSTON, WG Alabama 
Power Co 2pp 40971 019-48971.020 

0902270168 NRC Info Notica 69 022, ’’Ouosllonablo Cortificalion of Fasteners ” Sve list 
oncI 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 89/03/03, 
Consotidatod Edison Co of Now York. Inc lOSpp 40732 001-40732 106 


F. Security, medical, emergency & (Ire protection plans 


6902280119 Forwards synopsis of NRC Ofc of Invostigalion Ropt 2*06-006 ro allogod 
falsificaliort of health physics records at plant 

ERNST, ML Region 2, Ofc of the Direclor 09/02/03 HAIRSTON. WG Alabama 
Power Co 3pp 40G26 250 46626 252 


89'03240004 Rev 1 to Nuclear Generating Dopi Procoduro GO ElP-136, *'ROLM Sys 
Programming “ W/890227 Itr 

HAIRSTON, WG Alabama Power Co 09/02/27 13pp 4903B 171 49038 183 


8902280104 NRC fnifo NoHco 09-023. “Environ Qualification of Lilian Voam CIR Series 
Electrical Connectors " Sve fist end 

ROSSI.CE Division of Oporalionat Evenls Assessment (Post 870411) 69/03/03, 
Consolidated Edison Co or Now York, Inc 106pp 48723,036 46723 143 

6903090264 Roquosls allernato scbodulo for Item l b of NRC Bulletin 86-011, “Preftsur- 
izor Surge Lino Thermal Stratiffcaflon " Util intends to comply w/all other requiromonts 
of bullolin 

HAIRSTON.WQ Alabama Powor Co. 09/03/03 Document Control Branch (Docu- 
monl Cof^tfol Desk) 3pp 4B7B3D20 4B703 331 


6903220472 Forwards partially withhold Insp Roots 50 346/09 03 & 60 3e4/69>03 on 
890123-27 Notice of violation withhold (rof 10CFR2 7fl0 & 73 21J 
CLINE, WE Region 2. Ofc of the Director 89/03/10 HAIRSTON, W,G Alabama 
Power Co 2pp 49020 290-40020 202 

-9903220473 PaMically withhold Insp Ropts 60 346/09 03 & 60-364/80 03 on 000123- 
27 (ref l0CFn73 21) Violation noted vital area door not sacurod as roqulrod in physi 
cal security plan 

STANSBERRY.W.W,, MCGUIRE,DR Region 2, Ofc of the Oiroctor, 09/03/10. Ip 
49020 292 49020 292 

6903270420 Forwards Insp Ropls 60 340/69 01 & 60 364/09 01 on 09020C- lO.No vio 
latlons or deviations noted 

DECKER,TR Region 2, Ofc of the Director 89/03/10. HAIRSTON.WQ Alabama 
Power Co. 2pp 49056 059 49066 067 

-8903270421 Insp Ropls 60 346/89 01 & 60 364/69 01 on 090200-10 No violations or 
deviations noted Major eroas inspected, emorgoncy proparocrno88,includlng omorgon 
cy plan & implemonllng procedures & omergoncy facilities & equipment 
KREH.JL, RANKIN.WH Region 2, Ofc of tho Director 89/03/ tO 7pp 49056 061- 
49056 067 

8903280062 Rov 7 to EPIP FNP 0 EIP-30, “Posl-Accidonl Coro Damage Assessment " 
W/8g0322 Hr 

MOREY,ON. HUDSPETH. JB Alabama Power Co 09/03/22 4Bpp 49073*216 
49073 264 


8902260 1 62 NRC Info Noirco 80-024, “Nuclear Criticality Safety.'* Svc list end 
CUNNINGHAM, n G. Division of fndu&lrial & Medical Nuclear Safety (Post 670729) 
89/03/00 Consolidalod Edison Co of New York, Inc 06pp. 40700 252-48700.346 

89030102 97 NRC Info Nolico 80 928, “Inslrumonl Air Supply to Safety Related Equip 
mont *' Sve Hal onci 

ROSSI.CE Division of Onoratlonal Evenfs Assessment (Post 8704 M) 69/03/07 
Consolidalod Edison Co. of Now York, Inc tOBpp 49741 053 48741*160 

8903020165 NRC Info Nolico 80-927, '"Limitallons on Lise oi Waslo Forms & High In- 
togrily Conlainots for Disposal of Low Level Radwasto “ Svc list oaci 
GREGVES.JT Division of Low Level Waslo Managomonl & Oocommissioning (Post 
870413) 09/03/00 Consolidated Edison Co of New York, Inc 117pp 48798 114 
48700 231 

8993240012 Forwards Insp Ropts SO 340/89 04 & 50-364/09 04 on 890206 10 Viola 
lion noted but smeo all cnleria for categorization of licensee idonlified violations met, 
violation will not be citod 

OECKEn.T R Region 2, Ofc of tho Director 89/03/08. HAllHSTON.W G Alabama 
Power Co 2pp 40040 047-40040 060 

-8903240017 fnsp Ropls 50 340/09-04 & 50 364/09 04 on 890200-10 Violation 
noted Major areas Inspoclod radialion proloclion proparallon for Unll 2 refueling 
outage scheduled for 690324 0426 & response to info notices 
QLOERSEN.WB. POTTER.JP Region 2, Ofc of Iho Direclor. 89/03/08 12pp 
49040 049 49040 060 


H. General correspondence 

8903100380 Comment opposing proposed rule lOCFReO ro ensuring effoclivonoss of 
main! programs for nuclear power plants Application of adequate proloclion in this 
case unjustified Util committed to goal of achieving improved reliability 
HAIRSTON, W G Alabama Power Co 89/02/27 cVjlLK.S J Offico of the Secroiary of 
the Commission. 3pp 40906 3O6-400O0'3OO 


P, Operating license stage documents & correspondence 


8903220472 Forwards pariinlly withhold Insp Ropls 60 348/89 93 & 60-364/89 03 on 
890123-27 Nolico of violation withhold (rol t0CFR2 7D0 & 73 21) 

CLINE, WE Region 2, Ofc of Iho Direclor 89/03/10 HAIRSTON.W.G Alabama 
Power Co. 40020 290 49020 202 

-8903220473 PaMtcally withheld Insp Repls 60 348/09-03 & 50-364/00 03 on 000123 
27 (rof fOCFR73 21) Violation notod vital area door not secured as roqulred in physi- 
cal socunly plan 

STANSBERRY,W.W. MCGUIRE.D R, Region 2. Ofc of tho Director. 69/03/10 Ip 
49020 2 92-40020' 202 


0903160296 Generic Ltr 09 02 to all tiofdors Of OLs & CPs for nuclear power reactors ro 
actions to improve dotection of counterfeit & fraudulently marketed products Svc list 
end 

VARGA, S.A Associate Director lor Prolecls (Post 870411) 89/03/21 Consolidated 
Edison Co of New York, Inc. 67pp, 48060 001-48960,057. 


Q. Inspection reports, IE Bulletins & correspondence 

8Q03030627 Responds to deviation notod in Inap Ropls 50 348/80-32 & 50-384/08-32 
on 061211-0901 to Corrective actions 10CFR60.6D evaluation to delete roquiremont 
for audible alarm from FSAR to be roviewed/approved by plant comnrillteo 
HAIRSTON.WQ Alabama Power Co 09/02/21 Document Confrol Branch (Oocu 
mont Control Doak) 2pp 40690.359-40690 360 

0903100456 Requests NRC reconsider plan to conduct SSFI at plant during Unll 2 sixth 
refueling outage, to allow completion of solf-assessmenl 

HAIRSTON. WG Alabama Power Co. 89/02/21 ERNST.M L Region 2. Otc of Iho Oi 
rector 2pp 48813,136 48613 139 


8903270420 Forwards Insp Repls 50-348/69-01 60 364/80 01 on 090206- 10 No vio 

latlons or davlations noted . 

DECKER.TR Region 2, Ofc of Iho Oiroctor. 00/03/10. HAmSTON.W.G Alabama 
Power Co 2pp 49056 050-49050 067 

-8803270421 Insp Ropl a 60-048/09 01 8 50-364/69-01 on 600206-10 No violations or 
deviations noted Major areas inspected' emorgency prop arednoss.ln eluding emergen- 
cy plan & Iruplomenting proceduros & omergoncy facilities & equipmenf 
l<REH,J L , RANKIN.WH, RegFon 2, Ofc of Iho Director 00/03/10. 7pp 40056.061- 
49056 067, 


8903000372 NRC Info Notice 00 028, “Weight & Cir of Gravity Discrepancies lor Copes* 
Vulcan Alr-Operaled Valves ” Svc list ancT 

ROSSI,C.E Division of Operational Events Assessment (Post 870411), 69/03/14 
Consolidated Edison Co. oi New York, Inc 107pp 40005.001-48895 100 


8993210159 Forwards Exam Ropt 5O-340/OL-00-O1 administered on 661 114-18 
JULIAN.CA Region 2. Ofc of the Director 09/03/14. HAIflSTON.WG. Alabama 
Power Co 2pp 48979 '058-4B080.09Q, 
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-89032101^2 Exam Re-pt 50-340/01 88 01 on 881114 18 Exam resullsthreo of Ihree 
reactor operators passed & Ihree of four senior reactor operators passed 
MCX5RMAN.JH Region 2, Ofc of the Djreclor 89/01/17 300pp 4B979 060 
46980 042 

8983090021 NRC fnfo NoHco 69-029, "Potential Failure of ASBA Brown Sovori Circuit 
Breakers During Seismic EvenI " Svc fist end 

ROSSI, CE Dvisfon of Operational Events Assessmenl (Post 870411) 69/03/16 
Consolidaled Edison Co of New York, Inc. 106pp 48870 053-48870 169 

69D30'90'133 NRC Info- Notice 89 030, ‘‘'High Tamp Environs at Nudear Power Plants*' 
Svc fist end 

ROSSI, CE DwiSion of Operational Events Assessmenl (Post 870411) 89/03/15 
Consolidated Edison Co OT New York, fnc 106pp 4B895 1 10 48895 215, 

0903160427 NRC fnfo Notice 69 031, "Swelling ^ Cracking ol Hafnium Conirol Rods ” 
Svc^istend 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 89/03/22 
Consolidated Edison Co oj Now York, Inc 102pp 48986001-46906 103 

8903170419 NRC Info Notice 80 032, "Surveillance Testing ol Low Temp Overpressure 
Protection Sys " Svc list end 

ROSSI.CE Division of Operational Events Assessmenl (Post D70411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 48932044 46992 147 


P Periodic operatliog reporle & related correspondence 

8605140105 Monthly operating rapt lor Apr 1986.W/86050g Itr 
WOODARD,J D , MCDONALaR P Alabama Power Co 86/04/30 6pp 35958 233^ 
35988 237 

6903010274 "Annual Reptol Radmilon Dose Dlstribullon at JM Farley Nuclear Plant for 
1988 " W/a90222 Hr 

HAIRSTON.WG Alabama Power Co 88/12/31 2pp 48648 102-48646 103 


690223(7452 rnforms of changes made to plant emergency plan, including addition of 
Porter Con sultan Is, Inc as new vendor to provide emergency medical assialance pro- 
g^ram svcs & deletion of procedure support coordinator 

GALLAGHER,JW Philadelphia Electric Co 89/02/16 Document Control Branch 
(Documont Control Desk), Ip 40578 138-48578 138 

6903010067 Forwards revs to physical security plan & Drawing E- 10063 Revs withhold 
(ref 10CFR2 790 & 73 21 J 

LEITCH.GM, Philadelphia Efeclric Co 89/02/23 Document Control Branch (Docu- 
menl Control Desk), Ip 48645:158 48645 158 

6903090261 Advises that Oct 1988 rev to plant physical security plan consistent w/pro- 
visions of 10CFR50 64(p) A acoflplablo pending mod of Section 11 5 re definition of 
"annual " Fob 1989 rev to bs resubmitted to rectify problem areas 
BELLAMY.Rfl Region 1, Ofc of the Director 89/02/27 MCNEILL.CA Philadelphia 
Electric Co 4pp 40783 325-48783 328 

8903140076 Forwards Rev 11 to fire protection evaluation rapt 
GALLAGHER, JW Philadelphia Electric Co 89/03/01 Document Control Branch 
(Document Control Desk) Ip 48682 055 48884’ 147 

-8903140093 Rev 1 1 to ‘Tire Protection Evaluation Rept " 

' Philadelphia Electric Co 89/03/01 lOIpp 4Q884’01 8-48804 124 

6903220005 Forwards public version of revised EPIPsJncluding Rov 15 to EP- 102, Rev 9 
10 EP-103.Rev 0 to EP.104,Rev 9 to EP-105.Rev 7 to EP- 1O6.R0V 17 to EP-277.Hav 
18 to EP-279,flev 12 to EP-2fl2 & Rev 1 1 to EP'2B4 W/undated release memo 
FOGARTY, E.P Philadelphia Electric Co 89/03/01 Document Control Branch (Docu- 
ment Control Desk) 3pp, 40003*211 -49003*248 

-6903220009 Public version of revised EP I P8,in eluding Rev 15 to EP-102. Rev 10 l-o 
EP-102.Rev 9 to EP-103,ER-104 & EP-IOS.Rev 7 to EP- 106, Rev 17 to EP-277.Rflv 18 
to EP-279,Rev 12 to EP-282 & Rev 11 to EP-284 
■ Philadelphia Electric Co 69/02/06 70pp 49003 214 49003 248 


8903020620 "Tabulation of Personnel Radiation Exposure a1 JM Farley Nuclear Plant 
for 1968 by Work & Job Function " W/a0O222 Hr. 

HAfRSTON,WG Alabama Power Co BB/1Z/3t 2pp 46690 107-46690’ 108 

6903030436 "JM Farley Semiannual Radioactive EfIluanI Release Rept for Jul Dec 
1S88 " W/e90227 Itr 

HAIRSTON, J M. Alabama Power Co 86/12/31 I35pp 48703 080 4 6703 208 

8902230466 Monlhly operaling rapt for Jan 1989 for JM Farley Nuclear Plant Unit 1 W/ 
000210 Itr 

MOR6y,ON, HAIRSTON.WQ Alabama Power Co 89/01/31 Spp 48570’306 
4B570 310 

8903160146 Monthly operating ropt for Feb 1989 for JM Farley Nuclear Plant, Unit 1 W/ 
890310 Itr 

MOREY.DN, HAIRSTON.WQ Alabama Power Co 89/02/28 Spp 46887 291- 
48B37 295 


$, Repoiiabls occurrences, LERs A related correspondence 

6902240121 LER 03(>ieoi:on 0BO826.de1ermfned that loss of control ol two valves 
due to fire In single lire area could potentially result In Joss of both trains of svc water 
sys Caused hy rnadaquato analysis of fire effecIsW/SBOElO fir, 

MOREy.DN, HA}flStOM,W(3- Alabama Power Co 89/02/IQ Spp 40621,048- 
46621:052 


U. Congresafonaf/Executtve Correaponefenee 

8903160220 Forwards Ofc ol Investigations Rept for Case 2-86-005 concluding that al- 
Irmaticns of concerned employee not substantiated, 

ZECH,L,W Commissioners 80/02/1$ SHARP.P House of Rep, Energy A Com- 
merce 1p. 46871 214-40871 '21 4. 


V. Operator Examinations 

6903210159 Forwards Exam Rept 60-348/OL-8B-01 administered on 681114-18, 
JULIAN, C A Region 2. Ofc of the Director. 89/03/14 HAIRSTON.WQ. Alabama 
Power Co. 2pp 48979 058-48960.090. 

-6903210162 Exam Rept 50-346/0 L 68-01 on 881 1 14-13 Exam results three of three 
reaclo/ operators passed & three *f four senior reactor operators passed, 
MOORMANJH. Rog10f> 2, Ofc of the Df rector 89/01/17 300pp 48979 060- 
48960 042, 

"6903210224 Forwards util comments re wntten exams for reactor operator & senior 
reactor operator given at plant on 631114 

MOREY, ON. Alabama Power Co, 88/11/18 Region 2. Ofc of Ihe Direclor. 47 pp 
48980043-48930090 

8903220169 Generic Llr 80-03 to all power reactor licensees & applicants for OL re op- 
erator I loan sin a natl exam schedule. Svc fiat end, 

VARGAtS A Associate Director for Proiects (Post 87041 1 ). 89/03/24 Consolidaled 
Edison Co, of New York, fnc 64pp 49005.001-49005,056. 


DOCKET 50*352 LIMERICK QENERATINQ STATION. UNIT 1 


6903130238 Nolificalion of 390316 mooting w/util In Rockville, MD to discuss results of 
fuel Insps, reload projections & fire protection Issues & plans to reduce feedwater 
cooper. 

CLARK, R J Project Directorato )-2 89/03/03 BUTLER, W R Project Directorate 1-2. 
3pp 48021 189 46821,191. 


8903140290 Forwards Insp Repla 50 352/89 05 & 60 353/09-08 on 890130- 0203.No 
wofallons noted 

BELLAMY, RR Region 1, Ofc of the Director, 80/03/03, MCNEILL.CA Philadelphia 
Electric Co. 2pp 48853-279 48853.206 


"8903140303 Safety Insp Repls 50-352/89-05 & 50 353/89-08 on 890130- 0203.No 
viol aliens noledMaior areas Inspecladficensea radiological controls program, Including 
Unit 1 oulage activities & changes to health physics organization 

o.. . 


THOMAS.W.. SHAN0AKY.M. Region 
46363 261.48363 285, 


the Director 89/03/02 Spp 


890320014B Forwards ufil emergency response exercise objectives for 1989 Annual 
emergenoy preparedness exercTae scheduled for 890614 Exercise will not involve off- 
site partioballon 

GALLAGHER, J W. Philadelphia Electric Co 89/03/09, Document Control Branch 
(Document Control Desk) 4pp 48965 320-48965 323. 


I. Financial Information 

3903200072 Forwards annual financial repls for 1988 Documents submitted as evidence 
payment of deferred premiums Cash fiow slalement for 1999 and. 
BRADLEY, EJ. Philadelphia Electric Co. 89/03/14 DINITZ.I NRC ■ No Detailed Affili- 
ation Given Spp. 4097^104-40973,048, 


J. Insurance a Indemnity Infortnallon 

3903080514 Forwards Endorsements 130 & 131 to NELIA Policy NF-164» Endorse- 
menfs 107 3 108 to MAELU Policy l^F- 4 4. Endorsements 94 & 96 lo NELIA Policy NF- 
lO/.Endorsemerits 110 A 111 lo NELIA Policy NF-220 A Endorsements 97 & 08 lo 
MA^LU PoiiCT MF‘^73 

FARRELL,E Marsh & McLennan, Jnc 09/01/18 DINITZ.I Office of Nuclear Reactor 
Regulation, Director (Post 070411) 23pp. 4874311 97-48 74 3 ’220. 

S90227001S Forwards Endorsements 26 & 27 lo NELIA Policy NF-284, Endorsement 6 
to NELIA Certificate N.fl8, Endorsements 20 A 21 to MAELU Policy MF- 11 3, Endorse- 
ment 6 to MAELU Policy M-96, 

CULLEN.EJ Philadelphia Electric Co. 80/02/16. DINITZ.I NRC - No Detailed Affili- 
ation Given. 7pp. 48584:105.48584:201 


K. Utility FFnal Safety Analyels Report (FSAR) A amends 

8903140078 Forwards Rev 57 to FSAR for Limerick Generating Station Unils 1 A 2 
GALLAGHER, J.w Philadelphia Efectric Co, 09/03/01 Document Control Branch 
(Document Control Desk) 1p, 48882.055-46884:147. 

"8903140091 Rev 67 to FSAR for Limerick Generating Station Units 1 & 2. W/three 
oversize and 

* Philadelphia Eleclno Co. 89/03/01 . 1,700pp, 48882 059 48884.01 7. 


F. Security^ medIcaL emergency A lire protecllon plans 


P. Operating llcenee stage docunrente A correspondence 


8902210205 Forwards public version of revised EPIPsJncfudino Rev 15 to EP-231 Rev 
11 10 EP-237.Rev 12 to EP-252 A Rev 16 to EP-291, 

FOGARTY, EP Philadelphia Electric Co. 69/02/07. Document Conirol Branch (Doco- 
menl Control Desk). 2pp. 4e706'313 46707.073. 


6903010265 Application for amend lo Ucenso NPF-39 .consisting of Tech Spec Change 
Request 88-13 to ensure compliance w/IOCFR 50,62 re ATWS for sodium pentabor- 
ale solutlor> temp/concenlraUon requirements 

HUNQERjG.A Phifadofphla Electric Co 69/02/22. Document Conirol Branch (Docu- 
ment Control Desk). 1 9pp. 48663 .273-48653.298. 


"6902210210 Public version of revised EP IPs, Including Rev 15 to EP-231, Rev 16 to 
EP-291 .Rev 1 1 to eP-237 A Rev 1 2 tO EP-252. 

* Philadelphia Electric Co. 89/02/07. laSpp 48706’31 5 48707 073 


-*8903010269- Proposed Tech Sipeos re standby liquid control sya A sodium pentaborale 
solution lemp/cortcentrallon requirements, 

* Phifadelphia Electric Co. 89/02/22, 7pp 48653.292-48853.298. 
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8903080466 Nolihcalion of 690307 mesling w/utif In Rockville.MD discuss Indlcafion 
found in N2N nozzle to safe end weld & proposed disposition 
CLARK.RJ Project Directorate 1-2 89/03/01 MURLEY.T . SNIEZEK.J . MIRAGLIA.F 
NRG • No Detailed Affiliation Given Gpp 46743 264 4B743 266 

8903140078 Forwards Amend 94 to OL appllcatlon.cons latino oi Rev 67 to FSAR (fifed 
In Category K),Rev 11 to fire protection evaluation ropt (filed in Calegory F> & design 
assessment rapt 

GAULAQHER.J W Philadelpfiia Electric Co 89/03/01, Document Control Branch 
(Document Control Desk) Ip 488B2 055 46684 147 

-8903140085 Amend 60 to OL application, consisting of Revs 11 to fire proloction rept 
& design assessment rept & Rev 67 1o FSAR 

GAaAGHER.JW Philadelphia Elec Iric Co 89/03/01 2pp 488B2 056 4QQD2 058 

-8903140096 Rev 11 to “Design Assessment Rept “ 

* Philadelphia Electric Co. 89/02/28 23pp 40084 125 480B4 147 

89D3130238 Notification of Q90315 meeting w/util in Rockviire.MO to discuss results of 
fuel Insps, reload projections fire protection issues & plans to reduco feedwater 
cooper 

CLARK, R J, Pro|ecl Directorate 1*2 89/03/03 BUTLER, W-R Project Directorate I 2 
3pp. 46821-1 89-48821 191 

8903220460 Advises that Rev 55 to FSAR Section 17 referred lo Performance & QA 
Branch for review 

DURRJP Region 1, Ofc of the Director 89/03/07. MCNEILL, C A Phitadofphia Elec- 
tric Co 2pp 49007-277-49007 280 

8903220498 Notification of forthcoming meetings w/util In RockvIlle.MD re cfovotopmenl 
of appropriate Tech Specs on common sys, 

CLARK.RJ Project Directorate 12 80/03/15 BUTLER.W R Project Olrecloralo 1-2 
3pp 48994.231-48994-233 

8903160296 Generic Ltr 89 02 lo all holders of OLs & CPs for nuclear power reactors ro 
actions to Improve detection of counterfeit & fraudulently marketed products Svc list 
end, 

VARGA, S A Associate Director for Projects (Post 670411) 69/03/21 Consolidated 
Edison Co. of New York, Inc. 57pp 48960 001-48980.057 

8003280262 Provides addi info lo support ulil 890127 Reload 2 Tech Spec change 
request Deletion of Tech Spec Page 3/4 2-6d roquesled.per Insps of fuel removed 
from reactor '’Safety Evaluation of Limerick 1. Cycle 3 Revised Core end 
HUNQER.G A. Philadelphia Electric Co 80/03/22. Document Control Branch (Docu- 
ment Control Desk) 2pp 49063 255-49063-268. 

-8903280253 "Safety Evaluation of Limerick l, Cycle 3 Revised Coro Loading Pallorn'* 

* General Eleolric Co. 89/03/22 12pp. 40063-257 49083 268 


Q, Inspection reports, IE Bulletins A correapondence 

B903030001 Forwards Re qualification Program Evaluation RepI 50-352/66 21 OL of 
evaluation conducted during wk of 081128 Requalificatlon program rated 
8atl8factory.AII but one reactor operator passed exam. 

GALLO, R M Region 1, Ofc of the Director 89/02/17. MCNEIUC A. Philadelphia Elec- 
tric Co. 2pp 46716-123 4B716 249 

-8903030002 Requalificallon Program Evaluation Rept 60 352/80-21 OL of oxama ad- 
ministered on 8611 28-1 202.Ucensed operator requalificatlon training program rated 
8atl8factory,AII but one reactor operator passed exam 

HOWE.A.Q., CONTE, RJ. Region 1, Ofc of the Director 89/02/17. 124pp 48716.126- 
48716*240 

8902170112 NRC Info Notice 69-020, "Wold Failures In Pump of Byron-Jackson 
Design." Svo list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 670411} 89/02/24. 
Consolidated Edison Co. of New York, Inc. 106pp 48572.043-48672.148. 

8902210351 SuppI 1 to NRG Info Notice 60-073, “Direcllon-Depetident Leak Character- 
istics of Containment Purge Valves " Svc list end 

ROSSI.C.E. Division of Operational Evenis Assessment (Post 870411). 09/02/27 
Consolidated Edison Co. of New York, Ina. 102pp 40580.001-48669-110 

0902210564 NRC Info Notice 89-021, "Changes in Performance Charaolerislice of 
Molded-Case Circuit Breakers " Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 89/02/27. 
Consolidated Edison Co of New York, Inc 104pp 48578.032-4fi578*137, 

8002270158 NRC Info Notice 69-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 09/03/03. 
Consolidated Edison Co, of New York, Inc 105pp. 4B732.001 -48732 106, 

9902260104 NRC Info Notice 80 023, "Environ Qualification of Litton-Veam CIR Series 
Electrical Connectors " Svo list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411) 89/03/03. 
Consolidated Edison Co. of New York. Inc. I06pp. 48723 •038-40723,1 43. 

8903130238 Notification of 690316 meeting w/util in Rockville, MO to discuss results of 
fuel lnBp3.reload projections A fire protection issues & plans to reduce feedwater 
cooper 

CLARK.R J. Project Directorate 1*2 89/03/03 BUTLER.W.R Project Directorate i 2 
3pp 48821:169-46621:191. 

6903140206 Forwards Insp Repts 60-362/89-05 & 60-369/69-06 on 890130- 0203 No 
violallons noted, 

BELLAMY, R,R. Region 1, Ofo of the Director. 89/03/03 MCNEILL, C A Philadelphia 
Electrio Co. 2pp. 4 8663:2 7 9-466 53*26 5 

-8903140303 Safety Insp Repts 60 362/89-05 A 60-353/69-08 on 890130- 0203.No 
violations noted.Major areas Inapeoted-llcensee radiological controls program, including 
Unit 1 outage activities A changes to health physios organization. 

THOMAS.W., SHANBAKY,M. Region 1, Ofc of the Director 89/03/02. 6pp. 
46653:201-48653:265. 

6902200152 NRC Info Notice 69-024, "Nuclear Criticality Safety " Svo list end. 
CUNNINGHAM, R.E. Division of Industrial A Medical Nuclear Safety (Post 870729) 
89/03/00. Consolidated Edison Co. of Now York, Inc. Q6pp. 40700, 252-46700 346 


8903010207 NRC Info Notrce 89 026, "Instrument Air Supply to Safely Related Equip- 
ment " Svc fist end 

ROSSI.C E Division of Operational Events Assossmenl (Post 670411) 00/03/07 
Consolidated Edison Co of New York. Inc t05pp 40741 053 48741 158 

8903200264 Responds lo NHC Bullokn 86 OOT.Suppl 1. "Power Oscillations In BWRs " 
GE slahflity rocommendations completed & implemonted for Limerick Generating Sta 
Uon Units 1 A 2 on 690131 Clarification of util 080915 rosponBO provided 
GALLAGHER,JW Philadelphia Electric Co, 60/03/07 Document Control Branch 
(Documont Control Desk) 3pp 46970 180-48970 162 

8903020165 NRC Info Notice 09 027, "Limitations on Use of Waste Forms & High In 
tecrity Containors for Disposal of Low Level Radwasto " Svc list end 
GBEEVES,JT Division of Low Level Waste Management A Decommissioning (Post 
670413) 00/03/08 Consolidated Edison Co of Now York, Inc 117pp 40798114- 
48708 231 

0903000372 NRC Info Notice 89 028, "Weinhi A Clr of Gravity Discrepancies for Copes- 
Vulcan Air Oporaled Valves " Svc list encT 

ROSSI.C E Division of Oporallonal Events Assessmenl (Post 870411) 89/03/14 
Consolidated Edison Co of New York, fnc 107pp 40695001-46895 100 

B903090921 NHC Info Notice 89-029, "Potentia! Falluro of ASEA Brown Boverl Circuit 
Breakers During Seismic Event " Svc kst end. 

HOSSI.CE Division of Operational Events Assessment (Post Q70411) 89/03/15 
Consolidated Edison Co of New York, Inc lOOpp, 40070 053 46870, 169 

8003090133 NRC Info Nollce 69-030, "High Temp Environs at Nuclear Power Plants " 
Svc fist end 

ROSSI.C E. Division of Oporallon&t Events Assessment (Post 870411} 80/03/16, 
Consolidalod Edison Co of Now York, Inc 106pp 4009B'110 40e05-216 

8903160427 NRC Info Notice 89-031, "Swelling A Cracking of Hafnium Control Rods " 
Svc list end. 

ROSSI.C E Division of Operalional Evenis Assessment (PosI 870411) 69/03/22 
Consolidalod Edison Co of Now York, Inc 102pp 46066 001-48966 103 

09-03280252 Provides addI Info to support util 890127 Reload 2 Toch Spoc change 
request Deletion of Tech Spoc Page 3/4 2 8d roquesled.per Insps of fuel removed 
from reactor. "Safoty Evalualion of Limerick I, Cycle 3 Revised Core ," end, 
HUNGER, G A PhlladfQlphla Eleclric Co 00/03/22. Document Control Branch (Oocu 
monl Control Desk) 2pp 49063 255-49003 266 

-8003280263 "Safety Evaluation of LImorick 1,Cyclo 3 Revised Core Loading Pallern " 
* General Electric Co 09/03/22 12pp 4 9063*257-40063 260 

8003170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
ProlecHon Sys," Svc list one) 

ROSSI.C E Division of Oporalional Evenis Assessment (Post 679411) 89/93/23. 
Consolidated Edison Co of New York, fnc. 194pp 46902 044 40992’ 147 


R. Periodic oporaling reports A related correspondence 

6903100090 "Semiannual Effluent ReJoaso Rent 9, Jut-Dec 1908." W/89022e Hr 
MCFADDEN.Jft. BURLY.WC, LEITCH.QM Phiindolphia Electric Co 88/12/31. 
77pp 46310 100-48810.180. 

8903220311 "Annuel Occupational Exposure Tabulation 5 for Jan Deo 1988.” W/ 
690224 fir. 

LEITGH.OM Philadelphia Elect ric Co, 80/12/31 6pp 40004 04 4 -4 9004 <04 9, 

8902280501 Monthly operating rept for Jan 1069 for LImorick Unit 1 W/600213 ltr. 
MURPHY,JJ, LE)TCH,Qf/ Philadelphia Eloclrio Co 09/01/31 Bpp 40027 004- 
48627.009 


$, Reportable occurrences, LERe A related correspondenoe 

8902230274 LER 66 042 01, on 66 1223 .during insp of plant sys, unaccaplable physical 
Goparatfon between cabling (n safely related electrical channels noted Caused by fail- 
ure to Install cabling In common panels.W/e9020B ltr. 

KRIGH,R,M.. MCCORMICK,M J Philadelphia Eleolric Co, 80/02/06. Opp 46555,130- 
46555 130 

8902260146 Summary oi Operating Reactors Evenis Mealing 80-07 on 690216 List of 
attendees, list of events discussed, summary of events for long term followup or Input 
to NRC performance Indicator program & summary of reactor scrams encL 
LANNING.WD Events Assessment Branch 89/()2/17 ROSSI, CE Division ol Oper- 
ational Events Assossmenl (Post 67041 1) 25pp 46633 064 48633078. 

8902260429 LER 86 042*02'on e81223,determlned that pfant sys Inoperable due to dofi 
cloncles In physical separation between cabling in safely- re fated electrical panels 
since 64l026.C/au5ed by Installation error.Malnt request form written .W/89D221 ltr. 
KRICH.RM, MCCOHMlCK.MJ. Philadetphla Eloclrfc Co. 89/02/21. I2pp, 48627:320 
46827 331. 

8903020640 LER 68-032-01, on 601013,17 & 21, four acluallons of control room emer- 
gency fresh air supply sys occurred due to channel C main control room ventilation 
sys high radiation isolation slgnafs Cause unknown W/ 00022 4 ltr 
KRICH.RM, FOGARTY, EP, Philadelphia Electrio Co 09/02/24. 7pp 48809:140 
48609.152 

6003030454 LER 89 013-00 on 6901 1 7, Tri Axial Peak Recording Accelerograph XR-VA- 
151 removed from reactor vessel head to support vessel head removal for 
refueling.resuUlrig In inoperable salamfc monitor for over 30 days.W/890227 ltr 
KRICH.FI.M., MCCORMICK, M.J Philadelphia Electric Co 89/02/27 Opp. 4860O'191. 
48690 193. 

8903090974 LER 69-008 00 on 6901 26, secondary containment Isolation ays standby 
gas treatment sys^reactor end reclrculatron sya A NSSS sys Inoperable due to defi 
cfencles In physical separation. Caused by personnel error.W/6d0227 ltr 
ENDRISS.fDR., MCCORMICK.M J. Philadelphia Electric Co. 60/02/27 Bpp, 
48785 03 1-487fl5’03S 
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8903090435 LER 80 012 01 on 881221 p<3^t stf\H dcle Wined that certain plant sys 
>rci€T. 4 C'cC 3 JS’^(i by jCc:f 5 onnel not properly installing cables in safety rDJaied electrj* 
iTii cinrls A phfscahdspnoi adequaic'y doc^invented W/690301 Itr 
ENmSSCR MCCORMiCKMJ Phladelphia Electric Co 89/03/01 16pp 
45-01 iE=01 094 


8903H(1078 Forwards Amond 94 to OL application, consisting ot Huv r>; \v> FRAU 
jnC'fifxjory 11 w firo proteclion ovaloatlon ropl ((iltid m tloli^gory F) &. dos^gn 
assessment rapt 

GAlLAGHEfl^JW Ph^ladelptva ElOGlric Co 00/03/01 Dorumont Control llfanch 
(Document Control Dosk) Ip <18082 055 40004 147 


8903090443 LER B3 D09 00 on 8iOl2Sefvgnccr idenllJed physical separation deticien' 
ir aj<il'ary equpment room due to fa Jura to instafi flPS cabling properly in AER 
P^rtl 1 0Cfil t Cause under trr/t’SiigaliOn Ctet»ciencies sleeved W/690301 Itr 
e^pfliSSCR ^.'CCORMfCKWJ Phfadclphia Eipctnc Co 89/03/01 7pp 
43703 136 48793 143 

4903150137 LE^ finn^^ nn atuvini nf fft^jioi rirvnr rpri c/if'Qndary conlain* 
r'enl 8 tn t a'l ’ . ' egativQ differen 

1 1 al pressure ■ ■ -t 

E/*0HJ5SCF iV - • 5p 46871 339 

48971 343 

S903t6Q0U LER 88 009 03 on 880324 ^isolation of RWCU sys occurred when regenera 
nx room temp sensing element sensed temp above 122 F se1po\hl & ind'ated 
shutolf 5>5 Caused by leakage Pressure relief valve PSV 044,103 replaced W/8 9 03 07 
llr 

hRfCHRW FOGARTY EP Phladeiphia Bectnc CO B9/03f0? 6pp 4Q&87 353- 
46887 3^3 


-8903140085 Amend 68 to QL applJCalion.consislInrj of rn^ya 1 1 to firo protoctiod fopl 
& design assaa'^inenl rent & flay 67 (o FSAR, 

GALlAGHEfl.J W Phifadolphia Electric Co 09/03/01 2f)p 40002 05G 400B? 059 

-8903140095 Rev 1 1 to "Design Assossmonl Ropl " 

♦ Philadelphia ElecUic Co 09/02/28 a3pp 4B88<lJa5 49Q04 147 

6903130238 Nolification of 690315 moetlng w/util In nockvilla.ML) (p discuss results of 
fuel jnsps, reload project ions & luo pTOloctlon & plans to reduce foodwator 

cooper 

GLARK.RJ Projecl Oirecloralo I 2 69/03/03 BUT LED. WR Projocl Direcforaio 12 
3pp 48821 169 48821 191 

6903140084 Nolification of 690309 nieoling w/ulll lr> nockvillo.MD (o discuss Unit 2 
Tech Specs on common ays 

CLARK, R J Project Directorate 1-2 69/03/07 MURLEY.T Oflico of Nuclear nodCtor 
Reflulation, Director (post 8704)1) SN1EZEK,J , MIBAGLIA.F NHG No Doiailocl Af- 
filiation Given app 48857 291 48057 292 


ft9O32l0399 L£R a9>0i2 00 On 8902 IS identified (hat fird in certain areas of plant could 
in unav3,tatHjfty of RClC SyS due to insulfjcieot proteclion o1 tonitoi 
cables EvaJuation underway Procedure GP-2 wilt be revised W/ 891)31 4 ht 
EftORlSSCR, MCCORMICK MJ Philadelphia Btectric Co 89/03/14 6pp 
48^1066-48961 091 


8903160003 Confirms that equipment qualification nroo rams usod for cfynatnlc & onvfron 
quatitication ol UnH 2 consisieni w/proorams utillzacT for Unit 1 ,por roquost Ropl owi 
tied. "EKtsnsion ol Equipment Qua line a tl on Unit 2" oncl 

KEMPER.J S Phlladolpnia Elocirrc Co 69/03/07 Documoni Control Brand) IDotif- 
ment Control Desk) 4pp 40886 275 400B7 071 


8903230114 IBR 86 042 04 00 68 1223, determined that plant ays inoperable due to 
physical separation between cabling m safety related cleclucal panels since 
64 1026 Caused by QC installation error Rework of panels in progress W/8903 14 Itr 
ENDfliSS.CR. WtXORMICK.M j Philadelphia Electric Co 89/03/14 I8pp 

4 9C28 146 49028163 

890317«isa lEh 89 015 00 on 890222, determined that several Tech Spec surveillance 
reqmrernents for UHS rv?t performed within required time period Caused by procedural 
inadequacy A personnel error Person net counseled W/890320 Itr 
ENDflfSSCR, MCCORMICK Mj Philadelphia Eleclnc Co 89/03/20 6pp 

49058070 49056075 PF 


y Operator Examinabons 


<902280546 Dscusses requalirication exam administered dunng wk of 881128 UW de 
vefoping rww format for tesUng to convert to open ref lestngNeed to use nonobiec- 
Eive based questions will b© reAiced in future 

f^tlr n«.K>n1.0.eon>.BO, 




-8903160008 "Extension of Equipmeni Qualification Programs to Llmonck GonortiBno 
Siaiion Umi 2 ■' 

* Philadelphia Electric Co 89/02/28 153pp 4B8Q0P7O 40087.0/1 

890322049b Noll fical ion of for1ticomin(j mootfnos w/ulll in Rockvilfo.MD ro do volop mo n1 
of appropriate Tech Specs on common sys 

CLARK.RJ Project OJrecioralQ I 2 89/03/15 BUTLER.W.n PfOioDl DtocMo 1-2 
3pp 4B994 231 48934 233. 


8903230218 NotiOcatlOn ot 890322 mooUnq w/PECO in Rockvlllo,MO lo discuss sWfu5 
ol const & pteopBfaiwe tasting, 

89/03/16 MURLEY.T. SNICZEK.J , MfRAGLIA.R- 
NRC • No Detailed Affiliation Given 3pp 49023 010 40023 020 


8903160296 (3enenc Llr 89 02 lo all holders of OLs & CPa for nuclear power reactors ro 
^ Improve detection of counlorfoli St fraudulonlfy markolod products Sve Mai 


VARGA.SA Associate Director for Projects (Post 070411) 09/03/21 ConsolilldloO 
tdtson Co of New York, Inc 57pp 48960 001-48900 057 


^^8^4 iU w/pQtonllol Impact on NRC SER from PSAR App O.por 


KEMPER, JS Philadelphia Eleclrfc Co. 80/03/21 
msnl Control Desk). 3pp 491 10.038 49110 040 


Documoni Control Qranch (Docu 


<903030^1 Forwards Requalificalion Program Evaluabon Repi 50*352/68 2101 of 

Raqualiticaiion program rsiS 
reactor operator passed exam ^ 

PWadelph,a6l«c 

-^3030002 R^ualircation Program EvaJuabon Repi 50 352 f 86 2JOL of oxams ad. 

reqg^ai.ficat«n Laming pfigl^rn fafed 
operajor passed evam a k «m 

48716 249 ■ Director 89/02/17 I24pp 46716 125 

ffi'Q/l^9oJbSo.?Jo03057“’" MC»t.CA PhJadeIpbia 

DOCKET 50*353 UMERiCK GENERATING STATION, UNIT 2 

A. A|)ptlcaUort/eor)»tnjcik>n lUge documents & correspondence 

Branch (Docu 

Cover, nfl L,menck Geoeral 
Co EDE 04 0189 69/01/3! 52pp 

Document Control Brarwh (Docu 



E. NRC Safety Evaluation Report (8ER), suppls S correapondonbe 

^^69022^1/ w/potenllol impact on NRC SER from FSaR App O.por 

Document Control Branch (Docu- 
ment Control Desk) 3pp. 49110036 49110 040 

F. Security, medicaf, emergency A fire protection pleoa 

"EAai!fll^TwepSr« "®'' ’« '® BP-aai. nov io >o 

• Philadelphia Eluolric Co, 09/02/07. ISOpp 48706 315.40707 073. 

**Portor&n5utehS!. !° p'""' smeraoncy plan.(ncludln[) atidllion ol 

ffi!SS.Si5SrJf!«»“!S!S7l!Sr'' 

^(JellOCFWTSOi P’®" * “fhW'na £-10063. Reve withhold 

mStroiD^TlP S'®"'*' 

'“S”’ lKrawsl?=i lc°/cZhl2 P'®®‘ physical eocurrly plan oonsiaiont w/pro- 
”GAlUGHER7M/‘'®fSWlS I'l® P™<«cllon evalualior, rert, 

control Branch 

Praiactlon Evaluation Rent ■■ 

PhiWelphla Eleclnc Co 80/03/01. 101pp. 48884,018.40804.124 

18 lo EP.279flov 12 ,0 EP.282 & In fco XZ SrF-J®®'f’®y *“ 6P-277.FiBV 

FOGarTY.Ep Philadelphia Elec 

men! Control Desk) 3pp^ 49003^2 Oocumont Control Branch (Docu- 


V, areoa 
MCNElLleCA Phlladalphla 
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..B903220009 Public vursio/i o( revised ERPs mcfudintj Hov 15 lo EP 102. Bov lO lo 
FP 102 , Rev SI lo EP 10J.EP-10^ & EP lOS.Rov 7 lo EP. 1 00, Bov 17 to EP 277 .Rqv Ifl 
(o EP.270 Bov 1 ? lo EP 2%2 & Rev 1 Mu EP 
* Philadelphia Eloctfic C:o 00/02/06 7flpp <10003 PH 400032^8 

S 903 130230 Naldttatton o1 800315 moolinn w/ulil ir> RocKviHo.MD lo discuss roaults of 
fuol insps.rolofid projocllons & liro prolcciion Issues & plans to rodiico feedwater 

CL^RKBJ ProjOLl Oirocioralo f 2 00/03/03 BUTLER, WR Project Directorate f 2 
3 pp <10821 180 <10021 191 

6903140296 Forwards hisp Hopls 50 352/89 05 & 50 353/09 OD on 890130 0203 No 
viol aliens noto<i 

BELLAMY.RR Region 1. Ofc of Iho Oirrclor 00/03/03 MCNEILL, C A Philadofphra 
Eloclric Co 2pp 48053 27fl 40853 205 

.-6903140303 Snfoly Insp RtipIS 50 352/00 05 & 50 353/80 08 on 000130 0203 No 
violations note J Major areas inspecled ticonsoo radiological conirols program, including 
Unit 1 oulogo aclivilios & chnnnoa lo lioaOh physics organizallon 
TNOMAS.W Rogion I. Ofc of tho Director 80/03/02 5pp 40053 201 40853 205 


j. Insurance & Iridomnlty Informallon 


8903200264 Responds to NRC Bulletin 88 007 SuppI 1. “Power Oscillations in BVVRs'^ 
GE stability recommendations comploied & implemenied lor Limerick Generating Sta- 
tion Unils 1 & 2 on B90I31 Clarification of util 880915 response provided 
GALLAGHER.JW Philadelphia Electric Co 89/03/07 Oocumenl Control Branch 
(Document Control Desk) 3pp 40970 180 48970 182 

8903020165 NRC Info Notice 80 027, 'Limitations on Use of Waste Forms & High In- 
tegrily Containers lor Disposal of Low Level Radwasto '' Sve list end 
GflEEVES.J T Division of Low Level Waste Management & Decommissioning (Post 
870413) 80/03/08 Consofidaled Edison Co of New York, Inc 117pp 48798 114 
4B790 231 


6903080372 NRC Info Notice 89 028, “Weight & Clr o1 Graviiy Discrepancies for Copes 
Vulcan Air Operated Valves Sve list oncT 

ROSbl.CE Division of Operational Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, fnc 107pp 48895 001 48895 109 

6903090021 NRC Info Notice 89 029, "Potenlfal Failure of ASEA Brown Boven Circuit 
Breakers During Seismic Event “ Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 69/03/15 
Consolidated Edison Co of New York, Inc I06pp 48870 053 48870' 169 


6903060514 Forwards Efulorsornonts 130 4 131 lo NELIA Policy NF-164, Endorse 
monis 107 & 100 lo MAELU Policy MF 44,Endorsomonts 04 & 95 lo NELfA Policy NF 
107 .Endorsomonla 110 & 111 to NELIA F^oticy NF 220 & Endorsements 97 & 08 to 
MAELU Policy MF 73 

FARRELL.E Marsh & McLonnaii. Inc 89/01/18 DINITZ.I Office of Nuclear Reader 
Regulalion, Director (Post 87041 1) 23pp 40743 107-40743 220 


K, Utility Final Safoty Analysis Report (FSAR) 4 amends 


8903090133 NRC Info Notice 89 030, “High Temp Environs at Nuclear Power Plants “ 
Sve kst oj\cl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 48895 f 10 48B95 215 

6903220043 Forwards SALP Rept 50 353/87 09 for Aug 1987 - Dec 1986 Assessment 
covered completion of final const activities & transition lo conduct preopcrational lest 
ing 

RUSSELL.WT Region 1 , Ofc of tho Director 89/03/15 MCNEILL.CA Philadelphia 
Electric Co 4pp 49007 245 49007 276 


8903140078 Fonvards Rev 57 to FSAR (or Llmonck Qonoratlng Slotion Units 1 & 2 
GALLAGHER.JW Phllndolphio Eloclric Co 00/03/01 Document Conirol Branch 
(Documont Control Desk) Ip 48602 055 40004 147 


■6903220046 SALP Rept 50 353/87-99 for Aug 1987 - Dec 198B 
* Region 1. Ofc of the Director 69/03/15 28pp 49007 249 49007 276 


.6903140091 Roy 57 to FSAR for Limorick Qonoraling Sinlion Unils 1 & 2 W/Ihroo 
oversize end 

♦ Philadelphia Eloclric Co 00/(J3/OI, 1,/OOpp 400Q2 059 40804 017 


6903160427 NRC Info Notice 69 031, “Swelling & Cracking of Hafnium Control Rods " 
Sve list one! 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 69/03/22 
Consoltdaled Edison Co of New York, Inc f02pp 48986 001 48986 103 


0, Inspecllon reports, IE Biiljotlns A correspondence 


6902170112 NRG Info Nolico 00 020, "Wold Failures In Pump of Byron Jackson 
Design “ Sve hat onci 

ROSSLCE Division of OporntfonnI Evonls Assoasmont (Post 870411), 89/02/24 
Consoliclalod Edison Co of Now Y'ork, Inc lOOpp 48S72 043 48572 148 


8902210361 Supp) 1 lo NRC Info Nolico 88 070, “Diroclion Oopondonl Leak Character 
jgtics of Contninmont Purno Vnivos “ Sve Hat oncj 

ROSSI.CE Division of Oporatlonal Cvonla Assossmonl (Post 870411) 09/02/27 
Consoliclalod Edison Co of Now York, Inc 102pp 40509,001 405B0 1 10, 


8902210664 NRC Info Nolico 09 02 1 , "ChangoB in Porformanco Choradonslics of 
Molded Caso Circuit Dronkora/’ Sve list oncI 

ROSSLCE Division of Oporationol Evonla Assossmont (Post 870411) 00/02/27, 
Consollcfalod Edison Co of Now York, (nc. 104pp. 40570 032 40570 137 


8903140043 ForwflftfB Snfoly Insp Ropl 60-359/89-00 on 0001 3 1-0207. No violations 
no led 

GALLO, RM Rogion I, Ofc of llio Oiroclor. 80/03/02. MCNEILL.CA Plilladelphia 
Electric Co. 2pp 40033 240 40033.265. 


-6903140666 Insp Ropl 60 363/80 00 on O0O131>O2O7 No viofatlons notod Major 
areas ins poc tod overall power ascension program including training for test 
enalnoora two unresolved hems Idonllflod Including limiting control rod withdrawal 
EWNS.MG, DLUMQERQ.NJ Region 1, Ofc of the DJrodor 60/03/01 Bpp 
48833 248 48033 255 


6902270166 NRC Info Nolico 80 022, “Quoslionnblo Corflficallort of Fastonora " Sve list 

ROSSLCE Division of Oporatlonal Evonla Afisossmonl (Post 870411) 89/03/03 
Consolidated Edison Co of Now York, !nc lOBpp 48732 001-48732 106 


6902260104 NRC Info Notice 80-023, "Erwiron Ouallficallon of Llllon-Voam CIR Series 
EleclriCGl Conneclors “ Sve llBl onci ^ 

ROSSI.CE Division of Oporallona! Evonla Assossmonl (Post 6704tJ) 89/03/03 
Consolldalod Edison Co of Now York, Inc, tOOpp 48723.030 48723 143, 


8903130236 Notification of 000315 mooting w/utll In RockviKo.MD lo discuss results of 
fuel insps, reload projocHons & firo proloction Issues & plans lo reduce feedwater 
cooper 

CURK.RJ Proloct Difoctoralo 1-2 00/03/03. 0UTLER.W.R, Project Directorate 12 
dpp. 48821 180 48821 101. 


6903140290 Forwards Insp Ropla 60 352/80 05 & 60 353/80 08 on 800130- 0203 No 
violations noted. ^ r,u,. 

BELLAMY.RR Region 1. Ole of Iho Director. 80/03/03 MCNEILL, C A. Philadelphia 
Electric Co 2pp. 40853,270 48853:206 


-8903140303 Safely Insp Rople 60-362/09 05 & 50-353/09-08 on 890130 0203 No 
violaltona noted, Major areas iospoclod liconaoo radiological conirols progrom,lncludlng 
Unit 1 outage acllvitlos & changes to heallh phyfllcs organizalion 
THOMAS, W, SHANBAKV.M Region 1, Ofc of Iho Director 89/03/02 6pp 
46853,20 1.48053'285 


8902260162 NRC Info Nolico 89-024, "Nuclear Criticality Safely Sve list end 
CUNNINGHAM.R E Division of Induslfial & Medical Nuclear Safely (Pod 070729) 
89/03^6, Consolidated Edison Co. of New York, Inc 98pp 48700 252-40700.346 

B9030 10207 NRC Info Nolico 80-028, "Inslrument Air Supply to Safety Related Equip 

ROSSLCE Division of Operational Evonls Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of Now York, fnc 106pp. 48741.053 48741:168 


8903170419 NRC info Notice $9 032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys “ Sve list end 

ROSSLCE Division of Operallonal Events Assessment (Post 870411) 89/03/23 
Consolldalod Edison Co of New York, fnc t04pp 48992 044 48992-147 


S, Reportable occurrences, LERs & related correspondence 


6903200016 Significant Deficiency Rept L2 88-10 re improper Installation of temporary 
support brackets in safely related 4 kV switchgear Support brackets removed from 
switchgear cubicle prior to startup & procedures revised 

KOWAISKLSJ Philadelphia Efeclric Co 89/03/10 RUSSELL.WT Document Control 
Branch (Document Control Desk) 3pp 48959 037-46069 089 


V, Operator Examinations 


6902280546 Discusses requaliflcallon exam adminislered during wk of 881120 Util de- 
veloping now forma! for testing lo convert lo open ref testing Need lo use nonobjec 
live based questions will be reduced in future 

FIRTH, EG Philadelphia ElectneCo 86/12/23 LANGE.DJ Region 1, Ofc of the Di 
rector Ip 46624 189 46624 202 


-8902260548 Discusses (dentified concerns re recent license requalification 
exam Listed items described w/resolulion . . .u 

MCCORMICK, MJ Philadelphia Electric Co 88/12/16 HOWE, A. Region I.Ofcoflhe 
Director 4pp 48624 200 48624 202 


6903220410 Advises that reactor operator & senior reader operator written exams 
scheduled for wk of 890612 & oper 0 ting exams scheduled for 890813 16 Ref malls 
listed on end should be provided by 890410 

CONTE.RJ. Region 1, Ofc of the Director 89/03/14 MCNEILL.CA Philadelphia 
Elecific Co I2pp 49003 040 49003 051 

6903220169 Generic LU 89 03 lo all power reactor licensees & applicants for OL re op- 
erator licensing nail oxam schedule Sve list end 

VARGA, S A Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co, of New York, Inc 54pp 49005 001-40005 056 


DOCKET 60-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, itiedlcal, emergency & fire protection plane 


6903210262 Rev 7 lo EPIP 204H, “Emergency Response Calloifl/Peraonnel Recall " 
THOMSON, G. Public Service Electric & Gas Co of New Jersey 89/03/06 36pp. 
48980 263-46960 293, 


. General correspondence 

903Q60185 Comment supporling proposed rule lOCFRBO re ensuring effectiveness of 
maint programs for nuclear power plants, extension o1 NRC authority to BOP portion 
of plant & misapplication of adequate protection std of backfit rule 
PRESTON B A ^ Public Service Elecirtc & Gas Co of New Jersey 89/02/24 
CHILK,S J 'Olfice of the Secretary of the Commission Bpp 48745 210-4B745 217 
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L Ffnanelaf Information 

S903210133 Forwards 198a stockholders annual ropts of each owner oi facility & 1980 
projecled cash ffow siatGments.per 1G75 amends to Price-Andefson Acl 
MILTENBERGEFI.S Public Service Electric & GaaCo of New Jersey 89/03/14 Doc- 
ument Control Branch {Documonl Control Desk) I4pp 49001 246 49002, 110 


J. Insurance & Indemnity Information 

8902270612 Forward’s endorsements to listed NELIA & MAELU policfos & certificates 
OCONNOR.DJ Marsh & McLennan Jnc 89/01/13 DINITZJ Office of Nuclear Reac- 
tor Regulalfon, Director (Post 87041 1) t25pp. 485B5 055 40565 179 


P. Operaling license etage documents & correspondence 

0912030721 Forwards Ftev 1 to '' Process Conirol Program " fnlenm approval for Chom 
Nuclear Svcsjnc, temporary rad waste vendor, to process Class B & C wastes 
foquGS'tecI Fao paid 

MCNEILL.CA Publrc Service Electric & Gas Co of New Jersey 06/11/25 
ADENSAM.E BWR Project Direct orale 3 2pp 38795006*38795,319 

»a912030728 “Pfoceas Control Program ■' 

* Public Service Electric & Gas Co- of New Jersey 66/11/30 312pp 38795 008 
36795 310 

6902280430 Forwards comments on specific questions re policy statemer^t on exemp* 
tlons from regulatory control published in FR on 881 212 Util believes sliding scale of 
benefit approach should ba used le radiation exposure 

MILT EN BERGERS Public Service Bleclnc & Gas Co of New Jersey 69/02/09 
Dookoting A Services Branch 4pp 4 863 3 170-48633 173 

8903190491 Application for amend to License NPP-57 .revising Tech Specs 3 9 K4 9 2 & 
3/4 96 (o add clarfficatlon A consistancy 1o refueling specs re ref measuremantsjoad 
setpoints & travel limits & raise mJn source range monitor count rate 
LABRUNA.S Public Service Efect/i-c A Gas Co of New Jersey. 89/02/27. Document 
Conirol Branch (Documenl Control Desk) 1 1pp 48803 112*40603 132 

-69D3100S29 Proposod Tech Specs 3 9 1.4 9 2 A 3/4 9 6, adding clarifications A con 
Bisiancy to refueling specs re ref measure meats, load setpoints & (ravel fimls & raising 
milt allowable source range monitor count rate for consistency 

* Public Sotvice Electric & Gas Co of New Jersey 69/02/27 lOpp 48603 123* 
40003 132 

B9(}3200272 Forwards HCGSREFIR6, ''Semiannual Radioacliva Elfluent Release 
ReptiJul Deo 1068" A Rev 2 to "Process Control Program Manual " 

Ml LTEN BERGERS Public Service Electric A Gas Co oi New Jersey 80/03/03 Doc- 
ument Control Branch (Oocumem Control Desk) 2pp 48969 175 48969 283 

«990320027C Rov 2 to "Process Control Proof am Manual " 

* Public Service Electric A Gas Co of New Jersey 88/10/31 46pp 48969 236' 
46069 263 

6 993 180 2 9S Generic Ltr 69 02 to all holders of OLs A CPs for nuclear power reactors re 
actions (0 Improve de taction of counterfeit A fraudulently marketed products.Svc list 
onci 

VARGA.SA Associate Director for Pfolec Is (Post 870411) 89/03/21 Consolidated 
Edison Co of Now York, Ific. 57pp 48960001-48960 057. 


0. Inspection reports, IE aulletins A correspondence 

8902260300 Responds 10 NRG 690119 Ur ra viofaltons noted In Insp Rept 80*354/00* 
80 Corrective actions da sign change package for modified check valves modified to 
provide more detail A control procedure revised to include more guidance 
LABRUNA,S Public Service Electric A Gas Go. of New Jersey 89/02/17 Document 
Control Branch {Document Conlrof Desk) 4pp 46633 012*48633 015 

8902170112 NRC Info Notice 89 020, "Weld Failures in Pum.p of Byron-Jackson 
Design.'’* Sve list on cl 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 69/02/24 
Consolidated Edison Co of New York, Inc 106pp 43572 043 48572.146 

8902210351 Suppl 1 to NRC Info Notice 88 073. "Direction Dependent Leak Character* 
Isllcs of Conlainmonl Purge Valves." Sve list end 

ROSOLCE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidatod Edison Co or New York, fno. 102pp 48589 001 4B5B9 110 

6902210684 NRG Info Notice 89 021, '^Changes in Performance Characteristics of 
Molded-Caso Circuit Breakers " Sve list enct 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 104pp. 48573 032 46678 137, 

8003080426 Responds to NRC Bulfelin 8B 007,Suppl 1 QE intaiim stability recommen- 
dations revised to provide manual scram iniliation under all operating conditions when 
two recircufalion pumps trip w/reador In run mode 

MILTEN BERGER ,S. Public Service Eleclnc A Gas Co of New Jersey, 89/02/26 Doc- 
ument Control Branch (Documenl Conirol Desk) 3pp 48770024*48779 026. 

0W227O1B8 NRC Info Notice 69*022, "Questionable Certification of Fasteners " Sve fist 

lal Events Assessment (Post 870411) 69/03/03 
• , Inc 105pp 4B732 .001-48732. 106 

nvlron Qualiflcakon of Lllton-Veam CIR Senes 

ents Assessment (Post 670411} 89/03/03 


-8903210192 Insp Ropt 50 354/89 03 on 090206*10 No violations noted Major areas 
inspected iicensee inservica Insp activities to ascertain that fnservice map actwilies 
conducted per ASME code A regulatory requirements 

MCBREARTV.RA, STROSNlDER,J R Region 1, Otc ol the Director 89/02/26. 7pp 
48981 278-48961 204 

8903010207 NRC fnfo Notice 89 026, "Instrument Air Supply to Safety-Related Equip- 
meni " Sve list end 

ROSSI.CE. Division of Operational Events Assessment (Post 8704 11), 89/03/07 
Consolidated Edison Co- of New York, Inc 105pp 48741 053 40741 158 

8903020185 NRC fnfo Notice 69 027, "Limitations on Use of Waste Forms A High In* 
tegrily Conlalners tor Disposal of Low Level Radwaste " Sve list end. 

GREEVES.JT Division of Low Level Wasle Management A Decommissioning (Post 
870413) 80/03/08 Consolidated Edison Co of New York, Inc 117pp 4879B114- 
48790 231 

8903080372 NRC Info Notice 69 028, "Weight A Ctr of Gravity Discrepancies for Copes 
Vulcan Air Operated Valves '* Sve list oncT 

ROSSI.CE Divisiorj of Operational Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, fnc 107pp 48996 001*48805 109 

6903000021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boven Circuit 
Breakers During Seismic Event ’’ Sve list end, 

ROSSI.CE Division of Oparalional Events Assessment (Post 070411) 89/03/15 
Consolidated Ed>ison Co of New York, Inc 106pp 48870 053 4B870 169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Planis*' 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 89/03/15 
Consolidated Edison Co of New York, fnc 106pp 46895 1 10-46095 215 

8903160427 NRC Info Notice 89*031, "Swelling A Cracking of Hafnium Control Rods " 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of New York, Inc 102pp 48986 001-48986 103. 

8003170419 NRC Info Notice 89 032, "Surveillance Testing of Low Temp Overpressure 
Proleclfon Sys " Svo list end 

ROSSI.CE Division ol Operational Events Assessmanl (Post 870411) 09/03/23 
Consolidated Edison Co oi New York, Inc 104pp 48992.044 40992 147 


H, Periodic operating reports & related correspondence 

8902240247 Monthly operating rept for Jan 1989 for Hope Crook Unit 1 W/8902t& Hr. 
JENSEN, H . HAGAN,J Public Service Electric A Gas Co of New Jersey 89/01 /31 
13pp 48571-278*48571 290 

6903100328 Submits annual rapt of challenges to main steam line safety relfef 
valves, per Tech Spec 6 9 1 5 for 1 988 Ail valves were repfaced A lift tested 
HAGAN.J Public Service Electric A Gas Co ot New Jersey 80/02/28. Document 
Conirol Branch (Document Control Desk) 2pp 48808 2S0’4a808 251 

8903230043 Monthly operating rept for Feb 1989 for Hope Creek Generating Station 
Unit 1.W/e9a315 ltr 

JENSEN, H , HAG AN,, J Public Service Electric A Gas Co of New Jersey, 89/02/26 
16pp, 40D3OO4D 49030 055 

8903140634 Forwards Tech Spec 6 0 1.6 annual repts of personnel receiving exposuros 
in excess of 100 mrem/yr Results of steam generator tube sve insps performed during 
fourth refueling^oulage in Nov 1988 for Salem Unit 2 also end 
MILTENBERGER.S Public Service Electric A Gas Co of New Jersey 69/03/03 Doc 
gmonl Control Branch (Document Control Desk) 2pp 48834'07 1*48834 080 

-8903140712 Tech Spec 6 9 15 annual rept re personnel receiving exposures greater 
than 100 mrem/yr.Resulls of steam generator tube sve insps performed during fourth 
refueling outage of Salem Unit 2 fn Nov 1988 end 

* Public Service Electric A Gas Co of New Jersey 88/12/31 4pp 46834 077- 
48834 080 

8903200272 Forwards HCGS-RERR-6, "Semiannual Radioactive Effluent Release 
Rept.Jul'Dec 1988'* A Rev 2 to "Process Control Program Manual " 

MILTENBERGER.S Public Service Electric A Gas Co of New Jersey 89/03/03 Doc- 
ument OontroS Branch (Document Control Desk), 2pp 48969 1 75*48969 263 

*•*8903200276 "Semiannual Radioactive Effluent Release RepUul*Dec 1988 " 

* Public Service Efedric A Gas Coi of New Jersey HCGS RERR-6 88/12/31 60pp. 
40069‘177 48969'237. 

-8903200276 Rev 2 to "Process Conirol Program Manual " 

* Public Service Electric A Gas Co of New Jersey. 08/10/31, 46pp, 48969 238- 
46669 263 


S. Reportable occurrences, LERs & related correspondence 

8902280387 LER 89*001 *00. on 8901 18,RWCU sys isolation occurred while performlr>g 
warmup of RWCU pump B Caused by personnel error. Nuclear shift supervisor coun- 
seled A procedure for warming pump will be revised to ensure controls W/890221 itr 
COWLES, R a,, HAG AN, J. Public Service Electric A Gas Co of New Jersey 89/02/21 
5pp 48624,24 3-40624 247, 

8903100297 LER 89*002-00 on 8901 30, Control room emergency filtration sys A auto- 
maticaify started in response to invalid signal from radiation monitoring sys.Caused by 
voltage transient in Channel C, Precaution added to procedures.W/BSOSOI fir 
COWLES, R B , HAGAN. J. Pubfic Service Electric A Gas Co of New Jersey. 89/03/01 
5pp 46809.085 48609.089 


V. Operator Examinations 

8003220159 Generic Ltr 89-03 to all power reactor ifeensees A applicants for OL re op* 
eralor licensing natl exam schedule, Sve list end 

VARGA,SA feociate Director for Projects (Post 870411). 89/03/24. Consolidated 
Edison Co of New York, Inc. 64pp 490(55.001-49005 056, 
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DOCKET SO-380 UNIV. OF ILLINOIS RESEARCH REACTOR 


F> Security, medical, emorgoncy & fire protection plans 

Q903t0006& Forwards revised physical socurily plan, including info (o l h notification 1o 
NRC operations cir in event of direct throat to facility, brooch In physical socurily sys 
or discovery that SNM missing Plan withhold (ref 10CFH2 7S0) 

POHLOD.C S Illinois, Univ of, Urbana, IL 89/03/07 Ofitco of Nucloar Reactor Rogj- 
lalion, Olrector (Post 070411) Ip 48003 022-48B03 022 


DOCKET 60-360 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Appllcation/constriictlon stage documents & corrospondenco 

B903 160296 Generic Lir 00 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions to improve detection of counterfeit & fraudulently marketed products Sve list 
end 

VARGA, S A Associate Director for Projecls (Post 070411) 09/03/21 Consolidalod 
Edison Co of New York, Inc 67pp 46960 001 40960.057 


Q. Inspection reports, IE Bulletins & correspondence 

0902170112 NRC Info Notice 09 020, '^Weld Failures in Pump of Byror^ Jackson 
Desig^n " Sve list onci 

ROSSI.CE Division of Operational Events Assessment (Post 07041!) 89/02/24 
Consolidated Edison Go of Now York, Inc lOOpp 40572 043 48572 140 

8902210351 SuppI 1 to NRC Info Notice 00 073, "Direction Dopondenl Leak Character- 
istics of Containment Purg^o Vatvos " Sve list end 

ROSSI.CE Division of Operational Events Assossmonl (Post 070411) 09/02/27 
Consolidated Edison Co of Now York, Inc 102pp 49580 001*40589,110 

8902210564 NHC Info Nolico 80 021, "Changes in Performance Characlerislics of 
Molded Cass Circuit Qroakora " Sve list end 

ROSSI.CE Division of Oporalional Events Assessment (Post 070411) 89/02/27 
Consolidated Edison Co of Now York, Inc 104pp 40578.032 48570 137. 

8902270150 NRC (nfo Notice 09 022, "Quoslionable Certification of Fasteners " Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/03/03 
Consolidated Edison Co of New York, Inc 105pp 40732 001 '40732 100 

6902200104 NRC Info Notice 09 023, "Environ Qualiricolion of lllton Voam CIR Sorlos 
Eloctncal Connectors '* Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 00/03/03 
ConsoJidated Edison Co of Now York. Inc 106pp 40723 030 40723.143 

6902200162 NRC Info Notice 89 024, "Nucloar Cnticalily Safety " Sve list end 
CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
09/03/06 Consolidated Edison Co of New York, Inc 90pp 40700 252 40700 346 

0903010207 NRC Info Notico 89 026, "Inslrumenl Air Supply to Safely Related Equip 
ment " Sve list end 

ROSSI.CE Division of Oporalional Events Assossmont (Post 870411) 60/03/07 
Consolidated Edison Co of Now York, Inc 105pp 48741 053-40741.150 

6003020166 NRC Info Notice 69 027, "Limitations on Uso of Waste Forms & High In 
tegrity Containers for Disposal of Low Level Radwaslo " Sve list end 
GREEVES.J T Division of Low Level Waste ManagomQnt & Dacommlsslonlng (Post 
070413) 69/03/00 Consolidalod Edison Co of f^w York, Inc 117pp, 40708 114- 
40798 231 

6903080372 NRC Info Notico 09 028, "Weight & Cir of Gravity PIscropancles for Copes 
Vulcan Oporated Valves " Sve Hat end 

ROSSI.CE Division of Oporalional Events Assessment (Post 070411). 00/03/14 
Consolidated Edison Co of Now York. Inc 107pp 40095 001-46005.109 

8903090021 NRC Info Notico 09 029, "Potonllal Failure of ASEA Brown Boverl Circuit 
Breakers During Soismic Event " Sve list end 

ROSSLCE Division of Operaliona! Events Assesament (Post 870411) 89/03/16 
Consolidated Edison Co of New York, Inc. 106pp 48870 053 40070 169. 

6903000133 NRC Info Notice 89-030, "High Temp Environs at Nudoar Power Plants " 
Sve fist end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/03/15 
Consoiidplod Edison Co ot Now York, Inc. 106pp 48005 110 40895 215 

0903160427 NRC Info Notice 00 031, "Swelling & Cracking of Hafnium Control Rods" 
Sve list end 

ROSSI.CE Division of Oporatlonal Events Assessment (Post 870411) 89/03/22, 
Consolidated Edison Co of New York, Inc 102pp 40066 001-48986’! 03 

6003170419 NRC Info Notico 89 032, "Survolllance Testing of Low Tenf^p Ovorprosauro 
Protection Sys " Sve list end 

ROSSI.CE Division of Operational Events Assossmont (Post 070411) 89/03/23 
Consolidated Edison Co of Now York, Inc 104pp 40992,044-46902 147 


V. Operator Examlnatfona 

6903220 159 Generic Ltr 60 03 to all power reactor licensees & applicants for OL re op 
orator licensing natl exam schedule. Svo list end 

VARGA, S A A^ssodato Director for Projocls (Post 070411) 89/03/24 Consdidatod 
Edison Co of New York, Inc 64pp 400 (j5 001-49005066 


DOCKET 60-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

6903020299 "Dept of California Highway Patrol, Border Div Nuclear Response Plan for 
San Onofro Nuclear Generating Station," 

" California, Stale of. 69/01/31 47pp. 4e669<294*48669 340 


6902200046 Forwards Insp Ropla 50-206/89 04,50 361 /09-O4 A 50 362/00 29 or> 
090123 2 7 No vrolalions or dovlatrons not^d 

YUHAS.GP Region 5, Ofc of Iho Director 60/02/10 BASKIN, KP Southern Ca Nor- 
ma Edison Co 2pp 40632 355 4 8632 361 

-89022800S4 fnsp Repts 50 206/09-04,50 361/89 04 & 50 362/80 29 on 890123 
27 No violations or deficlenclos noted Wafer areas Inspected emorgoncy proparedness 
program & previous insp findings 

PRtNDERGAST.K Region 5, Ofc of the Director 09/02/10 5pp 48632 357 
48632 361 

0902230034 Forwards Rev 17A to physical security plan Rev withheld (ref 10CFn73 21il 
MORGAN, HE Southern California Edison Co 80/02/16 Document Coni ro I Branch 
(Document Co nirol Desk) Ip 46569 301 48569,301 

0903080012 Forv/arda Insp Repts 50-206/68 26,50 361/88 29 & 60 362/88 31 on 
661 1 18-8001 1 2 & notice of violation 

ZIMMERMAN.flP Region 5. Ofc of the Director 89/02/16 BASKIN.K P Southern 
California Edison Co 2pp 40766 237-48766 257 

-0003030025 Notice of considoralion of issuance of amends to LIcensos NPF-tO & 
NPF-15 & opporlunlly for hearing on 661230 request re ravising Tech Spec 3/4 3 3 1, 
"Radiation Monitoring Inslrumonlallon" & Tech Spec 3/4 3 2, "ESF Actuation " 
KNIGHTON.QW Projoci Diroctoralo V 89/02/16 5pp 46692.067-40692 091 

' 8003000022 Insp Repts 50-206/00 28,50 361/68 29 & 50-362/60-31 on 081110 
600112 Violations noted Major areas inspected operational safoty 
venricQlion.radfologlcal protection, SGCurity.evatualion of plant trips & evonis & LERs 
review 

HUEY.rn, JOHNSON.PH Region 5, Ofc of the Director 69/02/13 I7pp 
40768 24 1 48766'257. 

8903090210 Forwarils Rev 7 to security force training & qualificallon planRov withheld 
frel 10CFR73 21) 

WORGAN.HE Saulhern CalJfornfa Edison Co 89/02/21 Dociimonl Control Branch 
(Oocumanl Control Desk) Ip 40763 214-40763 214 

0903000461 Advises that 671220,600204 & 60021G Rovs 4A,5 A 5A. rospoclivoty.to 
safeguards contingency plan acceptable 

PATE.RJ Region 5. Ofc of the Direclor. 89/02/27 MORGAN, H E Soulhorn Califor- 
r^lo Edison Co app 48740 3 4 4 4 0740 346 

0903090299 Forwards Safeguards Insp Ropla 60-206/00 05,60-361/09 06 & 50-362/ 
09 05 on 090206-10 No violations noted Ropl withhold (ref 10CFR2 790(d}) 

PATE. RJ Region 5. Ofc of the Director 69/02/20 BASKIN.K P Southern California 
Edison Co 2pp 40783 280-48783 200 

8903170301 Revised EPIPs, Including Temporary Chango Notico 4 3 to Rov 4 to S0 123 
Vlfl lO.Temporary Chango Notice 0-2 to Rev 0 to SOI 23 VII 1-10 1 & Temporary 
Change Nolico 2 10 to Rov 2 \o SOI 23 Vlll-O 301 W/89030B Hr. 

PLAPPERT.RD Southern California Edison Co QD/03/0B 300p 40952 024- 

40953031 

6903210335 Advisoa (hat GQ0204 & 890216 Rovs 17 & 17A to physical socurily 
plan.rospoclivoty, consistent w/provlslons of 10CFn5054(p) A accoplabfo for inclusion 
In plan 

PATF. RJ Roglon 5, Ofc of the Dlractor 60/03/13 MORGAN, HE Soulhorn Califor- 
nia Edison Co 3pp 46992.328 40992 330 

09032203 1G Forwards Amend Applications 163,76 & 62 to OLs DPR-13.NPF 10 & NPF- 
1 S.consisling of proposed changes DPR-13 203 (PCN203) A NPF-10/16-286 (PCN- 
28 ^.Including proposed Rov 23 to physical socurily plan 

DASKIN.K P Southern Catifornla Edison Co, 00/03/15 Oocumont Conirol Branch 
(Document Control Desk) 2pp 49003.1 1 5 40003. 161. 

-0903220321 Application for amenda to Licensoa DPR-13,NPF-I0 A NPF-16, consisting 
of Proposed Ciiangos PCN 203 A PCN- 203 including Rov 23 to pftysical security plan. 
BASKIN.K P Soulhorn Galirornin Edison Co. 69/03/15 16pp 49003,117-49003 134 

-0903220323 Proposod Toch Spocs, updating Liconse CondiHons 3.Q A 2 E 1o rotioct 
proposed Rev 23 10 physical socurily plan 

• Soulhorn California Edison Co 09/03/16, 17pp 49003 135 49903 151 

8903240176 Forwards listing of proposod changes to Toch Specs to support 18 month 
survoillar^co interval extension for sprinkler A spray sys for firo rated 
assomblios.snubbers, hydrogen recombinors A ac A dc sources 
BASKIN.K P Southern Cairiornla Edison Co 09/03/20 Document Control Branch 
(Documonl Control Desk) 4pp 4BD36 063 40030 086 


I. Financial Information 


8903140509 Forwards cash flow slalomonl & annual rapt to Securities A Exchange 
Commlsalon for yr ending 001291 

GONZALE8.J Southern California Edison Co. 80/03/00 Document Control Branch 
(Documonl Control Desk) 44pp 46655 20 1 -46855*274 


P, Operating license stage documente A correspondence 

8902270367 Forwards corrected pages !or Amends 69 A 60 to Licenses NPF-10 A 
NPF- 1 5, rospoctlvely Amends Incorrcctty designated Amonds 09 A 38 A contained 
(ypoa A admlnlalraUve errors 

iriCKMAN.DE Project Oireclorato V. 89/02/10 BASKIN.K P. Southern California 
Edison Co. 4pp 405 67*230 46587 276 

-B90227037Z Amends 69 A 56 to LSconses NPF-10 A NPF- ^ 6, rospectlvoly, correcting 
amend numbers.lypos A administrative errors 

" NRC - No Dotallctf Affiliation Given. 09/02/10 37pp. 49587 240-48567.276 

6903020660 Forwards notice of Issuance of arnonda to LIcenaos NPF'10 A NPF-15 A 
opportunity for hearing on 861024 requoat re chango to Tech Speo 3/4,0 1 1, "AO 
Sources ’■ 

HICKMAN.de. Project Directorate V 89/02/10. BASKIN.K P Southern California 
Edison Co 3pp. 46073 351 *48673‘350. 
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- 8M302070I Notice of constdGraiion of issuance of amends lo Licenses NPr 10 & 
NPF 15 & epporlunily for fieanntj on fl8l024 re-qiiDsl Amends revise Tooh Spec 3/ 
4 8-1. "AC Sources ’ 

CHAN.TL Project DireCtorataV B3/02/10 Spj> 4B673 354 4&673 350 

89D2270403 T orwards notice oi consideralion of issuance of amends to Licenses NPF 
10 NPF IS & oppoflunily for hearing on OBI 210 request to revise Tech Spec 3/ 
4 3 3 1, "Radiation Monloring Inslrumonlation 

HJCKMAN,OE ProjecI Direcloralo V B9/02/16 BASK1N.K P Southern Cafitornia 
Edison Co 3pp 46589 247 40569 254 

•'fl9O227O404 Notico of consideratjon of issuance of amends lo Licenses NPF 10 & 
NPR 15 & opportunity for hearing Amends revise Tech Spec 3/4 3 3 K "nadiation 
Moniloring Inslrumealaion ” 

KNIGHTON, GW Projecl Directorate V 89/02/16 5pp 48569 250-40589 254 

B 9 02270409 Forwards noirce of consideration of issuance of amends to Licanscs NPF 
to & NPF 15 fo 081107 request la revise Tech Specs 3/ 
44B 1.3 4141,3 413,3 4831&34032 

HICKMAN, OE Project Directorate V 09/02/16 8ASKIN.K P Southern Calilomra 
Edison Co COTTON.GD San Diego Gas & Etectnc Co app 48580 I93-485B8 202 

« B 9 022704 11 Nolico of consideration of issuance of amends to Licenses NPF tO & 
NPF- 15 & proposed NSHC doterminalion & opporluniiy for heanno Amend revises 
Tech Specs 3/4 1 4 1,3 4 1 4 1 , 3 4 1 3,3 4 G 3 1 & 3 4 8 3 2 
KNIGHTON.GW Projoct Direclorale V 09/02/16 7pp 4B506 196 465B8 202 

6902270602 Forwards notice of consideraiion of issuance of amends to Licenses NPF- 
10 & NPF 15 a opporLirnily for hearing Amends roviso Tech Specs (O reactor protec 
live insi rumen fall on & ESFAS instrumontalion 

HICKMAN, DE Proiecl Direciorate V 89/02/16 BASKIN.KP Southern California 
Edison Co COTTON.G D San Diego Gas & Electric Co 3pp 48569 127 40509 135 

-8902270511 Notice of consideralion of issuance of amends to Liconsos NPF 10 S 
NPF-15 8 opportunity for hearing Amends revise Tech Specs re reactor protective in 
stfumonlalfon & ESFAS i ns iru mentation 

KNIGHTON.G W Project Directorate V 89/02/16 6pp 48589 128 48509 135 

0902270534 Forwards noUce of denial of Proposed Amend PCN 224 lo Licenses NPF- 
10 & NPF*15,revi5rng Tech Specs for main steam line tsolalton valves lo rncludo oper 
ability retyiiremonis for macn loodwator & auxiliary feedwater isola lion valves 
HICKMAN, OE FrOjacI Directorale V 09/02/16 BASKIN.KP Soulhern California 
Edison Co COTTON.G D San Diego Gas & Elecirre Co Opp 48500 218 48506 226 

*-9902270541 Notice of danlal of amends lo Licenses NPF-IO & NPF 15. reviwng Tech 
Specs re main sleam Imo isolalicn valves to include operability requirements for main 
feedwater isbiafron & steam generator sample Isolation valves 
HICKWAN.OE Projecl Direclorato V 89/02/16 3pp 48568 224-48568 226 

8903010341 Forward's notice of issuance of am ends lo Licenses NPF- 10 & NPF ts/o- 
vising Tech Spec 3/4,3 3 3. "Seismic InslrumonlaHon ” 

HICKMAN.de. Projecl Diroclorale V 89/82/18 BASKIN.KP Soulhern Californra 
Edison Co COTTON^G D San Dieqp Gas & Eleclnc Co 3pp 48648 050-48648 057 

«89030 10350 Notice of considcralton of issuance of amends to Licenses NPF 10 & 
NPF 15, changing Tech Spec 3/4 3 3 3, "Seismic Inslrumenlalion" lo revise survoil 
lance tost Interval from once ovary 18 monlhs lo once per rolucfing inlarval 
KNIGHTON.G W Project Directorate V, 89/02/16 5pp 46648053 40648057 

8903010358 Forwards notice of considerafrort of issirance of amonds to Licenses NPF- 
10 A NPF 1 5, revising Tech Spec 3/4 1 3, "Position IndicatOif Channel* Shutdown " 
HICKWAN.D.E Projoct Direclorale V 89/02/16 BASKfN.E P Soulhern Cafifornio 
Edison Co COTTON.G D San Diego Gas & Electric Co 3pp 46846 184 48646 191 

-9903010361 Notice of consideration of issuance of amends to Licenses NPF 10 & 
NPF* 15.r0 vising Tech Spec 3/4 1 3 3, "Posillorv Indicator Channef Shutdown " 
KNIGHTON.G W Projecl Directorale V 89/02/16 5pp 46646 107-48646 1 91 

0903030021 Forwards notice of consideration of issuance of amends NPF-10 &. NPF*15 
& opportunity for hearing on 881230 request ro revising Tech Spec 3/4 3 3 1, "Radi 
flilon Monitoring fnstrumontalron" & Tech Spec 374 3 3. "ESF Actuation " 
HICKMAN.de Proccl Directorate V 89/02/16 BASKIN.KP, Soulhern California 
Edison Co COTTON.GD San Diego Gas & Eteclnc Co 3pp 48692 084*48692 091 

8903030025 Notice of consideration of issuance of amends lo Licenses NPF-10 A NPF- 
15 & opporluniiy fox heanng on 881230 requesi re revising Tech Spec 0/433 1, “Rfl* 
dialion Moniloring In sire mental ion" & Tech Spec 3/4 3 2,^‘ESF Actuation 
KNIGHTON.G W Project Directorate V. 89/02/16 Spp 48092 087 4 0692 091 

8903130581 Forwards nolico of consideration of issuance of amends to Licenses NPF* 
to & NPF 15 & opportunity for hearing re revised Tech Spec 3/4 3 1, "Reactor Pro- 
tective Inslrumenlalion " 

HICKMAN, DE Project Directorate V. 89/02/16 BASKIN.KP Soulhern Californra 
Edison Co 3pp 48821 ’291 40821 290 

-8903130691 Nolfco Of consldoralron of issuance of amends to Licenses NPF-10 & 
NPP'fS proposed NSHC detormmalion & opportunity tor hearing Proposed change 
would revise Tech Spec 3/4 3 1, "Reactor Pratectivo fnslrumantalion ’’ 

KNIGHTON.G W Projecl Direcloralo V. 89/02/16 5pp 48621 294 48821 298 

0B 93090107 Forwards notice of consideration of Issuance of amends to Licenses NPF- 
10 & NPF-15 re Tech Spec 3/4 7.6, "Snubbers ’’ 

HICK WAN, DE Project DJreclorato V 89/02/17 BASKIN.KP Soulherrv Calirornla 
Edison Co COTTON.GD San Diego Gas A Eleclnc Co, 4pp 48000 311-46000 320 

-0903090109 Nolico of consideration of issuance of amends lo tfeensea NPF-10 & 
NPF-15 & opportunity for hearing Amend revises Tech Spec 3/4 76, "Snubbers " 
KNIGHTON.G W Pro(ect Directorate V 89/02/17. 6pp 40800 315-48800 320 

8903010310 Responds to programmed enhancements identified in Generic Lir 86 17, 
"Loss of DHR ■ Two independent. continuous full range HCS walef level indications.w/ 
low revel alarm cap ability. will be provided in conlrol room 

MEDFORD,W 0 Soulhern California Edison Co 89/02/21, Document ControJ Branch 
(Document Control Desk) 8pp. 4 6644 075 4e644'082- 

8903020311 Rsquesis expeditious review of Proposad Change PCN-278 re rev of Tech 
Specs concerning updated PT curves lo preclude plant shutdown Change m low lemp 
overpressunzation siill bounded by original relief valve sizing calculation 
NANDY.F R Soulhern California Edison Co 89/02/23 Documenl Control Branch 
(Document Control Desk) 2pp 48669 106 48669 107 


8993100369 Advises that util cslirnalos Ihot revised pressure lomp curves for lour EFPY 
oxpifQ on 090411 NRC approval required prior lo 890411 lo preclude unnecessary 
plant shutdown 

NANDY.fr Soulhern California Edison Co 09/03/01 Donrmcnl Control Branch 
(DocumenI Conlrol Desk) Ip 4GB02 312 48802 312 

0903160428 Summary of 89022/ meeting w/C E Owners Group in Rockvillo.MD ro im 
plications of implementing auxiliary miligating sys actualion circuilry.per ATWS rulo List 
of meeting altondees & viowgraphs end 

POSiUSNV.C Projoct Directorate IV 89/03/03 Projecl Oiroctoralo IV 28pp 
40B84 210 46084 237 

8903150106 Forwards Amend Applications 70 & 64 to Licenses NPF 10 A NPF 
15.rospectivoly,consisiing of Proposed Change NPF 10/15 207 increasing capacity o1 
fuel storage racks, per Tech Specs 39 7,5 61b&562 

BASKIN.KP Southern California Edison Co 89/03/10 Document Conlrol Branch 
(Document Control Desk) 4pp 40063 297 40065 058 

-0D0315O115 Requests that propnolary Rev 1 to WNEP 6901, "San Onofro Units 2 8 3 
Fuel Rack Seismic Ar>alysrs Methods & Parameters," be wdhhold from pubfic 
disclosure,pef 10CFn2 790(b)(4) 

WIESEMANN.R A Wostinghouse Electric Corp 09/02/10 MURLEY J E Office of Nu 
clear Rcaclor Regulation. Director (Post 8704 1 1) lOpp 40863 30 1 -40063 3 10 

-8903150116 Applicalion for amends lo Licenses NPF 10 & NPF 15. consisting of Pro 
posed Charigo NPF 10/15 287, revising Tech Specs 3 9 7,5 6 1 b A 5 62 to increase 
capacity of fuel storage pool racks 

BASKIN.KP Southern California Edison Co G9/03/10 23pp 46863 311-40863 333 

-0903150120 Proposed Tech Specs 3 9 7,5b lb & 5 6 2, increasing capacity o1 fuel 
storage pool racks 

* Soulhern California Edison Co 09/03/10 20pp 40663 334-40063 354 

-6903160133 "San Onofre Units 2 & 3 Fuel Rack Soismtc Analysis Methods A Param* 
olers " 

FLANDERS.HE. WATSON.TC, GREEN.OJ Weslinghouso Eloclric Corp WNEP- 
0900 ROO 89/02/26 58pp 48863 355 40664 055 

• 89031SC140 "Sponl Fuel Pool Rerackmg Licensing Bopi " 

' Southern California Edisor> Co 69/03/31 2B0pp 48064 056 46865 050 

8903170064 Forwards Amend Application 79 to License NPF*10,consisling of Proposed 
Tech Spec Change PCN-290 .revising Tech Spec 3/4 10 "Special Tost Exceptions" & 
including new Spec 3/4 10 7, "18 Month Channel Calibrs" lo Tech Specs 
BASKfNLKP Southern California Edison Co 09/03/10 Oocumonl Conlrol Branch 
(Document Conlrol Desk) Ip 48900 310 46900 324 

-0903170066 Amend Applicaiion 79 lo License NPF- 10, consisting of Proposed Tech 
Spec Chango PCN 290.revising Tech Spec 3/4 10, "Special Tost Exceptions" lo in 
dude now Spec 3/4 10 7, "18 Month Channel Calihrs " 

BASKIN.KP Southern California Edison Co 09/03/10 Documonl Control Branch 
(Oocumonl Control Dosk) 6pp 40900 31 1 48900 316 

-6903170073 Proposed Tech Specs Change NPF-10 290 lo revise Tech Spec 3/4 10, 
"^ocial Tesf Excoplions," 0 include new Spec 3/4 10 7, "16 Month Channel Cahbr " 

* Soulhern California Edison Co 89/03/10 8pp 40900 317 48900 324 

8903220316 Forwards Amend Applications 163,76 A 62 lo OLs DPR 13.NPF 10 A NPF- 
15, consisting of proposed changes DPR- 13*203 (PCN-203} A NPF-10/ 15-266 (PCN- 
20 6), Including proposed Rev 23 to physical security plan 

BASKIN.KP Soulhern California Edison Co 89/03/15 Documenl Conlrol Branch 
(Oocumeni Control Desk) 2pp 40003 1 15 49003 151 

-6903220321 /^plication for annends to Licenses DPR- 13, NPF- 10 & NPF 15, consisting 
of Proposed Changes PCN 203 & PCN-2fl6 including Rev 23 lo physical security plan 
BASKIN.KP, Southern California Edison Co 09/03/15 I8pp 49003 117-40003 134 

-8903220323 Proposed Tech Specs, updating License Condilions 3 G & 2 E lo reflocl 
proposed Rev 23 lo physical security plan 

^ Soulhern California Edison Co 09/03/15 17pp 49003 135-49003 161 

8903210097 Notifies NRC of further delay due to extended outago activities associated 
w/Llnil i rolurn lo svc.per Generic Llr 88 14, "Instrument Air Supply Sys Problems 
Affectirvg Safety Relatoa EquipmenI " 

NANOY.F R Soulhern California Edison Co 69/03/16 Documenl Control Branch 
(Document Control Desk) Ip 4B984 004 48084 004 

8903240176 Forwards listing of proposed changes lo Tech Specs to support 18 month 
surveillance mlorvaf extension for sprinkler & spray sys tor fire rated 
assemblies.snubbers, hydrogen recombiners & ac & dc sources 
BASKIN.KP Soulhern California Edison Co 89/03/20 Documenl Control Branch 
(Documenl Control Desk) 4pp 49038 083 49038 086 

0903160296 Generic Ltr 89 02 lo all holders of OLs & CPs for nuclear power reactors re 
acirons lo improve detection of counlerfeit & fraudulently marketed products Sve list 
end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/21 Consolidated 
Edison Co of New York, Inc 57pp 489B0 001-48960 057 

6903270288 Notification of 8904 06 meeting w/ulil In Rockville.MD lo discuss CEA drop 
time testing at plant 

HICKMAN.Oe. Projecl Directorate V 89/03/22 KNIGHTON.G W Project Directorate 
V App 46054 066 49054 069 


Q Inspection reports, IE QuIfellns & correspondence 


8902270281 Foiwards SALP Mgt Meeling Repis 50 206/88 32,50-361/88 33 & 50-362/ 
88 35 on 881213 Ulil 690113 response 10 SALP repl shows substantial improvemeni 
in idenliOed areas of weakness 

MARTIN. J B Region 5. Ofc of Ihe Diredor 89/01/31 FOGARTY.D J Southern Cali' 
forma Edison Co 4pp 48586 122-48586 171 
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■•£402270289 SALP Mooting Ropls 50 20678a-32,50-3SI /88 33 * 50 382/08 35 on 
QQ1213 Major aroas iJiscussed resulls of most roconi SALP, covering period Oct 1907 
Sqpl 1900 

HUEY.F R, JOHNSON.PH Region 5, Ofc of Ifw Director 09/01/91 5pp /JOSBO 126 
4Q5B&171 

8902200048 Forwards Insp Ropls 50 206/09 04.50 361/89 04 & 50 362/00.29 on 
990123-27 No viofations or doviations noted 

rUHAS.GP Region 5, Ofc of the Direclor 09/02/10 BASKIN, K P SouHiorn Catifor- 
Aia Edison Co 2pp 48632 355 40632 361 

-8902280054 fnsp Ropls 50 206/69 04,50'36 1/09 04 & 50-362/08 20 on 090123 
27 No violations or defidoncios noted Major areas inspectocf omcrgoncy preparedness 
program & previous fnsp findings 

PRENDERGAST.K . FISH.R F Region 5, Ofc of the Oiroctor 69/02/10 5pp 
40632 357 40632 361 

8902280333 Informs that util 890105 rosponso to NRC Bulletin 80 004, "Polonlial 
Safety Related Pump Loss.” fulfills rociuiremont 

HICKMAN.DE Pfo ect Directorate v 89/02/13 BASKIN.K P Soulhorn California 
Edison Co COTTON, G D San Oiogo Gas & Eloclftc Co 4pp 48G24 220 46624 223 

8903080012 Forwards Insp Repis 50-206/80 20,50-361/00-29 & 60.362/00-31 on 
001116 090112 & notice of violation 

ZIMMERMAN.RP Region 5. Ofc of the Direclor 69/02/16 BASKIN.KP Southern 
California Edison Co 2pp 48768 237 48768 257. 

.■8903080022 Insp Repis 50.206/80-28,60 361/80 29 & 50 362/00 31 on 0011 to 
090112 Violations noled Major areas Inspected operational safely 
ven flea I ion, rad 10 log leaf protection, security, evaluation of plant trips & ovonls & LERs 
review 

HUEY.FR, TATUM,JE, HON,A L Region 6, Ofc of the Director 09/02/13 17pp 
48760 241*48760 257 

8902170112 NRC Info Nolico 00 020, “Weld Faituros In Pump of Byron Jackson 
Doslgn '* Sve list onci 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/92/24 
Consolidated Edison Co of New York, Inc lOOpp 40572 043*48572 140 

8992210351 SuppI 1 lo NRC Info Notice 80 073, “Diroctfon Dopendont Leak Character 
isiics ol Contalnmonl Purges Valves " Sve list end 

ROSSI, CE Division of Oporatlonal Events Assessment (Post 070411) 80/02/27 
Consolidated Edison Co of Now York, Inc 1D2pp 40509 001-40589.110 

8902210564 NRC Info Nouco 89 021, "Chongos in Performance Characlorislics of 
Molded Case Circuit Brookers " Sve list end 

ROSSI, GE Division of Oporalional Events Assossmont (Post 870411) 89/02/27 
Consolldalod Edison Co of Now York, Inc 104pp 40578 032*40570 ’137 

6903090260 Forwards Safeguards Insp Ropls 50*206/09 05,50 361 /OP 05 & 60.362/ 
69-05 on 090206 10 No violations nolod Ropt withheld frof 10CFR2 790(d)) 

PATE,R J Region 6. Ole of the Diroctor 80/02/20 BASKIN, K P Southern Ctififornla 
Edison Co 2pp 40703 289 48703.200 

8902270166 NRC Info Nolice 89 022, "Quesllonable Corllficalion of Fostonors Sve list 
end 

ROSSI, CE Division of Oporatlonal Events Assessment (PosI 070411) Q9/03/03. 
Consolidated Edison Co. of Now York, Inc 105pp. 40732001 40732*106 

8902280104 NRC Info Notico 89 023, "Environ Quofilicatlon of Ulton-Veam CIR Serlos 
Electrical Connectors " Sve list end 

ROSSI,CE Division of Operational Events Assessmonl (Post 870411) 89/03/03 
Consolldalod Edison Co of New York, Inc lOBpp 48723 03B 40723 143 

8902200182 NRC Info Nolico 89 024, '‘Nuclear Cnticnfily Safely ” Sve list oncI 
CUNNINGHAM, R E, Division of Industrial Medical Nucloar Safety (Post 870720) 
69/03/06 Consolidated Edison Co. of Now York. Inc OSpp 48700 262*48700 346 

B9Q3010207 NRC Info Nolico 00 026, "(nslrumont Afr Supply to Safety-Rolaiod Equip 
ment." Sve list end 

ROSSI.CE. Division of Oporalional Events Assessment (Post 070411), 00/03/07 
Consolidated Edison Co of Now York, Inc 105pp 40741 053 40741 150 

0903020106 NRC Info Nolico 69 027, "LImilalions on Use of Waste Forms B High In* 
legrity Containers for Disposal of Low Lovel Radweste " Sve list end 
QREEVES,J T Division of Low Lovel Waste Managomont & Decommissioning (Post 
870413). 09/03/00 Consofldotcd Edison Co of Now York, Inc Il7pp 48798,114* 
48796 231 

0903200354 Responds lo NRC Qullelin 00 011. "Prossurizor Surge Lino Thermal Slratili* 
cation ’* Ulil will provide NRC w/resulte of pfant-spocific enalysTs required by NRC But- 
lelin 88 01 1 Action Item I d by 010204. 

NANDY.F.R Soulhorn California Edison Co 09/03/08 Document Control Branch 
{Document Conlrol Desk) 2pp 40983.147*40903 140 

0903080372 NRC Info Notice 09 020, "Woinhf & Cir of Gravity Discrepancies for Copes. 
Vulcan Air-Operated Valves." Sve list oncT 

ROSSI.CE Division of Oporalional Evenis Assossmont (Post 870411) 80/03/14 
Consolidated Edison Co of Now York, Inc 107pp 4889&’D0 1*40095 109 

0903090021 NRC Inlo Nolico 89-029, "PolGntlal Failure ol ASEA Brown Bovori Circuit 
Breakers During Seismic Evonl " Sve list end 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 89/03/15. 
Consolidated Edison Co of New York. Inc 106pp 40870 053 48070 160 

8903090133 NRC Info Notice 89 030, “High Temp Environs at Nuclear Power Plants," 
Sve list end, 

ROSSI.CE Division of Operational Evenis Assessmonl (Post 870411) 89/03/15 
Consolidated Edison Co. of New York, Inc 106pp 48895*1 10 48095,216. 

8903160427 NRC Info Notico 89 031, "Swelling & Cracking of Hafnium Conlrol Rods," 
Sve list end, 

ROSSI.CE Division of Operational Evenis Assessmonl (Post 870411). 09/03/22 
Consolidated Edison Co oi Now York, Inc, t02pp. 40906 00 1 -489 88 103 

8903170419 NRC Info Notice 09 032, "Survolllanco Tosling of Low Temp Overpressure 
Pfoiection Sya " Sve list end 

ROSSI.CE, Division of Operalionaf Events Assessment (Post 070411), 89/03/23 
Consolidated Edison Co. of New York, Inc 104pp 40992 044-48992 1 47 


R. Periodic operalffig reports A releted correspondence 


8903080428 -San Onolie Nuefear Genoraling Sialion Semiannual Effluent Ropt Jut Doc 
1900 ■■ W/a90227 Hr 

MORGAN.HE Southern California Edjson Co 00/12/31 120pp 40742 007 

4074 2 198 

8903100500 “Annual Porsonnol Monilorino Rept.lOao ’* W/09O22Q Itr 
MORGAN, HE Southern California Edison Co 08/12/31 3pp 48927 326 48827 328 

8002279216 Monthly operalrng ropis for Jan 1989 for San Onofre Nuclear Genoraling 
Slation Units 2 A 3 \^8902I4 Ur 

SIACOR.E R , MORGAN.HE Southern Cafifornia Edison Co 09/01/31 I2pp 
485B6 099 40586 110 

8903100514 Forwards annual RCS specific aclivtty rept Unit 2 specific activity exceeded 
limits of Tecti Spec 3 4 7 on ono occasion during 19BB & on no occasions did Unit 1 
or 3 oscood limits 

MOnOAN.H E Southern California Edison Co 30/02/23 Document Control Branch 
(Document Control Desk) 3pp 48804 015 48004 017. 

6903210416 Monihly operating repis for Fob 1089 for Spn Onoffo Nuclear Genoraling 
Sta lion Units 2 & 3 W/0903 1 3 ft f 

SIACOR.E R. MORGAN.HE Soulhorn California Edison Co 89/02/28 13pp 
40902 051 40902 063 


S Reporlable oecurronces, LERs & related correspondence 


0902270254 PNOV*O9 014on B90289,panol annunciators illuminalod before slarlup 
which indicated core protection calculators la be inoporable.bul crew observed that 
consolo Indications were normal Lice n sea investinalion still in progress 
JOMNSON.P , HUEY.R Region 5, Ofc of Iho Direclor 09/02/09 2pp 40504 173 
40504 174 

8902230467 Advises lhai on 6901 12,unlt shut down duo to failure of motor on auxiliaiy 
feedwater pump 2P.l41 Caused by failed wolds on two coro lamina lion sliffonors & 
wofdwig A QC procodiifos at lima of mfg Phologrophs of failed n^otor oner 
NANDY.FR Soulhorn Cafifornia Edison Co, 00/02/10 Documeni Conlrol Branch 
(Documonl Control OesH) 4pp 40569 107 46560 tOO 

0902260505 ROmonthry followup repi re Toch Spec firo*raled assomblies, specifically 
firo doors, found Inoperable during routine survolllancos In Jan 1909 Jan rept Includes 
12 latching mechanism failures B 14 closuro mechanism taiiluros 
MORGAN.H E Southern California Edison Co 09/02/13. MARTIN, J B Region 5, Ofc 
ol Iho Direclor 2pp 40626 259*4 0626 261 

6902280146 Summary of Operating Reactors Fvonis Mooirng 89 07 on 890215 List of 
attondoos,llat of evenis discussed, summary of ovonls for long term followup or input 
lo NRC parformanco Indicator program A summary of reactor scrams onci 
lANNlNG.WD. Evenis Assessment Branch 09/02/17 ROSSI, CE Division of Oper- 
ational Evenis Assossmont (Post 670411) 25pp 48G33 0S4 40633 076 

6903140382 LER 00 030*00 on 881 2 16, discovered spent fuel handling machine oper* 
allon wtth postnccidom cleanup units inoperable Caused by inadoqualo procoaural 
conlrols & Incomplolo underslandinnof requirements W/0OO3Oe Ur 
MORGAN.HE Southern Cafilomia Edison Co 89/03/86 2pp 40055 076 40655 079 

8903200137 LER 80-002-00,on 090205, nitrogen leak from ncluator fill mg lo feedwater 
block valve found Caused by lack ol Toch Spoc aclion slalomoni Tach Spec amend 
requosl ImplomonloU W/B9OaO0 Mr. 

MORGAN.HE Southorn Cafifornia Edison Co 89/03/00, 2pp 48070 248 48070 249 

6903220427 LER 09 004 00 on 890 200, oper a tors porcewdd all four channels of core 
protection catcutators (CPC) lo bo Inoperable Caused by operators 
mlsuncforstandingEohancomonl made to appllcablo procedures W/8903t3 Itr 
MORGAN.HE, MORGAN.HE Soulhorn California Edison Co 89/03/13 lOpp 
49020,110 49D20 110 


V. Operator ENomlnatlons 


8902270369 Roqupals end ref mall bo submiltod by 690227 for roaclor oporalor licens- 
ing exams echedulod for 800505 Inadequate or fncomploto rof mail may result In 
exam roscherfuted 

KIRSCH.DF Region 5, Ofc of Iho Djroctor 00/02/09 MCCAnTHY,CE3 Southern 
California Edison Co 1 1pp 48507 174 4B 58 7 184 

0903280047 Confirms termination of JG LaPrall employment w/ulil offocllvo on 090314 
MORGAN.HE, Southern California Edison Co 80/03/17 Document Control Branch 
(Oocwmonl Control Dosk) Ip 40073 360 49073 300, 

8903220169 Generic Ur 80 03 lo all power reactor liconsoofl & applicants for OL re op- 
eralor licensing naU oxam schedule Sve list end 

VARGA.SA Aasocfalo Director for Projects (Post 870411) 09/03/24 Consolidated 
Edison Co ol New York, Inc 64pp 49005001 40095 056 


DOCKET 60*362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F« Seourliy, medical, emergency Or fire protection plans 

8903020299 "Dopt of California Highway Pah ol, Border Div Nuclear Response Plan for 
San Onofre Nuclear Generating Station " 

'031110^18,81010 01 09/01/31. 47pp 46069 294*48669 340. 

8902280048 Forwards Insp Repis 50-206/69-04,50 361/09*04 & 50*362/88-29 on 
0901 20.27 No viofations or deviations noted 

YUHAS.G.P Roglon 5, Ofc of tho DJroctor* 89/02/10. BASKIN, K.P Soulhern Callfor- 
nia Edison Co 2pp 48632 365 4 8632 361. 
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■8902280054 Insp Repts 50*206/89-04,50 361/89-04 & 50 362/08 20 on 030123- 
27 No vioPaUons or deficiencies noted Major areas inspected emergency preparedness 
program & previous fnsp (in dings 

PRiNDERGAST,K Region 5, Ofc of the Direoior 89/02/10 Spp 4B632 357 
48632 361 


0902230034 Forwards Rev I7A to physical security plan Rev withhold {ref 10CFR73 21) 
MORGAN.H E Southern Catifomia Edison Co 89/02/16 Document Control Branch 
{Documenl Conlrol Desk) Ip 48569301-48569 301 

890308001 2- Forwards Insp Repts 50-206/88-23.50 361/88-29 & 50-362/08 31 on 
881118 890112 a notice of violation 

ZIMMERMAN .R P Region 5, Ofc of tha Director 89/02/16 BASKIN.K P Southern 
California Edison Co 2pp 4B768 237-49768 257 

..8903080022 Insp Repis 50 206/66 28.50 361/06-29 a 50-362/68-31 on $81118 
890112 Viofatjons noted Maf or areas Inspected operational safely 

varitJcalionjadioJogical protection, socunty.evaluahon of plant trips & events S LERs 
review 

HUE V.F R Region 5, Ofc of the Director 89/02/13 1 7pp 48760 241-49768 257 

9903090216 Forwards Rev 7 to security force training & quaiificalion plan Rev withheld 
{ref 10CFfl73 21) 

MORGAN, HE Soulhern California Edison Co 89/02/21 Document Controf Branch 
(Document Control Desk) Ip 48783 214 4B783 214 


8903080481 Advises that 871229,860204 & 890216 Rova 4A.5 & 5A. rDBpeclively.lo 
safeguardsconlingencyplanacceptabte 

PATE,R J Region 5, Ofc of the Director 69/02/27 MORGAN, H E Soulhern Califor- 
nfa Edison Co Spp 4Q74B 344 46740 346 


6903090299 Forwards Safeguards Insp Ropts 50-206/39 05,50-361/80 05 & 50-362/ 
89-05 on 690206 10 No violations noted Repl withheld (ref t0CFR2 790(d)) 

PATE.R J Region S, Ofc of the Director 89/02/26 BASKIN.K P Southern California 
Edison Co 2pp 40763 269 48703 290 


8903170361 Revised EPfPs. including Temporary Change Natico 4-3 to Rev 4 to SOI 23 
VII1 10, Temporary Change Nolice 0-2 to Rev 0 to SOf23.Vfll*tO 1 A Temporary 
Change Notice 2-10 to Rev 2 to S0123-VIII 0 301 W/e9030a Itr. 

PLAPPERT.R D Soulhern California Edison Co 89/03/06 300p 46952 024- 
4B953 031 


8903210335 AdviSQS lhat 680204 & 890216 Revs 17 & 17A lo physical security 
plan,respeclrvely.conaislanl w/provislons of 10CFR50,54(p) & acceptabta for inclusion 
in plan 

PATE,R J R-egion 5, Ofc of the Director 89/03/13, MORGAN.H E Southern Califor- 
r^ia Edison Co 3pp 46992 326-48992 330 

6903220316 Folwarda Amend Applications 163,70 A 62 lo OLs DPR-13,NPF.|0 A NPF- 
15, consisting of proposed changes OPR 13-203 (PCN 203) & NPF-1 0/1 5-206 (PCN- 
286), (ncfd ding proposed Rev 23 To physical security plan 

C^ASKIN.KP Soulhern California Edison Co. 89/03/15 Document Control Branch 
(Document Con trof Desk) 2pp 49003 116-49003.151 

-8903220321 Application for amends to Ucenses DPa-13,NPF*10 & NPF-15, consisting 
of Proposed Changes PCN-20a & PCN-266 including Rev 23 lo physical security plan 
BASKIN.K P Southern California Edison Cki 69/03/15 IBpp 40003 117-49003 1 34 

-8903220323 Proposed Tech Specs, updating License Conditions 3G A 2 E to reflect 
proposed Rev 23 to physical security plan 

* Southern California Edison Co 89/03/15 17pp 49003136 49003,161. 

8903240176 Forwards listing of proposed changes to Tech Specs to support 18 month 
surveillance Interval extension for sprinkler A spray ays for fire rated 
as somblles .snubbers, hydrogen recomblnera & ac & dc source a 
BASKIN.K P. Southern California Edison Co 89/03/20 Document Control Branch 
(Document Control Desk) 4pp 49838 083 49038086 


1. Financial Information 

89031405B9 Forwards cash flow statement A annual rept to Securities & Exchange 
Commission for yr endmg 881231 

GONZALES, J Soulhern California Edison Co 89/03/08. Document Control Branch 
(Document Control Dosk) 44pp 48655 231 •46855 274. 


P. Operating license stage documents A correspondence 

9902270367 Forwards corrected pages for Amends 69 A 58 lo Lfcenses NPF-1 0 & 
NPF-15,fespocllvoly.Amend3 incorrectly designated Amends 69 A 38 & contained 
typos & admEnistralive errors 

HICKMAN.DE Project Directorate V. 89/02/10 BASKIN.K P. Southern Catifornia 
Edison Co 4pp. 48587 236.48587 276 

-8902270372 Amends 69 A 68 lo Licenses NPF-IO & NPF 15.rQ8pec1»very, correcting 
amend numbs rsjypos & administrative errors 

" NRC - No Detailed Affiliation Given 09/02/10 37pp. 48507 240-48587:276 

6903020699 Forwards nohce of Issuance pf amends to Lfcenses NPF-1 0 & NPF-1 5 & 
opportunity (or heanng on 861024 request re change lo Tech Spec 3/4,8 1 1, "AC 
Sources " 

HICKMAN, OE. Project Directorate V. 09/02/10. BASKIN.K P Soulhern California 
Edison Co. 3pp 46673.351.48673 358 

-0903020701 Notice of consideration of issuance of amends to Licenses NPF-1 0 A 
NFF-15 A opportunity for hearing on 881024 request Amends revise Tech Spec 3/ 
4 $.1, “AG Siourcos“ 

CHANJ L Project Directorate V 69/02/10 5pp. 48673354 48673‘358, 


-8902270404 Notice of consideration of issuance of amends to Licenses NPF 10 & 
NPR-15 & opportunity for hearing Amends revise Tech Spec 3/4 3 3 1, "Radiation 
Monitoring Instrumentation " 

KNIGHTON.G W. Project Directorate V 69/02/16 5pp 48589 260-48509 254 

6902270409 Forwards notice of consideration of Issuance of amends to Licenses fSiPF- 
10 & NPF-15 10 8SI107 request lo revise Tech Specs 3/ 

4 4 8 1,3 4 1 4 1.3 4 1 3.3 4 8 3 1 & 3 4 0 3 2 

HICKMAN,oe Profecl Directorate V 89/02/ 16 BASKIN.K P Southern California 
Edison Co COTTON.Q D San Diego Gas & Electric Co 3pp 4058$ 103-48588 202 

-0902270411 Notice of consideration of issuance of amends lo Licenses NPF-10 A 
NPF-15 & proposed NSHC determination & opportunity for hearing Amend revises 
Tech Specs 3/4 1 4 1,3.4 I4 1,341 3,3 4031&34032 
KNIGHTON, G.W Project Directorate V 89/02/16 7pp 48688 196 48508 202 

0902270502 Forwards nolicQ of consideration of issuance of amends to Licenses NPF 
10 A NPF-15 A opportunity (or hearing Amends revise Tech Specs re reactor protec 
tiva instrumantation & ESP AS Instrumentation 

HfCKWAN.DE Project Directorate V 09/02/16 BASKIN.K P Southern Cahfornia 
Edison Co COTTON.Q D San Diego Gas A Electric Co 3pp 48580 127 48509 135 

-0902270511 Notice of conaldaration of Issuance of amends to Licenses NPF-10 & 
NPF-t6 & opportunity for hearing Amends revise Tech Specs re reactor protective tn 
atru mentation A ESFAS Instrumentation 

KNfGHTON.QW Project Olreclorate V 89/02/16 epp 48509 128 40589 135 

8D02270534 Forwards notice of denial of Proposed Amend PCN-224 to Licenses NPF 
10 A NPF-15,rovislnn Tech Specs for mam steam line isolation valves to Include opor 
ability requirements tor main feedwater A auxiliary feedwater Isolation valves 
HICKMAN.OE Project Direclorato V 89/02/16 BASKIN.K P Southern California 
Edison Co COTTON.G D. San Diego Gas A Electric Co 6pp 48508 218 4OS08 226 

-6902270541 Nolice of denial of amends to Licenses NPF-10 A NPF 15, revising Tech 
Specs re main steam line Isolation valves lo include operability requirements for main 
feedwater isolation A steam generator sample Isolation valves 
HICKMAN, DE ProjecI Directorate V 89/02/10. 3pp 48580 224 48588 226 

8903010341 Forwards notice of issuance of amends to Licenses NPF-10 A NPF* 15, re 
vising Tech Spec 3/4 3 3,3. "Seismic Insirumanlalion " 

HICKMAN.de Project Directorate V 89/02/16 BASKIN.K P Southern California 
Edison Co COTTON.G 0 San Diego Gas A Electric Co 3jip, 48648 060 48046 057 

-8903010350 Notice of consideration of Issuance of amends to Licenses NPF-10 A 
NPF-15,changIng Tech Spec 3/4 3 3 3, "Seismic I nsiru mentation" to revise surveil- 
lance test Intewal from once every 18 months to once par refueling Interval 
KNIGHTON, GW Project Direcloralo V. 69/02/16 Spp 48640 053 48648 057 

0903010358 Forwards notice of consideration of Issuance of amends to Licenses NPF- 
10 A NPF-1 5, revising Tech Spec 3/4 1 3, "Position Indicator Channel- Shutdown " 
HICKMAN.OE Project Directorate V 69/02/16 BASKIN, EP Southern California 
Edison Co COTTON.G D San Diego Gas A Electric Co Spp 48646-184 48646 191 

-8903010361 Notice of consideralion of Issuance of amends lo Licenses NPF-10 A 
NPF- 1 5, revising Tech Spec 3/4 1 3 3, "Position Indicator Channel Shutdown." 
KNIGHTON, GW Projocl Directorate V. 89/02/16 5pp, 48646 187-48646 191 

8903030021 Forwards node© of consideration of issuance of amends NPF-10 A NPF-16 
A opportunity for hearing on 881230 request re revising Tech Spec 3/4 3 31, "Radi- 
ation Monitoring Instrumentation" A Tech Spec 3/4 3.3, "ESF Actuation " 

HICKMAN, DE ProjecI Oiroclorale V, 89/02/16 BASKIN.K P Soulhern Cajifornia 
Edison Co COTTON.Q D. San Diego Gas A Eteclrlc Co 3pp 40692 084-48692 091. 

8903130561 Forwards noUc© of consideration of Issuance of amends lo Licenses NPF- 
IO A NPF-15 A opportunity for hearing re revised Tech Spec 3/4 3 1, "fleaclor Pro- 
lectiv© Instrumentation " 

HICKMAN.OE, Project Directorate V 89/02/16. BASKIN.K P Soulhern California 
Edison Co Spp, 48821 291-4S621 288 

-8903130591 Nolice of consideration of Issuanca of amends to Licenses NPF-10 A 
NPF-16 proposed NSHC dolermtnalion A opportunity for hearing Proposed change 
would revise Tech Spec 3/4 3,1, "Reactor Protective Instrumentation." 

KNIGHTON, GW Project Oireclorale V 89/02/16, Spp 48021 294 48021 298. 

8903090107 Forwards notice of consideration of issuance of amends to Licenses NPF- 
10 A NPF-1 5 re Tech Spec 3/4.7 6, "Snubbers " 

HICKMAN, DE Project Directorate V 89/02/17 BASKIN.K P. Southern California 
Edison Co COTTON.G O San Diego Gas A Electric Co, 4pp 48800 311-48800 320 

-0903090109 Notice of consideration of issuance of amends lo Licenses NPF-10 A 
NPF-15 A opportunity for hearing Amend revises Tech Spec 3/4.7 6, "Snubbers *' 
KNIGHTON .GW. Project Directorate V 09/02/17. 6pp 48800 315-48800 320 

0903010318 Responds lo programmed enhancements Identified in Generic Ltr 08-17, 
"Loss of DHR.'' Two IndependenI.eontinuous full range flCS water level Indication s.w/ 
low level alarm capabiiiiy,w*ll b© provided in control room 

MEOFORD.M.O Soulhern California Edison Co 89/02/21 Document Control Branch 
(Document Control Desk) Bpp 4 864 4 '07 5-48 64 4. 082 

0903020311 Requests expeditious review of Proposed Change PCN-278 re rev of Tech 
Specs concarnipg updated PT curves lo preclude plant shutdown Change in low temp 
overpressurization strll bounded by original relief valve sizing calculation, 

NANDYiFR Southern Cafifornla Edison Co 89/02/23 Document Control Branch 
(Document Control Desk). 2pp 48669 106 48669' 107 

8903160420 Summary of 890227 meeting w/C-E Owners Group in Rockville, MD re fm 
plications of impfemenlinq auxiliary mitlaaling sys actuation drcultry.per ATWS rule List 
of meeting attendees A wewgraphs en^ 

POSLUSNY.C Project Directorate IV 89/03/03. Project Directorate IV. 28 pp 
48884 210 4a684‘237, 


8902270403 Forwards notice of consideration of Issuance o1 amends lo Licenses NPF- 
10 A NPF-15 A opportunlly for heanng on 881219 request lo revise Tech Spec 3/ 
4 3.3.1, "Radiation Monito/ing Instrumentation " 

HICKMAN, D.E ProjecI Oireclorato V 89/02/16, BASKIN.K P Soulhern California 
Edison Co, 3pp 4$5&0 247-48589.264 


0903150100 Forwards Amend Applications 70 A 64 to Licenses NPF-10 A NPF- 
16, respeclfvety.constsllng of Proposed Change NPF-IO/IB 287 increasing capacity of 
fuel storage racks, per Tech Specs 3 9 7,5.6 1 b A 5 6,2 

BASKIN, K.P. Southern California Edison Co 89/03/10, Document Control Branch 
(Document Control Desk) 4pp» 48863 297-48865 058. 
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-8903150116 Requasls lhat propriBlary Rev 1 lo WNGP D90I, ’’San OnoffO Units 2 & 3 
Fuel Rack Seismic Analysis Melliods & Paramelers,*' be Withhold hom public 
disclosure, dor 10CFR2 70Q(b)(4) 

WIESEMANN.R A Weatinghouse Eiociric Corp 00/02/10, MURLEYJ E. Office of Nu- 
clear Reactor Regulation, Director {Post 07041 1) lOpp 40863 301-4BQ63 310. 

-8903160118 Appllcalion for amends lo Licenses NPF'10 & NPF 16, consisting of Pro 
posed Change NPF-10/1 6 207, revising Tach Specs 3 9 7,5.6 1 b & 56 2 to Increaso 
capacity of lue) storage pool racks 

8ASKiN,KP. Southern California Edison Co 09/03/10 23pp 48863 311-40863 333 

-6903160120 Proposed Tech Specs 3 0 7,56 1 b & 5 6 2, Increasing capacity of fuel 
storage poo) racks 

* Southern California Edison Co 89/03/10 20pp 40883 334-46663 354 

-6903160133 "San Onofre Units 2 & 3 Fuel Rack Solsmlc Analysis Methods & Param- 
elars " 

FLANDERS, H E , WATSON, T C , GREEN,D J Woslinghouse Electric Corp WNEP- 
8909 nOO 09/02/26 6Bpp 48863 355 48BB4 055, 

-8903150148 "Spent Fuel Poo) Roracking Licensing Rept " 

* Soulhern California Edison Co. 89/03/31 280pp 46864 056<4886& 056. 

8903220316 Forwards Amend Applications 163,76 & 62 to OLs DPR- 13, NPF- 10 & NPF- 
15, consisting of proposed chandcs DPR'13-203 (PCN-203) & NPF-10/15 266 (PCN 
26^,including proposed Rev 23 to physical socurity plan 

BASKIN,KP. soulhorn California tdlson Co 89/03/15 Documanl Conirof Branch 
(Document Control Desk) 2pp 49003 116 49003 151, 

-8903220321 ^plication for amends to LIcensos OPR-t3.NPF-10 & NFF^IO, consisting 
of Proposed Changes PCN 203 & PCN 288 Includinn Rev 23 to physical eecurily plan 
BASKIN, KP Soulhern California Edison Co 69/03/15 18pp Wo3 117-49003 134. 

-8903220323 Proposed Tech Specs, updating License Conditions 3Q & 2,E to refloct 
proposed Rev 23 to physical security plan 

* Soulhern California Edison Co. 89/03/16 17pp. 40003.135 49003.151 

8903210097 Nolifiea NRC of further delay due lo extended outage activities associated 
w/UnIt 1 return to 8vc,por Generic Hr 88-14, "Instrument Air Supply Sya Problems 
Affecting Safety- Relatecf Equipment " 

NANDY.FR Southern California Edison Co, 89/03/18 Document Control Branch 
(Document Control Desk) Ip 48984 004-40984,004 

8903240176 Forwards listing of proposed changes to Tech Specs to support 10 month 
surveillance Interval extension lor sprinkler spray sys lor lire rated 
assemblies, snubbers, hydrogen recombiners & ac & dc sources 
BASKIN, KP, Southern California Edison Co 89/03/20 Document Control Branch 
{Document Control Desk) 4pp 49038 083-49038 006 

8903160298 Generic Ltr 69 02 to all holders of OLs & CPs for nuefoar power reactors re 
actions to Improve detection of countorfoH & fraudulently marketed products Sve list 
end 

VARGA,SA Associate Director for Proiecis (Post 070411) 69/03/21. Consolidated 
Edison Co. of New York, (no 67pp 40060 001 -48900 057 

6903270208 Notification of 890406 meeting w/utH In Rockville, MD lo discuss CEA drop 
time testing at plant 

HICKMAN, D E Profocl Directorate V. 80/03/22. KNIGHTON, G.W. Project Diroctorate 
V. 4pp 4g054.066-49054'069 


Q. Inspection reports, IE Bulletins & correspondence 

S602270261 Forwards 8ALP Mgt Mooting Repts 50-206/88-32,60-361/68-33 & 50 362/ 
60-36 on 8B12l3.Util 890113 response lo sALP repl shows substantial improvement 
in Identified areas of weakness. 

MARTIN, J.B, Region 6, Ofc of the Director, 09/01/31, FOGARTY, DJ Soulhern Cali- 
fornia Edison Co 4pp 48586,122-48586.171 

-8902270269 SALP Meeting Repts 50-206/B8-32.60-361/B8-33 & 6O-362/80 35 on 
S81213 Major areas discussed results of most recent SALP, covering period Oct 1987 
- S^t 1988. 

HUEY,F R , JOHNSON,P R Region 6. Ofc of the Director. 69/01/31 5pp 40506,126 
4a5B6-171. 

8902280046 Forwards Insp Rents 50-206/80-04.50-361/89 04 & 50-362/86-29 on 
800123-27 No Violations or dovialionB noted. 

YUHAS.Q.P, Region 5, Ofc of the Director 89/02/10 BASKIN, K P Soulhern Califor- 
nia Edison Co, 2pp 46632'35S 48632*361. 

-6902280064 Insp Repts 60-206/00 04.50-361/89 04 & 60-362/88-29 on 890123- 
27.No violations or deficiencies noted Major areas inspacled.emergency preparedness 
program & previous insp findings, 

PRENDErGaST.K., prSH.RF Region 6, Ofc of the Director. 09/02/10. 6pp 
48632*357 48632.361, 

6902280333 Informs that util 890105 response lo NRC Bulletin 86 004, "Potential 
Safety Related Pump Loss,” fulfills requlromenl. 

HICKMAN,DE. Protect Directorate V. 89/02/13 8ASKIN,KP Soulhern California 
E^fison Co COTTON, G.D San Diego Gas & Electric Co 4pp, 48624'220-46624;223, 

6903080012 Forwards Insp Repts 60-206/88-28,50-361/88 29 & 60-362/88-31 on 
86111 6-8901 1 2 & notice of violation. 

ZIMMERMAN.R P. Region 6, Ofc of the Director. 69/02/16 BASKIN, K.P. Southern 
California Edison Co 2pp. 48760.237-48766.267. 

-6903060022 insp Repts 50-206/08.28,60-361/08 29 & 50-362/88-31 on 801118- 
690112 Violations noted Major areas Inspected* operational safety 
verification, radiological protection, security, evaluation of plant trips & events & LERs 
review. 

HUEY.FR, TATUM.J.E,, HON,A.L Region 6, Ofc of the Director. 89/02/13. 17pp, 
48768-241 -48760.267 

6902170112 NRC Info Notice 69 020, "Weld Failures in Pump of Byron-Jackson 
Design " Sve list end. 

ROSSI, O.E Division of Operational Events Assessment (Post 870411) 69/02/24 
Consolldatad Edison Co of New York, ino. 106pp. 48672*043-4 8672’ 148 


6902210351 Suppt 1 (o NRC Info Notice 86 073, "Direction Dependent Leak Characler- 
fallcs of Contamment Purge Valves " Sve lisl end 

ROSSI.C E Division of Operational Evenia Assessment (Post 870411) 09/02/27. 
Consolidated Edison Co or New York, fnc 102pp 40589 001 40569 1 10 

6902210564 NRC Info Notice 89 021, "Changes In Performance Characteristics of 
Moldod-Caso Circuit Breakers " Sve list end 

ROSSI.C E Division of Oporallonal Events Assessment (Post 670411) 89/02/27 
ConsolldalQd Edison Co of Now York, Inc 104pp 40570 032-48578 137 

8903090209 Forwards Safeguards fnsp Ropls 60 206/69 05,60 301/89-05 A 50 302/ 
80-05 on 890206-10 No vlofa lions noted Ropt withheld (ref 10CFR2 790(d)) 

PATE.H J Region 5, Ofc of the Director 09/02/28. BA SKIN, K P Southern California 
Edison Co. 2pp 40783 289 48703 200 

8002270158 NRC Info Notice 09 022, "Oueslionable Certification of Fasteners " Sve list 
enef, 

ROSSf.C.E Division of Operational Events Assessment (Post 870411) 89/63/03 
Consolidated Edison Co of New York, Jnc I05pp 40732.001-48732105. 

8902260104 NRC Info Notice 89-023, "Environ OualilicaCion of Litton Veam CIR Series 
Electrical Connectors " Sve list oncL 

ROSSI.C E. Divrsfon of Operational Events Assessment (Post 870411) 89/03/03 
Consolfdalod Edison Co. or Now York, fne 106pp 48723 038 48723,143 

6902280162 NRC Info Notice 89-024, "Nuclear CrilicalHv Safely " Sve list end 
CUNNINGHAM, R.E Division of (f\dus1rial 8 Medical Nuclear Safety (Post 870729) 
89/03/06. Consolfdalod Edison Co. of Now York, fnc 96pp 40700 252 48700 346 

6963010207 NRC Info Notice 80-020, "instrument Air Supply to Safety Rolated Equip 
ment." Sve Ust oncU 

ROSSI, C,E. Dh/lsfon of Operational Events Assessment (Post 670411), 89/03/07 
Consolidated Edison Co of New York, fnc 105pp, 40741:053-48741.158 

8903020165 NRC Info Nolfce 69-027, "Limitations on Use of Waste Forms & High In- 
taonly Containers for Disposal of Low Level Radwaste " Sve fist end 
QREEVES.JT Division of Low Level Waste Managemonl & Decommissioning (Post 
070413) 89/03/08 Consotidalod Edison Co of Now York, Inc t17pp 48708 114- 
487O0'231. 

6903200354 Responds to NRC BiHlolin 68 011, "Prossurizor Surge Lino Thermal Stratifi- 
cation ’’ Ulil will provide NRC w/roaulls of pi an I- specific analysis roouirod by NRC Bul- 
letin 66 01 1 Action Itom 1 d by 910204. 

NANDY,FH. Southern California Edison Co 89/03/00 Document Conlrol Branch 
{Documanl Conlrol Oosk). 2pp 48903*1 47-48083* 14 8. 

6903060372 NRC Info Notlco 89 026, "Weight & Clr of Gravity Discrepancies for Copos- 
Vulcan Air-Operaled Valves " Sve list encT 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 80/03/14 
Conaolidotod Edison Co. of Now York, fnc l()7pp 48895 001 480Q5 109. 

8903090021 NRC Info Notice 89 029, "Potontlat Failure of ASEA Brown Boverl Circuit 
BroaKors During Seismic Event " Sve Hat oncL 

ROSSI.C E. Division of Operational Events Assessment (Post 0704 11) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 40870 053 46070:169 

8903060133 NRC Info Notice 80-630, "High Temp Environs at Nuclear Power Plante " 
Sve list end 

ROSSI.C E. Division of Operational Events Assessment (Post 670411) 89/03/16 
Consolidated Edison Co of New York, Inc lOGpp 48605:110-48095 216, 

B903 160427 NRC Info Notlco 69-031, "Swelling & Cracking of Hafnium Control Rods " 
Sve list and 

ROSSI.C E. Division of Oporallonal Evenia Assessment (Post 070411) 89/03/22 
Corisolidatocf Edison Co oiNew York, Inc 102pp 4808 8, 001 -48063, 103 

6903170419 NRG Info Notlco 89 032, "Surveillanco Testing of Low Temp Ovorproasuro 
Prolection Sya " 8vo fist and 

ROSSI, C.E. Division of Operational Events Aasessmant (Post 870411). 69/03/20. 
Consolidated Edison Co, of New York, Inc 104pp. 48992,044-40002.147 


n. Periodic opera ling reports & related correspondence 

8903080428 "San Onofre Nuclear Generating Sletion Somlanoual Effluent Rapt Jul Dec 
1088 ■’ W/e0O227 Hr. 

MORQAN.HE. Soulhorn California Edison Co. 89/12/31 120pp. 48742.087- 

40742196 . 

8903100600 "Annual Personnel Moniloring RopL19ee " W/ 800220 Hr 
MORQAN.HE Southern California Edison (5o 80/12/31 3pp 48027-326 48327 326. 

S902270210 Monthly operaling repts for Jan 1069 for San Onofre Nuclear Ganaratlng 
Station Units 2 & 3 W/a902r4 Hr. 

SIACOR,E R . MORQAN.HE. Southern California Edison Co, 89/01/31. t2pp, 
40586009-48566.110. 

0003100514 Forwards annual RCS specific activity repl Unit 2 specific activity exceeded 
limits of Tech Spec 3 4 7 on one occasion during 1088 & on no occasions did Unit 1 
or 3 exceed limits 

MORGAN, HE. Southern Caiifornin Edison Co 69/02/20, Document Control Branch 
tDocument Conlrol Desk). 3pp 46804 016-48604 017. 

8003210416 Monthly operating repts for Feb 1989 for San Onofre Nuclear Generaiing 
Station Units 2 & 3.^890313 Hr. 

SIACOR.ER, MORQAN,H.E. Soulhern California Edison Co. 89/02/28 13pp. 
46082 051 •48082 063 


8. Reportable ocourrencea, LERa & related correspondence 

6902260605 RO monihty followup repl re Tech Spec fire-rated asaomblies. specifically 
fire doors, found Inoperable during routine surveilfances In Jan 1969 Jan repl Includes 
12 latching mechanism failures & 14 closure mechanism failures, 

MORGAN.HE. Southern California Edison Co 89/02/13. MARTIN, J B Region 6, Ofo 
of the Director. 2pp. 4 8626 269-48626*261 . 
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V. Operator Exorntnatlona 

8902270369 Requesis end ref niatl be sutj milted by B90227 tor reactor operator licons 
ing exams scheduled for B90 5 05 (e adequate or incornplete ref mall may result in 
exam rescheduled 

KIRSCH.OF Region 5. Ofc Of Ihe Director 89/02/09 MCCARTHY.CB Soulhorn 
Caldorma Edison Co lipp 48587 174 4B597 184 

8003269047 Confirms tormina lion of JG LaPralt employment w/otil affoclive on 890314 
MORGAN, HE Soulhorn California Edison Co 69/03/17 Document Control Branch 
tOocumonl Control DesK) 1p 49073 360 49073 369 

8903229159 Generic Ltr 00 03 to all power reactor licensees & applicants for OL ro op 
orator licensing natl exam schedule Svc list end 

VARGA, S A Associate Director for Proiecls (Post 8704M1', B9/03/24 Consolitlaled 
Edison Co of Now York, Inc 54pp 49005 001 '49006 056 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Securfty, medical, emergency & fire protection plans 

8903240004 Rev I to Nuclear General mg Dept P/ocedu/o 60'EIP*l3a, "ROLM Bys 
Programming '■ W/fl90227 Hr 

HAIRSTON, WG Alabama Power Co 89/02/27 t3pp 49038 171 49038 103 

8993220472 Forwards partially withheld Insp Repts 50 346/89 03 & SO 364/09-03 on 
890123 27 Nolice of violation withheld (rof 1QCFR2 790 A 73 21) 

CLINE,WE RQQion 2, Ofc of the Director 89/03/10 HAIRSTON.WG Alabama 
Power Co 2pp 4S020 290 40020 292 

-8903220473 Partically wilhfmid insp Repis 50-348/89 03 & 50 364/89-03 on 890123- 
27 fref 10CFR73 2t) Violation noted vital area door not secured as required in physi- 
cal socunty plan 

STANSBERRY.W W Region 2. Ofc of Ihe Director 89/03/10 Ip 49020 292- 
40020 202 

8903270420 Forwards Insp Repis SO 340/89 01 & 50-364/89-01 on 890206- 10 No vio- 
lations or deviations noted 

DECKER.tr Regron 2, Ofc of Iho Director 89/03/10 HAIRSTON, WG Alabama 
Power Co 2pp 40056 059 49056867 

-0903270421 Insp Rcnis 50 348/89-01 & 50-304/89-01 on 890208-10 No violallons or 
(fevialions noted Major areas Inspected, emergency preparedness, Including emergen- 
cy plan A implemcrrtinji procedures & emerge r>cy facifilios & equipment 
KREH.J L Region 2, Ofc of the Director. 09/03/10 7pp 49056 061 49056 067 

8903200062 Rev 7 to EPIP FNP 0*EIP-30, ' Post-Accidenl Coro Damage Assessment '' 
W/090322 Ur 

MOREY.ON. HUDSPETH, JB Alabama Power Co 89/03/22 46pp 49073 216 
49073 264 


H. General correspondence 

8903100300 Comment opposing proposed rule 10CFR50 re ensuring elfectiveness of 
maint programs for nuclear power plants Application of adequate protection in this 
case unjustilied Ufil committed to goal of achieving Improved reliability 
HAIRSTON.WG, Alabama Power Co, 89/02/27 CHILK.S J Office of the Secretary of 
Iho Commission 3pp 48896306-48606308 


P. Operating license slage dooumenis A correspondence 

0903020696 Forwards radial peaking faclor limil rapt lor Cycle 7,por Paragraph 6 9 111 
of Teel) Specs Elevalion dependent peaking factor versus core height graph for Cycle 
7 In suppofi of rept also end 

HAIRSTON, WG Alabama Power Co 89/02/22 Document Control Branch (Docu- 
monl Conlrol Desk) 3pp 48673 -259-40673 261 

8903180296 Generic Lir 69 02 to all holders of OLs & CPs for nuefear power reactors re 
aclions to improve detec lion of counterfeit & fraudulently markeled products Sve list 
enci 

VARGA, S A Associate Ojroclar for Proiecis (Post 879411} 60/03/21- Consotidalocl 
Edison Co of New York, Inc 67pp. 48960 001-40960 057 


Q. Inspection reports, IE BulPelfns & correspondence 

0903 150439 Forwards list ol inservice insp relief requests required for sixth rofueting 
oulfigojjcr NRG rcque&t 

HAIRSTON.W G Alabama Power Co 89/0 2/OB Document Control Branch (Oocu- 
menl Conlrol Desk), 3pp. 48076 175-48876 177 

8903030527 Responds to deviation noted in Insp Repis 50-348/68-32 A 50-364/66-32 
on 86121 1 8901 lOCorrechve action s'10CFR50 50 evaluation to delete requirement 
for audible alarm from FSAR to bo reviewed/ approved by plant commilleo 
HAIRSTON.WG Alabama Power Co 69/02/21 Document Conlrol Branch (Docu 
meat Control Desk) Zpp 4889Q369’48099 36O 

0903100468 Requests NRC reconsider plan to conduct SSFI at plant during Unit 2 sixth 
refuel I ng outago.to allow completion of sell assessment 

HAIRSTON .V^G Alabama Power Co 89/02/21 ERNST, ML Region 2, Ofc of Ih© Dl- 
roclor 2pp 48613 138-48813 139 

0902170112 NRG hfo Notice 09-020. "'Weld Failures in Pemp of Byron Jackson 
Desigr) " Sve list one) 

ROSSf.CE Divisian of Operalional Events Assessment (Post 87041 1J 09/02/24 
Consolidated Edison Co of New York, Inc. lOBpp 48572 043-48572 148 

0903100462 Forwards Insp Repts 50-348/89 02 a 50 364/60 02 on 890111-0210 Ac- 
tivilies appearing lo violate NRC requiremenls Idontified in rept bul nol cited 
VERRELLLDM Region 2, Ofo Of the Director 89/02/24 HAIRSTON.WG Alabama 
Power Co 2pp 4e8083424fl60'6,357. 


-8993100468 Insp Ropts 50-346/89 02 & 50 364/89 02 on 890111-0210 Violalion 
noted Mator areas inspected operational safety vorificadon.monthly surveillance 
observation. monthly maint observation, drawing sys venlicatton 8, LERs 
MAXWELL.G F . MILL£R,WH , CANTRELL.F S Region 2. Ofc of Iho Director 89/02/ 
24 14pp 48008 344-48808 357 

8902210351 SuppJ 1 to NRC Info Notice 68-073, “Direction Dependent Leak Character 
islics of Conlammenl Purge Valves “ Sve list end 

ROSSI, CE Division ef Operational Evenis Assessmenl (Post 870411) 89/02/27 
Consolidalod Edison Co of New York, Inc 102pp 48569 001-48589 110 

0902210564 NRC Info Nolle© 89-021, "Changes in Performance Characlenstics of 
Molded Case Circujt Breakers ** Sve Lst encl 

ROSSr.CE Division ol Operalional Evenis Assessmenl (Post 870411) 89/02/27 
Consolidated Edison Co of New York. Inc I04pp 48578 032-48578 137 

6903200310 Advises lhal safety sys functional insp delayed Irom Apr until Faff 1089.per 
util 890221 request 

ERNST.ML Region 2, Ofc of the Director 89/03/02 HAIRSTON.WG Alabama 
Power Co 2pp 48971 019-40971 029 

8962270160 NRC Info Nolice 09 022, "Ouestionable Certification of Fasteners “ Sve list 
encl 

ROSSLCE Division of Operalional Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc 105pp 48732 001-48732 106 

6902200104 NRC Info Nolice 09-023, "Environ Qualllication of Litlon-Veam CIR Senes 
Electrical Connectors,'' Sve list end 

HOSSI.CE Division of Operalional Events Assessment (Post 870411) 09/03/03 
Consolidated Edison Co of New York, Inc 106pp 40723 038-48723 143 

0903090264 Requests alternate schedule lor Item 1 b of NRC Bulletin 88 011, "Pressur- 
i,zer Surge Line Thermal Stralihcation " Util Intends to comply w/all other requirements 
of bulletin 

HAIRSTON.WG Alabama Power Co 89/03/03 Document Control Branch (Docu- 
ment Control Desk) 3pp 48783 329 48783 331 

8902280162 NRC Info Notice 89-024, “Nuclear Cniicality Salely “ Sve list end. 
CUNNINGHAM.R E Divislofx of Induslrial & Medical Nuclear Salely (PosI 870729) 
09/03/06. Consolidalecl Edison Co of New York, Inc 06pp 48700 252-40700 346 

8903010207 NRC Info Nolice 09-026, "Instrument Air Supply to Safely-Related Equip 
meni " Sve list encl 

ROSSLC E Division ol Operalional Evenis Assessmenl (Post 8704 1 1 ). 89/03/07 
Consolidaled Edison Co of New York, Inc, 105pp. 46741 063 48741 158 

8903020166 NRC Info Notice 09 027, “limilalions on Use of Waste Forms & High fn 
tegrity Conlainers for Disposal of Low Level Radwasle “ Sve list encl 
GREEVES.J T Division of Low Level Waste ManagemenI & Decommissioning (Post 
870413) 09/03/08 Consolidated Edison Co of New York, fne 117pp 48798-114- 
48790-231. 

6903240012 Forwards Insp Repis 50 340/89 04 & 50 364/89 04 on 890206-10 Viola 
lion noted bul since all criteria for categorization of licensee identified viofations mol. 
violation will not bo cited 

DECKER,! R Region 2. Ofc of Ihe Director 89/03/08 HAIRSTON.WG Alabama 
Power ce 2pp 49040.047-49040 060 

-8903240017 fnsp Repts 50-340/69 04 & 50-364/69 04 on 890206-10 Violation 
noted Major areas inspected racfialion protection preparation for Unit 2 refueling 
outage scheduled for 890324-0426 & response to info notices 
GLOERSEN.WB, POTTER.JP Region 2, Ofc of the Director 89/03/08 12pp 
49040 049-49040 060. 

8903220472 Fofwards partially withheld Insp Rents 50 348/89-03 & 50 364/80 03 on 
690123 27 Notre e of violation withheld (ref 10CFR2 790 & 73 21). 

CLINE.WE Region 2. Ofc of the Director 09/03/10 HAIRSTON.WG Alabama 
Power Ce 2pp 49020 290-49020 292 

-8903220473 Partically withheld fnsp Repts 50-348/89-03 & 50-364/89 03 on 890123- 
27 (ref 10CFR73 21) Violation noted vita! area door not secured as required fn physi- 
cal secunfy plan. 

STANSBERRY.W.W, MCGUIRE, D R Region 2. Ofc of the Director 89/03/10 Ip. 
49020 292-49020 292. 

8903270420 Forwards fnsp Repis 50-348/89 01 & 50-364/89 01 on 890206- 10 No vio- 
lations or deviations noted. 

DECKER,! R Region 2. Ofc of the Director 89/03/10 HAIRSTON, W.G Alabama 
Power Co. 2pp 49056 059 4S056 067 

-8903270421 Insp Repis 50-348/89-01 & 50 364/09 01 on 690206-10 No violations or 
deviations noted Major areas inspected emergency oreparedness.lncluding emergen- 
cy plan & imptemenling procedures & emergency facllilies & equipment 
KREH,JL. RANKIN.WH Region 2, Ofc of (ha Director 89/03/10 7pp 49056 061- 
49056 067 

8903080372 NRC fnfo Notice 89-028, "Waighl S CIr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves ’* Sve list encl 

ROSSI.ce, Division ol Operalional Events Assessment (Post 8704 11) 89/03/14. 
Consolidated Edison Go ol New York, Inc 107pp 48895 001-48895,109 

8903090021 NRC Info Notice 89-029, "Polenlial Failure ol ASEA Brown Boverl Circuit 
Breakers Dunng Seismic Evei^t ^ Sve Dst end 

ROSSI.CE Division of Operalional Evenis Assessmenl (Post 870411) 89/03/15 
Consolidaled Edison Cq of New York, Inc 106pp 48670 053-4B8 70. 169 

8903090133 NRC Info Notre© 69-030, “High Temp Environs at Nuclear Power Plants " 
Sve list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co ol New York, Inc 106pp 48895 1 10 48895 215 

8903160427 NRC Info Notice 89'031. “Swelling & Cracking of Hafnium Control Rods*’ 
Sve list encl 

ROSSI, G,E Olvisfon of Operalional Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co or New York, Inc t02pp 48986 001-48986 103 
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89031704 id NRC fnfo Nolico fl9 032, Survoillonce Tcslmg of Low Tomp OvGipios^urc 
Rotecliofi Sys " Svc list onci 

ROSSLCE Division of Operational Events Assessmonl (Post 870411) B9/03/23 
Consolidated Edison Co of Now York, Inc 104pp 469^)2 044-40902 147 


R. Periodic operating reports & related correspondence 

8903010274 "Annual Repl of Radiation Poso Dislnbutlon at JM Farloy Nuclear Plant (or 
1980 " W/890222 Hr 

HAIRSTON. W G Alabama Power Co 00/12/31 2pp 4864C 102 48640 103 

8903020620 "Tabulation of Porsonno! naclialion Exposure at JM farley Nuclear Plant 
for 1988 by Work & Job Function ’* W/000222 Hr 

HAIRSTON.W G Alabama Power Co 88/12/31 2pp 40690 107 48690 100 

8903030436 "JM Farley Semiannual Radioaclivo Effluent Reloaso Ropt for Jul Doc 
1900 ” W/690227 Hr 

HAIRSTORJM Alabama Power Co 00/12/31 135pp 48703 006 40703 20B 

8902230479 Monthly operating repl for Jan 1009 for JM Farloy Nuefoor Pfanl Unil 2W/ 
090210 Hr 

MOREY.DN, HAIRSTON.W G Alabama Power Co 09/01/31 5pp 48570 259- 
48570 263 

6603160164 Monthly oporatlng repl for Fob 1900 for JM Farloy Nuclear Power Plant 
Uml 2W/fl90310 Itf 

MOREY.DN, HAIRSTON.W G Alabama Power Co 00/02/28 5pp 4808/ 340 
48007 352 


S. Reportable occurrences, LERs & related correspondence 

8903260178 LER 09-001-00 on 0D0225,Tech Spec action statement requirement not 
met for Inoperable fire protection sys Caused by personnel error Procedure revised to 
Include slop requiring sys bo removed from ovornde W/690323 Mr 
MOREY.DN, HAIRSTON.W G Alabama Power Co 09/03/23 4pp 40074 167- 
49074 170 


U. Congressional/Executive Correspondence 

8903150220 Forwards Ofc of Investigations Ropt for Case 2-80 005 concluding that al 
legations of concerned employee nol subslantlalod 

ZfcCH.LW Commissioners 00/02/18. SHARP.P House of Rep, Enoroy 8 Com 
mores. Ip 40871-2 14-40071 214 


-•esooiSOOB? Expresses concerrt about solely of family duo 1o residence near util 
Baxley plant QE Mark I reactors Known to bo unsafe according 1o 1907 Reed 
Repl Requests to bo informed ol NRC actions to insure publjc safety in ovenl of acci- 
denl 

LEWIS, WS AffiliaHon Not Assigned 09/02/23 ZEGH.L Commissioners Ip 
4BQ76130 4QB76 130 

B903260060 Forwards correspondence Irom constituent re hoallh & safety of family be 
cause of dangerous GE nuclear power reactor for NRC responsQ 
FOWLER^W Senate. Agnculluro.. Nutrition & Foraalry 8D/(>2/19 Commissioners 2pp 
40074 130 49074 131 


p Operating license stage documents & correspondence 

8010070003 Auffionzes required prossuro tests using nuclear heat, on one lime basis 
only, providing ulil chooses not lo fulfill commitment to uso pump heat for pressure 
losling during current outage 

BERNERO.RM Division ol Bolling Walor Reacto-r (BWR) Licensina (851125 070411) 
06/09/30 BECKHAM,J T Georgia Power Co 3pp 38127 057 30127 059 

8903020030 Nolification of 090228 mealing w/util In Baxley, GA to discuss licensing 
issues 

CROCKEn,LP ProjGCl Diracloralo IN3 89/02/17 MATTHEWS, 0 8 Pro^ecl Director 
ato II 3 3pp 40672 220 4B672 222 

0903080257 Forwards upcfalod list of oulstanding ulil licensing request for plant List 
identifies certain priority items for which uUl respecllully requosls early NRC approval 
HAIRSTON.W G Georgia Power Co 09/03/03 DocumonI Control Branch (Document 
Conlrol Desk) 3pp 40741 310 4Q741 321 

8903170242 Forwards environ assessmont & finding of no slanificanl impact re util 
881025 request for exemption from Footnote d*2(c) of lOCFRZO.App A on use of 
MSA GMR I canisters In Nou of suppllcd-alr broalhinn apparatus, 

CROCKER, LP Project Directorate 113 09/03/09 HAlRSTON.WG Georgia Power 
Co 2pp 40694 174-48694 170 

•'8903170245 Environ assessmont & finding ol no slgnilicnnf Impact ro util 801025 re- 
quest for exompfion from Footnote d-1fc) ot App A lo 10CFR20 lo allow use of MSA 
CMR I canisters In lieu of supplied-air or self conlelned broathlng apparatus 
MATTHEWS, DB Project Directorate 11-3 89/93/09 3pp 48004 176 40094 170 

8903 230478 Requesls that ulil address listed Horns as part of response to Generic Lir 
87-02,por Nov 1000 equipment waikdown at plant Floor responso spectra needs to be 
ravlowod & approved since rest of work dependent on spectra 
CROCKER, LP Pfojact Dlroctorato 11-3 00/03/16. HAlRSTON.WG Georgia Powor 
Co. 3pp 40020 049 40029 051. 


V. Operator Examinations 

8903220169 Gonoric Llr 00 03 lo all power roactor licensees & opplicants for OL ro op- 
eralor licensing nail exam scherfule. Svc list end 

VARGA.SA /Associate Director lor Projocls (Pool 070411). 09/03/24 Consolidated 
Edison Co. of Now York, Inc 54pp 490u5 001 49005 056 


DOCKET 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency A fire protection plans 

8902260387 Revised omergency plan implomenlmg Instructions, including Rev 4 lo EPIl* 
02 & Rev 6 to EPIl 04 W/890220 \U 

HAIRSTONWG Georgia Powor Co 89/02/20 10pp 40624 177-40624 186 

8903100346 Provides update on omorGoncy onernting procodure improvomonl plon A 
schedule for Implemontalion of Rev 4 of BWR Ownera Group emergoncy procedure 
guidelines 

HAIRSTON.W G Georgia Power Co. 69/02/28 Document Cortlrol Branch (Document 
Conlrol Desk) 2pp 40ai3’140 48813 141. 


8003240037 Appltcalion for amends lo LIcensos DPR 57 A NPF 5, revising Tech Specs 
to make limiting conditions for operation & surveillance requirements consistent w/ 
guldanco in Generic Llr 87-00 

HAlRSTON.WG Qoofflia Power Co 89/03/17 Document Conlrol Branch (DocumonI 
Conlrol Desk), t6pp 49040.1 10 4 0040 1 35 

-6903240040 Proposed Tech Specs making limiting conditions for oporallon & siirvoil 
lance requirements consistent w/nuldonce provided in Generic Llr 87-09 
• Georgia Powor Co 89/03/17. lOpp 49040 126-49040 135 

8903160296 Generic Llr 09 02 to all holders of OLs A CPs for nuclear power reactors ro 
actions to improve detection of counterfoil A fraudulently maikelod products Svc list 
end 

VARGA.SA Associate Director for Projoefa (Post 870411) 00/03/21 Conaolidaled 
Edison Go. of Now York, Inc. 57pp 40960 001-40060057. 


8903270321 Nolification of 090330 mooting w/uki In Rockvflfa.MD to discuss miscella- 
neous Issves re suppression pool tomp limits 

CROCKER.LP Prejecl Difoclorato t|.3. 09/03/22 MATTHEWS, D0 Projoct Director 
ale 11-3 Gpp 49056 342-49056.344 


Q. Inspection reports, IE BullollinB & coirespondence 


8903210428 Rovlscd emergency plan implomonling proceduros.lncludinn Rev 1 EO-t lo 
7aEP.EIP-016 OS.Rev 1 lo 73EP-INS 002 OS.Rov 0 lo 73EP-TET OOl-OS.Rov t lo 
73EP-INS 002 OS.Rev 4 to 63EP-INS-001 OS A Rev 2 to 63EP-TET-001.0S W/ 
890314 Ilf 

• Georgia Power Co 09/03/14 lOOpp 40990 001 •40990*1 27 


H, General correspondence 

8903060129 Responds lo 090202 Hr expressing concerns about family safety due lo 
nearby location of nuclear planl.NRC dona nol consider BWR w/Mark I conloinmonls 
to bo unsafe & will strive to ensure that all plants made even more safe 
LAINAS.G.C. Division ol Reactor Projecia • I/ll (Post 870411) 60/02/27 JAY .CD. Af- 
filiation Nol Assigned 3pp 40739 191-48739*196 

-8903060131 Expresses concerns re family safety due to living near nuclear plant locat- 
ed near Baxley, GA Imperative to assure that reactors either be shut down complololy 
or fitted w/ containment domes that are nol virtually certain lo fall 
JAY.C Affiliation Not Assigned. 89/02/02. HECH Commissioners. 2pp 48739.104- 
48739 196. 

6003100366 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
malnl programs for nuctoer power plants Util committed to goal of achieving improved 
reliability & safety through better maint 

HAIRSTON.W G Georgia Power Co 09/02/27 CHILK.S J. Office of fhe Secretary of 
the Commission. 4pp. 48606.250-40806*263. 

6903150027 Responds to 690223 Itr lo Chairman Zech expressing concern about family 
safely due lo residence near nuclear planLNRC does not consider BWR reactors w/ 
Mark l conlainments to be unsafe W/o sfotod NUREG-1285 
BERKOW.HN Division of Roactor Projects - I/ll (Post 670411), 09/03/08 
LEWIS, W.S Affiliation Nol Assigned 5pp 48876.126-46076*130. 


8002270492 Forwards tnsp Ropls 60-321/68-42 & B0 366/88-42 on 881224- 
090120 Three violations will nol bo cllod since all criteria for licensee idenlifiod viola 
lions moL 

HERDT.AR Region 2, Ofc of the Director 60/02/16. HAIRSTOHWG Goorgia 
powor Co 2pp -r&5B6 190-48586 210 

-6902270496 fnsp Ropts 50-321/68-42 & 50-366/86-42 on 08 1224-8901 20, No viola- 
tions noted. Major areos Inspected ’operational safoty verification.malnt 

obaeivnlions.ESF sys walkclown.ROs. followup on NRC Buiralln 00-03 A Part 21 rapt 
MENNING,J.E, MUSSER.R a., SfNKlfLE.M V. Region 2, Ofc ol Ihe Director. 89/02/ 
15 13pp 48606.198-48686 210 

8902280522 Responds lo NRC 000100 Hr re deviations noted In fnsp Repls 50-321/88- 
30 & 60 368/80-38 Corrective actions confirmation of scaling laws A expanded data 
base now provide strong support for eliminating pool temp firnlt for safely valves. 
HAlRSTON.WG Georgia Power Co. 80/02 /2i. Document Control Branch (Document 
Control Desk] 6pp 4662e'290‘4ee26 2G5, 

0903130172 Ack receipt ol 890127 Itr Informing NRC of steps taken lo correct violations 
noted In Insp Ropts 60-321/08 31 & 50 -366/88- 31 

JULIAN.CA Region 2, Ofc of the Director. 00/02/23 HAIRSTON.W.G Georgia 
Power Co. 10pp. 48a2B’327-4a02O.327. 

8902170112 NRC Info Notice 09 020, "Weld Falluros In Pump of Byron Jackson 
Design *’ Svc lisl end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 89/02/24. 
Consolidated Edison Co of New York, Inc 106pp 48572 043-46572 1 18. 

8902210351 SuppI 1 to NRG Info Notice 83 073, "Direction- Dependent Leak Character- 
istics of Conlalnment Purge Valves '* Svc list end. 

ROSSI, G.E. Division ol Operational Events Assessment (Post B70411). 89/02/27. 
Consolidated Edison Co. ofNew York, Inc. 102pp. 40589*001 -4668 9*1 10. 
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6902210984 NRG Info Nolico 89 021, "Changes /n Performance Charade ristics of 
Molded-Case Circuil BreaKers Svc If si end 

ROSSf.CE Division of OperaUonal Evenls Assessmenl (Posl 870410 89/02727 
Consoljdalod Edison Co of New YorH. Inc I04pp 40578 0a2’'4657a 137 

8903100134 Forwards respor^se to NRG Bullelin 68 07,Suppl I, "Power Osciflalions In 
BWRs*' Util has Imprernontecf GE Interim recommendations wilhln required 30 day 
period 

HAIRSTON, WG Georgia Power Co 80/02/28 Docemenl Control Brar^ch (DocumeM 
Control Desk) 4pp 48803 052'4ae03 055 

0903100346 Provides update on emergency operating procedure Improvement plan & 
schedule for implamentallon of Rav 4 of BWR Owners Group emorgency procedure 
guldelined 

HAIRSTON, W.G Georgia Power Co 89/02/28 Document Control Branch <Oocumenl 
GontrolDesk) 2pp 45813 140 48813 141 

B903 140044 Ack receipt of 8901 13 Hr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50-321 /BO'34 & 50 366/68 34 Bolt) adve 5 passive electrical 
failures to he considered for short term action for reasons stated 
REYES, L A Region 2, 0/c of the Director 69/03701 HAIRSTON.WQ Georgia Power 
Co 5pp 46834 202*46834 208 

B903200331 Ack receipt of 690202 Hr informing NRC of steps taken to correct devi- 
ations noted In Insp Repts 50-321/BB-38 & 60 366/68 3 B, Understands that util wHI 
suppi response to notice of deviation by B90223. 

JUUAN,CA Region 2, Ofc of the Director. 09/03/01 HAIRSTON.WG Georgia 
Power Co, 1p 46971088 48971.068 

9902270160 NRC Info Notice 89-022, "'Questionable Certifloatiort of Fasteners *’ Svc IJst 
end 

R0SSI,C B Division of Operational Events Assessment (Post 87041 1J 69/03703 
Consolidated Edison Co. of New York, Inc lOSpp 46732 001-48732 106 

9902260104 NRG Info Notice 69 023, “Environ Qualification of ILitton Veam GIR Series 
Electrical Connectors" Svc fist end. 

r 0SSI,C.E Division of Operational Events Assessment (Post 670411} 69/03/03, 
Consolidated Edison Co of New York, Ino 106pp 48723 038 48723.143 

6902260162 NRC Info Notice 89 024, "Nuclear Criticality Safety “ Svc list end 
CLfNNINGHAM,R E. Division of rndu5tri,al & Medical Nuctear Safety (Post 870729) 
60/03/06. Consolicfated Edison Co of New York. Inc. Oflpp. 48700 252*48700 348 


8903210120 Special Rent 00 00 Ton 60021 6, fire door not restored to operable status 
within 14 days Caused by use of structural grouting procedure Instead of cosmeic 
grouting procedure Grouting placed underneaih door & individuals counseted 
RAfflSTON.WG Georgia Power Co 89/03/14 Docun^ent Control Branch (Document 
Control Desk) Spp 48931 356 43981.360. 

8903210164 LER 89 002*00 00 6D0223,di8Covered that current rev 1o procedure re dally 
Inside rounds did not vertfy that two circuits In panel 2R25-S105 ae'enorgized onco 
par 24 h Caused by personnel error Mat memo Issued W/Q90314 itr 
TIPPS,S8. HAIRSTON, SB Georgia Power Co 89/03/14. 6pp 48993 099* 
48993 104. 


V. Operator Examl nations 

8903220159 Generic Ur 89 03 to all power reactor licensees & applicants for OL re op- 
erator licensing naif exam schedule Svc list end 

VARGA,SA Associate Director for Projects (Post 870411) 89/03/24. Consolidated 
Edison Co of New York, fnc. S4pp, 49005 001*49005 0S8. 
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F. Security, medPoat, emergency & fire protection plans 

0903240091 Forwards "Emergency Preparedness Exercise REX*89, Exercise Scenario," 
BOYD.DW. Arkansas Power & Light Co 08/12/30 MARTIN, RD Region 4, Ofc of 
the Director lOpp 49032*227-49033131 

-6903240097 "Emergency Preparedness Exercise REX’89, Exercise Scenario " 

* Arkansas Power & Light Co 89/03/15, 250pp, 49032 237*40033’131. 

B903270038 Public version of "Emergency Preparedness Exercise Scenario lor Mar 

* Arkansas Power & Light Co 69/01/20 200pp 49049 223*49050 116, 

6902230463 Revised EPtPs, cons) sting ol Rev 6 to 1903.13 & Rev 13 to 1903 42 

* Arkansas Power & Light Co. 69/02/07 9pp 48570 323 48570.331 


6903010207 NRG info Notice B9 026. “Instrument Afr Supply to Safety-Related Equip- 
ment “Svc list end. 

ROSSI, CE. Division of Operalional Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co, of New York, Inc. 105pp 48741 053 48741 156. 

6903020165 NRC Info Notice 89*027. "Limitations on Use ol Waste Forms A High In- 
tegnly Containere for Disposal of Low level Radwaste “ Svc list end 
GREEVES,J.T Division of Low Level Waste Management OecommlsslDning (Post 
870413) 89/03/08 Consolldalecf Edison Co of Naw York, inc. 117pp 4879d’114- 
46798 231 


8903060372 NHC fnfo Notice 69*026, "Weight & Ctr of Gravity Discrepancies for Copes 
Vulcan Air-Operated Valves " Svc list ancT. 

R0SSI.GE, Division of Operational Events Assessment (Post 870411). 89703/14 
ConsoJIdaled Edison Co of Naw York, fnc 107pp. 4B896 001-40895:109. 

0903090021 NRC info Notice 69 029, “Poientlaf Failure of ASEA Brown Boveri Circuit 
Breakers During Selamlo Evsnl “ Svc list end, 

ROSSI, GE Division of Operational Events Assessment (Post 670411} 69/03715 
Consolidated Edison Co. of New York, ino 108pp 48870 053-48670:169 

8903090133 NRC Info Nollce 69 030. “High Temp Environs at Nudear Power Plants." 
Svc list encf 

R0SSI*CE. Division of Operational Events Assessment (Post 870411). 86/03/16, 
Consolidated Edisori Co ot Now York, ho. 106pp. 48695.1 10 48895 216 

0903100427 NRC fnio Nollce 69*031. "Swelling & Cracking of Hafnium Control Rods" 
Svc list end, 

ROSSI, CE, Division of Operalional Events Assessment (Post 670411) 89/03/22 
Consolidated Edison Co. or New York, Inc, 102pp 4 8966' 001 -46956 103. 

8903170419 NRC Info Notice 59 032, "Surveillance Testing of Low Temp Overpressure 
Proiection Sys " Svc M end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411} 89/03/23 
Consolidated Edison Co. of New York, Inc. 104pp, 48992 Q44-4B092.147 


R. Periodic operating reporia & related correspondervca 

0902280257 "Annual Operating HepI for 1908 for Hatch Unis 1 & 2." W/ 890222 Itr. 
HAIRSTON,WG Georgia Power <5o. 08/12/31. 94pp. 48525'006*4e825 099. 

6903100211 Forwards "Semiannual (Radioactive Effluent Release RepLJul- Dec 1988" 
& revised pages to Jul-Dac 1987 rept 

HAIRSTON, WQ Georgia Power Co. 80/02/27. Document Control Branch ((X^cument 
Control Desk} 2pp. 48828 2 1 3 4 6826. 3 23, 

-8903100219 Revised pages to “Semiannual Repi Plant fladioactive Effluent 
Refeaaes.Juf-Deo 1 987/’ 

* Georgia Power Co. 87/12/31. Spp. 48020.216-40028 219. 

-8903100226 "Semiannual Rept Plant Radioactive Effluent Releases, Jul-Dec 1988." 

* Georgia Power Co. 88712/31. lOOpp. 4 6628. 220-40 628 -3 23. 

8903200281 Monthly operating repts for Feb 1989 (or Hatch Units 1 & 2 W/890307 Itr 
BEARD, RM., HAIRSTON, W.Q Georgia Power Co, 89/02/28. 12pp. 46970124- 
40970,136 


S. Reportable occurrences, LERe & related correspondence 

6903090366 Special Repl 89*001 ’on 890120/ire rated assemblies inoperable for more 
than 14 days Caused by Inadequate design Limiting condition for operation established 
for each Identified deficlervcies 

HAIRSTON, W.G Georgia Power Co. 59/02/28. tJocument Controf Branch (Document 
Control Desk). 6pp 40709:123-46799.130. 


8903020321 EPIPs, consisting of Rev 18 to 1903 61 & Rev 5 to 1903.62. 

* Arkansas Power A Light Co 89/02/17. 51pp. 4 6 73 5-329*40739 ’020 

8902200269 Advises that 601025 Rev 14 to security plan consislani w/ provisions of 
10CFR50,54(p) & acceptable. 

CALLAN.L J. Region 4, Ofc of the Director 09/02/22 CAMPBELL,Q. Arkansas Power 
4 Llghl Co 2pp. 48627’238*48627 240 


8903130228 Forwards request for addi info re fire barrier penetration seal testing Info 
requested by 890324. 

HARBUCK.(5c, POSLUSNY.C Prolecl Directorate IV. B9/02/23. CAMPBELL, T,G Ar- 
kansas Power & Light Co 4pp, 40621.342*46821 345. 

8903230220 Rev 7 to Emergency Plan Implementing Procedure 1904.001, "Offsite Dose 
Prelections - Gaseous Effluent Monilorina Sys Computer Graphics Method." 

• Arkansas Power A Light Co, 89/03/06 77pp, 49026-1 60*49026*2 26. 


8903150570 Rounds to 890223 request for add! Info re util 661221 submittal of re- 
sults of latest me barrier penetration seal testing .Response to request will be aubmll- 
ted by 800424. Delay due lo workload of fire protection group. 

HOWARD, D R Arkansas Power A Light Co 89/03/08 HARBUCK,C , POSLUSNY,C 
Office of Nuclear Reactor Regufation, Director (Post 670411). lb 48671:322* 
46071:322. 


8903140230 Final response to FOIA request for documents.Forward8 App A 
documanis App A documents also available in PDR. 

QRIMSLEY.DH, Document Control Branch (Document Control Desk). 89/03/09 
HAWKINS.M. Impell Corp. 2pp, 48075.082-48875:083. 

-8810130013 Informs of headquarters participation in listed exercises w/ regions for 
1686*1989. 

SPE$8ARD,R,L. Division of Operalional Assessment (Post 870413) 88/09/23. 
ALLAN.J.M. Region 1, Ofc of the Director. 2pp 4 0876 084 *4 887 6:08 5 

8903220488 Rev 7 lo EPIP 1905 002, "Offsite Emergency Monitofing," 

* Arkansas Power A Light Co. 89/03/00. 4pp 49002 310-49002.313 

6903220413 Revised EPilP8.lnc lading Rev 9 lo 1903.13, "Notification of Corporate Offi* 
ctaV & Rev t6 to W3 030, "Evacoatior^." 

* Arkansas Power & Ught Co. 89/03/10 79pp. 48997.050*48997 131. 


H. Qeneral correspondence 

8903080274 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants, 

CAMPBELUr Q. Arkansas Power A Light Co. 89/02/24. CHILK.S J. Office of the Sec- 
retary ol the Commission. 4pp, 48746 1 70*40745.173. 


P, Operating license stage doouments & correspondence 

6903090295 Requests notificaiion within 30 days of anticipation of any problems (n ac- 
commodating non-Region IV personnel 

YANDELL.LA Region 4, Ofo of the Director 89/02/02, CAMPBELL,Q. Arkansas 
Power & Ughl Co. 2pp. 40781 .262-48781 '263. 

6903080192 Forwards addendum to Amend 6 to SAR for Arkansas Nuclear One Unit 2. 
JAMES, O.E, Arkansas Power & Light Co 69/02/14. Document Control Branch (Docu- 
ment Control Desk). Ip- 48765:112-48765:164. 

-8903080195 Addendum to Amend 6 to SAfl for Arkansas Nuclear One Unit 2. 

* Arkansas Power & Light Co, S9/02/14. 52pp 46765:113-48765:164 
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8903030363 Rosponds lo utll fequost (or parlial Qxomplion from 10CFR5062 requlra- 
mGnls (0 raducllon o( risk from ATWS ovanig Proposed schedule to meet 
10CFR50 62 requosted (n 30 days Mods stioutd be completed by next refueling 

HQliHAN^G.M Division of Roaclof Projects • Ifl.lV.V & Special Projects (Post 
870411) 89/02/16 CAMPBELL,! Q, Arkansas Power & Light Co lipp ^0690 118 
48690,129 

8903010262 Forwards aupplementaf response to request (or add/ Info re ATWS Info 
covers QA program for ATWS per Generic Ltr 85*06 & mainl bypass breakers In di 
verse scram ays ono line diagram 

HOWARD, D R Arkansas Power & Light Co. 80/02/21 CALVO.J A Project Director- 
ate IV 9pp 48648.111 4864B'119. 

8903090420 Applicalion (or amend lo License NPF 0, revising Tech Specs to do/ay 
snubber Insp until upconting outage scheduled lor Sept 1989 ree paid 
CAMPBELL, T.Q. Arkansas Power & Light Co. 89/02/27. CALVO,J A Project Dfrector- 
ato iV. 7pp, 4a7B0'349 4B799'3B6. 

-8903090426 Proposed Tech Spec Page 3/4 7*22.chnnging snubber visual fnsp Interval 
until Sent 1 989, 

•Xkansas Power & Light Co 89/02/27 Ip 48790 368-48798.356 

8903100526 Forwards summary of SPDS Isolation device test results 
HOWARD.D.R. Arkansas Power & Light Co 89/02/28 HARBUCK.C Project Director- 
ate IV. 3pp. 48803.01 7-48003‘0 19. 

6903180426 Summary of 090227 meeling w/C-E Owners Group In Rockville, MD re im- 
plications of implementing auxiliary mitigating sys actuation circuitry, per ATWS rule List 
of meeiinn atlendoea & vTowgraphs end. 

POSLUSNY.G Project Dlroctorato IV 89/03/03. Project Directorate IV. 20pp 
46084:210 46684.237, 

8903160674 Responds to Gonorio Ltr 00-14, "Instrument Afr Supply Sys Problems Al- 
feciino Safoty-Relatod Equipmont." Spoclflo actions roqueated to be taken listed. 
HQWARDvO R. Arkansas Power & Light Co. 00/03/07. MIRAQLIA.F.J. Associate Di- 
reclor for f^rojecta (Post 070411). 7pp. 40060:212-40060 218. 

8903230364 Forwards Amends 116 & 00 to Liconsea DPR 51 & NPF 8, respectively & 
safety evaluation Amends add operability 6 surveillance requirements for core exit 

HAfSbuCkIcC. POSLUSNY.C. Project Olreclorate JV, 89/03/08. CAMPBELL,! G. Ar- 
kansas Power & Light Co. 4pp 40022:203 49022:301. 

-6903230366 Amends 116 a 89 to Uconsds OPR-61 A NPF‘e,re8peclivG(y, adding 
operabllitv & survoillonce requIremonlB for core exit thermocouples lo plant Tech 
Specs per NUREQ 0737 & Gonorio Ur 03-37 

CALVO,J. A. Project Dlroctorato IV 89/03/00. 14pp 40022:287-40022.299. 

-6003230367 Safety ovalualion supporting Amends 116 & 89 to Licenses OPfl-51 & 

^^OfO«*o?'^Nuclear Reactor Regulation, Director (Post 870411). 89/03/08 2pp. 
49022:300'40022.301. 

$603160296 Generic Llr 00 02 lo all tiokJors of OLs & CPs for nuclear power reactors re 
actions to Improve deloctlon of counlorfolt & fraudulently marketed producls.Svc list 

VARGA, S.A. Aesoclalo Diroclor for Projects (Post 870411). 09/03/21 Consolidated 
Edison CO. ol New York, tno 57pp. 409oO.OOV4B96O;O57. 

0, tnspeollon reports, IE Bulletins A correspondence 

$002280366 ForwSfds Insp Repts 60-313/89*03 A 60*360/09-03 on 890124*2B.ln8p 
conducted to review drcumstancas following 690120 reactor trip which led to reactor 

coolant backleakage through HPSI check vaTvo. ^ „ 

CALLAN1.J. Region A, Ofo of the Director. 09/02/17. CAMPBELL, G Arkansas Power 
& Light Co. 2pp. 40624-254 40624,270. 

-$902260360 Insp Repts 60-313/89 03 & 60-300/09 03 on 890124-26 Major areas 
Inspected.clrcumatances following 000120 reactor trip loading lo reactor coolant back- 
leakage through HPSI check valve which failed Jo seat. AntmA.oKa 

CHAMBERLAINS Region 4, Ofo Of the Director, 80/02/16 21pp. 40624'266 
46024270. 

8002260367 Ack receipt ol 881230 ltr informing NRG of steps taken to cormet violations 
noted Insp Rails 60-313/80-26 & 60 -SCO/ 88 -26. Response not submitted within 30 

cS^Li3!njLJ? Region the Director 00/02/21 CAMPNELL,a Arkansas Power 

A Light Co, 2pp. 40624:189 48024:194. 

-6902260304 Responds to violations noted In tnsp Repts 60-313/08 26 ^ 
26.Corfectlve actloneroperallons will review control ol locked va^es tor cold shutdown 
A refueling modes of operation A studs on check vdyelpoeened . 

LEVINE, Jjyi. Arkansas Power A Light Co. 80/12/30. CALLAN.L J, Region 4, Ofc of 
the Director. 4pp. 48624:101-40024:104. 

$903030272 Ack receipt of 860104 Hr Informing NRC of steps taken to correct violations 
noted In Insp Repts 60-313/08-20 A 

CALLAN.L X Region 4, Ofo of the DIreolor. 80/02/23. CAMPBELL, Q. Arkansas Power 
A Light Co. 2pp. 40092:282-48662:268. 

-6903030261 Responds to violations noted In Insp Ropt* 6043 13/08- W A 60;3W^^ 
^.Corrective aoUonsjengl nearing calculation performed to determine acceptammy or 
Installed hinge pin. Breaker handle shafts Installed. i , a nin 

LEVINE, J.m: Arkansas Power A Light Co. 89/01/04. CALLAN.L J. Region 4, Ofo of 
the Director. 6pp. 48692:264 48662-268. 

$902170112 NRC Info Notice 89-020. “Weld Failures In Pump of Byron-Jackson 
flOS^lc,|^^DMa?oT?^^^ Operational Events Assessment (Post 0704^ 89/02/24, 

Consolidated Edison Co. oiNew York, Ino. 100pp. 48672:O43-40S72:14B. 

6902210361 SuppI 1 to NRC Info Notice 68-073, ''Direction Dependent Leak Character- 
istics of Containment Purge Valves." Sve list enol. aa/nSH^J 

ROSSI.C.!. Division of Operational Events Assessment (Post 8704 n). 80/02/27. 
Consolidated Edison Co of New York, Ino. 102pp. 40680:001 -48689:1 10. 


$902210564 NRC Info Notice 89 021. "Changes in Performance Characterislics of 
Molded Case Circuit Breakers " Sve list end 

ROSSI.CE Division ol Operational Events Assessment (Post 670411) 89/02/27 
Consolidated Edison Co of New York, Inc 104pp 48578 032-48578 137 

$903090420 Application for amend lo License NPF 6, revising Tech Specs to defay 
anubbflf insp until upcoming outage scheduled for Sept 1989 Fee paid 
CAMPBELL.! G Arkansas Power A Light Co 89/02/27 CALVO.J A Project Director- 
ate IV 7pp 48768 349 4B768 356 

-B903090425 Proposed Tech Spec Page 3/4 7-22,changing snubber visual Insp inlerval 
unlil Sept 1989 

• Arkansas Power A Light Co 89/02/27 Ip 48798 356 48798 356 

8903100224 EN B9 021 on 800302.notice Of violation A proposed Imposition of civil pen- 
alty in amount ol $25,000 Issued based on failure to control occupalional exposure to 
less than 3 rems per calendar quarter A perform adequate surveys 
JOHANSEN, J. LIEBERMAN.J Ofc of Enforcement (Post 070413) 89/02/27 Ip. 
4680B 291-48808 291 

$903090283 Forwards SALP for uti) for period Jan 1987 • June 1088, consisting of origi 
nal SALP, summary of 881021 meeting A 881220 response to SALP board rapi 
MARTfN.RD Region 4. Ofc of the Director 89/03/01 CAMP0ELL.G Arkansas 
Power A Light Co 22pp 48782 102-48782 178 

-'89030902$$ informs that util has reviewed NRC rept of SALP of 660916, Repts 50- 
313/87-41 A 6O'36B/07-41 for facility Mgl meeting held on 881021 to review resulls 
oi SALP repl w/NRG & utit provvtUofl comments 

CAMP0ELLJG Arkansas Power A Light Co 88/12/20 MARTIN.R D Region 4, Ofc 
of the Director. 21pp. 48782 156 48782 176 

6903090350 Ack receipt of 890110 )ir informing NRC of steps taken to correct violations 
noted In Insp Repts 50 313/88 26 A 50-368/88 28 

CALLAN.L /Region 4. Ofc of the Director 89/03/0Z CAMPBELL.G Arkansas Power 
A Light Co 2pp 48783 026 48783036 

--8903090355 Responds lo Violations noted In fnsp Repts 50 313/68-26 A 50-368/88- 
26Corfeclivo actions procedure rev effort inilialed m Mar 1988 to consolidate proce- 
dures associated w/design control process A will address reorganization, 

LEViNEJM Arkansas Power A Light Co 09/01/10 CALLAN.L J Region 4, Ofc of 
the Director 0pp. 48783 028 48703 036 

8903090376 Forwards notice of violation A proposed Imposition of cwil penally in 
amount of $25,000 Violations based on overexposure to individual In excess of NRC 
quarterly limits for radiation exposures (o whole body. 

MARTIN, R.D Region 4, Otc of the OireGlof. ao/oa/QZ CAMPBELL, G. Arkansas 
Power A Light Co Spp 48783.047-48703 054. 

-8903090377 Notice of violation A proposed Imposition of civil penalty in amount of 
$26,000 Noncomplianca noted individual working In Unit 1 reslncled area received 
whole body dose of 3 216 rems w/cumu)ative whole body dose for quarter or 4.648 

MARTIN.R D Region 4. Ofc of the Director. 09/03/02. 3pp 467fl3-O52'40703'O54. 

6002270158 NRC fnio Notice 89 022, "Questionable Certification of Fasteners " Sve list 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidated Edison Co of New York, Inc 105pp 48732 001-48732 106 

6902280104 NRC Info Notice 89 023, "Environ Qualification of LHlon-Veam CiR Series 
Efeclrlcal Connectors " Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidated Edison Co. of New York, Inc, 106pp 48723 036-40723 143 

3903140502 Ack receipt oi $81220 A 890127 firs Informing NRC of steps taken to cor- 
rect violations noted In Insp Repts 50 313/88-29 A 50-368/ 88-2 9. Violation A reviewed 
A determined lo have occurred as slated. . n 

CALLAN.L.J. Region 4, Ofc of the Director 89/03/03 CAMPBELL.G Arkansas Power 
A Light Co 2pp, 48658 056 48858 066 

8903230172 Responds lo NRC Bulfelln 88 Oil, "Pressurizer Surge Line Thermal Stratifi- 
cation " Util will perform prekmlnarv bounding evaluation ol surge lines using actual 
data collected from C-E plants by B&0701 i n 

HOWARD.D.R. Arkansas Power A Light Co 89/03/03. Document Control Branch 
(QocumetU Control Desk). 2pp 49029.157-49029.168 

6902260162 NRC info Notice 89*024. "Nuclear Cnllcahty Safety." list enci 
CUNNINGHAM, R.E. Division of Industrial A Medical Nuclear Safety (Poat 870729). 
89/03/00. Consolidated Edison Co of New York, Ino. 96pp. 4B7OO’252-407OO,346. 

8903010207 NRC Info Notice 89-026, "Instrument Air Supply to Safety-Related Equip- 

ROSSl,CE*DMston of Operational Events Assessment (Post 870411) 09/03/07, 
Consolidated Edison Co. oiNew York, Ino, 105pp. 48741 053-48741 *158. 

6903200133 Forwards Page 2 of notice of violation.inadvertently left out, re Insp Repts 
60 313/08-36 A SO-SSB/Se 36.W/0 end ^ , 

CALLAN LJ. Region 4, Ofc of the Director. 89/03/07. CAMPBELL, G Arkansas Power 
A Light Co. Ip. 40964 089 48964 089, 

6903230389 Requests that viofatlon noted In Insp Repts 50*313/86 47 A 50*308/80*47 

tlvlNE!j,tlL^^1Snsas Power A Light Co. 89/03/07. CALLAN.L J Region 4, Ofc of 
the Oireotor. 4pp, 49031.338*49031:341, 

6903020165 NRC Info Notice 80-027, "Limitations on Um of Waste Forms A High In* 
teqnlv Containers for Disposal of Low Level Radwasie/' Sve Hst end 
GREEVES,J.T Division ot Low Level Waste Management A Decommlaslonlna (Post 
$70413) 09/03/08. Consolidated Edison Co. of New York, Inc 117pp 48798:114- 
40790-231. 

flftoa 170395 Forwards Insp Repts 50 313/89 02 A 50-368/89-02 on 890101-31 A notice 
SlonKas W f«9ufred re number of util failures to rapt events lo 

89/03/09. CAMPBELL, Q Arkansas Power 

A UflhlCo 2pp. 48953 201*48953 2l6. 
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.'89031 7039 G Nolice vjolalion from insp on 890101-31 Violations noted! (ailtro jo pro- 
vide response to nolrce ot violation within required lime & failure to co/npCy w/LER «& 
emergency dieset generator faifure reporting 'Cgiiifomoms 
• Region 4. Ofcol the Director 6D/Q3/09 2pp 48953 203 48953 204 


DOCKET 5Q'369 WILLIAM B MCOUIRE NUCLEAR STATION, UNIT 1 
I-. Security, medical, emergency & fire protection plans 


-8903170399 Insp Repts 50-313/89 02 & 50 368/89 02 on B90l0l-3f ViOfalipnB 
noted Major areas inspected plant status followup on previously idonliltcd ♦torns.LtRs 
& events A operational salety & montlily maml/surveillancp obsorvations , , 

JOHN&ON.WD. HAAG.RC. CHAMBERLAIN, D Roofon 4. Ofc of Iho Direclor 80/ 
02/27 1?pp 4B953 205 48953 216 

8903230110 Forwards fnsp Repts 50-313/69 OG & 50-368/69 06 on 890221-24 No vio 
lations or deviations noted Two unresolved items identified „ 

CALLANLJ Region 4, Ofc of the Diroctor 89/03/09 CAMPBEU.T G Arkansas 
Power & Light Co 2pp 49028 130-49028 136 

-8903230124 Insp Repts 50313/89 06 A 50 360/8906 on 890221 24 No violations 
noted Unresolved items re radiographic exam procedures for ponolramoters 
noted Major areas inspected mods 1o Unil f HPfS & repair of Unit 2 rofuoling water 

GILBERT.L D . BARNES, I Region 4. Ofc of Iho Dtrector 89/03/03 5pp 49028 132* 
49028 136 


8903060106 Forwards public version of Bov 28 to "Crisis Mgt Plan for Nuclear Sla 
toons " 

TUCKER HB Duke Power Co 89/02/17 Document ConlroJ Branch (Document Con 
trot Deskj 2pp 48736 168 4 0738 130 

.-8903060120 "Crisis Mnt Plan For Nuclear Stations ” 

* Duka Power Co 00/12/01 200pp 40736 170 4073Q 130 

8993270046 Advises that 890106 Rov 38 to physical security plan consistent w/provi 
sions of 10CFR5O54(p) & acceptable 

CLINE,Wt Region 2, Ofc of the Director 89/03/10 TUCKER, H B Duko Power Co 
2PP 49056 068.49056 069 

8903260066 Forwards changes to ulil 870309 Tech Spoc/hcenso condition/ FSAR,por 
Generic Ltr 88 12. “Rennoval of Fire Proiecllon Requiremonls from Tech Spocs & 
Generic Ltr Q6-10, "Implementation of Fira Proleclton flequiroments " 

TUCKER.H B Duke Power Co 89/03/20 Document Control Branch (Document Con* 
trol Desk) 29pp 49074 068 49074 096 


8903220222 Responds to NRC ltr re violaltons noted In Insp Repts 50 313/00-36 8 50- 
368/88 36Corf0Clrvo actions rad waste supervisor reprimanded & counseled re failure 

to assure proper securino of radioactive mall package ^ ^ 

LEVINE.JM Arkansas Power & Light Co 89/03/10 CALLAN.LJ Region 4, Ofc of 
the Director 4pp 48994 263 48994 266 

8903080372 NRC Info Notice B9 028, "Weight & Cl r of Gravity Discrepancies for Copes- 
Vulcan Air Operated Valves ” Sve list encT 

ROSSJ.CE Division of Operational Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co ofNew York, Inc 107pp 48895 001-40895 100 


8903280079 Forwards rev to “McGuire Nuclear Slalion Fir© Protection Review ” 
TUCKER.H B Duke Power Co 80/03/20 Document Control Branch (Document Con 
IrOl Desk) Ip 49062 242 49062 293 

-8903280882 Rev to, ‘’McGuire Nuclear Station Fire Protection Reviow " 

* Duke Power Co 77/02/28 94pp 49062 243 49062 293 


H, General correspondence 


8903090821 NRC Info Notice 89 029, “Potential Failure of ASEA Brown Bovorf CIrcull 
Breakers During Seismic Event ” Sve list end 

ROSSLCE Division of Operatiojial Events Assessment (Post Q704n). 89/03/16 
Consolidated Edison Co of New V ' ' 


r York, fnc I06pp 48870 053 48870' 169 


0903090133 NRC fnfo Notice 89*030, "High Temp Environs at Nuclear Power Plants"’ 
Sve list enol 

ROSSI, CE DivisJon of OoBralional Events Assossmonl (Post 370411) 89/03/15 
ConsolidatadEdison Co oi New York, Inc 106pp 48B95’1 lO 48895 215 


0903160427 NRC fnfo Notice 69 031. "Swolling & Cracking of Hafnium Control Rods'* 
Sve list end 

ROSSI,CE Division Of OperaliOnal Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of New York, fnC 102pp 489D6001'4B9B6'103 


6903170419 NRC Info Notice 89 032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys “ Sve list onci 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 09/03/23 
Consolidated Edison Co of New York, fntf 1'04pp 48992 044-48992 147 


R Perlodlo operating reports & related correspondence 


8903090237 Commends D Nelson performance as resident inspector at plant. 
MCCONNELL.TL,TRAViS,& Duke Power Co 89/02/13 SHYMLOCI^MB Region 2. 
Ofc of the Director ip 48600 081 48000 081 


J Irisurance & Indemnity Information 

8902270812 Forwards endorsements to listed NELIA & MAELU policies & certificates 
OCONNOR.D J Marsh & McLennan, Inc 89/01/13 DINITZ.I Office of Nuclear Reac- 
tor Regulation, Director (Post 070411) 125pp 48585 055-48585 179 


P, Operating license stage documents & correspondence 

8902230559 Appllcalion for amends to Licenses NPF-9 & NPF-17,r0vl8ing Tech Spec 
4 8 1 1 2e to permit 18 month diesel generator aurvoillances. currently required to be 
performed during unit shutdown, to be performed during unit operation 
TUCKER, HB Duke Power Co 89/02/10 Document Control Branch (Documenl Con 
IrOl Desk) 4pp 48569 287-48569 290 

-8902230565 Proposed Tech Specs re elecfrlcat power sys ac sources, surveillance re- 
quirements & diesel generator lest schedule 
• Duke Power Co BO/02/10 20pp 48569 271 48569 290 


8993240210 Semiannual radiological effluent release rept for Third & Fourth Quarters 
1988 W/890301 Hr 

HOWARDS R Arkansas Power & Light Co 68/12/31 38pp, 49038123 49038160 

6903270381 Monthly operall'ng repl for Fob 1S89 for Arkansas Nuclear One Unit 2.W/ 
090315 Hr. 

SCRAUGROECK,D, JAMES.D.E Arkansas Power & Light Co 89/02/28. 6pp 
49110 044-49110049 


S. Reportable occurrences, LERs h related correapondenoe 


8903009011 LER 88 019 01.on 861 11 1,during disassembly of eve water pump A.faiiure 
of some of impeller snap rings discovered Caused by corrosion of Impeller carbon 
steel snap nngs due to exposure of chlorinated lake water W/890224 ltr, 

TAYLOR.LA. lEVINE.J.M Arkansas Power A Light Co. 89/02/24 4pp 4B768 001- 
48768 004 

8903090291 LER 86-01 0 01. on 860 922, breached penetratloii IdenUlied In Tech Specs 
lire barrier wall F8'2a61-02 In Dec 1Q83.breach found acceptable due to penetration 
sealed on opposile side of adjacent wall Caused by personnel error W/ 8 90226 ltr 
TAYLOR, L, LEVINE.J.-M. Arkansas Power & Light Co. 69/02/28. 5pp 4B783'320- 
46783 324 

0903160034 LER 84 022 01'on 840813,loss of two Containment atmosphere monitoring 
sys discovered during plant lour Caused by high ambient area lemp A loose In-lerfock- 
ing relay Mod performed A repairs made to relay W/690308 Hr. 

TAYLOR.L. LEViNE.JW. Arkansas Fewer & Light Co 89/03/08. 4pp 46692 325- 
46692 326. 

0903200345 LER B9 CH)2-0O:on 3901 09 .discovered that Tech Spec required 14 day peri- 
odic surveillance test for sve water (low rate to containment cooling units not 
performed Caused by personnel err or. Personnel counseled ^/690310 Hr, 

TAYLOR.LA., LEVIN^JM Arkansas Power & Ughl Co 80/03/10. 4pp. 469711060- 
49971.063 


V. Operator Examinations 


8903220 1S9 Qenenc Ltr 69 03 to all power reactor licensees & applicants lor OL re op- 
erator licensing natl exam schedule Sve list end 

VARGA.SA Associate Director for Pro] 0 Cls (Post 870411). 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005001-49005 056 


8902240184 Lists topical repts for Core T-H which are inler-related, Including correlation 
for predicting critical heal flux In mixing vane grid fuel assemblies & thermal-hydraulic 
methodology using VIPRE-01 

TUCKER.H 8 Duke Power Co 09/02/10 Document Control Branch (Documenl Con- 
trol Desk) 2pp. 48571 262-48 57 V263 

8902230476 Forwards Relief Request 09 01 from ASME Code Section XI hydrostatic 
testing requirements to replace nuclear sve water pumps lA & 1B suction carbon 
steel expansion joinia w/ stainless sieei expansion (omls 

TUCKER.H 0 Duke Power Co. 89/02/13. Document Control Branch (Document Con- 
trol Desk) 9pp 48569 203 48569 211 

8902230456 Forwards Relief Request 89-02 for exemption from ASME hydrostatic test- 
ing requirements re mods on sve water sys First of six mods scheduled for Implemen- 
tation Jul 1989 

TUCKER.H 0 Duka Power Co. 89/02/16 Document Control Branch {Document Con- 
trol Desk) 15pp 40570 093 40570,107. 

6903010418 Forwards claiificalion of liquid waste efflueni monitoring 

requirements, including info re restrictions & requirements affecting control of conven- 
tional waste water based on federal & state environ reoulalory requirements. 

TUCKER.H 0 Duke Power Co. 89/02/21 Document Control Branch (Documenl Con- 
trol Desk) 71pp 40653.103-48653.104 

6903000003 Summary of 8901 10 meeting w/ulil at site re certain human endneering 
deficiencies Identified during DCHDRs & not implemented Attendees listed fn brcl 1 & 
presentation aids listed In End 2 

HOOD.D.S Pfolecl Directorate 11-3 89/02/21. Pro|ecl Direclorate II-3 24pp. 
40768 279-48768 302 

6902280419 Fonvards SER granting util 890505 Relief Reauesl 88-04 from ASME Coda 
XI re addition of Insp port on containment spray MX.QA oala packages for HXs should 
be annotated to reflect new design pressure 

MATTHEWS,D.B. Pfolecl Directorate 11-3 89/02/23. TUCKER.H 0 Duke Power Co, 
3pp, 48826‘141.48625‘146. 

-6902280421 Safely Bvalualion supporting util 890505 Relief Request 86 04 re addition 
of insp port on containment spray HX 1A 

* Office of Nuclear Reactor Regulatton. Director (Post 670411) 89/02/23 3pp. 
40625,144-48826.146 

690308(>096 Forwards environ assessment & finding of significant impact re 880127 re- 
quest to amend Licenses NPP-S & NPF-1 /.revising Tech Spec 3/4 7.13, “Qroundwat- 
or ^ovoi 

HOOD.DS Project Directorate 11-3. 89/02/24. TUCKER, H.B. Duke Power Co. 2pp. 
48705'354-48705.361 
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•’S903060103 Environ assossmont & finding of no significant rmpacl w emond to Lw 
censes NPF 9 & NPF 17, revising Tech Spec 3/4 7 13, "Groundwalor Lovol ” EIS un- 
warranted 

MATTHEWS.D B Project Directorate H 3 89/02/24 6pp 48705 356 40705 361 

6903080010 Forwards notico of consideration of issuance of amends to Licenses NPF-9 
& NPF' 17 & opportunity for hearing on 890210 request to revise Tech Specs re cer- 
tain 18 month diosel generator sunroillancos 

HOOD,DS Project Directorale 11-3 09/02/28 rUCKER^H B Duke Power Co 3pp 
48741 292-48741 300 

-6903060017 Notico of consideration of issuance of amonds to Licenses NPF 9 & NPF 
17 & opportunity for hearing on 890210 request to revise Tech Spec 48 1 1 2e to 
allow certain 18-mon1h diosel genorotor surveillances during shutdown & operation 
HOOD.DS Project Directorate II 3 09/03/01 6pp 48741 295*40741300 

6903240135 Advises of changes In crisis met data transmittal sys dial in 
procodure.usernama remain unchanged, effoctive 8903 06 

HAHRIS.R E Duke Power Co 89/03/0 1 BOLAND, A. Region 2, Ofc of the Director 
2pp 49040 21 1'40040 212 

6903130619 Forwards Amends 93 & 74 to Licenses NPF-9 & NPF 7, respectively & 
safety evaluation. Amends change Tech Spec 3/4 7 13, "Groundwater Lever to elimi- 
nate inconsistencies w/capabilitles of groundwater monitoring sys as Installed, 

HOOD,D Projoct Direclorata 11-3 89/03/02 TUCKER, HB Duke Power Co 4pp 
48819 329*48819 353 

•*8903130621 Amends 93 & 74 to Licenses NPF-9 & NPF' 17 ,fO 8 p 0 ctiV 0 ly. changing 
Tech Spec 3/4 7 13, “Groundwater Lover to eliminate Inconslstoncies bolwoon Tech 
Spec & capabilities of groundwater moniforing sys as instatled 
WATTHEWS.D.B Projoct Difoclorato II 3 09/03/02 i2pp 48019 333 48810 344 

-8903130623 Safety ovalualion supporting Amonds 93 & 74 to Licenses NPF*9 & NPF 
17,r09pQCtivoly 

* Office of Nuclear Reactor Regulnlion, Director (Post 87041 1) 89/03/02 7pp 
48819 345'480 10 351 


Q. Inspection reports, IE Bulletins & correspondence 

8903020111 Forwards Insp RepIS 50-369/08 33 & 50 370/00 33 on 881122* 890119 & 
notico of violation 

HERDT,A n Rogcon 2, Ofc of the Director 00/02/14 TUCKER. H B Duke Power Co 
2pp 48672 003 48672 027 

-*8003020260 Notico of violation from insp on 881122-890119 Vriolatlon noted procedure 
not properly implemonlod in that tA omergency diesel goneralor started on 881206 
using 2A emergency dioso) gone/ator test procedure 

HERDT.A R Region 2, Ofc of Iho Director 89/02/14 2pp 46672005 48672 007 

-8903020283 Insp Ropls 50 360/68 33 & 50 370/88 33 on 881 122-890119 Violations 
noted Major areas inspected opera lions safely vefilicalian.survoillanco testing, mainl 
activities, 1 0CFR21 Insp, startup ifom refueling & followup on pravlous Insp 
VANDOORN.K , NELSON,D. CROTEAU, R Region 2. Ofc of the Director 89/02/07 
20pp 48672 008 48672 027 

6902230465 Responds to NRC 890119 Itr ro violations noted fn Insp Repts 50*369/88* 
24,50 370/88 24,50 369/&8-20 & 50 370/08*29 & forwards pa/mcnl of Civil penally In 
amount of $37,500 

TUCKER, KB Duke Power Co 89/02/15 Ofc of Enforcemenl (Post 870413) 11pp 
48670 05G 40670 066 

8902280476 Forwards nonprop net ary WCAP 12126 & proprietary WCAP 12125, "Ca 
tawba Unit 1 Evaluation for Tube S/ibratlon Induced Fatigue,'' in response to NRC 0ul 
iGtin 80 002 Proprioiary ropi withhold <ral 10CFR2 790) 

TUCKER,H8 Duke Power Co 89/02/20 ERNST.M L Rogion 2, Ofc of the DIroclor 
4pp 40620 022 48620 214 

-6902280488 Requests wi I h hoi dm □ of proprioiary WCAP 12125, "Catawba Untl 1 Eval 
nation for Tube Vibration lnducotrFa1fguG,’’_por 10CFR2 790 
vyiESEMANN.R A WosKnghouso Eloctric Corp 00/02/10 MURLEY.T Office of Nu- 
clear Roaclof RoguJaflon, Dire do r (Post 0704 II) lOpp 40620 026-48628 035 


*6903130627 Notice of issuance of amende 93 & 74 to Llconsos NPF*0 & NPF* 
1 7. respocli VO ly, changing loch Spoc 3/4 713, "Groundwator Level" lo oHminalo in* 
consislencles w/capabi lilies of groundwater monitorinn sys as installed 
HOOD, OS Project Direclorato It 3 80/03/02 2pp 480t9'362*4B619 353 


-6902260494 Non prop not ary "Cdlawba Unit 1 Evaluation for Tuba Vibration Induced 
Faliguo "* 

CONNERS.HJ, CURLEE.NJ. PITTERLE.TA Woslinghouso Efodrlc Corp WCAP 
12126 09/02/20 ISOpp 46620 036 46629 214 


8903160074 Notification ol 890316 mooting w/utit in CornollU3.NC lo discuss status of 
licensing activitlos & safely Initiatives Mooting agenda oncL 
HOOD.D S Projoct Directorate II 3 09/03/06 MATTHEWS, DB Projoct Direclorato II- 
3 7pp 48878 080 48878 008. 

8903210059 Forwards corrected Tech Specs page changes to Amonds 03 & 74 to Li- 
censes NPF-0 & NPF-17,r0Spoclivo5y 

HOOD.D Project Dlroctoralo 113 80/03/10 TUCKER.H B Duke Power Co Opp 
46980 351*48980 365 

-8903210064 Corrected Amonds 93 & 74 to Uconsos NPF'9 & NPF-17, rospocllvoly ro 
auxiliary bldg groundwater level monitors, 

• NRC • Nol^elailed Affiliation Given 89/03/10 2pp 40080;354*4G9GO 355 

6903200168 Forwards "Emoffloncy Dose Assessment Manual," elfeclivo on 890307 
TUCKER, H B Duke Power Co 09/03/13 Documonl Control Branch tDocumon! Con- 
trol Desk). Ip 48957'267*48Q58-224 

-6903200169 "Emergency Dose Assessment Manual *' 

» Duke Power Co. 09/03/07 300pp, 48957*250*40968’224 

6903210434 Provides current OA program description required by 
10CFF50.54 (a) Quality program scopo fn TSAR Section 3.2 roviewod. 

GIBSON, A F Rogion 2, Ofo o( the Director 89/03/14 TUCKER, H B Duko Power Co 
2pp 40989.354*40989.355. 

6903220402 Advises that util able lo successfully perform 10*month diosel gonorafor 
survelllanco duo lo Unit 2 trip & subsequent outage on 800303 
TUCKER, H.B Duke Power Co 09/03/16, Document Control Branch (Documonl Con 
trol Desk), 2pp, 4g003’354*40003;36S 

6903240074 Olscusses closure of oulstondmg Tech Spec concerns deriving from R Lie* 
clardo differing prof opinion review of plant Tech Specs Requests that priority be given 
to final closure Including completion of remaining 45 specifio items 
LICCIARDO.R B. Plant Systems Branch 80/03/16 SNI6ZeK,JK Office of Nuclear 
Reactor Regulation, Dlrocfor (Post 87041 1) 3pp 40033 132 49033:333. 

-6903240078 Discusses incorporation of Items Into Westlnghouse STS deriving from 
NRC confirmation ol generic & multi-plant action concerns irom R Lfcciardo re^ew of 
plant Tech Specs 

LICCIARDO.R.B Plant Systems Branch, 09/03/16, BUTCHER, E Technical Spoclfico- 
tfons Branch 4pp. 49033 135-49033:333. 

8903220381 Submits Relief Request 88 04 from hydro sialic testing roqulremonls of 
ASME Code, Section XI for containment spray HX lA.By usfng vessel design pressure 
of 200 psig, util weni beyond code requfred pressure of 149 pslg 
TUCKEfl,H B Duko Power Co 89/03/16 Documonl Control Branch (Document Con 
trof Desk). 4pp. 49002 355-4 9002>3SB 


6902260410 forwards SER granting ulil 890505 Relief Request 68*04 from ASME Code 
XI ro addition of Insp port on conlalnment spray HX OA data packages for MXs should 
bo annotaled lo roflecl new dosign pressure 

MATTHGWS.DB Proiocl Dirociorale tl*3 89/02/23 TUCKER, HO Duko Power Co 
3pp 4Q625'141*4G02S 146 

-8902260421 Safety ovalualion supporting ulif 800505 Rollof Request 88 04 re addition 
of insp port on containment spray HX 1A 

• Olfico of Nuclear Reactor Regulation, Director (Post 870411) 89/02/23 3pp 
40625144-48625 148 

6902170112 NRC Info Notice &9-020, "Wold Failures in Pump of Byron Jackson 
Design " Sve list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 69/02/24 
Consolidated Edison Co of Now York, Inc 106pp 48572 043 40572 140 

6903030142 Advises that Incorporation of ASME Code Case N 401-1 Into insorvice insp 
programs at plants eccoplablo.per 060615 request Code Case N 401, "Eddy Current 
Exam" & rev to code, Code Cnso N 40M found lo bo technically equivalent 
MAHHEWS.D.B. Projecl Dlrocioralo 11-3 69/02/26 TUCKER, H B Duke Power Co 
6pp 48716 020 487l4024. 

6902210351 SuppI 1 lo NRC Info Notico BO 073, "Direction Dependent Leak CharflclGr* 
islics of Containmonl Purge Valvos " Sve tist oncl 

ROSSI, CE Division of uporntfonal Events Assessment (Posi 870411) 89/02/27 
Consolidalod Edison Co ol Now York, Inc 102pp 48589001-48509 110. 

6902210664 NRC Info Nolico 80-021, "Changes in Performance Characteristics of 
Moldod-Caso Circuit Breakers " Sve list end 

ROSSI.CE Division of Opofalional Events Assessment (Post 870411) 09/02/27 
Consolidated Edison Co of New York, Inc 104pp 48578 032 46570 137. 

6903060206 Ack receipt of 890215 Hr & payment for civil penalties in amount of 
$37,600. 

LIEBERMAN,J. Ofc of Enforcomont (Post 070413) 89/02/26. TUCKER.HB. Duke 
Power Co Ip 46736.199 46730:109 

6903090092 Responds to 8811 15 request for addi Info ro Insorvice fnsp program.W/813 
oversIzG drawlfigB, 

TUCKER, H.B. Duke Power Co. 89/03/01 Document Cenlrol Branch (Document Con 
trol Desk) 6pp. 48787 001-48794.046 

-8903090094 Requests approval for uso ol 1060 Edition of ASME Section XI, Including 
all addenda through Winter IQOO.for Unit 1 as described In Inservice in^ plan 
TUCKER,HB Duke Power Go. &9/02/28, Document Control Branch (Oocumeni Con- 
Irol Desk). 2pp. 48787.007*48787.008. 


B90323043B Forwards corrected Tech Spec pages to Amends 88 & 89 Issued to Li- 
censes NPF-9 & NPF-17.r0Spoclively on 680706. 

HOOD.DS. Project Direclorato 11-3, 09/03/16, TUCKER.HB Duko Power Co 3pp. 
49031*329-49031 334 


-0903090100 Requests approval for use of Code Case N 356 certification period for 
Level III NOE personnel Code case end 

TUCKER,H B Duko Power Co. 09/02/20, Documonl Control Branch (Document Con- 
trol Desk), 3pp 48787.009 48707.016. 


-8903230441 Corrected Amends 08 & 69 lo Licenses NPF-09 6 NPF-17, respectively. 
* Projecl Directorate 11*3 09/03/16 3pp 49031, 332-4903 VB34. 

8903200094 Forwards updated & more comprehensive justification for deviating from 
original human engineering discrepancies aesociatod w/ rearranging annunefaters In 
plant control room, per 890112 meeting w/NRC 

TUCKER.H B. Duke Power Co. 89/03/17 Document Control Branch (Document Con- 
trol Desk). 20pp, 490e6-337-49066:S66. 

6003160296 Generic Ltr 69 02 to all holders of OLs & CPa for nuclear power reactors re 
actions lo Improve detection of oounierfeil & fraudulently marketed produots Sve list 
end, 

VARGAS, A. Associate Director for Projects (Post 070411). 80/03/21 Consolidated 
Edison Co of New York. Inc, 57pp 40060*001-48960:057 


1903000113 Rev 11 10 "fnaarvlce Insp Program," Vols 1 4, 

HOQQE,A.J., UNDER WOOD, G Duke Power Co. 89/02/21. 2,1O0pp 48787,017- 


6903270199 Responds to NRC Bulletin 65 003 re motor-operated valve common mode 
failures during plants transients due lo Improper switch settings. 

TUCKER, H,0 Duke Power Co. 89/03/01. EBNETEKS D Region 2. Ofc of Ihe Direc- 
lor 22pp. 49056.221*49050*243 

6902270166 NRC Info Notice 89*022. "Questionable Cerliflealion of Fasteners" Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/03, 
Consolidated Edison Co. of New York, (nc lOSpp 48732.001-46732:106. 
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6S022601D4 NfIG Info Nolfce 89 023. “Environ Quahficatian of lilton-Veam CIR Series 
Efactrioal Connectors '' Svc Iis1 on cl 

ROSSI, GE Division of Oparalioml Events Assessment (Post 870411) 09/03/03- 
Consoliriated Edison Co of Now YorK, Inc lOBpp 43723 O30'48723 143 

8902280162 NRC Into Notice 69 024, “Nuclear Crillcality Sefaly “ Svc Jist end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely {Post 870729) 
G9/03/08 Consolidated Edison Co of New York, Inc- 96pp 46700252 45700 346 

8903010207 NRC Info Notice 89*026, “Inslfumenl Afr Supply to Safety ReJated Equip 
rron1 " Svc list enct 

ROSSl.CE Division at Operational Events Assessment {Post B704I1) 89/03/07 
Consdidalad Edison Co of New York, Inc I05pp, 48741 053 48741.156 

9903020165 NRG Info Nouce 39*927, “Limitations on Use of Waste Forme & High In* 
lojgrily Container a tor Disposat ot Low Level Bad waste Svc list end 
GREEVES.JT Divlsjan of Low Level Waste Management •& Oecommissfonfng (Post 
870413) 89/03/00 Consolidated Edison Co of New York. Inc. 117pp 48798114* 
48798 231. 

8993240282 Responds to NRC BuDolm 88 D1 1, "Pressunzar Surge Line Thermal StfatiJi' 
callon Requests atteinalo schedule to lhal specified in bufletin Schedule of 2 yrs 
considered suffident feme to cbtafn necessary aodl monilonng data 
TUCKER, Duke Power Co 89/03/10 Document Control Branch (Document Con* 
trot DeaH) 4pp 49044 211-49044 214 

8603080372 NRC Info NoUce 69 028, “Walght & Ctr of Gravity Discrepancies for Copes* 
Vulcan Air-Operafed Valves “ Svc list encT 

ROSSt.CE. Division of Operallonaf Events Assessment (Post 870411) 89/00/14 
Coa&olldatad Edison Co. of New York, Inc, 107pp 48395,001*48395 109 

6903099021 NRC Info Nollce 69-029, ''Potential Failure of ASEA Brown Bovari Circuit 
Breakers Du ring Baismic Event ** Svc fist end 

ROSSI, C.E. Divlsfon of Operational Events Assessment (Post 870411). 89/03/16 
Consolldaled Edison Co oi New York, Inc 106pp- 48870953 49870.169. 

8903090133 NRC Info Nolica 89 030, “High Temp Environs at Nuclear Power Plants " 
Svc island 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 89/03/15 
Conso I idaled Edison Co, orNew York, Inc, lOepp 46895J10-48B96 216. 

5903290270 Forwards 'Inservlce Insp Rept Unit 1 McGuire 1988 Refueling Outage 5," 
par tOCFRSO 65a 

TUCKER,H B. Duke Power Co. 89/03/15 Documem Control Branch (Document Con- 
trol Desk) Tp 491 1 6 21 2*49 1 1 8 ate. 

-8903230442 “Inservica insp Rept Unit 1 McGufra 1988 Refueling Outage 5 " 
UNDERWOOD.GX, HOGGE.AJ, Duke Power Co 69/03/08 lOOpp 4&118r213- 
49116:318 

8903220409 Responds to violations noted In fnsp Repts 50*369/86-33 & 50-370/66* 
33 Corrective actions taken penodic surveillance lest for Diesel Generator 2A sue* 
cessfiilly completed. 

TUCKER, H 8. Duke Power Co. 89/03/16 Document Control Branch (Document Con* 
UOl Desk), epp, 49020:125 49020.132. 

8903160427 NRC Info Notice 89*031, "Swelling & Cracking of Hafnium Control Rods," 
Svc Hilt end, 

ROSSI, CE Ofvisfon oi Operalbnal Events Assessment (Post 870411} 89/03/22 
Consolidated Edison CK> orNew York, Inc 102pp 48986 001-48966 103 

8903170419 NRC Info Nolice 89 032, "Surveillance Testing ol Low Temp Overpressure 
Protection Sya," Syc list one) 

ROSSI, CE Division ol Operational Events Assessmant (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. fnc. 104pp 46992 044-48992.147. 


R. Perlodfo operating reports \ related correspondence 

6908030374 Stalistlcal rept of recorded personnel whole body exposures for 19B8.W/ 
690221 Itr. 

TUCKER, H.B Duke Power Co. 68/12/31 4pp. 48691:358 48691 361. 

8903100464 "Semrannuaf Radioactive Effluent Release Rept for McGuire Nuclear 
Siation,srul*Dec 1906." V7/690226 Itr 

TUCKER, HB Duke Power Co 66/12/31 61pp 48814 211*48814.271. 

8903020180 Forwards monthly operalfr^ repi for Jan 1969 & corrected monthly operat- 
ing repts w/personnei exposure for Oct I96B & Dec 1988 for McGuire Nuclear Sta- 
tion. 

TUCKeB.HB. Duke Power Co, 69/02/16 Document Control Branch (Document Con- 
trol Desk) Ip 48777*23 9*4877 7:262 

-8902249375 Monthly operaUng rept for Jan 1989 for McGuire Nuclear Stalfon, 
WILLIAMS.fl.A. Duke Power Co 89/01/31. 11pp. 48777 240-46777 250 


S Reportable occurrences, LERs A related correspondence 

8902230482 LER 88 044 01 on 081211. two safely mleclion check vafves failed RCS 
pressure Isolation valve leak rate test Caused by worn hinge pin causing valve djsc to 
seat Improperly & worn areas on valve seat Valves replaced W/890215 Itr 
LEROV.S E , TUCKER.H a Duke Power Co 60/02/15 Opp 4B568 172 48568 180 

890224Q022 LER 86 DOS 01 on B60323.spuriou5 Train A safety Injection & main steam 
Isolation resulting In reactor trip occurred Cause undetermined Operations personnel 
Impfemenlotf Procedure AP/1 /A/5500/01 W/690215 Ur 

LEROY.se, TUCKER.HB Duke Power Co 89/02/16. lipp 48621 063-48621 073 

8902240169 LER 86 045 0100 B81210 & 26, auxiliary feedwater sys train B 
Inoperable Caused by mgt deficiency & personnel error Facility mgl personnel mot on 
890127 to review & discuss Incident W/B902t5 Itr, 

LEROY.S.E, TUCKER.HB Duke Power Co 89/02/15 9pp 48583 147*48583 155 

8902240173 LER G9 001*00’on 8901 ITJaiiure to take componaatory measures when 
both trains of control room area vontilatlon were Inoperable Caused by lack ol alten* 
lion to delall by Pfanner A in scheduling pending work request. W/8902 16 Itr 
LEROy.S E. TUCKER.H B. Duke Power Co 89/02/16 I0pp 48579.246-48579 258 

8902270381 LER 89*030 01 ‘On 88091 5, discovered that capped spare sleeves through 
fire barrier penirallons wore unqualified as 3 h fire barriers Caused by design deficien- 
cy due to Incomplete documentation Fire watches established W/8902 17 Hr 
LEROY.S E„ TUCKER.HB. Duke Power Co 89/02/17 8pp 48588.083 48508 090 

8903720042 LER 08 017 01 on 880702, limit switch associated w/uppor containment 
ventilation unit Isolation valve discovered w/pinched gasket Caused by defective 
procedure All limit switches repaired & procedure changed W/B90306 Itr 
LEROY.S E . TUCKER.H 8 Duka Power Co 89/03/06. 9pp. 49005 337 49005 354 

8903240185 PNO-JI 09 019 on 890307.Unit 1 manually tripped duo to drop in pressur^er 
leveljncrease In main staam line radiation A Increased charging flow revealed primary 
to secondary leak Alert declared A onsite emergency response activated 
SINKULE.M Region 2, Ofe of the Director B9/03/08. 2pp. 49039 273 49039 274. 

6903210470 LER 66 029 01, on 880930.1005,06,07,11 & 12.fire barriers breached A 
penetration seals left open Caused by mgt deficiencies & unknown reasons Fire bar- 
rier penetrations properly sealed by Bahnson personnel W/890310 Hr 
LEROY.S E., TUCKeR.H.0 Duka Power Co 89/03/10 lipp 48984 130-48964.140 


V. Opefstor ExamtnallonB 

8903220159 Generic Ltr 89 03 to all power reactor licensees & applicants for OL re op- 
erator ricenstng nail exam schedule Svc list end. 

VARGA,S.A Assoclale Director iof Projects (Posl 070411) 09/03/24 Consolidated 
Edison Co of New York, Inc. 54pp 49005,001-49005 056 


docket 60-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & ffre protection plane 


6903060105 Forwards public version of Rev 26 to "Crisia Mgt Plan for Nuclear Sta 
lions " 

TUCKER.HB Duke Power Co. 89/02/17. Document Control Branch (Document Con- 
trol Desk) 2pp 48736 160 48738 130. 


-8903060120 "Crisis Mgt Plan For Nuclear Stations " 

• Duke Power Co 00/12/01, 200pp. 48736*170 40738.130. 

0903270046 Advises that 890106 Rev 3B to physical securily plan consistent w/provl- 
slons ol 10CFfl6054(p) & acceptable, 

CLINE, W E Region 2. Ofc of (he Director. 89/03/10. TUCKER.H.B Duke Power Co 
2pp. 49056,068-49056 069 

8903260066 Forwards changes to util 870309 Tech Spec/llcense condition/ FSAR.per 
Generic Ltr 88-12, "Removal of Fire Protection Requiremenis from Tech Specs' A 
Generic Ltr 86*10, "Implemenlallon of Fire Protection Requirements." 

TUCKER.HB. Duke Power Co. 89/03/20 Document Control Branch (Document Con- 
trol Desk). 29pp 49074.068-49074.096, 


0903260079 Forwards rev to "McGufre Nuclear Station Fire Protection Review." 
TUCKER.H.B Duke Power Co 09/03/20 Document Control Branch (Document Con- 
trol Desk) Ip 49062.242 49062:293. 


—8903260082 Rev to. "McGuire Nuclear Station Fire Protection Review 
* Duke Power Co 77/02/26 94pp. 40062*243-49062.293. 


H, General correspondence 


*•0903 140439 Revised monthly operating rept for Dec 1983 for McGuire Nuclear Sla- 
'^‘ixike Power Co 68/12/31. 1p. 48777*251*48777,261 

-<■0903020240' Revised monthly operating rept for Oct 1686 for McGuire Nuclear Slatlon 

• Duke Power Co 80/10/31. 1p. 487^ 252*48777 252. 

0903260341 Forwards monthly operating repts for Feb 1989 for McGuire Nuclear Sta- 
tion Units 1 0 2.Page on personnel exposure for n>onthly operating rept for Jan 1989 
also encL 

TUCKER.HB Duke Power Co 89/03/15. Document Control Branch (Oocumertt Con- 
trol Desk) ip 40110*264-49110 275 

-8903220141 Monlhlv oparatJng repts for Feb 1969 for McGuf/e Nudear Station Units 1 

0l2. 

WILLIAMS.R A. Duke Power Co. 89/02/28. lOpp 49110 265-491 10*274. 

-0903280344 Revised monthly opera ling repis for Jan 1989 for Meguire Nuefear Sta- 
tion. 

• Duke Power Co. 89/0 1/31. Ip 49110-276-49110.275 


0903090237 Commends D Nelson performance as resident Inspector at plant. 
MCCONNELL, T.L , TRAVIS.B Duke Power Co 89/02/13. SHYMLOCK.M.B Region 2. 
Ofc of the Director Ip. 4BB0O 001-48800,081 


J, Insurance ft Indemnity Information 

8902270612 Forwardd endorsements to listed NELIA ft MAELU policies ft certificates. 
OCONNOR.D J. Marsh & McLennan. Inc. 89/01/13. DINIT2,I. Office of Nuefear Reac- 
tor Reguladon, Director (Post 870411), 125pp 48505 055-40585:179 


F. Operating llcenae stage documents ft correspondence 

0902230559 Application for amends to Licenses NPF-9 ft NPF-1 7, revising Tech Spec 
4.81.1 2e to permit 10 month diesel generator $urveillance8.currently required lo be 
performed dunng unit shutdown, to be performed during unit operation 
TUCKER.H B, Duke Power Co 89/02/10. Document Control Branch (Document Con- 
trol Desk), 4pp, 48569.267*40569,290. 
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•^6902230565 Proposed Tech Specs re dioctricaf power sya ac sources, surveillance re 
qutrements 6^ d(e8el generator test schedule 

* Duke Power Co 09/02/10, 20pp 48569 27146569 290 

0902240164 Lists topical repls for Coro T-H which are inter related, (ocfuding correlation 
for predicting critical heal flux In mixing vane grid fuel assembiles & therm a! hydraulic 
methodology using ViPFE‘01 

TUCKER, HB Duke Power Co 89/02/10, Document Control Branch (Oocumont Con 
trol Desk) 2pp 48571 26248571 263 

6902230456 Forwards Relief Request 69-02 for exemption from ASME hydrostatic lest 
Ing requirements re mods on svc water sys First of six mods scheduled for fmplomen 
tat ion Jul 1 989 

TUCKER, H.B. Duke Power Co 89/02/16. Document Control Branch ^Document Con- 
trol Desk) 15pp 48570:09340570 107 

6903010416 Forwards clarification of liquid waste effluent monitoring 

requirements, Including info re restrictions & requirements affecting control of oonvon* 
tional waste water based on federal & slate environ requiatory requirements 
TUCKER, HB, Duke Power Co 89/02/21. Document Control Branch (Document Con- 
trot Desk) 71 pp 48663: 1O340653- 164. 

8903080003 Summary of 890116 meeting w/uhl at site re certain human engineennn 
deficiencies Identified during DGRDRs & not Implemented. Attendees listed in Enel 1 & 
presentation aids listed in End 2 

HOOD,D.S. Project Directorate 11-3 69/02/21 Project Directorale fl3 24pp 
4S766 279 48766:302 

0903060098 Forwards environ assessment & finding of significant impact re 860127 re- 
quest to amend Licenses NPF-9 & NPF- 17, revising Tech Spec 3/4 7.13, "Qroundwat- 
or LgvgI " 

HOOD.D.S, Project Directorate li 3 69/02/24. TUCKER, H.B, Duke Power Co, 2pp 
4a705’3544 8705'361. 

-4903060103 Environ assessment & finding of no sig^nlficant Impact re amend to Li- 
censes NPF-9 & NPF- 17, revising Tech Spec 3/4.7,13, ‘‘Qroundwater Level " eiS un 

MAHHEWS.DB Project Directorate fl-3 89/02/24 6pp 46705 356 40705*361, 

6903060010 Forwards notico of consideralion of Issuance of amends to Licenses NPF 9 
$. NPF-17 & opportunity for hearing on 890210 request to revise Tech Specs re cer- 
tain 16 month diesel genoralor survoillancoa, 

HOOD.D.S. Project Directorate 11-3 69/02/28. TUCKER, H B. Duke Power Co. 3pp 
48741:2924 8741,300, 

-6903060017 Notice of consideration of Issuance of amends to Licenses NPF-8 & NPF- 
17 & opportunity for hearing on 890210 request to revise Tech Spec 4 0.1.1,2.o to 
allow certain 18 month diesel gonerator surveillances during shutdown & operation. 
HOOD.O.S. Project Djrectorate li-3. 89/03/01. 8pp 48741:29548741:300. 

6903240135 Advises of changes jn crisis mgt data transmittal sys dial-ln 
procedure .username remain unchanged, affective 690306. 

HARRIS, R.E. Duka Power Co 69/03/01, BOLAND, A. Region 2. Ofc of the Director. 
2pp. 49040.21149040.212. 

8903130619 Forwards Amends 93 A 74 to Licenses NPF-9 A NPF-7. respoctivoly A 
safety evaluation. A mends change Tech Spec 3/4.7.13, "Qroundwator Level" to elimh 
nate Inconsistencies w/capabilltios of groundwater monitoring sya as Ineiallod, 
HOOO.D. Project Directorate 11-3 89/03/02 TUCKER, H.B Duke Powor Co 4pp 
4aat9'329-468 19.353. 

-8903130621 Amends 63 A 74 to Lfeensos NPF-9 A NPF-17,re8peotlvoly, chanping 
Tech Spec 3/4 7.13, "Groundwater Level" to eliminate Inconalsiondes between Teen 
Spec & capabilities of groundwater monitoring sya as installed, 

MAnHEW8.D.B, Project Directorate li-3 89^3/02. 12pp 46019 333-48819.344 

-8003130623 Safely evaluation supporting Amends 03 A 74 to Licenses NPF-fi A NPF- 
17, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 670411). OD/03/02 7pp, 
466 19*345 48610.361. 

-8903130627 Notice of Issuance of amends 93 A 74 to Licenses NPF-9 A NPF- 
17, respectively, changing Tech Spec 3/4.7 13, "Groundwater Level" to eliminate In- 
consistencies w/capabirltles of groundwater monitoring syS as Installed. 

HOOD,D,S. Project Dlreolor ate 11-3. 89/03/02. 2pp 48819 362-400 10 3 53. 

6903160074 Notification of 890316 meeting w/ulil In Cornelius, NC to discuss status of 
ricensing activities A safety inlllatives. Meeting agenda end. 

HOOD,D.S Project Directorate 11-3. 89/03/06. MATTHEWS, D.B. Project Directorate j|- 
X 7pp 40076 080-46078:000. 

0903210069 Forwards corrected Tech Specs page changes to Amends 93 A 74 to Li- 
censes NPF-9 A NPF-17, respectively. 

HOOD,0. Project Dlreclorale 11-3. 60/03/10. TUCKER, H.8. Duke Power Co. 3pp 
40660 351-46980:356 

-6903210064 Corrected Amends 03 A 74 to Licenses NPF-0 A NPF-17, respectlvefy re 
auxiliary blda groundwater level monitors 

> NRC - Nol^lailed Afflllallon Given 69/03/10, 2pp. 46980 354-48960:355 

6903200166 Forwards "Emergency Dose Assessment Manual," effective on 090907 
TUCKER, H.B. Duke Power Co. 80/03/13 Document Control Branch (Document Con- 
trol Desk) Ip. 46057:257-46956:224. 

-6003200189 "Emergency Dose Assessment Manual." 

* Duke Power Co. 09/03/07. 300pp. 4 6957: 258-4 80 58-224. 

6903210434 Provides current QA program description required by 
10CFR60.54(al.QuaNty program scope In PSAR Section 3,2 reviewed, 

QIBSON.A.F. Region 2, Ofc of the Director. 89/03/14. TUCKER, H.B, Duke Power Co. 
2pp. 46989;354-4e9a9:356. 

6903220402 AdvIseS that util able to successfully perform 1 0-month diesol generator 
surveillance due to Unit 2 trip A subsequent outage on 890303. 

TUCKER, H.B Duke Power Co. 69/03/15, Document Control Branch (Dooument Con- 
trol Desk). 2pp, 49003:354-49003*355. 


8903240074 Discusses closure oJ oulsiandina Tech Spec concorna deriving from R llc- 
efardo difforing prof opfnlor^ review of pfanl Tech Specs Roqueals lhat priority bo given 
to final closure incfirding completion of remaining 45 specific items 
LICCfARDO.RB Plant Systems Branch 89/0l/15 BNIEZEK.J M Office of Nuclear 
Reactor Regiilallon, Director (Post 070411) 3pp 49033 152 40033.333 

-8903240078 Discuss 03 Incorporation of Hems into Woslinghouse STS donving from 
NRC confirmation of generic A mufti plant action concerns trom R LIcciardo ro^ew of 
fant Tech Specs 

ICCIARDO.R B. Plant Systems Branch 80/63/15 BUTCHER, E Technical Specifica- 
tions Branch 4pp 49033155 49033 533 

6903230438 Forwards corroded Tech Spec pagos to Amends 63 A 69 issued to Li- 
censes NPF-9 A NPF-17,respecUv0ly on 8B0705 

HOOD.DS, Project Directorate 11-5 89/03/16 TUCKER.H.B Duke Power Co 3pp 
49031.329-49031 334. 

-6983230441 Corrected Amends 80 A 60 to Licenses NPF-09 A NPF-17, rospoclivofy 
* Project Directorate 11-3 89/03/16 3pp. 40O31’332.49O31'334. 

6903280094 Forwards updated A more comprehor>sivo Justification for deviating from 
original human engineering discrepancies associated w/ rearranging annunciatora In 
plant control room, per 690112 meeting w/NRC 

TUCKEn,H.B. Duke Power Co 89/03/17 Document Control Branch {Document Ckjn- 
trol Oosk) 20pp 49066 337-49066 356 

8903160296 Generic Ltr 09 02 to all holders o1 OLs A CPs for nuclear powor reactors ro 
actions to improve detection of counlerfsit A fraudulently marketed product8.SvG list 
end. 

VARQA,SA Associate Director for Prolocta (Posl 870411) 69/03/21 ConsolidatGcf 
Edison Co of Now York, Ino 57pp 489^ 001-40960.057, 


0. Inspection reports, PE Bulletlna A correspondence 

6903020111 Forwards Insp Repls 50 369/08-33 A 60-370/06 33 on 061122- 090119 A 
nolico of violation 

HEROT,A,R Region 2, Ofc of the Diroclor. 00/02/14 TUCKER, H B. Duke Power Co. 
2pp 46672*009 49672 027. 

-8903020269 Notice of violation from Insp on 061 122-8901 19, Viola lion noted procedure 
not properly Imptomenlod in lhal 1A emergency diesel generator started on 66 1206 
using 2A omergoncy diosel generator (eat procedure 

HERDT,AR. Region 2, Ofo of the Director 09/02/14 2pp 48672:005 48672.007. 

-8903020283 Insp RepIS 50 369/68 33 A 50 370/88-33 on 6d1122-09O1 10. Violations 
notodMaJor areas Inspected operations safety venflcatlon,survollJance testing, maini 
acl!vitloa,tOCFR21 Insp.siariup from refueling A followup on previous Insp. 
VANDOORN.K.* NELSONA, CROTEAU, R. Region 2, Ofc of the Director 00/02/07. 
20pp 48672*006 4 0672.027. 

8902230465 Responds to NRC D901 19 Jlr re viofallons nolod in fnsp Repls 60 969/88- 
24.60-570/86-24,60-360/08-29 A 60 370/80 29 A foiwards paymonl of civil penally In 
amount of $37,600. 

TUCKER.H B, Puke Powor Co. 69/02/15 Ofc of Enforcemant (Post 670413). 11pp. 
4867Q 056 4 8670.066 

6902280476 Forwards nonprqprietary WCAP 12126 A proprfolary WCAP 12126, "Ca 
tflwba Unit t Evaluatfon for Tube Vibrallon Induced Fmiguo," In response to NRC Bul- 
letin 88-002 Proprietaiy ropt withheld (ref 10CPR2.790). 

TUCKER,H B. Duke Power Co 80/02/20. ERNST, M L Region 2, Ofo of the Director. 
4pp. 40620,022-48628*214. 

8902170112 NRC Info Notice 69 020, "Weld Failures jn Pump of Byron-Jackson 
Design " Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 89/02/24. 
Consolldaled Edison Co of New York, Inc. I06pp 48572:043 48572*148. 

6903930142 Advises that Incorporatloni of ASME Code Case N 4Df-1 Into InservIce Insp 
programs at plants acceptable, per 080816 requesl.Code Case N-401. "Eddy Current 
Exam" A rev (o code, Code Case N -401-1 found (o be technically equlvalenl. 
MATTHEWS,DB. Project Dlreclorale lf-3. 80/52/26. TUCKER.H.B. Duke Power Co. 
6pp 48716020-48716 024, 

8902219361 Supp1 1 to NRC Info Notice BB 073, "Direction Dependent Leak Character- 
istics of Containment Purge Valves." Svo list end. 

ROSSI, C.E. Division el Operational Events Assessmenl (Post 870411). 89/02/27, 
Consolidated Edison C)o. of New York, Ino 102pp 40689 00 1-48569* 110, 

89022 10S64 NRC Info Notice 89-021, "Changes frr Performance Characleristics of 
Molded-Ca$e Circuit Breakers " Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/02/27. 
Consolldatod Edison Co. of New York, jnc 104pp 4 8578. 032- 48 67 6. 137, 

8903020470 Forwards safety evaluation re util 680324,0425,0610,0810 A 1006 re- 
sponses to NRC Bulletin 88 002, "Rapidly Propagating Fatigue Cracks In Steam Gen- 
erator Tubes." Udl response acceplable. 

MATTHEWS.D.B. Project Directorate fl-3. 89/02/27. TUCKER.H B. Duke Power Co. 
9pp. 48673.161-46673:213 

-6903020472 Safety evafuatlort supporting util 880324,0425,0610,0815 & 1006 re- 
sponses to NRC Bultetin 86 002, "Rapidfy Propagating Fatigue Cracks In Steam Gen- 
erator Tubes." ^ ^ _ 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 60/02/27. 9pp 
48873.104-4a873:l06> 

-6903020474 Non proprietary SER accepting Westinghouse melhodology to resolve 
Item C,2 of NRC Bultetin 86 002, "Rapidly Propagating Falfqua Cracks In Steam Gen- 
erator Tubes." 

* Materlala Engineering Branch. 89/02/27. 25pp 40673:187-40673*213, 

$903960206 Ack receipt of 690215 ltr A paymenl for civil penalties in amount of 
$37,600 

UEBERMAM,J. Ofc of Enforcement (Post 870413). 09/02/26. TUCKER,H,B Duke 
Power Co Ip 48756:109-46738:109. 
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0903090092 ptsponda lo 8B1 tl5 reqi;«»sl for addi info rd inservtce insp program W/813 
ovefSi2e tiJSW'Dgs 

TUCKER, H0 Duke Paw&r Co 69/03/01 Documeni Control Branch (Document Cod' 
lrolDesk> 6pp -18767 001 46794 046 

*'8903090094 Requests approval for use of 1980 Edition of ASME Section XIjncfuding 
a'J addenda through Winter 1900, for Uni! l as described in inservjco msp plan 
TUCKER H B Duke Power Ck) 89/02/28 Document Conlrol Branch (Document Con 
Irol Desk) 2pp 48787 007 48787 008 

"8903090100 Requests approval for use of Code Case N 356 certification period for 
Level III NDE personnel c^e case end 

TUCKER, H 0 Duke Power Co 89/02/28 Documem Control Branch (Document Con 
trot Desk] 3pp 46787 009 48787 016 

"8903090113 Rev 11 to "fnservice Insp Program " Vols 1 4 
HOGGEAJ, UNDERWOOD.G Duke Power Co 89/02/21 2.l00pp 48787 017 
48794 046 


8903270199 Responds to NRC Bulletin 85 003 re rtiolor operated valve common mode 
failures dunng plants transients due to improper switch settings 
TUCKER HB Duke Power Co 89/03/01 EBNETER.SO Region 2, Ok of the Direc* 
tor 22pp 49056221 49056 243 


8902270158 NRC fnfo Notice 89 022, "Questionable Certification of Fasteners " Svc list 
enci 

ROSSLCE Division of Operational Events Assessment {Post 670411) 09/03/03 
Consolidated Edison Co of New York, Inc 105pp 48732 001 48732 106 


8902280 104 NRC Info Notice 89 023, "Environ Oualificatjon of titton*Veam CIR Series 
EtectncaJ Connectors " Svc list end 

BOSSLCe Division of OperaUanal Events Assessment (Post 8704ti> 89/03/03 
Consolidated Edisor» Co of New York, fnc 106pp 48723 038 48723' 143 


B902280152 NRC Info Notice 89 024, ‘ Nuclear Criticality Safety " Svc list end 
CUNNINGHAM, RE Division of Industnal & Medical Nuclear Safety (Post 070729) 
69/03/06 Consofidated Edison Co of New York. Inc 96pp 487(lio 252-48700 346 


8903010207 NRC Info Nolice 89 026, "Instrument Air Supply fo Safety-Related Equip- 
menL" Svc list end , , v, k 


ROSSl.CE Diviskhi of Operational Events Assessment (Post 870411] 89/03/07 
Consolidated Edison Co of New York, fnc I05pp 48741 053-48/41 158 


8903020165 NRC Info Notice 89 027, "Limitations on Use of Waste Forms & High In 
tMnN Containers for Disposal of Low Level Radwaste " Svc list end 
GRBEVES J T Division of Low Level Waste Managemerii & Decommissionino fPosi 
Consolidated Edison Co of New York 10^117/1^40718^ 

40796 231 


8903240262 Responds lo NRC SuUelin 88 011, "Pressunzer Surge Line Thermal Stralifi 
catwn Requests allernaie schedule lo that speciRed m bulletin Schedule of 2 vrs 
sufficient lime to obtain necessary addi monitonng data 

*v2ta“*Ar Operated W ^ “"Scppancps lot Copoo- 

ROSSI CE fusion or Operational Events Assessment (Posl 670411] 89/03/14 
Consolidatecf Edison Co of New York, Inc J07pp 48895001 48895 f09 ^ 

8»:W^21 NRC fnfo Notice 89 029. "Potential Failure of ASEA Brown Boveri Circuit 

HOSSICE Dnnsion of Operational Events Assessment (Post B704ii) 89/03/15 
Consolidated Edison Co of New York, lr»c loepp 46870053-48870 169 ^ 

^^vclist enc?"^^ Environs at Nuclear Power Plants " 

Operational Events Assessment (Posl 870411) 89/03/15 
ConsoWaled Edison Co of New York, Inc I06pp 48895*1 lo 48895 215 ^ ^ 

6903^09 Responds to violations noted in insp Repls 50 369/88 33 & 50 37r)/flft 
taken periods surveillanc^ J for olesel Ln\m^ 

Co- 

* Crachinp of Hafnium ConfttJ Rods " 

ROSSI CE (^swn of C^>erallona1 Events Assessmenl /Post 8704111 sti/n‘i/po 
Consofidaled Edison Co of New York, Inc I02pp 48986 001-46986 103 * 

*S®ton Svs S« S ol rewp Ovetpmaaufo 

^ Events Assessment (Post 870411) 89/03/23 

CorvsoTidaied Edison Co of New York. )nc 104pp 4B9B2 044 48992 147*^ 


fl Perfodro operalfn^ reporta & related correspondence 

iwd/ oxposufBs for 1988 Vf 

'R/CKER.HB Duka Power Co 68/12/31 dpp 48691 358 48691 361 
TUCKEaHB Duke Power Co 88/12/31 6fpp 48814 211 48814 271 

-6^140439 flovtaod mp„,l 9 y oporata^ ,op, fo, Doc 1966 lo, McGu„e Nuclear S,a 
•DukoPowofCo 86/12/31 Ip 4a777.26l-48m 281 


"8903020240 Revised monthly opcraiinq ropt lor On 1')mi Un Milniiiu NnvtniU Btallon 
’ Duke Power Co 88/10/31 Ip 48777 252 407/7 252 

6903280341 Forwards monihly oporaling ropls for J'Ob l<Uh) for Mittinrn Nm fmr Sia 
tion Units 1 & 2 Pago on personnel oxposuro for tnonlhry ofmratinii rnpl for Jnn 1909 
also end 

TUCKER, HB Duko Power Co 09/03/15 Donimt'iil Conlrol tlrnnih (f)Ov,urnorit Con 
frofDflSk] fp 10264-49110 275 

"6903220141 Monthly operating ropts for Feb 1900 for McGniro Nuilonr Stiilion Units 1 
& 2 

WlLUAMS.fl A Ouko Power Co 89/02/28 lOpp 4 DUO 265 401 1(1 2/4 

"8903280344 Revised monihly operating ropls for Jnn 1009 for M((juiro NuLlonr Sin 
bon 

‘ Duke Power Co 89/01/31 Ip 491 10 275 491 10 2/5 


S. Reportable occurrences, LERs & related corrospondonco 

0902240167 LER 00 007-01 on 0Q0724, channel fll fow T avorggo ninriii rticuivud & ESF 
main feedwater isofalion occurred Causorl by oquipmont faiiuro of iiignni comparator 
card in reactor protection sya Card replaced W/0002 ) 7 Ur 
UEROY.S E . TUCKER.H B Duko Power Co 89/02/17 7pp 4«‘i/1 21M 405/1 ?97 


V Operator Examinations 


8903220169 Generic Lir 89 03 to all power reactor ficonsoos & fipplKpiihi lor OL ro op 
erator licensing nail exam schedule Svc list one! 

YAROA^A Associate Director for Prolccts (Posl 8/041 f) fli)/0,l/24 CofuialJdated 
Edison Co of New York, fnc, 54pp 40005 001 40005 050 


DOCKET 60-373 LASALLE COUNTY STATION, UNIT 1 


r. oBuuriiy, meuicai, emergency a fire protection plans 

B903140027 Rov 5 jo EPIP EG-tO, "Offsite Personnel & Volilcio Coniamlnniinn Monitor 
^ Nuclear Station Evacuees " 

GOLOEN.JC Commonwealth Edison Co 09/01/31 Opp 40857 202 4005/200 

allegation ro security Issue wilhin 45 day* alter 
receipt Of Hr End withheld (ref 10CFR2 700) 

NORELtys.CE Region 3. Ofe of the Djroclor 09/02/22 REEO.C Commonwonllh 
Edison Co, 2pp 40764 001-40764 002 

EPIPs, including Rov 8 lo LZP-12 lO.Hev 2 lo LP^i 1300 2 & Rov 27 
* Commonwealth Edison Co 09/02/26 25pp 40000 320 40000 350 

SV-,"^s fnsp Ropts 50.3/3/09 02 & M) 3/4/80 0? On 
10CFR7f2lf viofafion HopI dotaila & nolico ol vioiatiiin wiMioWI t<®l 

<:'>mi.mf,woal1h 

~ 8 ^ 02 ^on 890 ? 9 ql!a Security Insp Ropts 50 373/00 02 & 60 374/ 

arcflRcPS^ 21) Violation noted ro failure lo ndociunidy control 

FV W inspect^ 8001 j 0 SGCurify ovonl, 

49110 115 ^ ^ DJroclor 80/03/01 Ip 401 10 115- 

^^87ollfv^nlflifhi®"rl 50-373/07-27 & 50-374/fl7.20 on 


moa. a^pl. cyrr^kvo aJkp^a a dalo of-full uumi^an'irwIlhKXya 
Direclor 00/03/16 RECD.C Commonwealth 


MILLER.HJ Region 3, Ole of the l 
Edison Co 2pp 49020 163-4&020' 154 


**OOT2No”Jta‘KsTOtetf®'’' 50 373/89 04 & 50 378/00 0.1 on 000227- 



J tnsuranca a fndentnily Information 

*^?CHTEf?M !f '"swancB fn lorco al ptants 

P. Operating license stage documents & correspondence 

«767‘|54-W8m7® ^ Commonaraallh 

MUtLER,OR Project Directorate IM-2. 80/02/07 Opp, 40767,257-40707*265 
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“S 903080258 Safely evaluation supporting Amends 6<1 & 45 to Liconsos NPF 11 & 
NPF 10 rGSpGClively 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 89/02/07 2pp 
40767 266 48767 267 

8902240233 Application for amends to Licenses NPF-1 1 & NPF- 18, revising Ad/ninlslra- 
tive Controls Section 6 0 to include removal of organizationat figures, in accordance w/ 
Generic Ltr 80 06 

CHRZANOWSKI.R Commonwealth Edison Co 89/ 02/ 17 MULIER^D. Offico of Nu 
clear Reactor Rogufation, Director {Post 8704 1 1) 2pp 48571 316 48572 010 

-'G90224023S Proposed Tech Specs.rGvising Admlnlslrativo Controts Section 60 to in 
elude removal of organizational figures 

^ Commonwealth Edison Co 09/02/17 53pp 40571: 318 48572 010 

S9O2280351 Advisos of withdrawal of 001005 proposed amend to Tech Spoc adminis- 
trative controls Section 6 Request being withdrawn duo to finalization of major reorga- 
nization 

CHRZANOWSKI.R CommonwoaMh Edison Co 69/02/21 MURLEY.TE Office of Nu 
clear Reactor Regulation, Director (Post 07041 1J 2pp 46633 227-40633 220 

8903060066 Forwards addi Info ro implomenlation of 10CFR50 62 ATWS rule Breaker 
trips on ATWS roclosed after level &/or pressure signal cleared using control switches 
in breakers closing circuilry 

MORGAN, W E Commonwealth Edison Co 89/02/24 Document Control Branch 
(Document Control Desk) 4pp 40715 347 487 15 350 

8903090288 Requests response to Dept of Labor Invosligatlon findings ro complaint of 
discriminatory employment termination fifed on 080405 by former util ompfoyoe within 
30 days of ltr date 

DAVIS, A B Region 3, Ofc of Iho Direclor 09/03/01 REED.C Commonwealth Edison 
Co 4pp 40001 001-40001 004 

8903100119 Forwards correcled Rev 64 to Topical Rept CE-I-A, '*OA Program for Nu 
clear Generating Stations,*' Incorporating Pages 1 30 & 1'44 
RICHTER, M H Commonwealth Edison Co. 09/03/01 Document Conlrol Branch (Doc- 
umenl Control Desk) ip. 40800 252-40800 253 

-8903100138 Correctod Rov 54 to "QA Program for Nuclear Qonerallng Slatlons,” In- 
corporating Pages 1-30 & 1-44 

SHEWSKliW J Commonwealth Edison Co 00/01/27 10pp. 40008 254-48000 263 

8903210119 Provides update of NRC current position re occoptablllly of use of ASME 
Code Case N-411, “Allernale Damping Values for Seismic Analysis of Class 1,2 & 3 
Piping & Alternate Solsmic Evaluation Criteria " 

MULLER, OR Projecl Diroclorale IIF2 09/03/01 BLISS.HE Commonweallh Edison 
Co epp 48903*167-40903.172 

8903130461 Forwards 801202 request to Stato of IL for renewal of NPDES Permit 
IL0048151 

MORGAN, WE Commonweallh Edison Co 09/03/03 DAVIS.Afl Region 3, Ofc of 
the Director 6 1pp. 48020 166 40020 226 

8903240261 Confirms 890323 moeling in Glon Ellyn, I L to discuss util quality vonficallon 
program, per 890210 Hr 

GRbENMAN,E G Roglon 3, Ofc of the Director 09/03/03 REEO,C Commonwealth 
Edison Co 3pp 49030,043-49039 045 

8903180113 Confjrmalory Action Ltr CAL-RIII/09-07 ro 800303 lolcon concerning Unit 1 
reactor trip & associated oqulpmont problems on Lfnit 2 on 090302 A 03 Understand 
in-g that evaluation of trip will be performed confirmed 

DAVIS, A 0 Region 3, Ofc of the Direclor 09/03/06 REED.C Commonwealth Edison 
Co 2pp 46087 318 48087 310 

8903 160056 Ack receipt of 090127 submittal of Rov 54 to QA Topical Ropt CE-1- 
A,Program continues to satisfy roquiromonls of iaCFR50.App B & accoplablo 
WRIGHT, QC Roglon 3, Ofc of the Director 09/03/07 REED.C Commonwealth 
Edison Co 2pp 48893:100-40093 109. 

8903200294 Notice of issuance of amends to Liconsos NPF-1 1 & NPF-10 Amends 
revise Tech Spec Section 6 0 to remove organizational figures & reflect change in po- 
sition tlllo to radiation protection technician, per Generic Ltr 80-08 
SHEMANSKLJC Projeef Director ale III 2 09/03/09 10pp 48059 319-40960 320 

8903210190 Supplemental appllcallon for amends fo Licenses NPF-1 1 8i NPF-1G,to 
delete 3 26 limitation from rofuel outage interval surveillance 
MORGAN, W.E Commonwealth Edison Co 89/03/10 Document Conlrol Branch 
(Document Control Desk) app 48081.337-48901349. 

-6903210208 Proposed Tech Specs re surveillance requirements during operational 
conditions. 

* Commonwealth Edison Co. 09/03/10 tOpp. 48981*340-48961 340 

B9031 60296 Goneric Ltr 89 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions to Improve detection of counterfoil & fraudulontly marketed products Sve fist 
end 

VARGA, S A Associate Direclor lor Projects (Post 870411). 80/03/21. Consolidated 
Edison Co of New York, Inc 57pp 4B960 001-48960 067 


Q. Inspection reports, IE Bulletins & correspondence 

0902240283 Requests relief from notiffcation & reporting requiromonls of IE Bulletin 66 
002 & oommllled to In long-term action plan re Sialic 0 Ring reporlabllily. 
MORGAN,W.E Commonwealth Edison Go 69/02/08 Document Control Branch 
(Document Control Desk) 3pp 48579.239-48579.241. 

8902170112 NRC Info Notice 09 020, "Wold Failures in Pump of Byron Jackson 
Design." Svo list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/24 
Consofidaled Edison Co or New York, Inc 106pp 40572.043 40572 140, 

8903060066 Responds to observations noted in Emergency Operating Insp Repts 50 
973/00-200 & 60-374/88-200 Calculations for standby liquid conlrol shutdown weights 
revised to reflect mod to standby liquid control sys. 

JOHNSON, I.M. Commonwealth Edison Co 09/02/24 MURLEY.T E Document Con 
hoi Branch (Oocumont Control Desk) 26pp 48705.316 4B705i341 


6902210351 Supp! 1 to NRC Info Notice 88 073, ''Direclion-Oependoni Leak Characlar 
islics of Containmont Purge Valves ** Sve fisl end 

ROSSI, C E Division of Operational Events Assessment (Post 87041 1) 89/02/27 
Consolidaled Edison Co of New York, Inc 102pp 48589 GO 1-4B589 1 10 

8902210564 NRC Info Notice 89 021. "Charges in Performance Cj>a radons tics of 
Mofcled Case Circuit Breakers " Sve list end 

ROSSI.CE Division of Oporahonal Events Assessment (Post 8704 11 J 89/02/27 
Consolidated Edison Co of Now York, Inc 104pp 48578 032-40578 137 

8903060201 Forwards corroded page to Insp Repis 50-373/80-30 & 50 374/88 30 on 
881213 890130. 

FORNEY.WL Roglon 3. Ofc of Ihe Dirodor 80/02/27 REED,C Commonweallh 
Edison Co Ip 4073B 179 4 8730 1 80 

-8903070001 Corroded page to Insp Repts 50 373/88-30 & 50-374/88 30 Error found 
in contonl of rept 

• Region 3. Ofc o1 the Dirodor 89/02/27 Ip 40738 180 48738 180 

8903270228 Forwards Safeguards Insp Repts 50 373/09 02 A 50 374/89 02 on 
800123-25 & nolico of violation Ropt details & notice of violation withheld (ref 
10CFR73 2I) 

GREGER.L R Region 3, Ofc of the Director 89/03/02 REED.C CommonweaMh 
Edison Co 2pp 49110113 49110 115 

-8903270231 Parhally wilhhold Physical Security Insp Repts 50-373/89-02 & 50 374/ 
89-02 on 090123 25 (ref 10CFR73 21) Viofatlon noted re failure lo adoqualoly control! 
access lo vital area Major areas Inspected 8901 19 security event 
KNICELEYJ R . CREED, J R Region 3, Ofc of Iho Director. 09/03/01 Ip 49110 115- 
49110115 

8902270156 NRC Info Nolico 09 022, ''Quostionabte CcJlificolion of Faslonora '' Sve hat 
one! 

ROSSLCE Division of Operational Evonis Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of Now York. Inc 105pp 46732 001 48732 106 

6902280104 NRC Info Notice 89-023, "Environ Qualificalion of Lltlon-Veam CIR Series 
Electrical Connectors " Sve list end 

ROSSI.CE Division of Operational Evonis Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of Now York, Inc t06pp 48723 030 43723 143 

8903090458 Forwards response lo NRC Bulletin 88 007,Soppl 1 re actio r>s taken lo 
ensure that safety limit for plant min critical power ratio not violated Stability regions of 
proposed new foot designs will bo roevatuoted for stable operation 
RICHTER, MH Commonweallh Edison Co 89/03/03 Document Control Branch (Doc- 
umonl Control Dosk) 6pp 4&a01:tBO'4ap01'1G5 

6903220440 Responds lo NRC 881028 Hr ro violations noted in Insp Ropis 60 373/88* 
22 8 60*374/88-? 1 CoffocliVQ actions. LAP 650 50*3 revlowod & revised again lo sim 
pllfy & clarify procedure instruction concerning sve Info ftrs sent to plant 
BLISS, H E Commonwealth Edison Co 09/03/03 DAVIS, A B Rooion 3. Ofc of Itio Di- 
rector 3pp 40006 341 49008 343 

8002260162 NRC Info Nolico 89 024, "Nuclear Criticality Safety " Sve list end 
CUNNiNGHAM.R E Division of rndustrlal & Modical Nuclear Safety (Post 870729} 
89/03/06 Consolidated Edison Co of New York. Inc 06pp 40700 252 48700 346 

6903010207 NRC Info Nolico 89 026, "Inslrumont Air Supply to Safety-Related Equip- 
ment " Sve list onc> 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Co, of Now Yo/k, Inc 105pp 46741 .053 48741. 168 

8903020166 NRC Info Nolico 80 027, “Limilalions on Uso of Waste Forms & High In 
loerity Containers (or Disposal of Low Level Radweslo " Sve list end 
GREEVES.JT Division of Low lovQl Wasto Managomonl & Decommissioning (Rost 
870413) 80/03/08 Consolidated Edison Co of hTow York, Inc 117pp 48798 114* 
48708 231 

6903060372 NRC Info Notice 89 020, "Weight & Ctr ot Gravity Dlscrepandos for Cop os* 
Vuleat) Air Oporalod Valves *' Sve list oncT 

ROSSI, C.E Division of Operational Evonla Assessment {Post 070411). 09/03/14 
Consolidated Edison Co of New York, Inc 107pp 48895 001-46805 109 

8903090021 NRC Info Nolico 80-020, '*Polonlial Failure of ASEA Grown Boveri Cifcull 
Breakers During Seismic Event *’ Sve fist end 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411), 00/03/15. 
Consolidalod Edison Co of Now York, Inc. lOepp. 48870 053 46870 169 

8903090133 NRC Jnfo Notice 80-030, "High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSI.CE Division of Operational Evor^ts Assossmonl (Post 870411) 88/03/15 
Consolidated Edison Co of Now York, Inc. 106pp 40B95 1 10 48895 215 

8903220458 Reviews response to Insp Repla BO 373/ 87-2 7 & 50-374/87-26 on 
870911 Violation re falfuio of Procedure LOA-FP01, "Fire Alarm Response" 
occurred Util must submit corrective actions & date of full cornpllance within 30 days 
MILLER.HJ Rogion 3, Ofc of the Director. 89/03/15 REED.C Commonwealth 
Edison Co 2pp 40020 153-49020 164. 

6903270372 Forwards Safely Insp Repts 50-373/89 04 & 50*374/89 04 on 000227* 
0302 No violations noted 

GREGER.L R. Region 3. Ofc of Ihe Dirodor. 89/03/21 REED.C Commonwealth 
Edison Co 2pp 40110 1 32-49110 143 

-8903270374 Insp Ropis 50-373/89 04 & 50 374/00*04 on 860227- 9302. No violations 
noled Major areas inspected emergency preparedness progrem.ope ratio net status of 
program,1ramlng & dose assessment & actions on previously identiiied items 
SMtTH.M . PATTERSON.J . SNELL.W. Region 3. Ofc of the Director. 80/03/21. lOpp 
49110134-49110 143 

8903160427 NRC Info Notice 80-031. "Swelling & Cracking of Hafnium Control Rods." 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of New York, Inc. 102pp 48086 001 -48986 103 
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0903170419 NRC Info Notice 89 032. "SurvQi fiance Toafjnig of Low Temp Overpjessitre 
Protection Sys '■ Svc Ifsl end 

ROSSLC E. Division of Operalional Evenls Assessmenl (Post 87041 1). 89/03723 
Consolidated Edison Co of New York, Inc I04pp 4B992044 48992.147 


R. Periodic operallng reporls & rafaled cor/espondence 

8903140450 Forwards occupational radialfon exposure po/tions of plants operaling repis 
for 1 9a8.per Reg Guide 116 , ^ . 

RESCEK^F Commonwealth Edisofk Co 09/02/22 OAVIS.A 0 Region 3. Ofc of the 
Direclor Ip 48853 218 46053 243 

*-8903140656 Forwards occupational radiation exposures ropt for 1908, per Reg Guide 
1,16 

DIEDERiCH.G J Commonv/eallh Edison Co e9/&2/l4 DAVIS, A 8 Region 3. Ofc of 
Ihe Director Ip 46853 240-48853 243 

-0983140658 ' 'Occupational Personnel Radiation Doses Rept for 1080” 

' Commonweal Ih Edison Co 88/12/31, 3pp 48853 241*46853 243 


6903210123 Revised EPJPs.Inctudfng Rev B to LZP- 1210, Rev 2 to LPZ* 1300-2 & Rev 27 
to LAP 820 3 

* Commonwealth Edison Co 69/02/25 25pp 48980 326 48960 350 

8903270220 Forwards Safeguards Insp Repts 50*373/69 02 & 50 374/89-02 on 
090123-25 & notice of violation Rept delatls & notice of violation wilhhafd (rof 
10CFB73 21) 

GREGER.LR Region 3, Ofc of the Director 69/03/02 REED.C Commionwealt/i 
Edison Co 2pp 491 10 1 13 40110 115 

•*6903270231 Partially wlt^held Physical Security Insp Repts 50*373/69*02 & 50-374/ 
89 02 on 890123*25 [ref 10CFfl73 21) Viofation noted re failure to adequately conirol 
access to vital area Major areas inspected 6901 19 security event 
KNICELEY.J R Region 3, Ofc of the Director 89/03/01 Ip 49110 1 15 491 10 11>5 

0903220468 Reviews response to Insp Repts 50 373/87*27 & 50 374/67*26 on 
870911 Violation re failure of Procedure LOA-FP01, ”Flr© Alarm Response" 
occurred Util must submit corrective actions & dale of full connpliancG within 30 days 
MILIER.HJ Ragior^ 3^ Ofc of tha Director 89/03/16 REED.C Commonweal Ih 
Edison Co 2pp 49020 153 49020 164 


6903230475 Monihly operating repts for Feb 1989 for LaSalle County Nuclear Power 
StalJon W/89031(Hlr. 

THDNSTEDT.JW, OIEDERICH.GJ Commonwealih Edison Co 89/02/20 23pp 

moose'! ie 49030 ' ia&, 


8903270372 Foiwards Safety Insp Repts 50 373/89 04 0 50*374/89 04 ar> 890227- 
0302 No violations noted 

QREGBfi.LR Region 3, Ofc of Ihe Director 09/03/21 REED.C CommoDweafth 
Edison Co 2pp 40110 132*49110*143. 


S. Reportable occurrences, LERe & related correspondence 

8903150038 LER 06 020 Oiron 83|219,reactof vessel fovr water level 3 switch found w/ 
setpoint out of*tolerance in excess of reject rimit,Caused by setpoint drill Level switch 
will be replaced by analog trip sys W/890222 llr 

ROHREfl,ftJ, DIEOErIch.GJ Commonwealth Edison Co 89/02/22 7pp 
4B87f 315 46871 321 

8902200543 LER 09-004 00 on &90125.spurious B control room HVAC sys “B" ammo 
nia delector trip occurred Root cause of aveni could not be determined Tech Spec 
amend request approved on 890118 to remove refs to ammonia detectors W/890224 
llr. 

ROUMELIOTIS.G . DIEOERICH.GJ Commonwealih Edison Co 89/02/24, Spp. 
48627 216-48627,220. 

8903210191 LER 86-029*01 on 88 1 230, discovered Ibal reactor vessel low water level 3 
switch LS-1B2^N03aB found w/setpoint ouIoL tolerance In excess of reject 
limit Caused by degradalion of contact on microswitch Rejected switch removed vV/ 
E0O3O2 Itr 

ROHRER.RJ.. DIEOERICH.GJ Commonwealth Edison Co 89/03/02. 7pp 
48982 099 48982 105 

6903150461 Special rept, on 890203,diesel generator output breaker ACB 1423 failed to 
cfose dunng monthly operating surveillance. Caused by faulty solid slate •overvoltage 
relay used In closing breaker Relay replaced temporarily w/simifar relay 
DIEDERIChl,Q J Commonwealih Edison Co. 89/03/03. DAVfS.AB Region 3, Ofc of 
the Director Ip 48660 323-48660*323. 

6903140511 PNO-j 11-89*01 6A on B9O3O0,Uftii 1 returned to operflllon followfng reactor 
scram on 099302 Unit 2 remained In operation & Unit 2 station auxiliary 
transformer, which faifed on &90302.repalred 0c returned to svc 
HARRISON.J. FORNEY, W Region 3. Ofc of ihe Director, 69/03/06. Ip. 48855 189- 
40656*189 

8903160090 Confirmatoiy Action Ltr CAL-RIII 89 07 confirming 890305 lelcon w/ulil re 
Unit 1 reactor (rip & loss ol Unit 2 sys auxiliary transTormer that occurred on 
690302 Concurs w/util decision to restart Unit 1 1tems 1-5 of subj fir closed 
DAVIS, A B. Region 3« Ole of the Director, 89/03/08 REED.C, Commonwealih Edison 
Co Ip 40885 035 48885 035 

8903140027 LER 69 005 OO.on 890207, msui steam high flow switch out oMolerance 
due to setpoint drift Repfacemenl How switch instaned.calibr & placed in svc by 
890210 W/890309 Hr, 

UP-SHAW,P A., OlEDERiCHfGJ Commonwealth Edison Co 69/03/09 dpp 
48848:306 48848 310. 

8903140647 LER 89 007*00 on 890210, potential loss of control room Isolation 
noted Caused by possible failure of exhaust purge dampers Jn open position w/o 
direct indication Dampers mechanfcdlly disconnect^ & wired closed w/6903 toll r 
ROUMELIOTIS.G, DIEOERICH.GJ. Commonwealth Edison Co 89/03/10 4pp 
48846321-48048 324, 


V. Operator Examlnationa 

0903210125 Advises (hat evafualion of requalification program 8 licensed personnel 
scheduled lor wk of 890731 Ref mail requirements & NRC rules & quidmee for exa- 
minees end 

WRIGHT.GC Region 3, Ofc of Ihe DTreclor 89/03/13 REED.C Commonwealth 
Edison Co fipp 48980 219*40980*226. 

0903220159 Generic Ltr 89-03 to all power reactor Itcensees & applicants for OL re op- 
erator licensing nail exam schedule Svc hat end 

VARGA,SA, Associale Director for Projects (Post 870411). 89/03/24, ConsoJIdaled 
Edison Co. of New York. Inc 54pp, 49805.001 49085 068 


-6903270374 Insp Repts 50*373/89 04 & 50-374/89 04 on 890227*0302 No violations 
noted Major areas inspecled emergency preparedness program, operalional status of 
program.lralnlng S dose assessment & actions on previously identified items, 

SMiTH.M Region 3, Ofc of the Director 89/03/21 lOpp 49110 134*49110 143 


J. Insurance & Indemnity Information 

8903150140 Informs of onsite property damage insurance fn force at plants 
RICHTER,MH Commonwealth tdison Co 89/03/09 Document Conirol Branch (Doc- 
ument Control Desk) Ip 48071 346 48871 345 


P, Operating license stage documents & correspondence 

6903080249 Forwards Amends 64 & 45 to Licenses NPF-II A NPF-18, respec lively & 
salety evaluation Amends modify Tech Spec lable ol primary contatnmonl Isolation 
valves to Identify new excess flow check valves installed 

SHEMAMSKI.PC Project Directorate j|J 2 09/02/07 BLISS.HE, Commonwealih 
Edison Co 3pp, 48707 264 48767-267. 

-8903080253 Amends 64 & 45 to Licenses NPF-11 & NPF* 16, res pec lively, modifying 
Tech Spec table of primary containment Isolation valves to Identify new excesa flow 

ch^ck VfilVQS liisiQllod 

MULLER.O R Projed Directorate 111-2 89/02/07 0pp 48767 257-40767 265 

-8903080258 Safety evaluation supporting Amends 64 & 45 to Licenses NPF-11 & 
NPF-18,respeclively 

" Office Ol Nuclear Reactor Regufahon, Director (Post B70411) 89/02/07 2pp. 
48767.266 48767 267 

8902240233 Application for amends to Licenses NPF-11 & NPF-ia^revisIng Adminiatra- 
live Controls Sadlon 6.0 to Include removal of organizalionaf ffgures.in accordance w/ 
Generic Ltr 88 06 

CHRZANOWSKI.R Commonwealth Edison Co 89/02/17 MULLER.O Office of Nu 
clear Reader Regulation, Director (Post 87041 1). 2pp 48571-316 40572 010 

-8902240235 Proposed Tech Specs, revising Administrative Controls Section 6 0 to in* 
elude rennoval of organizallonal figures, 

* Commonwealih Edison Co 89/02/17 53pp. 48571 310 48572 010 

6902200351 Advises of withdrawal of 881005 proposed amend to Tech Spec adrnfnls 
(rallve controls Section 6 Request being withdrawn due to finalization of major reorga- 
nization 

CHRZANOWSKI.R. Commonwealih Edison Co 89/02/21 MURLEYJ.E Office of Nu 
clear Reader Regulation, Direclor (Post 87041 1) 2pp 40633 227*48633,228 

8903060066 Forwards addi info re impfementalion of 10CFR50 62 ATWS rule Breaker 
trips on ATWS rectosed after level &/or pressure signal cleared using control switches 
in breakers closing circuitry 

MORGAN, W.E. Commonwealth Edison Co. 89/02/24. Document Control Branch 
(Oocumeni Control Desk) 4pp 48715 347-48715 350. 

8903090288 Requests response to DepI of Labor investigation findings re comp lain I of 
discriminatory employment larmination filed on 880406 by former util employee within 
30 days of Hr date. 

DAVIS,A.B Region 3, Ofc of the Director 80/03/01 . REED.C Commcmwealtfi Edison 
Co 4pp 46801 001*48801.004 

8903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, "QA Program for Nu- 
clear Gen eralinq Stations," fncorporaling Pages 1-38 & 1*44 
RfCHTER.M.H Commonwealth Edison Co 89/03/01 Document Control Branch (Doc- 
ument Control Desk) Ip, 48608-252*40808-253. 


DOCKET 50*374 USALLg COUNTY STATION, UNIT 2 


P. Security, medfcai, emergency & fire protection plane 

8903140027 Rev 5 to EPiP EG*t0, “Offsite Personnel 8 Vehfcle Contamination Monitor- 
ing at Relocation Gtrs for Nuefear Station Evacuees " 

GQLDEN.J.C (Commonwealih Edison Co. 89/01/31 9pp 48657*282-48057*290. 

8903070062 Requests response lo enci allegation re security Issue wJthIn 45 days after 
receipt of Itr.EncI withheld (ref 10CFR2 790) 

NOREL((JS,CE Re>gton 3. Ofc of the Direclor. 69/02/22 REED.C. Commonwealih 
Edison Co 2pp. 48764 001 48764.002 


—8903100138 Corrected Rev 64 lo "QA Program for Nuclear Generating Stations,*' fn- 
corporating Pages 1*38 & 1-44 

SHBVSKI> J. Commonwealth Edison Co 89/01/27. 10pp. 48008.254-40008-263 

8903210119 Pfovldea update of NRC current position re acceptability of use of ASME 
Code Case N-411, "Alternate Damping Values for Seismic Analysis of Class 1,2 & 3 
Piping & Alternale Seismic Evaluation Criteria." 

MULCer,O.R. Project Directorate llf*2 89/03/01 BLISS^H.B Commonwealth Edison 
Co 6pp 48983:187-40963 172, 

8903130461 Forwards 661202 request to Stale of IL for renewal of NPDES Permit 
IL0048151. 

MORGAN, W.E. Oommonweaith Edison Co 89/03/03 DAVIS, A.B Region 3, Ofc of 
the Direclor. 81pp. 48620.166*48820 226, 
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8903240261 Conkms 890323 meot<ng In Glon Ell^n.lL lo discuss util quaruy verification 
program, per 890210 Itr 

GREENMAN.e G Region 3. Ofc of the Director 89/03/03 REED.C Commonwealth 
Edison Co app 49039,043 49039 045 

8903160113 Confirmatory Action Ur CAL Rllt/89 07 re 890303 tolcon concerning Unit 1 
reactor trip & associated equipment problems on Unit 2 on 890302 & 03 Understand 
Ina that evaluation of trip will be performed confirmed 

DAVIS, A B Region 3. Ofc of the Director, 89/03/06 REED.C Commonwealth Edison 
Co 2pp 48887 318-40087 319 

G9031600S6 Ack receipt of 890127 submittal of Rev 54 to QA Topical RopI CE*1- 
A Program continues to satisfy requirements of 10CFR50,App fi & acceptable 
WRIGHT, GC Region 3, Ofc of the Director 89/03/07 REED.C Commonwealth 
Edison Co 2pp 48893 100 48893 109 

6903200294 Notice of issuance of amends to Licenses NPF-11 & NPF-18. Amends 
revise Tech Spec Section 6 0 to remove organizational figures & reflect change In po 
sition title to radialion protection technician, per Generic Ltr 88 06 
SHEMANSKI,JC. Project Diroctorato 111-2 89/03/09 lOpp 48959 319 48950 328. 

8903210190 Supplemental application for amends to Licenses NPF-11 & NPF-1Q,to 
delete 3,25 limitation from refuel outage interval surveillance 
MORGAN, W.E Commonwealth Edison Co 80/03/10 Document Control Branch 
(Document Control Desk), 3pp 48981 337-48981 349 


8902260162 NRC Info Notice 89-024, “Nuclear Criticalily Safely" Svc list end 
CUNNINGHAM .R E Division of Industrial & Medical Nuclear Safety (Post 070720), 
89/03/06 Consolidated Edison Co of New York, Inc Q6pp 48700 252-40700 346 

6903010297 NRC Info Nollco 89-026, "Instrument Air Supply to Safely Related Equip 
ment " Svc list end 

ROSSI.CE Division of Operational Events Assessn^ont (Post 070411) 89/03/07 
Consolidated Edison Co of Now York, Inc 105pp 48741 053-48741 158 

8993020165 NRC Inlo Notice 80-027, '‘iimilatlDna on Use of Waste Forms & High In 
tegrity Containers for Disposer of Low Level Radwaslo" Svc list end 
GREEVES.JT. Division of Low Level Waste Management & Decommissioning (Post 
670413) 69/03/08 Consolidated Edison Co of New York, Inc t17pp 48708 114. 

viaTno 


6903060372 NRC Info- Notice 89 028, "Weight & Ctr of Gravity Discrepancies for Copes 
Vulcan Air-Operated Valves “ Svc list anci 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, Inc 107pp. 46895 001-48095 109 

BS03090021 NRC Into Notice 80 029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 89/03/15 
Consotidated Edison Co 01 New York, Inc. 106pp 48870 053-48870 169 


'*8903210208 Proposed Tech Specs re surveillance requirements during operalional 
conditions 

* Commonwealth Edison Co 09/03/10 10pp. 48981,340 40981 349 

6903180296 Generic Ur 09 02 to all holders of OLs & CPs for nuctear power reactors re 
actions to improvo detection of counterfeit & fraudulerttly marketed products Svc list 
end 

VARGA.SA Associate Dlractor for Projocls (Post 070411) 09/03/21 Consotidated 
Edison Co, Of New York, Inc 57pp. 40060 001-40960,057 


Q. Inspection reports, IE Bulletins & correspondence 


8902240263 Requests relief from notification & reporllng requirements of IE Bulletin 06- 
002 & committed to in long-term action plan re Static O Ring reporlabillty 
WORQAN.WE, Commonwealth Edison Co 09/02/00, Document Conlrol Branch 
(Document Control Desk] 3pp 48679 239-48579 241 

6902170112 NRC fnfo Notice 89 020, "Wold Failures in Pump of Byron-Jackson 
Design " Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/02/24. 
Consolidated Edison Co oi Now York, Inc 106pp 40572 043-48572-148. 

8003060066 Responds to observations noted In Emorgoncy Operating Inap Repts 60- 
373/88-200 & 60-374/80-200 Calculations for standby liquid conlrol sliutdown weights 
revised lo reflect mod to standby liquid conlrol sys 

JOHNSON, l,M Commonwealth Edison Co 89/02/24 MURLEYJE. Document Con 
Irol Branch (Document Conlrol Desk) 26pp 40705.310 48705 341 

B9022 10361 SuppI 1 to NRC Info Notice 80 073, “Direclion-Oopendent Leak Character- 
istics of Containmonl Purge Valves " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/02/27 
Consolidated Edison Co. of New York, Inc. 102pp. 40500 001-40589.110 

8902210664 NRC Info Notice 00 021, "Changes In Performance CharadorlstIce of 
Molded-Caso Circuit Breakers " Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 070411). 09/02/27. 
Consolidated Edison Co of New York, Inc 104pp 40578.032-40570-137 

8003060201 Forwards corrected page to Insp Roots 60 373/00 30 & 60 374/80 30 on 
801213-890130 

FORNEY, WL. Region 3, Ofc of Iho Director 00/02/27, REED.C Commonwealth 
Edison Co Ip 48730.170-40730-180 


■8903070001 Corrected page to Insp Repts 60 373/86-30 & 50-374/08-30 Error found 
in content of rept. 

♦ Region 3, Ofc of the Director 00/02/27 Ip 40730 180 48730 100. 


6903270226 Fonvards Safeguards Insp Repts 60-373/09 02 & 50 374/09 02 on 
890123-26 & notice of vIolatlon.Rept details & notice of violalion withheld (ref 
1 0CFR73.21) 

GREGER.LR. Region 3, Ofc of the Director 09/03/02. REED.C Commonwealth 
Edison Co. 2pp 40110113-49110115, 


■0903270231 Partially withheld Physical Security Insp Repts 60-373/80 02 8 60 374/ 
89-02 on 090123-26 (ref 10CFR73,21) Violation noted re failure to adequately conlrol 
access to vital area.MaJor areas inspectad.090119 security event 
KNICELEY,J.R,, CREEO.J R Region 3, Ofc of the Dfroctor 80/03/01 Ip. 49110;115- 
491 1 0^1 1 a 


6902270158 NRC Info Notice 09-022, "Questionable Certification of Fasteners." Svc list 
end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co. of New York, Inc 105pp 48732.001-48732-106, 

9902260104 NRC Info Notice 09 023, "Environ Qualification of Litton Veam CIR Series 
Electrical Connectors." Svc list and, 

ROSSI.CE. Division of Operalional Events Assessmarit (Post 870411), 89/03/03. 
Consolidated Edison Co of New York, Inc 106pp. 48723 038 46723,143 


8903090133 NRC Info Notice 69 030, "High Temp Environs at Nuclear Power Plants *' 
Svc list end 

ROSSI.CE, Division of Operalional Evonia Assessment (Post 670411) 89/03/15 
Consolidated Edison Co of New York, Inc 1O0pp 40885 110 48895 215 

8903220458 Reviews response to Insp Repts 50 373/87-27 & 50-374/07-26 on 
870911 Violation re failure of Procodure LOA-FP-Ot, "Flro Alarm Response" 
occurred Util must submit corroclivo actions & clalo of full compliance within 30 days 
MILLER, HJ Region 3, Ofc of Iho Diroclor 09/03/15 REED.C Commonwoallh 
Edison Co 2pp, 49020 153 49020 1 54 

8903270372 Forwards Safely Insp Ropis 50-373/69 04 & 60-374/89 04 on 000227* 
0302 No violations noted 

GREGER.LR Region 3. Ofc of the Director 89/03/21, REEO.C Commonwoallh 
Edison Co 2pp 49110-132 40110 143 

-6003270374 Insp Repts 50-373/89 0 4 & 50 374/00-04 on 800227 0302, No vlolalions 
noted Major areas inspocled omorgency preparedness prog ram.op ora tioR’al status cl 
profiram.1raining & dose assessment & actions on previously idenlljiod Items 
SMITH, M , PATTERSON, J , SNELL.W Region 3, c5^fc of Iho Director 09/03/21 lOpp 
49110134-40110-143 

6903160427 NRC Info Nolico 80-031, “Swell mg & Cracking of Hafnium Control Rods" 
Svc list end 

ROSSI.CE Division of Oporallonal Events Assossmenl (Post 870411) 00/03/22 
Consolldalod Edison Co of Now York. Inc. 102pp 48066 001-46966 103 

6903170419 NRC Info Notice 89 032, ' 'Surveillance Testing of Low Temp Overprossuro 
Protection Sys " Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 09/03/23. 
Consolidated Edison Co of New York, fne 104pp 48992 044 •489 02, 147 


n. Perlodio operating reports & related correspondence 


6903140450 Fonvards occupational radialion ojtposure portions of plants operating repla 
for 1988, per Reg Guido 1 16 

RESCEK.F. Commonwoalth Edison Co 89/02/22 OAVIS.A B. Region 3, Ofc o! Iho 
Director Ip 4Qa53 2t8«48053-243 

-6903140666 Forwards occupational radiation exposures ropl for 1080, per Reg Guido 

d’ieoeRIGH.G.J, Commonwoallh Edison Co 89/02/14 DAVIS, A, 8 Region 3, Ofc of 
the Director Ip 48853.240-48853 243 

-8903140668 “Occitoalional Personnel Radiation Oosos Rept lor 1986." 

♦ Commonwealth Edison Co 05/12/31, 3pp 48653 241.46053:243 

8993230475 Monthly operating repts lor Fob 1089 for LaSalle County Nucloar Power 
Slailon.W/890310 ltr. 

THUNSTEDT,J,W , DIEDERICH.GJ Commonwealth Edison Co 09/02/20. 23pp. 
49030116 49030,138 


S. Reportable occurrences, LERs & related correspondence 


8902240346 LER 09 001 00 on 69011 9, RWCU oulboarcJ containment Isolation valve 
aulomalicBlIy closed on high filler/demlnofalizer Inlet temp signal. Cause not 
determined.HI-hl temp alarm cloarod & relays chocked W/eo 02 17 Hr 
SALOMON, F,V , DIEDEflICH.Q J Commonwealth Edison Co. 09/02/17, 6pp 
486 71-273-40571-277. 

6903140669 LER 08 013 01'on 881016, LPCS min flow bypass differential switch ex- 
ceeded rejection limit & sys declared inoperable Causa by solpolnl drill Replacoment 
switch Insfallod & calibrated.W/890222 Itr. 

DORWlCK,K„ 0)EDERICH,G.J Commonwealth Edison Co 89/02/22. 5pp, 
46837.020-48837,024. 


6903090458 Forwards response to NRC Bulfetin 80 007,Suppl 1 ro actions taken lo 
ensure that safely limit for plant min critical power ratio not violated Stability regions of 
prMosed new fuel designs will be reevaluated for stable operation. 

RICHTER, M.H Commonwealth Edison Co 09/03/03. Document Control Branch (Doc- 
ument Conlrol Desk) 6pp. 48801-160-48801:185. 


6802280606 LER 89 002-00 on 890125,ESF aotuallon occurred due lo Inslrumenl valv- 
tog error during surveillance testing Caused by parsonnel arror Personnel Involved 
counseled on attention lo detail & procodure will be ravlaed.W/690224 Itr 
VINYARD.HT, DIEDERICH.GJ. Commonwealth Edison Co. 89/02/24. 6pp 
46627 010 48627 015. 


8903220440 Responds to NRC 881028 Hr re violations noted fn Insp Hepis 60 373/88- 
22 5 60-374/80-21 Corrective actions' LA P-SSO-SO 3 reviewed & revised again to sIm 
plily & clarify procedure instruction concerning svc Info Itrs sent to plant 
BLfSS.H.E. Commonweallh Edison Co 89/03/03, DAVIS,A B Region 3, Ofc of the Dl 
rector 3pp, 46000'34 1-49000 343. 


6903100276 LER 89-008 00 on 090 128, shutdown cooling Inboard suction Isolation valve 
closed, causing shutdown cooling loop to shutdown .Caused by personnel 
error.Guidetines Issued lo be used when partial surveillance performed W/ 890227 Hr 
UPSHAW.PA, DIEDERICH.Q.J. Commonwealth Edison Co 89/02/27 6pp. 
48809' 1 03-40009' 107. 
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8903140671 LER 88 009 01 On 8808 1 7 pressure ddfereotjal Switch PDS 2E31-NOO7B0 
found have appareni ruptured diaphragm On 680901, spurious actuation occurred 
due to new switch not fully vat.ed First event caused by leakage VV/690227 Itr 
WCLAUGHLirMJ OlEDERtCHGJ Commonwealth Edison Co 89/02/27 5pp 
48853 312 40053316 

8903100013 LER 89 004 DO On 8 90201, determined that Static 0 Ring HHR mm flow 
switch exceeded reject, on limits during instrument surveillance Reject & flow switches* 
replaced y//ed0302 Ur 

UPSHAW PA OIEDERICHGJ Commonwealth Edison Co 89/03/02 5pp 
48810010 40810 014 

8903140511 PNO 1 1 1^89 01 OA on 890306 Unit 1 returned to operation following reactor 
scram on 8^302 Urut 2 remained in operation & Unit 2 station auxiliary 
transformer which failed on 6 903 02, repaired & returned to sve 
HARRISON J FORNEY, W Region 3 Ofc ol the Director 69/03/06 Ip 48855 189 
48855 189 

8903160090 Confirmatory Action Llr CAL Rtll 89 07 confirming 890305 telcon w/utif re 
Unit 1 reactor trip & toss of Unit 2 sys auxiliary transformer (hat occurred on 
890302 Concurs w/ubi decision to restarl Ural 1 Items 1-6 of subj Itr closed 
DAVIS A B Region 3 Ofc of the Director 89/03/08 REED.C Commonwealth Edison 
Co Ip 48885035 48885035 

8903140637 LER 89 005-00 on 690207, isolation of shutdown cooling sys due to spuri- 
ous high flow Signal Pulsation dampeners installed in Unit 2 switches Instrument lines 
completely walked down & verified 10 be properly routed W/890309 ftr 
UPSHAW.PA, DIEDERJCH.GJ Commonwealth Edison Co 89/03/09 7pp 

48853 337 46853343 

8903210430 LER 89 006 00on 8902 14, reactor vessel low water switch found w/sel- 
pomt oul-of tc^erance in excess of [irriUing condition for operation Caused by setpoint 
dnfLWork request written to replace rejected instrument W/a90315 Mr 
JACKLINNW. D]EDEfllCH,GJ Commonwealth Edison Co 89/03/15 6pp 

48981350 48981 355 

6903220031 LER 88 015 01 Oh B81026.RHR pump mm flow switch found out of toler- 
ence due to setpoint drift Caused by torn diaphragm in switch Row switch declared 
inoperable & rejected from sve & work request wntlen to replace switch W/e90315 Itr 
UPSHAW.PA, DJEDERICH.GJ Commonwealth Edison Co 69/03/15 5pp 

49020103 49020 to? 


V, Operator Examlnalfons 


8903210125 Adwses that evaiuabon of requalificalion program & licensed personnel 
scheduled for wk of 890731 Ref matl requirements & NRC rules 8 ouidance for exa- 
minees end 


WRIGHT.GC Region 3, Ofc of the Director 
Edison Co 8pp 46960219 48960 226 


89/03/13 REED.C Commonwealth 


6903220159 Genenc Llr 69 03 to all power reactor licensees a applicants for OL re op 
erator ticensirra natl exam schedule Sve list enci 

VARGA S A Assoc^te Director for Projects (Post 870411) 69/03/24 Consolidated 
Edson Co of New York. Inc S4pp 49005 001 49005056 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


P Operallng license stage documenls & correapondonc© 


8903090300 Requesis nolificalion within 30 days ol Mr should iitlf nnlidpnto problems In 
accommodating non Region IV personnol in abbroviotod sKo access pjonrarn 
YANDELL.LA Region 4. Ole of tho Oiroctor 09/02/02 DEWEASE.JG Louisiana 
Power & Light Co, 2pp 48783 291-40783 292 


8903030212 Responds to Genonc Ltr BO-14, "Instrumonl Air Supply Sya ProWomS Af- 
feeling Safety Related Equiomonl ” During normal oporallon.proeauro In nir rocoivor 
maintained between 112-120 pgig Testing for hydrocarbons will bo porformmf 
BURSKI.R F Louisiana Power & Light Co 00/02/21 Document Control Ornnt,h (Doc 
umenl Control Desk) 23pp 4G694 210 40694 232 


6903100459 Responds to I tom 1 of Q81220 roqiiost for Info ro ATWS riilo compJmnco at 
plant Reactor trip sys breaker under voltage & shuni trip coils poworod from alatlon 
Batteries A A B 

BURSKI.R F Louisiana Power & Light Co 09/03/01 Documonl Control OrmeU (Ooc 
ument Control Desk} 7pp 48804 126 40004,132 


8903160428 Summary of 600227 maoting w/C E Owners Group in Flockvillo.MD re im 
plications of Implementing auxiliary mlligatmg sya actuation circullry.por ATWS rulo List 
ol meeting allertdees A vTewgraphs one) 

POSLUSNY.C Project Direclorato JV ao/03/03 Project Dirocloralo IV, 20pp 
46884 210 48804 237 


8903170305 Denies util 881007 request for oxomnlion from 10CFf150 02 ro InslQllallon 
of auxiliary mitigation ays actuation circuitry required by ATWS rule 
HOLAHAN.GM Division of Reaclor Projects - Ifl.lV.V & Spocial Projocls (Post 
870411} 89/03/00 DEWEASE.J G Louisiana Power & Light Co 4pp 40040 355- 
48948 358 


8903230187 Advises (hat util 861223 response to Gonoric Llr 00-17, 'Hosa of DUR" 
appears to meet Itr requirements for expeditious actions Scvoral iloma to bo consiti 
ered to assure that actions adequately addressed fisted 

CALVO,JA Project Directorate IV. 89/03/00 DEWEASE.J Q Louisiana Power & 
Ught Co 8pp 4 to 333 49028.34(1. 

8903220369 Advises that utif appropriately rofa C-E Ownors Group fopla & no further 
action necessary re TMf Item ll K 3,5 

CALVO.JA Project Directorate IV. 09/03/13, DEWEASE.J Q Loulaiona Power & 
Light Co 3pp 48997 047 48097 049 


8903160296 Generic Mr 89 02 to all holders of OLs & CPs for nudoar power ronclorB ro 
|cbons to improve detection of counterfeit & fraudulonlly maikotod products Svo Hal 

VARGAjSA Associate Direclor lor Prolecla (Post 070411) 89/03/21 Conoofldntod 
Edison Co ol New York, Inc. 57pp. 48960 001 40060 067 


8903270170 Application for amend to License NPP-30,clanfyinQ opornbllily crilorfa for 
various HVAC components servicing control room Including, control room air rillfallon 
sya, air temp & Isolation A pressure.Foe paid. 

0ARKHUnST.n p Louisiana Power A Light Co 09/03/21. Documonl Control DfflnCh 
(Document Control Desk) 12pp 49056 076 40056 iOl 


, .^wriWILIWI IIIIU BfW, 


, riwuoaBu locn opecs re control room air coni 
emergency air filtration sys A controJ room air temp 
Louisiana Power & Light Co 89/03/21 14pp 40058 008 4D056.101. 


F. Security, medical, emergency & fire protection plans 

‘ I''™'®'''* '"fp 5?P' SO 082/89 03 on 890t0I.3( S notes ol vmlaten 

CALLAN.LJ Region 4. Ofc of the Director 89/02/17 DEWEASE.JG Louisiana 
Power A Light Co 3pp 48633 208-48633 224 Louisiana 

Jom msp on 890101-31 Violation noted fire protection 
^ ® miplemented because motor driven 

* Region 4. Ofc of the Director 89/02/17 Ip 48633 211-48833 211 
-8902260410 Insp Repl 50 382/89 03 on 890101-31 Violations noted Maior areas 

16%^^ 48^2^f2aw3 2 ^^^^^ R«g'Oh 4Tofc of the Director 89/02/ 

for emergency preparedr^esa exeroaa & advises 
I * ,r , exercise objectives meeting at Percy Hebert 

SSWc sISfA <*1^^ P"" '2 

Docnn.nn.Con,rol Brnnn. (Ooc 

* P'88 

H (Stoeral correspondence 

tSPENAN.G D Affiliation Not Assigned 89/02/27 CHtUCS OHipa m ih* 

of Ihe Comrrxssion 2pp 48806220 48806 221 ^ Secrelaiy 

2w “Sw ^ '^’'“""9 S S«v«:e5 Branch. 


0. InnpecUon reports, IE Bulletin, & correspondence 

® rin AMf SfP' “ on 890101-31 S nolloo ol violallon 

P^i^Sl^hl^crs^p^ol^oWoSsS'r DE:wEA 8E.JQ Louisiana 

“ f 8?'0'-31 Violation nolod lire prolocllon 

teepunipfflSU siMoff ^ ® "/'P'0'''®ntod booauso molor-drivon 

* Region 4, Ole ol Ihe Direclor 80/02/17. Ip 49633 211-40033 211 

”*te^lrt'Dlar)i'siaiu«™S?M®?M®®ni'* ®®0*0l-3' Violallons noted Major areas 

16 i2W 48M3 215 mm RPatO" 8, iSlc o( the Okoctor 80/02/ 

8902280352 Ack receipt of 880926 & 690126 Mrs fnformfna NRC of ateoa taken lo enr- 

be ©viS^duSn!f£twi^S^^^ corroc^ivo actions will 

CALLanT I compliance achieved. 

pL^4'Ughl"^V'‘tM!!il,?^7M^^^^^^^ 'DEWEASE.J Q LoulstanS 

'® Pump ol Byron Jackson 

ssfsciSa^^Ett CO. 

consokdalod E^nVi 

"ffi^secJcirBreaktt "SvclB^ '’®^'°'™™® Charactorlsllee of 

Consdidr^ed ^o ^YteV^ir 

^NR^fiSoi()3^Ldefl!lRC conS'Si2!i monetary penally Imposod by 

lil.aW2i.9% ‘>EW^ASG,ja Loulsi- 
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09O31GO229 Forwards Irisp Rept 50 3B2/00 02 on 600 $0D 13 & nolrco ol violaliOPOno 
unresolvGff ilom identihotl 

CALLANLJ Hoqion 4 OJc of Iho Diroclof H9/03/&2 DEWFASL'.JG Louisiana 
Power & Ltghl Co' 3pp 40003 010 40893 04 1 

”6903160231 Nolicf of violalion from insp on 890100-13 Violalions naiod valve fllanrf 
slud for Valve 2SL-V2505 incortoclly replaced w/ASME SA 103 Grarfe BO mall & fail 
ijre lo specify 10CFR21 provisions apphcabfo lor procuromonl documonh 
• Region 4, Ofc of Iho Director 09/03/02 2pp 48093 021 40003 022 

”8903160232 Insp Ropt 50 3B2/Q9 02 on 090100- 13 Violalions notedMajor aroas 
inspocled folfowup of provrous insp ilcms, followup of NRC info nolices & bulfolins ap 
plicablo to procuromenl & insp of 10CFR21 aclivilios 

BARNES.I Region 4, Ofc of Iho Director 09/03/03 lOpp 40893 023-40893 041 

890227015B NRC Info Notico 00 022. “Queslionabfo Gorlificalion ol Fastenors'* Sve list 
end 

ROSSI.C E Division ol Operational Events Assossmont (Posl 870411) 09/03/03 
Corisolidaled Edison Co of Now York. Inc lOSpp 40732 001*48732 106 

6902280104 NRC Info Notice 09 023, “Environ Oualilicalion ol LUlon Voam CIR Senes 
Electrical Connectors '' Sve list onci 

ROSSI.C E Division of Operational Events Assessmoni (Post 070411) 09/03/03 
Consolidated Edison Co of Now York, Inc lOOpp 40723 030*40723 (43 

8903080265 Responds to NRC Bulletin 00 011. ’’Prcssurizor Surge Lino Thermal Stralifi 
cation*' Listed actions Homs to bo complotod.basod on 090213 meeting between otil 
& NRC 

DtfRSKI.H F Louisiana Power & Llghl Co 09/03/03 Documont Conirol Branch (Doc 
iirtiont Conirol Desk) 2pp 40748 330 40748 340 

89D2200162 NRG Info Notice 89 024. “Nuclear Crillcalily Safety " Sve list oncI 
CUNNING HAM.R E Division of Indiisirfaf & Medical Nuclear Safely (Post 070729) 
80/03/06 ConsQlidetod Edison Co of New York. Inc 96pp 48700 252 40700 346 

8903100386 Notification of 090320 meeting w/util in Rockville, MO lo discuss stole 
moots In response lo enforcement order re events leading lo loss of shutdown cooling 
at plant in May 1900 

WIGGINTON.DL Projocl Directoroto IV 09/03/06 CALVO.JA Projeci Oiroctoralo IV 
4pp 40004 122 48004.125 

8903010207 NRC Info Nolico 09 026, “Instrument Air Supply 10 Safoly-Rolalod Equip 
menl “ Sve list end 

ROSSI.C E Division of Operational Events Assossniont (Post 070411) 09/03/07 
Consofidalod Edison Co of New York, Inc. 105pp 40741 053 40741 158 

8 903020 16S NRC Info Notice 89 027, *'Limilalions on Use of Waste Forms & High In 
logrily Contalrws for Disposal of Low Level Roriwasto " Sve lisl end 
GREtVES.JT Division Of Low Level Waste Mananoment & Decommissioning (Posl 
870413) 89/03/08 Consolidalod Edison Co of Now York. Inc 117pp 40790 114- 
40790-231 

6903200344 Responds to viofalion noted in Insp Ropl 50 302/80*30 Corrodive 
actions overexposed Individuals decontaminated per molhods oslablisliod in Health 
Physics Procedure HP 02-704, “Personnel Doconlaminallon " 

BL/RSKI.R.F Louisiana Power & LItjhI Co 09/03/09 Documont Control Branch (Doc 
umoni Control Desk) 3pp. 40071 057 40971 059 

69030B0372 NRC Info Notice 89 020, "WoiolK & Ctr of Gravity Discropandos (or Copes* 
Vulcan Air Operated Valves " Sve Hsl onci 

ROSSI.C E. Division of Operational Events Assessment (Peat 870411) 89/03/14 
Consolidated Edison Co of Now York, (nc 107pp. 46005 001*40695,109 

6903990021 NRC Info Nolico 09 029. ''Potontinf Fnliuro of ASEA Brown Oovori Circull 
Breakers During Seismic Event “ Sve list end 

ROSSI.C E Division of Operational Events Aasossmonl (Post 070411) 09/03/16 
Consolidalod Edison Co of Now York, fnc 106pp 40670 053 46670 169 

6903090133 NRC Info Notico 69 030, "High Temp Environs a( Nuclear Power Plants." 
Sve list end 

ROSSI.C E Division of Operational Events Aasoasmenl (Posl 870411), 00/03/16 
Consolidaled Edison Co of Now York, (nc 106pp 48605.1 10 46895 215 

S90323D361 Responds lo violations noted in Insp Ropl 60‘362/09'03 Corredivo 
actions Rev 6 to Procedure OP*903‘053,ollowino individual losllng ol three fire pumps 
& continuous running of motor driven fire pump during fosting approved 
BURSKI.R F Louisiana Powor & Light Co 09/03/20 Documenl Control Branch (Doc* 
oment Conirol Desk) 4pp 40030.092*49030.096 

6903160427 NRC Info Notice 09 031. “Sweillnfl 8 Cracking ol Hafnium Conirol Rods " 
Sve list end 

ROSSI.C E Division of Operational Events Assessment (Posl 870411) 89/03/22 
Consolidated Edison Co of Now York, Inc 102pp 46906,001*48086 103, 

6903170419 NRC Inlo Notice 09 032, "Surveillance TeaUng of Low Temp Ovorprossuro 
Proloction Sya " Sve list end 

ROSSI.C E Division ol Operational Evonis Assossmenl (Post 870411) 80/03/23 
Consolidated Edison Co. of Now York, Inc 104pp 46902 044 48902 147 


H Periodic operating reports & related correspondence 

6903100486 “Semiannual Radioactive Effluent Release ReptJuTDec 1088" W/890301 
Itr. 

BURSKI.R F Louisiana Power 8 Light Co 88/12/31 62pp 40813 227*48813 278 

6902230433 Monlhly operating repl lor Jan 1989 for Waterford O.W/ 890215 Ur 
CENTOLANZI.P , BURSKI.R F Louisiana Power & Ught Co, 89/01/31 7pp, 
48569 212-46560 218 

B903150S43 Forwards “Summary of Personnel Monitoring Ending 881231" & "Tech 
Spec 6 9 1 5 End of Yr RepLIOBa " 

BURSKI.R F Louisiana Power & Light Co 89/02/28 Documenl Control Branch (Ooc- 
umont Control Desk) Ip. 

•**89031 901 35 “Summary of Personnel Monitoring Ending 881231." 

' Louisiana Powor & Light Co 88/12/31 ip 


**6903150545 'Tech Spec 6 9 15 End of Yf Ropl 1986 ' 

* Louisiana Powers; liqhl Co 88/12/31 Ip 

8903240332 Monlhly operating ropl for Fob 19D9 lor Watcriord Unit 3W/ 890318 Ur 
CENTOLANZI.P BURSKI.R F Louisrana Power & Lrght Co 69/02/26 7pp 
49040 061 4904D067 


S. Roportable occurroncos, L€Rb & related corroapondcnce 


0903810279 I ER 89 002 00 on 890l25.porsonncl discovored discrepancy w/ safoly 
dasslfication of instrument nir tubing lhal supplies actuators ol safety injection sump 
outiot Isolalton valves Caused by insulltcionil dociimenintion W/6g0224 Hr 
DAVfS.GM, CARNS.NS Louisiana Power a Lighi Co 89/02/24 7pp 46640 104 
48648 1 10 

0903080171 LER 89 003 00 on G9020 4. op orators inadverlentiy aliowed LPSI pump B lo 
start during teslinoCausod by porsonnol iUrrorPofsonnol responsible counseled to bo 
more cauliousA Ihoreiwh Mproacfi whoA lolfowvinn procoduros W/&90J03 Itr 
STARKEY.n S. CARN5N S Louisiana Powor & Light Co 89/03/03 4pp 40741344 
48741 347 

8903160507 LER 69 004 00 on 8903 03, personnel noted lhat essential chiller A experi- 
encing problems fnainlaininrj chiflod water temp Caused by small crack in low pres- 
sure valve ball float Uml shut down lor mainl Chillor A roplacod W/ 890308 Hr 
OAVISGM . CARNS.N S Louisiana Power & Light Co 89/03/08 5pp 46670 350- 
48670 354 

8903200337 Special ropl on 89O20S,emorgonGy dmsol gonorator secured due to failure 
ol speed conirol circuil while gonornlor In manual oporalron Caused by oxidation of 
rolay coniacis in governor control circinlry Contacls replaced 
CARNS.N S Louisiana Power & Light Co 99/03/08 Documenl Control Branch {Docu* 
monl Conirol Desk) 4pp 49969 171 48969 174 

B903280012 PNO IV 69 020 Region IV notified of recant reactor trip a1 Palo Verde Unil 
3 lhal was complicated by inability lo open steam genoralor atmospheric dump valves 
mfn by Conirol CompononIs.IncNo sKcklnn problems noted al olher plants 
CHAM8ERLAIN.D J Ooglon 4. Ofc of the Djroclor 89/03/23 2pp 49119 127* 
49118 128 


V. Operator Examinations 


6902230185 Advises that LW Myers, senior reactor operator under Liconso 43106 2, re 
signed from ulll.eiloclivo on 890125 

BURSKI.R F Louisiana Power & Light Co 80/02/ 16 Documont Control Branch (Doc- 
umont Control Dosk) Ip 48555 369 48555 360 

0903220159 Generic LIr 89 03 to all power roactor licensees a applicants for OL ro op 
orator llconsinn nat) oxam schedule Sve list onci 

VARGA, S A /fssoclala Oiroclor lor Pfojocls (Posl 070411) 89/03/24 Consolidated 
EdtsonCo oINowYorkJnc S4pp 490d5 001*40005 056 


DOCKET 60-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903070860 Roviscd EPJP, including Rev 9 lo EP-IP002,Rov 4 to EP IP 053 & Rov 7 to 
EP IP-OOl W/6D0218Ilr 

TABOn.W, SHANK.K. KEISER.H W Ponnsylvania Power & Light Co 80/02/16 
113pp 46783 043 48763 155 

8903200217 Rev 7 lo EPJP EP-IP-OlO "Mat of Nenrsilo 8 Offsite Emergency Monitoring 
Toame" & Hov 8 to EP IP033* "Doso Assossmenl S Protoclivo Actions W/09030T 
Itr 

* Pennsylvania Powor & Llghl Co 89/03/01 S6pp, 40964 324 48065 020 

8903210198 Forwards Safety Insp Ropl 60-387/G9-01 & 50 300/89 01 on 890101 
0204 Enforcement conference scheduled (or 890321 lo discuss circumslnncos assocl 
ated w/oxceoding allowable cooldown rate alter roador trip on 0901 12 
KANE.W.F Region 1, Ofc of iho Oiroclor 89/03/08 KEISER.HW Ponnsylvania 
Power & Ught Co 3pp 46902 203*40982 223 

**8903210202 Insp Raps 50387/00*01 & 50 386/89 01 on 800101 0204 Weaknesses 
noted Malor areas Inspocled physical security, plant even is, surveillance & mainl 
activiUos Events noted indicate need for Increased inotaltonlion lo weaknessess 
BLOUQILAR. Region 1. Ofc ol IfiO Director 09/03/00 l&pp 46982 206 46902 223 

8903149238 Final response to FOfA request for documents Forwards App A 
documents App A docitmonls also available in PDR 

QRIMSLEY,.0 H. Documenl Conirol Branch (Documenl Conirol Desk) 89/03/09 
HAWKINS.M impel) Corp 2pp 4Q07B082-4DB75083 

”8903140269 Informs of pJar^nod reaPenal parllcipallon in emergoncy exorcises for 
FY80 Tentative schedule of activities ns ted 

RUSSELL, W.T. Region 1, Ofc of Iho Director 00/11/04 Region 1, Ofc of Iho DIroc 
tor 22pp 48076086 48876*107 

8903238303 Forwards Safoly Insp Hepis 50*307/69 02 & 60*308/60 02 on 690222- 
23.No violalions noted U(il porlormanco during annual emergency preparedness exor- 
cise demonstrated manner lhat would provide adequate prolectlon health & safety of 
public 

BEILAMY.R.R Region 1, Ofc o( Ihe Olxeclor 89/03/14 KEISER.HW Ponnsylvania 
Powor & Light Co 2pp 40020935 49026.043 

”8903230305 Emergency Preparedrras& Insp Repts 50*367/89 02 & 50*360/&g 02 on 
890222*23 No violalions noted Major areas inspocled fulil padicipalton annual omor- 
QBAcv i^roDdrO'ClndSS oxorciso 

GaRDON.C2, LAZARUS.WJ Region 1, Ofc ol the Director 89/03/14 7pp 
49028 037-40028 040 
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B903240126 Fcnvards Chamga BB !o phy&icdl securiiy planEncf withheld (ref 
10CFR73at) 

KEIBERMW Pennsylvanja Powers Light Co aa/as/aa HUSSELUWT Region 1. 
Ofcol the Oireclor Ip 4g03a 167’4g03B 167 


N. General correspondence 

8903080213 Comment opposing proposed rele I0CFR5O ro effectiveness of maint pro 

g rama for nuclear power plants Proposed rule not needed ft will not serve to increase 
ommiss^on abjlitv to ensuro nuclear plants reliably memtalned 
KEISER^HW Pennsylvania Power ft Light Co 89^02/24 CHILK.SJ Office of the 
Secretary of the Commission. 4pp 48745 204-48745 207 

8903100167 Comment on proposed ruta fOCFRSO ro mamt program at nuclear 
pfanls Proposed mamt rule has potential to significarttl'y under mme uM initrativos ft 
direct limited resources away from real improvements in maint 
KEISER.HW Pennsylvania Power a Light Co 69703/02 2ECH,LW Commissioners 
2pp 48B06 167-46806 168 


J. Insurance & Indemnity Information 

8903260140 Provides present level of onslto property damage insurance for plant.por 
10CFR5064(W)(4I 

KEIftEfl.H W Pennsylvania Power* Light Co 89/03/20 WOOD.RS NRC - No Oo 
tailed Affiliation Given ip 49074 050 4 9074 050 


K. Ulfllly Final Safety Analysis Report (FSAR) & amends 

8903210055 Repfacemenl pages to Rev 40 of FSAR for Susquehanna Units I ft 2 cov 
ermg emergency core cooling ft definition of emergency sve water ffows ft heal loads 
* Pennsylvania Power ft Light Co 69/03/07 4pp 48960 238 48980 241 


P. Operating license stage documents ft correspondence 

S902230556 Nohficalion of 690303 Significant Licensee Meeting 89 033 in Regron I to 
discuss evalualion of reactor bldg temp profile used for environ qualification of equip- 
ment 

SLOUGH A R Region 1, Ole of the Director 69/02/14 Region 1, Ofc of the Director 
2pp 46570 140 48570 141 

8902230594 Rov 1 to notification of Significant Licensee Meeting 89*014 on 890321 w/ 
litil in Region I to discuss recent outage lessons learned ft scope of next scheduled 
outage 

PLOuGH.A R Region 1, Ofc of the Director 69/02/14 Region 1. Ofc of the Director 
2pp 48568.121 48563122, 

8903010153 Forwards response to Generic Ltr 68*14 re insirumeni air qualityjncluding 
schedule for complol/on of testing Local high afficfency filter will be installed at critical 
components ft aodf dryer skid will be supplied 

KEISER.HW Pennsylvania Power ft Lfghl Co 89/02/24 BUTLER.WR Profecl Direc 
torate 1*2 lOpp 48637 166 4B637 177 

8903020044 Forwards NOE 89 0D2, “Susquehanna Steam Efeclnc Station ECCS 
Oulaga Rent for Unit 1 /’ per TMI Hem It K 3 17 

KEISER.HW Pennsylvania Power ft Light Co 69/02/24 BUTLER.WR Projecl Oirec- 
t0ra1el2 Ip 48672 223-48673.014 

"8903020047 ' 'Sirs quell anna Steam Electric Station ECCS Outage Repl for Unit 1 “ 
OETAMORE^M.B Pennsylvania Power ft Light Co NDE-a9 002 89/01/31 ISIpp 
48872 224 48673 014. 

8 903890042 Forwards application for amend to License NPF- 14. consisting of proposed 
Amend 121, revising Tech Specs to eiiminale staam condensing mode of RHR 
KEISER.H W. Pennsylvania Power ft Light Co. 89/02/24 BUTLER.WR ProjecI Direc- 
tor «i1e 1-2 3pp 48784 213-48764 219 

-8903090045 Application for amend to License NPF-14tCQnsistlng of proposed Amend 
121, revising Tech Specs to eliminate steam condensing mode of RHR 
KEISeR.HW. Pennsylvania Power ft Light Co. 89/02/24. Ip 48784 216 48784 216 

-8903090047 Proposed Tech Spec Table 3 6 3-1. “Primary Containment Isolation 
Vatvos" 

* Pennsylvania Power ft Light Co 69/02/24 3pp 48784 217*48784,219 

8903060447 Forwards Amend 66 to License NPF-14 & safely evdluation Amend revises 
Tech Specs lo rellecl revised load profiles for 250 volt dc battery banks 10650 ft 
10660 

BUTLER.WR Project Directorate I 2. 69/02/28 KEISER.HW Pennsylvania Power ft 
UfihiCo 3pp 46743 261 46743 261 

-8903080451 Amend 86 lo License NPP-f4.re vising Tech Specs to reflect load profiles 
for 250 volt dc battery banks 10650 ft 10660. 

BUTLER.WR Project Directorate 1-2 69/02/28 6pp 48743254-48743259 

-8903080458 Safety evalualion supporting Amend 86 lo License WPF-14 

* Office of Nuclear Reactor Regulation, Director -(Posl 870411) 69/02/28 2pp 
48743 260-4B743 261. 

8903990030 Forwards application for amends lo Licenses NPF-14 ft NPF-22, consisting 
of proposed Amends 120 & 69je sped ively. changing Tech Spec 3 3 4.1 ft Table 
3.3 4 1-1 to reflect ATWS recirculation sys logic as one out of two trip logic 
KEISER,HW Pennsylvania Power ft Light Co 89/02/28 BUTLEfl.WR Project Direc- 
torate 1-2 3pp 46501-20 9-48691 213 

r-8903990034 Application for amends to Licenses NPF-14 ft NPF-22. consisting of pro- 
posed Amends 120 ft 69. respect Jvely, reffeclmg ATWS recirculation pump trip sys 
(ogle as being one out of Iwo taken twice trip logic 

KEISER.HW Pennsylvama Rower ft Light Co. 89/02/27. 2pp 48691 212-48601 213 

8903080046 Notification of 890314 meeting w/ulil In Rockville, MD lo review licensing 
actions schedules. 

THADANI,MC Project Pfroctorale i-2, 69/03/02 BUTLER.WR Project Directorate f- 
2 4pp. 48741 301-48741 304 


8903150244 Summary of 889208 meeting w/util.NUMARC ft Bechtel re util application 
of plant melhodofogy to risk mgt ft assessment of NRC cost estimation of polonlial 
BWR Mark I containment improvemenis Rev 2 lo NPE-89 001, “PPftL Approach " 
end 

LANE.JC Severe Accident Issues Branch 89/03/02 BECKNER.WD Severe Acci 
dent Issues Branch 51pp 40862 163 48863 274 

-8903150245 Rev 2 to “Pennsylvania Power ft Light Co Approach to Risk Mgt A Risk 
Ass6SsrYi6nt ** 

HILL,PR. KUKIELKA.CA Pennsylvania Power ft Light Co NPE 89 001 R02 89/01/ 
31 400pp 40662 205-48663 274 

8903220018 Forwards Rev 6 to ISI-T-100 0 for Unit 1 ft Rev 3 to ISI-T-200 0 for Unit 2 
"Pump ft Valva Insarvice Insp Testing Program " 

KEISER,H W Pennsylvania Power ft Light Co 09/03/10 BUTLER.WR, Office of Nu- 
clear Reactor Regulation, Director (Post 870411) Ip 49007 215 49007 221, 

•>8903220116 Rev 6 lo ISIT-100 0, "Pump ft Volvo InservIce insp Testing Program" 

• Pennsylvania Power ft Light Co 89/03/31 3pp 49007 216 49007 218 

-8903220122 Rev 3 to lSJ-T-200 0. "Pump ft Valve InservIce fnsp Testing Program," 

• Pennsylvania Power ft Light Co 89/03/31 3pp 49007 219 49007 221. 

8903280023 Responds lo NRC 881018 safety evaluation re util compliance w{ 
10CFRS0 62, "ATWS" End lest results Indicate that scram Inlet valves will open In 
Jess than 1 5 s Rev 1 to TP‘155 01 1 re ATWS ARI test end 
KEISER.HW Pennsylvania Power ft Light Co 89/03/20 BUTLER.WR Prefect Direc 
torate 1-2 3pp 49066 094 49066 232 

"8903280026 Rev 1 to TP-i55 01 1, “ATWS-ARf TesI " 

SAOVASY.SO Pennsylvania Power ft Light Co 89/02/07 59pp, 49066097 

49066 156 

-8903280029 Rev 0 |o TP-255.004. “ATWS API Test " 

SADVA8Y,SD Pannsytvania Power ft Light Co. 87/12/31. 0Opp 49066 167 

40066 224 

"9903280032 Rev 1 to Procedure SC-153-101, "Chemistry Surveillance of Unit 1 Stand- 
by Liquid Control Sys " 

WOLFEN.JR. Pennsylvania Power ft Light Co 87/10/20 8pp. 49066 226-49066 232. 

8903160296 Generic Ltr 60-02 to all holders of OLs ft CPs for nuclear power reactors re 
actions to improve detection of counterfeit ft fraudulently marketed products.Svc fist 
end 

VARGA, S A Associate Director for Projects (Post 870411) 69/03/21, Consolidaled 
Edison Co of New York. Inc 57pp 48960,001-40960 057 

0. inspection reports, IE Bulletins & correspondence 

89D2230572 Nouncalion of 890321 Significant Licensee Meeting 89-030 w/ulil in Region 
I re enforcement conference on excessive cooldown rate 

0LOUGH,AR Region 1. Ofc of the Director 89/02/14 Region 1, Ofc of the Director 
2pp 48568 123-48568 124. 

8902170112 NRC Info Notice 89-020, "Weld Failures In Pump of Byron-Jackson 
Design “ Sve fist end 

ROSSt.CE Division of Operational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York, fnc 106pp 48572 043-48572 148 

S902210351 $uppl 1 to NRG Info Notice 68-073, “Direcllon Dependent Leak Character- 
istics of Containment Purge Valves " Sve list end. 

ROSSI, C.E Division of Operalional Events Assessment (Post 870411), 09/02/27 
Consolidated Edison Co of New York, Inc 102pp 40569 001-48589 1 10 

8902210564 NRC info Notice 89 021, "Changes in Performance Characteristics of 
Molded Case Circuit Breakers " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/02/27. 
Consolidated Edison Co of New York, Jnc 104pp 48570 032-48578.137 

8902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners" Svo llal 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/03 
Consolidated Edison Co oi New York, fnc t05pp 48732’001 -48732*1 06. 

8902280104 NRC Info Notice 89-023, "Environ Qualification of Litlon-Veam CIR Series 
Electrical Connectors " Sve list enc) 

ROSSr.CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc 106pp 48723 030-40723 143 

6902280162 NRC Info Notice 89 024. "Nuclear Crilicalliy Safety." Sve fist end. 
CUNNINGHAM.R E Division of fnduslrial ft Medical Nuclear Safety (Post 870729) 
89/03/06 Consolidated Edison Co of New York, Inc. 96pp 4 8700 ‘252-4 0700 346 

8903010207 NRC tnfo Notice 69 026, "Instrument Air Supply lo Safety- Related Equip- 
ment " Sve list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of New York, fnc l05pp 48741.053-48741 158. 

6903150236 Discusses util position re completion & implementation of NRC requeated 
actions specified m Suppf 1 lo NRC Bulletin 08-007, "Power Oscillations In BWRs." 
KEISER.HW, Pennsylvania Power ft Light Co. 09/03/07, RUSSELL.WT Region 1* 
Ofc of the Director Ip 48860' 197-48860 206. 

8903020165 NftC Into NpHce 89 027. “Limitations on Use of Waste Forms ft High Jn- 
legrjly Containers for Disposal of Low Level Radwasle " Svo list end, 

GREEVESJT Division of Low Level Waste Management ft Decommissioning (Posi 
870413), 89/03/08 Consolidated Edison Co of New York, Inc 117pp 48798:114- 
48798 231 

6903200252 Responds lo NRC 890206 ltr re violations noted in Insp Repts 50 387/88- 
20 ft 50-368/66 23.CorreclIve actions'alarm response procedures revised to require 
that control room operators review high radiation alarm annunciation. 

KEISER.HW Pennsylvania Power ft Light Co 89/03/08 WIGGINS, J.T Region 1, Ofc 
of the Oireclor, 3pp 40 968.3 5 9- 4 8068 >360 
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6903210106 Forwards Sa(oly Insp Ropl 50 307/09 OJ & 60 300/09-01 on 000101 
020<1 Enforcomant conforcnco scheduled for 8903^1 to discuss circumslancos associ 
filed w/cxceedifig ailowatilo cooldown ram allor roacior trip on 890112 
KANE.WF Region 1, Ofc of the Director 89/03/08 KEISER.M W Ponnsylvanro 
Power & Light Co 3pp 48982 203 40902 223 

- 8903210202 Insp Reps SO 307/89 01 S 50 300/89 01 on 890101 0204 WOfiknossos 
noted Mdior areas inspected physical security, plant evQnls.surveiltanco & maint 
activitios Events nolod indicate need for incroased mol altenlion lo woeknossoss 
BLOUGH.AR Region 1. Ole of IhO Diroclor 09/03/00 lOpp 48902 206-48902 223 

8903220018 FonArafds Rev 6 to ISI T-100 0 for Unit 1 & Rov 3 lo ISI-T 200 0 for Unit 2 
■Pump & Valve fnservtco Insp Testing Program ” 

KEISER.HW Pennsylvania Power & Light Co 89/03/ tO BUTLER.WR Office ol Nu 
clear Reactor Regulation, Director {Post 87041 1) tp 49007 215 49007 221 

••8903220116 Rev 6 to ISI T-100 0, “Pump & Vfilve Insorvico Insp Testing Program" 

* Pennsylvania Power & Light Co 89/03/31 3pp 49007 2l6 4900-7 218 

--8903220122 Rov 3 to ISI T-200 0, “Pump & Valve insorvreo Insp Fesllng Program " 

* Pennsylvania Power & Light Co 09/03/31 3pp 49007 219 49007 221 

8903080372 NRC Info Notice 09 028, "Welnhl & Ctr of Gravdy DIscropanclos for Copes 
Vulcan Air Operated Valves " Sve list oncT 

ROSSI, CE Division of Operational Events Assessment {Post 070411) 09/03/14 
Consolidated Edison Co of Now York, Inc 107pp 48095 001 48895 100 

6993230303 Forwards Safety Insp Repts 50 307/09 02 & 50 300/09 02 on 8Q0222- 
23 No violations noled.Util performance during annual omorgoncy proparocTnoss oxof 
else demonstrated manner that would provide odoquato protection henlth & satoty of 
public 

BELLAMY,n R Region 1, Ofc of the Director 09/03/14 KEISEn,HW Ponnsylvarua 
Power & Light Co 2pp 49028 035 49020 043 

-8903230305 Emorgoncy Proparodnoss Insp Ropls 50 307/09 02 & 50 308/00 02 on 
890222-23 No vioralions noted Major areas Inspoctod full parlicipatlon annual omor- 
noncy ptepatoilnoss oxerciso 

GORDON.CZ, LAZARUS. WJ Region 1, Ofc of the Diroclor 00/03/14 7pp 
49020 037-49020 043 

6903090021 NRC (nfo Notice 89 029, "Potonllat Failure of ASEA Brown Bovnri Circuit 
BTtsakers Ourmg Seismic Event '* Sve M enci 

ROSSI .CE Division of Operational Events Assessment (Post 870411). 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 40070 053-48070 169 

8903090133 NRC (nfo Notice 89 030, "Rlgh Temp Environs at Nuclear Power Plants " 
Sve list end 

ROSSI, CE Division of Oporallonal Events Assessment (Post 870411) 89/03/15 
Gonsoltdnied Edison Co of Now York, Inc lOGpp 40896’ 110 48095 215 

8903160427 NRC Info Notice 09 031, "Sweliing & Cracking of Hafnium Conirol Hods " 
Sve irat encl. 

ROSSI, CE Division of Operational Events ABSOSSmont (Post 870411) 09/03/22 
Consolidated Edison Co of New York, Inc 102pp 40986 001-40905 103 

6903170419 NRC Info Notice 09 032, “Surveillanco Testing of Low Tomp Ovorprossuro 
Proleclion Sys " Sve fist end 

ROSSLCE Division of Onoralionol Events Assessment (Post 870411) 09/03/23 
Consolidated Edison Co of Now York, Inc t04pp 40992 044-40992 147 


R, Periodic operating reports & related correspondence 


8903020343 "Annual Porsonnol Exposure Ron! for CYOO " W/090227 Itr 
KEISER,H W Pennsylvania Power & Light Co 00/12/31 BROOKS, BG Office of Nu 
clear Regulatory Roaoarch, Director (Post 860720) 2pp 48673 225 48073 228 

8903100045 "Semiannual Effluent & Waste Disposal Ropl.Jul-DGC 1980“ W/OOD303 fir 
WIDNERJ E , SHANK.K E . KEISER.HW Pennsylvania Power & Ligm Co 00/12/31 
73pp 40815 209 40815 281 

0902240240 Monthly operating ropts for Jan 1089 for Susquehanna Units 1 & 2W/ 
800215 Hr 

YOUNG,KA. KEISER.HW Pennsylvania Power & Light Co 80/01/31 

MCDONALD, WG. NRC - No Dolailod Affiliation Given lOpp 48503 261 4G503 270 

0003130505 "Susquehanna Steam Efoclric Station Drinking Water Operational Rep l, Jan 
1989 " W/090217 ttr 

COLENTTA.J, BLAHESLEY,J A . SAXTON.C H Pennsylvania Power & Llghl Co 80/ 
01/31 SAGER.n Pennsylvania, Commonwoflilh of 2pp 4883029248830,203. 

0903240116 Monthly operating ropts for Fob 1909 for Susquehanna Units f & 2W/ 
890315 ih 

YOUNG.KA,, KEISER.HW Pennsylvania Power & Light Co, 09/02/20 

MCDONALD.WG NRC • No Detailed Affiliation Given lOpp 40039 177 49039' 106 


S, Reportable occurrences, LERs & related correspondence 

8903210293 ROon 890128, Toch Spec Action 3 0 11b entered wNlo omergoncy dlosol 
ganoralor D In process of being returned lo normal line up, following maiol outagoOn 
699l29.qoneralar failed post maint start attompt 

BYRAMJR.G Pennsylvania Power & Light Co 09/03/01 Document Conirol Branch 
(Document Conirol Desk) 3pp 48902 241 40982 243 

8903140390 LER 89-006 00 on 890204 .reactor manually shut down by Inserting all con 
trot rods & placing mode switch In shutdown Caused by suppression chamber drywell 
vacuum breaker failing to open duo to bound valve W/890306 Hr, 

WEHRY.RR. QYRA'M.RG Pennsylvania Power & Light Co 89/03/06 4pp 
46657 368 48857 361 

6903160019 LER 89-005 00 on 09O2O7.condansalo pump A Started & extensive eloctri 
cal transient occurred Caused by olectrtcnt fault at terminals of sub) pump molor.New 
components installod.W/GQOSOO Itr 

RYDER.TS, BYRAM.RG Pennsylvania Power & Light Co 89/03/09 4pp 
40884-347 40804 350 


V. Operator Examinations 

8903220159 Genonc LIr 80 03 to all power reactor ireensoes & applicants for OL re op 
orator ireonsing nail oxam schedule Sve list end 

VARGA, S A Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York. Inc 54pp 49005 001 49006 056 


DOCKET 50i*3aa SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, modlcp), emergency & lire proteetJon plans 

a9030700ao Revised EP IP, including Rov 0 to EP IP-002 .Rov 4 lo EP-IP 053 & Rov 7 to 
EP IP 00 1 W/Q0Q216 Ur 

TABOR, W, SHANK.K, KEISER.HW Pennsylvania Power A Irnht Co 89/02/16 
1 13pp 48763 043-40763 1 55 

8903200217 Rov 7 to EPIP CP-IP019 “Mot of Noarsilo & Offaito Emergency Wonilonng 
Teams” & Rev D lo EP-IP 033, ' Doso Assosstnonl & Proleciive Actions '' W/Q90301 
Itr 

* Ronnsylvania Powor & Light Co 09/03/01 56pp 49964 324-4896 5 020 

8903210198 Forwiirds Safely Insp Ropl 50 387/09 01 6 50-308/09 01 on 090101- 
0204 Enforcomenl conforenco scheduled for 690321 to discuss cfrcunistancGs associ 
atod w/oxcQOdinq allowablo cooldown rate aflor roactor trip on 8901 12 
KANE.WF Rqnion 1, Ofc of tlio Director 89/83/OB KEISER.HW Pennsylvania 
Power & tight Co 3pp 40982 203 4 0 982 223 

• 8903210202 Insp Rops 50 307/09 01 & 50 388/89-01 on 800101 0204 Weaknossos 
noted Major areas inspected physical security, plant evonlSHSurveillance & maint 
activities Events noted indicaio need for increasod mot altonlron to woaknessoss 
BLOUGH.AH Region 1 , Ofc of Iho Director 89/03/00 18pp 40902 206 48902 223 

6903140236 Final response to FOIA roquost for documerds Fonvafds App A 
dociimonls App A cfocumonts also ovailablo in POR 

GRIMSLEY.DH Document Control Branch (Document Conlrot Desk) 89/03/09 
HAWKINS.M ImpellCorp 2pp 48875 082 48875 083 

-8903140260 Informs Of plannorl regional participalion in omorgoncy oxarcisos (or 
PY09 Tonlalivo schedule of acUviltos listed 

RUSSEtL.WT Region 1, Ole of Iho Director 88/11/04 Region 1. Ofc ol the Direc- 
tor. 22pp 40876 086 40675 107 

8903230303 Tonvards Safety Insp Ropls 50-387/60 02 & 50 305/89 02 on 090222 
23 No violations nolod Util porformanco during annua) omorgency preparedness exor 
ciBO demonstrated manner that would provtdo adequate proteclion health & safely of 
public 

BELLAMY, nn Region 1, Ole of the Director 89/03/14 KEISER.HW Ponnsyivanin 
Power & light Co 2pp 49028 035 40028 043 

-8993230305 Bmornoncy Preparedness Insp Ropts 50-307/80 02 & 50 300/89 02 on 
000222-23 No vioralions notoci Major areas Inspected full parlicfpntion annual omer- 
goncy proparodnoss oxorclso 

GORDON.CZ Region I. Ofc of Iho Director 09/03/14 7pp 40026 037 49020 043 

8903240126 Forwards Chango OB lt> physical security plan End withhold (ref 
10CFR73 21) 

KEISER.MW Pennsylvania Powor & Light Co 89/03/22 RUSSELL, WT Region 1. 
0(c of the Diroclor Ip 40038 I67 4903B 167 


H General correspondence 

8903000213 Commanl opposing proposed rule tOCFRSO re offoctivonoas of maint pro- 
grams for nuclear powor plants Pro posort ruto nol noodod & will not servo lo Increase 
Cominlsslon ability to onsuro nuclear planls reliably maintalnod 
KEISER.H.W Pennsylvania Powor & Liqhl Co 09/82/24 CHfLK.SJ OHfco of the 
Socrolary of the Commission 4pp 48745 204 40745 207 

0903100167 Commool on proposed rule 10CFR60 ro maint program at nuclear 
plants Proposed maint rulo has potential lo significantly undermine util inllialivos & 
direct fimitod rosourcos away from roa) Improvomonts in tnaint 
KEISER.HW, Ponnsylvama Powor & Light Co 89/03/02 ZECH.LW Commissioners 
2pp 48000 107-4880G 166 


J, Insurnnco & Indemnity information 

8903200140 Provides prosonl level of onsito property damago insurance for plant, por 
10CFR60 64(w){4) 

KEfSGR.HW Pennsylvania Powor & Light Co 09/03/20 WOOD.R S NRC • No Do 
tailed Affiliation Given ip 49074 050 49074 050 


K. UKtdy Final Safely Analysis Report (FSAR) A amends 

8903210056 Replacement pages to Rov 40 of FSAR for Susquehanna Units 1 & 2 cov- 
ering omorgency core cooling & dolinilion ol omorgoncy sve water hows & heal loads 
• Pennsylvania Power & Light Co 09/03/07 4pp 40900 230-48980 241 


P. Operating ficense slago documents & correapondence 

890223 0556 Notification of 890303 Significant licensee Mooting 89 033 in Region I to 
discuss evaluelion of reactor bldg temp prolilo used (or environ qualdicatlon of equip 
monl 

BLOUOH.A R, Region 1, Ofc of Iho Director 8S/02/14 Ragion 1, 0(0 of Ihe Director 
2pp 48570 140 48570 141 

0902230594 Rov 1 to nalification Of Significant LIconseo Meeting 89 014 on 809321 w/ 
util in Region I lo discuss recent outago (os sons foarned & scope of noxt scheduled 

eiO&GH.AR Region 1, Ofc of Uio Director 89/02/14 Roglon I, Ofc of ihoDHOclor. 
2pp 40568 121-48560 122 
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8903010153 roiwanJs rc^ponso to Hr 08-M re rn^trumnnl nir quality inckidmg 

scheduap tor compieUan of testinp Local high clkcicncy filter will be msinllori at cniical 
cornponents A iit/tii oryef bf^rrf will Do fajppfiort 

KEISLR.HW Pennsylvania Power & Lighl Co OD/02/24 BUTLEfl W B Protect Dircc 
toralGl? lOpp -ififr37 I6fi ^6637 177 


0903020165 NRC Info Notice 89 02/. 'Limilations on Use ol Waste Forms & High (n- 
legrity Conlainers for Disposal of Low Level Radwaste “ Sve list end 
GRGEVES.JT Dwision of Low Level Waste Managcmonl & Docomnnsstoning (Post 
670413) 89/03/08 Consolrdnted Edison Co ol Now York, Inc I17pn 48798 1M 
48798 231 


8903090030 Forwards application for amends to I rcenses NPP M & NPF 22, consrsling 
of proposed Amends 120 & 69.rGspQclively cbanging Tech Spec 334 1 & Table 
3 3 4 1 Uo feflacl ATWS recircufairon sys logic as one out of iwo inp logic 
KEISER.HW Pennsylvania Power & Lighi Co 89/02/28 SUTLER WR Projecl Duoc 
1oratef2 3pp 48801209-46801213 


8903200252 Responds lo NRC 090206 Itr ro violations noted m In&p Ropis 50 367/80 
20 & 50-380/00 23 Corroclivo actions alarm response pfocodurBS revised le require 
ibal conlrof room operators review high radialion alarm annunciation 
kEISER.M W Pennsylvania Power & Light Co 89/03/08 WIGGINS, J T Region I. Ofc 
of Ihe Direclof 3pp 48968 359 48968 360 


-0903090034 Applicalion for errends lo Licpnso'i NPF-H 8 NPF 22, consisling of pro 
posed Amends 120 & 69 respecliveJy. reflGciing AT WS-re circulation pump Irip sys 
Ionic as being one oul ol Iwo taken Iwtcc trip logic 

KtlSER.H W Pennsylvania Power & Hghl Co B9/02/27 2pp 48601 212 48801 213 

0903000040 Netificatiori of 890314 meeling w/ulil in Rockviire.MD to review licensinq 
aclions schedules 

THADANLMC Project Directorafo f 2 09/03/02 BUTLER.WR Projoct Directorate I- 
2 4pp 48741 30J 48741 304 

0903159244 Summary of 880200 meeting w/ulil,NUWARC 8 Bechtel re ulil apnlicaiion 
of plant molhodology lo risk mgl & assessment of NRC rosi estimation of potenlidl 
BWR Mark I containment improvemenis Rev 2 to NPEflSOOl, '*PP&L Approach " 
end ^ 

LANE.JC Severe Accidcnl Issues Branch B9/03/02 BECKNER.WO Severe Acci 
dent tsSiiGS Branch 51pp 48862 153 48863 274 


8903210198 Forwards Safely Insp Rapt 50 387/89 01 & 50-308/89 01 on 890101 
0204 Enforcornom conference scJictfuled for 880321 to discuss circumstances associ 
ated w/oxcceding allowable cooldown rate after roaclor Uip on 890112 
KANE.Wf Region 1. Ofc of the Dirocior 89/03/08 KEISER.HW Pennsylvania 
Power & Light Co 3pp 48982 203 48982 223 

-0903210202 Insp Reps 50 30//89 01 S 50 380/80 01 on 890101-0204 Weaknesses 
nolod Major areas inspecled physical security, plant events.suirvoillarco & marrt 
acuvities Events noled indicate need for increased mgt attaniion lo woaknossGss 
BLOUGH.AR Region 1, Ofc of Ihe Director 89/03/08 I8pp 48902 206 48982 223 

8903220018 Forwards Rev 6 lo ISI-T-100 0 for Unil 1 & Rev 3 lo 131-1-200 0 tor Uni1 2 
"Pump 8 Valve Jnsorvice Insp Testing Program " 

KEISER.HW Pennsylvania Power & Light Co 89/03/10 BUTLER.WR Office oi Nu- 
clear Reactor Regiilalion, Director (Post 870411) Ip 49007 21549007221 


-89031S0245 Rev 2 lo "Pennsyivania Power & Light Co Approach to Risk Wgl & Risk 
Assessment 

HILL.PR , KUKIELKA.C A Pennsylvania Power A Light Co NPE-eOOOi R02 89/01/ 
31 AQOpp 4^862205-48863 274 

899322001B Forwards Rev 6 to ISI T-lOO 0 for Unil 1 A Rev 3 lo ISI T 200 0 for Unit 2 
"Purmp & Valve Inservice Insp Testing Program,” 

KEISER.HW Ponnsy/vanifl Power & Light Co 89/03/10 SUTLER.WR Office of Nu 
clear Reaclor Regulation, Director (Post 870411) ip 49007 215 4S007 221 

-8903220122 Rov 3 lo ISI T-200 0, "Pump s Valve InservicD Insp Tesirng Proaram” 
' Pennsylvania Power & Light Co 89/03/31 3pp 490-07 219 4900 7 221 

0903200023 Responds lo NRC 081018 safety evaluairon re util compliance w/ 
IOCFR50 62. “ATWS' End test resulls indicalo that scram inlet valves wd open m 
loss Ihflrt 15 s Rev l to TP*1 55 01 1 re ATWS ARl test enc) 

KEISER HW Pennsylvania Power S Light Co 39/03/20 BUTLER.WR Project Direc- 
torate I 2 app 49066 094-49066 232 

•*890320 00 29 Rev 0 (0 TP 265 004. “ATWS ARl Test ■' 

SADVASYSD Pennsylvania Power ^ Light Co 87/12/31 60pp 49066 157* 


8903160296 Qonorre Llr 89 02 to all holders of OLs-& CPs for nuclear power reaclo/s re 
actions to improve deloctmn of counlerfejl s fraudulently marketed products Sve fist 
end 


VARGA, $ A Associate Director lor Projocts (Post 870411) 89/03/21 
Edison Co of New York. Inc 57pp 48960-001 439S0 057 


Consolidated 


Q. Inspoclfon reports, IE Bulletins & correspondence 

0902230872 Nofjficalion of 600321 Significant Licensee Meeting 89-030 w/ubi in Region 
I ro onforcerrent conference on oxcesswo Cooldown rale 

BLOUGH.AR Regcon 1. Ofc of the Dirocior 09/02/14 Region 1. Ofc of ihe Direclor 
2pp 46568 133 46566 124 

6902170112 NRC Info Nolics 69*020, "Wold Failures m Pump of Byron-Jackson 
Design ” Sve list end 

ROSSf.CE Division of Operalronal Events Assessmenl (Post 870411), 89/02/24 
ConsolidatedEdlson Co of New York, fne t06pp 4B572 043-48572 I4B 

6902210351 SuppI I to NRC Into Notice 86*073, ''DirecllDn-Depertdent Leak Character- 
f sties ol Conlainment Purge Valves “ Sve list end 

ROSSI, CE Division of Operalianal Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of Now York, fnc I02pp 48589 001-40689 110 

8902210564 NRC Into No lice 89-021, “Changes In Performance Characteristics of 
Mddcd'Case Circuit Breaksia Sve list end 

ROSSf,C.E Division of Operational Events Assessmenl (Post 870411) 89/02/27 
Consolidated Edison Co of Now York, fnc I04pp 40576 032 46578 137 


**0903220122 Rev 3 to ISl T 200 0, "Pump S Valvo tnservice Insp Tosting Program" 
‘ Pennsylvania Power & Light Co 89/03/31 3pp 49007 219 49007 221 

6903080372 NRC Info Nolico 89-028, “Weight & Clr of Gravity Discrepancies for Copos- 
Vulcan Air*Opera1ed Valves ’ Sve list encT 

ROSSLCe Division of Operalronal EvenU Assessment (Posl 870411) 09/03/14 
Corrsolidaled Edison Co of Now York, fnc 107pp, 40095 001*48895 109 

8903230303 Forwards Safety Insp Repts 60 387/89*02 & 50 388/89 02 on 090222 
23 No violations noted U|i| performance during annual emergency preparodnoss exer 
ciso demonstrated manner that would provide adequate prolcclion health & safety ol 
public 

BELLAMY.RR Region 1, Ofc of the Director 89/03/14 KEISER.HW. Pennsylvania 
Power S Light Co 2pp 49028 035 49028 043 

**0903230305 Emergency Preparedness Insp Reels 50-387/89 02 & 50 388/99 02 on 
890222 23 No viofations noted Mafor areas inspected full participation annua? omer* 

g ency preparedness oxorciso 

iOROON.CZ, LA2ARUS.WJ Region 1, Ofc of the Direclor 89/03/14 7pp 
49020 037-49028 043 

0903090021 NRC Info Notice 89*029, Potential Failure of ASEA Brown Bovon Circuit 
Breakers During Seismic Evenl " Sve fisl one) 

ROSSI.CE Oivistor^ of Operational Events Assessment (Post 870411) 80/03/15 
Consolidated Edison Co of New York, fnc 106pp 48870 053-48870 169 

0903090133 NRC Info Notice 89 030. “High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSI.CE Division of Operational Evonla Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York. Inc 106pp 40895 1 10 48895 215 

0903160427 NRC Info Notice 89 031, "Swelling & Cracking of Hafnium Conirol Rods*' 
Sve fist end 

ROSSI.CE Division of Operational Events Assessmenl (Post 070411) 89/03/22 
Consofidalod Edison Co of New York. Inc W2pp 48986 001*48906 103 

B903170419 NRC tnfo Notice 89 032, "Surveitfance Testing of Low Temp overprossuro 
ProlGction Sys " Sve fist end 

ROSSI.CE Division of Oparabonal Events Assessment (Post 070411) 09/03/23 
Consolidated Edison Co of New York. Inc 104pp 48992 044 48992 147 


R. Periodic operating repoMa & related correspondence 


69W020343 "Anmrat Peraonnel Exposure Repi lor CY8B *’ W/890227 IVi 
KElS^.HW Pennsylvania Power & Light Co 88/12/31 BROOKS, B Q Office of Nu- 
clear Regulatory Research, Director (Post 860720) 2pp 48673 225 48673 226. 


0903100045 "Semiannual Effluent & Waste Disposal Rept,Jul Dec 1988.*' W/a90303 hr 
WIDNER.TE.SHANK.KE, KEISER.HW Pennsylvania Power & Light Co 88/12/31 
73pp 40615 209 48815 261 


8902270158 NRC fnfo Notice 69 022. ''Questionable Certification of Fasteners ” Sve fist 
end 

ROSSI.CE Division of OpeiaVionat Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc 105pp 48732001 48732 106 


operating repis for Jan 1989 lor Susquehanna Units 1 A 2 W/ 

KEISER.HW Pennsylvania Power & Light Co 89/01/31 
MCDONALD, W G. NRC * No Detailed Affiliation Given lOpp 46583 261-48563 270 


8902280104 NRC Info Notice 69 023, “Environ Qualification cH Lition-Veam CIR Series 
Etectneal Councclors " Sve l»at ©net 

ROSSI.CE, Division of Operalional Events Assessmenl (posl 070411) 09/03/03 
Consolidated Edison Co of New York, Inc lOepp 46723 038-48723 143 


8903130505 "Susquehanna Steam Electric Station Drinking Water Operational Repl.Jan 
1989“ W/090217 Ilf 

■ BLAHESLEY.J A , SAXTON, C H Pennsylvania Power & Light Co, 89/ 
01/31 SAGER, R Pennsylvania. Commonweallh of 2pp 48830 292*48830 293 


8902280162 NRG Info Notice 09 024, '’Nuclear Cnbcality Safely" Sve list and 
CUNNINGHAM.R E. Division ol fnduslna! & Medical Nuclear Safety (Post 870729) 
69/03/06 Consolidated Edison Co of New York, fnc OGpp 46700 252*48700 346 

0903010207 NRC Info Notice 69 026, ''Inslrumenl Air Supply lo Safely Related Equrp- 
menl " Sve fist enci 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 89/03/07 
ConsolidalGd Edison Co of New York, fnc 105pp 4074 1 053*48741.168 

6903160236 Discusses util position re complehon & implementation of NRc requested 
actions specified in Supp* 1 lo NRC Bulleim 83 00/, "Power Oscillations in BWRs " 
KEISER.HW Penneylvama Power & Light Co, 09/03/07 RUSSELUWT Region 1. 
Ofc of Ihe Direclor 1p 48660 197-46860 206 


0903240116 Monthly operaiing repts for Feb 1989 for Susquehanna Units f & 2W/ 
690315 nr. 

KEISER.HW, Pennsylvania Power & Light Co 89/02/28 
MCDONALD.W.G NRC - No Detailed Affiliation Given, lOpp 49039 177*49039 186 


S. Reportable occurrences, LERs & related correspondence 

8903210249 LEH 89 002-00 on fl81215,inadvertent reactor core isolation cooling sys 
aulomalically rniliatad 0i injected to reactor vessel Caused by technician failure lo 
close variable leg Isolalion valve Procedure 81-280 206 reviewed W/a903l3 Plr 
CRIST.M.L . 6yRAM,n Q Pennsylvania Power 6 Lighl Co 89/03/13 6pp 48993 093* 
48993 098 ^ 
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V Operator Examinations 

8903220159 Goncrtc tlf 09 03 10 nil power rcaclof hconsoos & appljcanis for OL ro op 
orator ficensintj nail exam scherMo Svc list oriel 

VARGA, S A Assoculo Direcior for Projocis {Post 070411) 09/03/24 Consoltcinled 
Edison Co of Now York fnc 54pp 49005 001-49005 056 


DOCKET 50'3B9 ST, UUCIE PLANT, UNIT 2 


F. Security, medlcaf, emergency & fire protection plane 

0612120269 Forwards CSS- 140 1 through CSS 140 4 of Rov 4 to safeguards conlrngen 
cy plan ro securdy organizalion Ends withhold (rof I0CFR73 21) 

WOODY ,CO Florida Power & Light Co 66/12/00 GRACE, J N Region 2. Ole of the 
Director Ip 38960 090 30960 096 

0903020096 Forwards Rov 19 to physical socunly plan Rov vviUihold (rof 10CFR73 21 & 
2 790) 

CONWAY. VV F Florida Power & Light Cd 69/02/24 Document Control Branch (Oocu 
m ant Control Desk) 2pp 46673 227-40673 226 

8903140056 Forwards Insp Repls 50 335/80 33 & 50 389/08 33 on 081 21 1-000128 No 
violations or deviations noted 

WILSON, a A Region 2, Ofc of the Director 89/03/01 CONWAY, WF Florida Power 
a Light Co 2pp 48Q55 158 40655 166 

-6903140063 Insp Repls SO-335/06 33 & 50-309/68 33 on 881211 090126 No viola- 
tions or deviallons noted Major areas inspected Tech Spec compliance, operator 
per forma nee .over all plant oporations,QA praclicos & station & corporato mgl prac 
tices 

PAULK,G L Region 2, Ofc of the Diroclor 09/02/23 7pp 40655 160 416655 166 

6903170102 Forwards summary of objoclives for exorcise of emorgoncy plan scheduled 
for 890524 Exorcise will involve participation of focal emorgoncy response agonclos & 
state omernency response personnel 

CONWAY, W F, Florida Power & Light Co 69/03/10 Document Control Branch (Docu- 
ment Control Desk) 7pp 46893 209 40003 215 

890327Q266 Forwards rosponso lo regulatory offocllvenosa review Seclion 2, per NRC 
890126 Ilf End withhold (rof 10CFn2 79(a)(3)) 

CONWAY,W F Florida Power & Light Co. 89/03/24 Document Control Branch (Docu 
monl Control Desk) Ip 49110 263 49110 263 


6003170410 Suinmory ol 890309 meeting w/uhl in RockvilloMD ru proposed mods to 
(Jlanl lo rnoot require reienls of ATWS rule 

NORJRISJA Projccl Directornte 112 89/03/09 Pre|ocl Directorate 112 33pp 

40948 310-40948 350 

0903220459 Forwards Amend 40 lo Lreonso NPf- 16 & solely ovafualicn Amend 
Changes Tech Spoc associated w/bortc acid makeup sys Requiramont to hoal trace 
bone acid makeup sys dolclcd 

NORRIS.JA Projeci OiroctornlR II 2 09/03/13 CONWAY.WF Florida Power 8 Lighl 
Co 3pp 49003 254-49003 287 

-8903220464 Amend 40 to License NPF-1 6, -revising Tech Specs assoctaled w/ boric 
acid rrakeup sys 

0ERKOW.HN Project Dirociorato II 2 80/03/13 22pp 49003 257-49003 278 

-8903220470 Safely ovoFuation supporting Amend 40 lo Licnnse NPF 16 
* Offico 0* Nuclear Roaclor Regulalion, Director (Pesl 670411) 69/03/13 9pp 
49003 2/9 49003 207 

6963220479 Responds lo 890106 requosl re unknown spiked samples received on 
690 1 13 Enel resulls were back decay correclad lo 890103 

CONWAY, W F norida Power & Light Co 89/03/14 Oocumonl Control Branch (Docu 
monl Conirol Desk) 2pp 49008 326 40008 327 

6903230277 Informs of plan to auppi RETRAN topical ropt as early ns May l909Suppt 
will present generic melhods -applicabfo to all ulil units & will support plant improve 
menis at St Lucre to imptomeni roaclor trip reduction activities 
CONWAY.WF Florida Power A Lighl Co 80/03/14 Document Control Branch (Docu 
monl Conirol Desk) 2pp 49829 251-49020 252 

0603230302 Forwards first sol of rospor^sos to Generic Llr 66 14, "Instrument Air 
Supply Sys Problems Affoclrng Safely Rolatod Equipment," per phased schedule 
noted in uhl 80 12 27 llr 

CONWAY, W F Florida Power & Light Co 89/03/14 Document Conirol Branch (Doc-u 
monl Conirol Desk) 5pp 40028 263 49020 267 

0003160296 Genonc Ltr 69 02 lo all holders of OLs & CPs for nuclear power reactors ro 
actions lo Improve doloclion of counterfoil & (raudulr‘ntly mnrkotod prodiiclsSvc list 
oncf 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/21 Consolidalod 
Edison Co of Now York, Inc S7pp 48960 001-46960 057 


0, Inapectlon reports, IE Bulletins & cor re sportd once 


P. Operating license stage documents & correspondence 

0610270362 Application for amend to License NPF-i6,rovi&ino Tech Specs to roffoci In 
staliatlon of time delay circuit in auxiliary foodwalor acluatlon sys Foe paid 
WOODY, C.O Fionda Power & Lighl Co 66/10/17 THADANl.AC PWR Projocl DJroc- 
lorato 6 4pp 38374 065 38374 097 

-0618270360 Proposed Tech Specs,rofloc1lnQ installation of time delay circuit in auxilia- 
ry feedwaler acluatlon sys 

* Florida Power & Lighl Co 86/10/17 29pp 38374 OGG 3Q374 097, 

0902230192 Notification of 090301 mooting w/ul4 in RockvIllo.MD lo discuss review of 
ulif ATWS submIUal & impfomorilalion of ATWS mods 

NORRIS.JA Project Difoclorata 11-2 00/02/16 BERKOW, HN Projocl Diroclor ole If- 
2 3pp 46566 297 40568 299 

0903010115 Application for amends lo Licenses DPR 67 & NPF-1 6, changing Tech 
Specs lo Imjplomoni rocommondatlons of Generic Ltr 05-19, "Roporllnp Raquiroinonts 
on Primary coolant Iodine Spikes '* 

CONWAY.W F Florida Power & Light Co 00/02/21 Documonl Control Branch (Docu* 
meni Conirol Desk) 3pp 40653'234 40653'254 

-.0903010120 Proposed Toch Specs implomonlina recommendahons of Qonoric Ulr 05 
19 

‘ Florida Power & Light Co. 89/02/21. lOpp 48653 237-40653 254. 

8903060039 Advlsos that ulil dotailod oi^ineoring schedulo supports ATWS mod Implo- 
mentalion during t900,approvod by NFTC 670917 S 880422 firs Ulil will meet w/NRC 
on 690301 to discuss design dotails 

CONWAY .W F. Honda Power » Light Co 80/02/27. Document Control Bronch (Docu 
merit Control Desk). 1p 48738 250-48730 250 

6903060035 Forwards responso 1o NRC 680518 request (or addi Info ro pfant-specfllc 
ATWS diverse scram ays conceptual dosign, 

CONWAY.W F Florida Power & Liohl Co. 80/02/26 Oocumonl Control Branch (Docu- 
ment Conirol Desk) 3pp 4874 1 :322-4674 1 324 

0903150024 Responds to NRC 090220 request for info ro Seclion 3 3 2. "Evaluation of 
Impact on Containment Sump pH & Affecled Equlpmonl," fo 880901 application lor 
amend lo Liconso NPF- 16 Containment equipment found quallfiod 
CONWAY.W F Florida Power & Light Co 89/03/06 Docunnont Control Branch (Oocu- 
irionl Conirol Desk) Ip 46871 344-40871 344 


6902280301 Forwards Insp Repls 50 336/80 01 & 50-3QD/00 01 on 890109 13 No vio- 
lations or devlalion noted 

DECKER J.R Region 2. Ofc Of the Diroclor 09/02/16 CONWAY.W F Florida Power 
& Light Co 2pp 40625 243 40625 262 

-8902200306 Insp Ropts 50 335/89>ai & 59 309/09 01 on 890109-13 No violations 
noted Major areas InspoctecT prcoulago planning, proparatlons & mgl support for Im- 
ptomonling licensee radiation proloctlon program 

WniGHT.FN, POTFER.JP Region 2, Ofc of the Dtroctor 80/02/13 IBpp 
46625 246 40625 202 

0002170112 NRC Info Notico 89 020, "Wold Failures in Pump of Byron Jacksot> 
Deaton " Svc Uat oncf 

ROSSI, CE Division of Oporalional Evonia Assossmonl (Post 070411) 69/02/24 
Consolidalod Edison Co or Now York, Inc. t06pp 40572 043 46572 HO 

8902210351 Suppi 1 lo NRC Info Notice 88 073, "Direction Oepcndonl Leak Character- 
istics of Contalnmonl Purge Vnlvos " Svc fist end 

ROSSI, CE Division of Oporelional Events Assesamonl (Post 070411) 89/02/27 
Con&olidalod Edison Co of Mow York, Jnc 102pp 40509 001 40560 1 10 

0902210564 NF^C fnfo Notico 09-021, "Changes in Performance Cimractorisiics of 
Molded Caao Circuit Proakera " Svc list end 

ROSSI.CE Division of Operational Events Assessmont (Post 870411) 00/02/27 
Consolidated Edison Co of Now York, Inc 104pp 40578,032-46570 137 

8903140066 Forwards Insp Reels 50-335/88*33 & 50-309/08-33 on 90121 1-090128 No 
violations or deviations nolod 

WILSON.BA Region 2, Ofc of Iho Diroclor. 09/03/01 CONWAY.WF Florida Power 
a Light Co 2pp 48855 150-48855.166 

-S903140063 Insp Repla 50 335/80-33 & 60-300/80-33 on 881211-890128 No viola- 
lions or dovialions noted Major oroas inspected Toch Spec compllanco,opernler 
orformanco.overall plant operalions.QA practices & station & corporate mgt prac- 
cos 

PAULK.GL, CRLENJAK.RV Raglon 2. Ofc of Iho Director 60/02/23 7pp 
46055.100 40055.166 

8902270166 NRG Info Notice 89 022, "Questionable Coriilicallon of Fasloners Svc list 
end 

ROSSI.CE Division of Operational Evonls Assasamonl (Post 870411) 89/03/03 
Consolidated Edison Co of Now York, Inc lOSpp 48732 001-40732 106 


8903220165 Informs of planned affiliation of Region 2 utils w/Nuclear Employee Data 
Sys for processing of (ransionl workers Suggests mooting in mfd to lata Mar to dia 
cuss collection, rolonlion & updating of contractor Info ^ using sys 
CONWAY.W.F Florida Power & Lidil Co 89/03/06 EBNET^.S 0 Region 2. Ofc of 
the Director. Ip 48997.046-46907.048 


0903160077 Forwards correclod Pago 3/4 6 4 to Amend 39 lo License NPF-te.correcl- 

ing typo re emergency diesel generator _ 

NORRIS JA Prelect blrectoralo 11-2 89/03/08 CONWAY.WF Florida Power A Lighl 
Go 3pp 48803 068 48893 072. 


-0903160006 Revised Amend 39 to License NPF- 16 re emergency diesel gonoralor 
» Pfoiect Direciorala lf-2 89/03/08. 2pp 46003 071 48893 072. 


0903170094 Notifies that responao lo 890206 request for adcll Info ro increased max 
allowable RTQ deloy time will be submitted by 690691 

CONWAY.W F Florida Power & Light Co 89/03/09 Document Control Branch (Docu- 
ment Control Desk). Ip 48894 173-48694,173 


6902280104 NRC Info Nolico 89-023. "Environ Oualificralion of LItlon-Voam CiR Serios 
Elecincel Connectors Svc llsl; encL 

ROSSf.CE, Division of Operational Evonla Assossmonl (Posi 070411) 69/03/03 
Consolidated Edison Co ofNow York, Inc 106pp 48723.036 48723. 143 

8903240272 Forwards Insp Repta 50-335/09 02 & 60-389/80-02 on 800123-27 & notice 
of violation, 

JULIAN.C A Region 2. Ofc of the Director 80/03/03 CONWAY.WF. Florida Power & 
Lighl Co 2pp 49039 134-49039 166 

--8903240279 Insp ReptB 60 335/89-02 A 50 380/89 02 on 890120-27 Violations 
nelod, Major areas inspected ficonsoo conlormanco lo Reg Guide 1 07, Rev 3. 
FlLilON,PF., CONLuN.TE Region 2, Ofc oj the Director. 09/02/27. t9pp 
49030 138-49039 156 

0902280182 NRC Into Not Ice 89-024, "Nuclear Crilicalkly Safely " Svc list end 
CUNNINQHAM.R E Division of Industrial & Medical Nuclear Safety (Post 070720) 
89/03/06 consolidated Edison Co of New York. In o 06pp 48700 252 46700:346 
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89D3 150005 Responds to NRC Bulletin 68 Oil. “P^csserizcf Surge Lino Thermal Stralifi 
calfon '■ Ongoing surge ^me program lo colled dale Urom planis aulhorized NRC 
agreed on fisled aclion itejns lo bo completed based ori program 
CONWAY^WF floMda Power & Lighl Co 89/03/06 Ddcumonl Conlrol Branch (Docu 
menl Control Desk) 2pp 4B871 2l7‘4Ba7l 218 

8903010207 NRC Info Nolico 89 026. '‘Inslruntenl Air Supply lo Safely Related Equip 
menl ■’ Svc l«sl end 

ROSSI^C.E Division of Operational Events Assessment (Po&t 87041 1> 89/03/07 
Con&oirdaled Edison Co of Now York, Inc lOSpp 48741 053-48741 158 

8903020165 NRC Info IMofice 89 027, “Limilalions on Use of Waste Forms & High in- 
tegrity Containers for Disposal of Low Level Radwaslo "* Svc list end 
GREEVESJT, Division of Low Level Waste Management & Decommissmning (Post 
870413) 89/03/08 Consolidated Edison Co of New York, fnc 117pp 48798114 
40788 23 1. 

6903210172 Submits Tech Spec 44 55a rept re number oi steam generator tubes 
plugged for generators AS 6 as result of insps Seven tubes pfugged in generator B & 
13 tubes plugged in generator A 

CONWAY.Wh Florida Powei & Light Co 89/03/13 Document Control Branch (Docu- 
ment Control Desk) Ip 48960 229-48980 229 

8903080372 NRC Into Notice 69-028, "Weight & Ctr of Gravity Discrepancies tor Copes- 
Vulcan Aif-Opeiated VaWes " Svc list encT 

ROSSI.CE Division of Operational Events Assessment (PosI 87041 1> 89/03/14 
Consoltdated Edison Co ot New York, tnc 107pp. 48095 001-48895 109 

8903090021 NRC Into Notice 69 029, "Polential Failure of ASEA Brown Boveri Circuit 
Breakers Ounng Seismic Event '* Svc list end 

ROSSI, CE Divisfen Of Operalionaf Events Assessment (Post 870411) B9/03/15 
Consolidated Edison Co or New York, Inc 106pp 48870 053 48870 169 

0903090133 NRC Info Nolico 89-030, ’‘High Temp Environs a1 Noctear Power Plants " 
Svc list end 

ROSSLCE Division of Operational Events Assessment (Post B70411) 89/03/16 
Consoridated Edison Co of New York, Inc t08pp 48695 1 10-48695 216 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A ApplIcatJen/constructton stage documents & correspondence 

09D2140261 Forwards complelo listing of 107 updated employee concerns special pro 
oram suhcategory ropts 

GRIDLEY.R L Tennessee Valley Authority 89/02/06 Document Control Branch 
(Oocumenl Control Desk) 6pp, 48901 001-48931 045 

-9902150360 Rev 1 to TVA Employee Concerns Special Program Subcat^ory Rept 
30700, “Nurluar Power Sile Program/Procedures, consisting of Vol 3, "Qiperalions 
Category " 

GUNNELs.fi Tennessee Valley Authority 30700 V03 ROl 07/09/11 2l7pp 
48916 094-48916 311 

-6902150401 Rev 2 to TVA Employee Concerns Special Program Subcatenory Rept 
30300. “Insirumenlalion & Radialion Monitoring" consisling of Vol 3. "Operations 
Category " 

BROWN.WR Tennessee Valley Aulhorlty 30300 V03 R02, 87/08/07 74pp 
40916 161-48915 234 

-8902160414 Rev 1 to TVA Employee Concerns Special Program Subcaiegory Rept OP 
30500. ** Accessibility, " constsling of Vof 3, "Oparalions Category ’’ 

TOUCHSTONE,C W Tennessee Veliev Authority OP 30600 V03 ROl 87/08/27 
63pp 48915 316-48916 017 

-B9021 50478 Rev 2 lo TVA Employee Concerns Special Program Subcatogoiy Final 
Rept 40200. "Purchasing & Requisilioning," consisling of Vol 4. "Mali Control Calego- 

3fuSSELL.JR Tennessee Valley Aulhorlty 40200 V04 R02 87/08/06 77pp 
48918 332-40919 047 

-8902160176 Rev 4 lo TVA Employee Concerns Special Program Subcaiegory Rept 
50400, "Site-SpBcitic Welding Subcategory Rept," consisling of Vol 5, "Welding Cate* 

ffiwN.WR Tennessee Vatley Authority 50400 VOS R04 08/03/22 219pp 
4M21 346-46922 202 


9903270233 Responds jo NRC fnfo Notice 88 082. "Torus Shells W/ Corrosion & De- 
graded Coalings tn BWR Conlafnments " Summary of reievanl pr-ojecls for various 
uffls successful^ employing underwater alternative lo draining vessel end 
STUART.CO SG Pmney Co 89/03/15 ROSSf.CE Division of OperaUonal Events 
Assessment (Post 870411) 9pp 49056 020 40056031 


-8902210018 Rev 4 to TVA Employee Concerns Special Program Subcaiegory Rept 
71700, "PersonneJ Ouatificatfons," consisling of Vo! 7, "Mat & Personnel Category " 
BROWN.WR Tennessee Valley Authority 71700 V07 R04 87/05/20 101 pp 
48925 047-48926 147 


B903160427 NRC Info Nolle© 09-031, "Swelling & Cracking of Hafnium Control Rods" 
Svc Irsi end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 89/03/22, 
ConsoJIdalcd Edison Co of New York, Inc 102pp 48986001 48988 103 

8903170410 NRC Info Notice 89 032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys/’ Svc hat end 

RO^SI.CE Division of Operational Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 46992 044 46992 147. 


R Perlodfc operating reports & related correspondence 


89030'70Q17 "Combined Semiannual Radioactive Effluent Release Repl/‘ Jul-Dec 
1986.W/ 890228 tti 

CONWAY.WF Florida Power A Light Co 88/12/31 39pp 46740 279-46740 317. 

8903086076 "1938 Annual Operating Repl for SI Lucie Units 1 A 2" W/ 890301 Jtr 
CONWAY.WF.Ftorida Power A Light Co 86/12/31 56pp 4874 2 268-4874 2 323 

8903090413 "Personnel Moniloiing Rept forCYee " W/8902Z5llr 
CONWAY, W F. Florida Power Alighl Co 89/12/31 2pp 46801.166-48801 167. 

8902230427 Monthly operating repls for Jan 1S89 for Turkey Point Units 3 & 4 A 
St Lucie Lfntts t & 2 W/890213 fir. 

eONETT.DM Fforida Power & Light Co. 89/01/31 17pp 48566 142-48568 1 58 

8903249172 Monthly operating repls for Eob 1989 for Turkey Point Units 3 A 4 A SI 
Lucie Units 1 & 2W/89&314 Itr. 

0ONNETT,O M. Florida Power & LfghI Co 89/02/26. 17pp 4903 8 306-49038 322 


S. Reportable occurrences, LERe A retated corresponrfence 


-8902210330 Rev 6 lo TVA Employee Concerns Special Program Subcaiegory Repl 
aOlOO, "OA Mgt A Policy," consisling of Vol 8, "QA (Category ^ 

GRAY.TC Tennessee Valley Authority 80100 VOS h 05 88/03/18 134pp 

40926 051-48926164 


-8902210370 Rev 2 lo TVA Employee Concerns Special Program Subcategory Repi 
91000, "Unsafe Conditions," consisling of Vol 9. "Industrial Safety Category^’ 

JOYCE, JW Tennessee Valley Authority 91000 V09 R02 87/02/23 78pp 

48930 195 48930 272 


-8902210365 Rev 2 to TVA En^toyea Concerns Special Program Subcategory Rept 
91100, "Defective/Jnadequate Equipment," consisting of Vol 9, "Induslrral SafeV Cat- 


ROGERSJ. Tennessee Valtay Authority 91100 V09 R02. 07/02/23 
48030 273-48930.302 


30pp 


-8902210403 Rev 2 to TVA Employee Concerns Special Program Subcaiegory Repl 
91200, "Industrial Hygiene Practice." consisting of Vol 9, "Industrial Safely Category " 
HOD(3ES,J.C Tennessee Valley Authority 91200 V09 R02 87/02/23. 104pp 
48930 303-48931 045 


—8902210432 Rev 2 to TVA Employee Concerns Special Program Subcategory Repl 
90400, "Pzoieclwfl Equipment,'’ consisting of Vol 9, "(ndusirlal Safely Category ’’ 
RUSSELL, JR Tennessee Vatley Authority 90400 V09 R02. 87/02/23. 46pp 

46929181 48929 226 

-8902210439 Rev 3 to TVA Employee Concerns Special Program Subcaiegory Repl 
Safely," consisting ot Vol 9, "Industrial Safety Category " 

RUSSELL, JR Tennessee Vatley Authority 90500 V09 R03 87/02/23. 4gpp, 

40929 227 48929 276 

-8902210440 Rev 2 to TVA Employee Coficerns fecial Program Subcategory Rept 
00600, “El^ctncal," consisting of Vol 9, "Industnaf Safely Category." 

RUSSELL, J,R Tennessee Vafley Authority 90600 Vo9 R02 87/02/23 a4pp 

46929'.276-4B929'3S9 


8611120275 LER 86 014 00 on a61008,discovered surveillance interval for hot shut- 
down conirol panel Instrumentation exceeded Caused by personnel 
error Depa rime nlal surveiilance/lestmg schedule procedure impfem0nled.W/a6liO6 
III 

GREEN, W.C,. WOODY,CO. Flonda Power & Light Co. 86/11/07. 4pp 36566001- 
38566004. 

8903090251 PNO (| B9-011Aon 8902 17. licensee dpscovered screws loose from brushes 
on emergency diesel generator Licensee knows of no planned activities that caused 
screws to be loose Licensee taking compensatory measures lo ensure safely. 
CfiLENJAK,J Region 2. Ofc of the Direclor. 89/02/17, Ip 48799.062 48799 062. 

8903090259 PNO 11-69-01 IB on 890221, licensee provided region w/update on polenlial 
vandalism fnvesippaHon determined lhal damaged relay found in control box had been 
rendered usable Invesligalton will conlinuc lo oe monitored by region 
TILLMAN A Region 2, C5fc of the Director 89/02/21. Ip. 48799 064-48799 084. 


V, Operator Examinations 


-8902210449 Rev 2 lo TVA Employee Concerns Special Program Subcaiegory Repl 
90700, "Deatan re Industrial Safety," consisting of vol 9, "Indualrlal Safety Category ** 
RUSSELL, JR Tennessee Valley Authority 90700 VOS B02. 87/02/23 63pp 

46929 360 48930 059 

-8902210458 Rev 2 to TVA Employee Concerns Special Program Subcaiegory Rept 
90900, "Walking & Working Surfaces," consisting of Vol 9, "Industrial Safely Catego 

^RAy.DK Tennessee Valley Authority. 90900 V09 R02 87/02/23. 76pp 48930,1 19 

46930 194 

-8902210461 Rev 4 lo TVA Employee Concerns Special Program Subcaiegory Repl 
90100, "Mel of Safety," consisting of Vol 9, "industrial Safely Category." 

LOGAN, S 6 Teonaasee Valley Authonly 90100 V09 R04 07/02/23. I20pp 

48929,061-48929 100 

8902270148 Informs of changes tn util senior nuclear mgl.PP Carler now slle licensing 
manager, JL WcAnally resigned from TVA, etieolive On 690127 & NC Kazanas now 
vice president 

KINGSLEY, OO. Tennessee Valfey Authonly 89/02/14 CRUTCHFIELD.D, NRC - No 
Detailed Affiltalion Given 2pp 46S88-266-48688 257. 


8903220169 Generic Ltr 89 03 to all power reactor licensees & applicants for OL re op 
eralor licensing nail exam schedule Svc list end 

VARGA,SA ABsodate Director for Projeefs (Post 870411) fiB/03/24 Consotidaled 
Edison Co. of New York, Inc. 54pp 49005 001-49005.056 


6903010385 Summary of 890118-19 meeting w/utti in Rockville, MD re plant corrective 
action programs tn civil/siruoturaf areas List of attendees & viewgraphs end 
AULUCK,R TVA Projects Division, 89/02/18 TVA Projects Division. 78pp 48643 316- 
48644 035 
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16903020333 Informs that vortical slice rovlow final ropt will bo complotecf on or about 
89032^ Chango in oompfotion date duo to resolution of disoropancy ropts 
GRIDLEY.R Tennessee VaKoy Authority 09/02/23 Documonl Conirof Branch (Docu 
ment Control Desk) 2pp 4BG73 359-40673 360 

BG03020379 Forwards response to Generic Ulr BO 14, “Instrument Air Supply Sys Prob 
ferns Affecting Safety-Related Equipment ” 

GRIDLEY.R Tennessee Valley Authority 09/02/23 Documonl Control Branch £Docu 
mant Control Desk), 27pp 4B673 260 40673 294 

6903080331 Notification of cancellod 090302 meeting w/ulil In Rockville, MD to discuss 
civil/selsmic Issues 

AULUCK.R Assistant Director for Projects 89/02/24 BLACK, S Assistant Diroclor for 
Projects 3pp 48767 120 48767 122 

8903080118 Forwards responso to request for addi Info re ATWS mitigation sys aclu 
abon circuitry fAMSAC) Plant AMSAC conforms to WCAP-IOBBP-A.Rev 1 & Adden- 
dum 1, “AMSAC Generic Design Packago" including NRC safely evafuation com 
ments 

GRIDLEY.R Tennessee Valley Authority 09/02/28 Documonl Control Branch (Docu 
menl Coniro! Desk) 1 1pp 48768 226 40768 236 

8903160249 Requests comments on onci draft, “COMMIX Analysis of Main Stoamlmo 
Break in Catawba Lower Containment “ Section 4 2 where contractor finds that cor 
lain local containment temps exceed environ quallhcatfon temp warrants attention 
BLACK, S Assistant Director for Prolocls 09/03/03 l<INGSLEY,OD Tennessee 
Vail ay Authority 120pp 40077 321-48070 079 

8903100350 Forwards update of info previously provided in 070821 Itr re applicalDon of 
later versions of ASME Section ill Expeditious review & approval for use of later code 
ptQVtalona requested 

GRIDLEY,R Tennessee Valley Aulhorily 00/03/06 Documonl Control Branch (Docu 
ment Control Desk) 41pp 48027 284-40027324 

8903160329 Requosls that SER App D commitments be superseded by plaril DCROR 
summary repl did 07 1002, as result of NRC in process cudit of DCRDR program 
during wk of 881114, 

G RIDLEY, R Tennessee Valley Authority 09/03/07 Oocumont Control Branch (Docu 
ment Control Desk) 2pp 48004 350-48004 359 

8003240196 Fonvards Vols 1-1G, ‘Vertical Slice Review Final Ropt” 

ERLER,D A. Sargent & Lundy, Inc 09/03/00 FULLER, E D Tennessee Valley Author 
hy. 2pp 4gOB3'001-46104‘041. 

- 8903240203 Vols M6, “Vorlicaf Slice Review Final Repl/' 

* Sargent & Lundy, Inc 09/03/31 4,000pp 49003.003 40104 041. 

8903200267 Summary of 090207-00 meeting w/TVA in Rockville, MD fo Watts Bar cor- 
reettve action programs 

AULUCK.R. TVA Proiocta Division. 00/03/09 TVA Projacls Division 81 pp 46959,110- 
40959- 100. 

8003230332 Discussed moasures util taking to ensure exporlonco from Sequoyah a 
Browns Ferry restart utilized at Watts Bar Util upgrading nuclear experience rovlow 
program to improve use of in-houeo ©xpononco when devoloplnn action plans, 
FOX.CH Tennessee Valioy Aulhorily 89/03/13 CRUTCHFIELD, D NRC - No Do- 
le lied Affiliation Given 3pp 49022 340.49022-342. 

8903240030 Forwards ''Qualification Tost Program for Silicone Rubber Insulated Cables 
for Use in TVA Sequoyah & Watts Bar Nuclear Plants." prepared by Wylo Labs Util 
concludes that remaining concerns re cablo installation practices at plant resolved, 
QRIDLEY.R Tennessee Valley Authority 89/03/13. Documonl Control Branch (Docu- 
ment Control Desk). 2pp 40161.203-49162 151 

-8903240044 "Qualification Test Program for Silicone Rubber Insulated Cables for Use 
in TVA Sequoyah & Watts Bar Nucloar Plants " 

WALTER,RT, JOHNSON.F.R. HIQHT,Q.W. Wylo Laboralorlos 10066 1 80/02/13 
351PP 49161.205 40162.161 

8903210380 Suppis info in cable issues correclivo action program plan 8 vortical slice 

GRIDLEY^^. Tennessee Valley Aulhorily. 89/03/15 Document Control Branch (Docu 
ment Control Desk) 8pp 40989'1O3 46980-110, 

8903220294 Responds to Util 090217 requosl re compllanco of plant ESF sys Isolation 
provisions w/SRP 6 2 4, Section II 6 e. Clarlflcaiion of NRC 600212 request for addI 
rnfo re containment Isolation end. Info roqueated within 45 days. 

BLACK, S Assistant Director for Projects 89/03/16. KfNQSLEV.OD Tennessee 
Valley Authority 2pp 49020-220 40020:230. 

8903220471 Informs of 890316 meeting In Spring City.TN w/TVA to discuss util Correc 
(Ive Action Program In electric area. 

AULUCK,R TvA Projects Division 89/03/15 BLACK, S Assistant Director for 

Projects 4pp, 40008:290-49000:299. 

8903230112 Ack receipt of util 890214 Hr re notification of senior nuclear pov/er mgl 
changes within TVA Rev to corporate nuclear performance plan should bo submitted 
wilhln 60 days to provide mechanism for NRC review of changes 
LIAW.0D TVA Projects Division. 89/03/17, KINGSLEY, 0,0. Tennessee Valley Au 
Ihonty. 6pp 49048 192-49048.107. 

8903230350 Notification of 890322 meeting w/utll In Rockville, MD to discuss vortical 
slice review findings & conclusions 

AULUCK,R. TVA Projects Division. 89/03/17. BLACK.S, Assistant Dire dor for 

Profecls. 4pp 49037 092 49037:095. 

8903230369 Notification of 890322 meeting w/ulil In Knoxville, TN to discuss util correc- 
live actions programs In civil/struclure area. 

AULUCK.R. TVA Projects Division. 89/03/17. BLACK.S. Aasistan! Director for 

Projecis. 4pp 49030.070*49030 082. 

0903160296 Generic LIr 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to Improve detection of counterfeit & fraudulently marketed products Sve list 
end 

VARGA, 8.A. Associate Director for Projects (Post 070411). 09/03/21. Consolidated 
Edison Co of New York, Inc 57pp. 48960 001-46960-057 


8903240987 Notifies lion of 090327 meeting w/ulil In Rockville, MD to discuss review of 
FSAR revs for plant 

AULlfCK.R TVA Protects Division 89/03/21 BLACK.S Assistant Dtreefor lor 
Projects 3pp 40030 330 4903G 332 

8903270352 Submils supplementary responso to R Gridley 881013 Itr re lesling require 
monis lor ERCW sys mortar lined piping Plant will institute listed lest program for 
wolds in ERCW supply Imo in orde/ to adoross slaloci four populations of wolds 
QRIOIEY.R TenfiGSSoo Valley Authority D9/03/21 Document Control Branch (Docu- 
ment Control Desk) 5pp 49055 276 49055 200 


E NRC Safety Evaluation Report (SER), auppla & correspondence 


89031G0329 Requests that SER App D commilmonls be suporsedod by plant DCROR 
summary ropt dtd 07 1002, as roaull of NRC In-procoss audit of DCRDR program 
dufird wk of 881114 

QRIIjLEY.R Tonnossoe Valley Authority 09/03/07 Document Control Branch (Docu 
ment Control Desk) 2pp 48804 358 48064 350 


F, Security, medlcaL emergency a fire proteclion plane 

8002140261 Forwards complolo listing of t07 updated omptoyoo concerns special pro- 
mam BUbcatogory repts 

GRIDLEY, R L Tennossoo Valley Aulhonty 89/02/06 Document Control Branch 
(Document Control Desk) 6pp 48001 001-48931 045 

-8902150416 Rov 2 to TVA Employee Concerns Spoclal Program Subcategory Ropt 
30600, "Fire Protection," consislmg of Vol 3, "Opo/alfons Calegory " 
TOUCHSTONE.CW Tennossoo Valley Authority 30600 V03 R02 B7/08/27 76pp 
4QQ16 018 48916 003 

-6902210454 Rov 2 to TVA Eraploveo Concerns Special Program Subcategory Ropt 
90800, “Emornoncy Equipment & Plant Responso to Emergencies, " consisiTng of Vol 
0, "Ifltluslfial Safely Category” 

RUSSELL, JR Tennessee Vnlloy Authority 00 BOO V09 R02 87/02/23 60pp 
48930 060 40930 110 

6903200316 Forwards Insp Roots 60-390/80 01 & 50 391/89 01 on 801209 860131 No 
viola liana or dovlaflons noten 

MCCOY, F R Asslsianl DiroclOf for Inspection Programs 80/03/01 KINGSLEY.O D 
Tonnoasoo Valley Authority 3pp. 48971 010 40971 018 

-6903200321 insp Ropts 50 300/00 01 50-301/80 01 on 801209 890131 No viola- 

tions or deviations noted Major areas inspoctod fire protection & provontlon.lo&tlng of 
pipe supports & restraints sys & temporary Insfruciion followup 
BRANCH.MW, WALTON,GA. 0ARR,K P Roglon 2, Ofc of the Diroclor 89/02/2.2 
7pp 48971 013-48971,010 


0. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89 020, "Weld Failures in Pump of Byron Jackson 
Design." Sve list end 

ROSSI.CE Division of Oporaliona! Events Assessment (Post 070411). 89/02/24 
Consolfdated Edison Co of Now York, Inc. 106pp 40572.043 48572 140 

8902210351 Supp) 1 1o NRC Into Notice 08-073, "OIreolion Dependent Leak Character 
isllcs of Containment Purge Valves " Sve Ifsl enef 

ROSSI.CE Division of operational Events Assossmonl (Post 870411) 00/02/27 
Consolidated Edison Co or New York, Inc. 102pp 48509 001 48509 1 10 

oe02210iS64 NRC Info Notice 30 021, “Changes In Performance Characteristics of 
Molded Caso Circuit Broakers." Sve list end 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411). 89/02/27 
Conselfcfatod Edison Co of New York, he 104pp 48576 032 46578 137 

8903070127 Forwards responso lo NRC Bullotin 08-004, "Potential Safety-Related 
Pump Loss" & list of commilmenta Excepting RHR pumps.pumps evaluated not ad 
vorsely affected by allhor minlffow concerns iaTonttfjQci by bulletin 
GRIDLEY, R, Tennessee Valley Aulhorily. 39/02/27 Documonl Control Branch (Docu 
menl Control Desk). 6pp. 40763 01 1-46763.01 0 

B9O314OO06 Forwards Insp Repl 60 OOO/OO 09 on O0i12B*1202.No vIoJallona or dovi- 
allons noted Unresolved Items re use of lafosl design documents for assessing design 
adequacy & util control of commilmonls to resolvo VSR findings Idenllfied 
MCCOY.F R Region 2. Ofc of the Diroclor. 89/02/27 KINGSLEY,© D Tennessee 
Valley Authority 2pp 48834-217 4B034‘243. 

-6903140092 Team Insp Repl 50 309/88 09 on 881 128-1202 No vlolalions noted Major 
areas inspachd.assQSsIng melhodology of enginoGring verification portion of vertical 
dice rovlew. 

WALTON.Q A . GANQ.H , SHEWMAKER.R E. Roglon 2, Olo of the Diroclor. 09/02/ 
20 2Spp. 48034-21 0-40834 243 

8903130508 Forwards supplomenlal response lo NRC Bulletin 08 002, “Rapidly Propa- 
gating Fatigue Cracks in Steam Generator Tubes." Commllment 2 ro review of data 
rromTulure Inaervico Insps being superseded due to enci correcllve actions. 

GRIDLEY, R Tennessee Valley Aulhorily 89/03/01. Documonl Conlrol Branch (Docu- 
ment Conirol Desk) 4pp. 40821-186-48821-188. 

8903200316 Forwards tnsp Repis 50 390/89 01 & 60 301/09-01 on 881209 899131 No 
violations or deviations noleu 

MCCOY.F R. Asslstaol Director for Inspeclion Programs 80/03/01 KINGSLEY.O D 
Tenneased Valley Authority 3pp, 48971 010 46971-016. 

-8903200321 Insp Repts 60 390/89-01 & 50-391/89 01 on 881209 890131 No viola- 
tions or deviations noted.Major areas inspected fire protection & prevention, tee ting ol 
pipe supports & restraints sys & tenaporary instrucilon lollowup, 

BRANCH.MW., WALTON.Q.A,, BARR.K P. Region 2, Ofc of the Direolor, 89/02/22 
7pp 48971 013-48971 010 
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0902270158 NRC Info Nolice 89 022. OuosCionable Cortiftcatian of Fasloncrs Svc liSI 

flC)SSlCE DjvLsJon of Operalionaf Events Assossmeni (PosI 870411) 89/03703 
of York. Inc 105pp 40732 001 48732 106 

8902250104 MRC Info Nolice 89 023, “Environ Oualificalror* of litlon Voam Clfl Senes 

POSSre E^SvifiiorT of^S^erationa Events Assossmeni (Post B704I1) 89/03/03 
Sidled ^ of New York. Inc 106pp 48723038 48723 143 

Bqr>22BOt62 NRC Info Nolice 89 024. ‘ Nuclear Cnhcalily Safety ' Svc lisl end 
SnINGHAMRE of Industnaf & Mecfical Nudear Salely {POsX 870729) 

89/03/06 Consolidated Edison Co of New York Inc 96pp 40700 252*48700 346 

8903010207 NRC Info Notice 69 026. “Instrurnem Air Supply to Safely Bdaieri Equip 

ROS'if ' Division of Operational Events Assessment (Past 870411) &9/03/D7 
consolidated Edison CO o/ New York, Inc 105pp 48741053-48741 168 

8903020165 NFiC Info Notice 89 027. "Limiialions on Use of Waste Forms fit Htgfi In* 
reqnty Containers for Disposal of Low Level Radwasie" Svc list end 
GREEVESJT Division of Low Level Waste Management & Decommissfoning (Post 
870413) 09/03/06 Consolidated Edison Co of New York, fnc 117pp 4B79B114 
48798 231 


5903055372 NRC Into NoUce 89 028, “ Weight & Clr of Gravity Discrepancies for Copes 
Vulcan Air Operated Valves ” Svc list end 

ROSSLCE Divisjon d OperaVor^al Events Asses wivepl CPosl 670411) 89/03/14 
Consolidated Edison Co of New York. Inc 107pp 48895001 40695 109 


'89021 5036D Hev 1 to TVA Employee Concerns Special Program Subcali^ory Rapt 
30700, ‘Nuclear Power Sile Program/Procedures,” consisling of Vo) 3. "C5pera1:ons 
Category " 

GUNNELS.R Tennessee Valley Aiilhorily 30700 V03 R01 67/09/11 217pp 

48918 094-48916311 


-8902150401 Rev 2 to TVA Employee Concerns Special Program Subcategory Rcpl 
30300, “fnstrumentalion & Radiation Monitoring," consisting of Vof 3, "Operations 
Category " 

BROWN, WR Tennessee Vatley Authority 30300 V03 R02 87/00/07 74pp 

48915 161 46915 234 


-6902150414 Rev I to TVA Employee Concerns Special Program Subcategory Repl OP 
30500 "Accessibility." consisting of Vof 3, "Opefalions Category " 

TOUCHSTONE,CVV Tonnessee Valley Aulhonly OP 30500 V03 R01 87/08/27 
63pp 48916 316 48916 017 

-8902150476 Rev 2 lo TVA Employee Concerns Special Program Subcalego^ Final 
Repl 40200. "Purchasing & Requismoning,*' consisting of Vof 4. "Mall Control CalegO' 

RUSSELL.JR Tennessee Valley Aulhortty 40200 V04 R02 87/00/06 77pp 
48910 332-48919047 


■8902160176 Rov 4 lo TVA Employee Concerns Special Program Subcalegory Repl 
50400. "Site Specific Welding Subcategory Repl," consisting of Vof 5, "Welding Caie- 

^ROWN.WR Tennessee Valley Aulhonly 50400 VOS R04 08/03/22 219pp 
4B921 345 40922202 


6903090021 NRC la(o Notice 89 029, "Polential Failure of ASEA Brown Boverr Circuit 
Breakers During Seismic Event " Svc list enci 

ROSSLCE Division of Operationaf Events Assessment (Post 870411) 89/03/15 
Ckinsolidaied Edison Co of New York. Inc 106pp 48870053*48870 169 


■8902210016 Rev 4 lo TVA Employee Concerns Special Program Subcalegory Repl 
71700, “Personnel QuaMicalions.”' consisting of Vol 7, "Mgl & Personnel Category" 
BROWN.WR Tennessee Valley Authority 71700 V07 R04 87/05/20 lOIpp 
40925 047-40925 147 


8903090133 NRC Info Notice 69 030, ‘High Temp Environs at Nuclear Power Plants 
•Svc list enci 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edisori Co of New York, fnc lOOpp 40895 1 10-48S95 215 


■6902210330 Rev 5 to TVA Employee Concerns Special Program Subcategory Repl 
80100. "QA Mgl & Policy," consisling of Vol 8. "OA Category 
GRAY.T C Tennessee Valley Aulhonly 60100 V08 R06 80/03/18 134pp 

40926 051 48926 184 


8903160427 NRC Info Notice 89 031, ‘Swelling & Cracking of Hafnium Control Rods" 
Svc list end 

ROSSI.CE Division of Operaltonal Events Ass-ossment (PosI 870411) 89/03/22 
Consolidated Edison Co of Now York, fnc 102pp 46966 001*46986 103 


■8902210379 Rev 2 lo TVA Employee Concerns Special Program Subcalegory Repl 
91000, "Unsafe Conditions ” consisting of Vol 9, "Induslnal Safely Category ' 

JOYCE, JW Tennessee Valley Aulhonly 91000 V09 R02 07/02/23 7app 

46930 195 46930 272 


6903170419 NRC Info Notice 89 032. "Surveillance Testing of Low Temp Overpressure 
Prolecbon Sys " Svc ksl encl 

ROSSI.CE Division of Operationaf Events Assessmenl (PosI 870411) B9/03/23 
Consolidated Edison Co of New York. Inc 104pp 46992 044*489 92' 147 


8 Reportable occurrences, LERs & related correspondence 

8903070047 Final deficiency repl re deficient welds for hanger lugs on ASME code 
ppping Initially reported on 870)27 QC Instruction 4 03 revised to require OC hold point 
on weldingoperation sheets to document back gougung 

GRIDLEYiR Tennessee Valley Authority 89/02/27, Document Coni ro) Branch (Docu- 
ment Control Desk) 8pp 48740321 48740-328 

890307001 1 Revised final deficiency repl re inappropriate control circuitry for diesel gen- 
erator voltage regulators fnitiaify reported on 851120 Conlrol circuitry for diesel gener- 
ator excitaiion redesigned & modified 

GRIDLEY.R Tennessee Vafley Authority 89/02/26 Document Control Branch (Docu- 
ment Control Desk) 3pp 48763 172 48763 174. 

8903150Q77 Final deficiency rapt re emergency gas Irealment sys design Initially re 
ported on 890206 Required design changes will bo prepared to add lime delay relay 
to back up pressure switches that arm transfer to standby exhaust path 
GRIDLEY.R Tennessee Valley Authority 09/03/07 Doc umenl Conlrol Branch (Docu- 
ment Control Desk) 5pp 48871 302-46871 307 

8903160332 Third interim deficiency repl re failure lo adequaiely conlroj & document 
instrumenl accuracy requirements fnitidlly reported on 870626 Repl describing results 
of flvatuation mcfuding corrective actions due by 890823 

GRIDLEY.R Tennessee Valley Aulhonly 89/03/07 Document Conlrol Branch (Docu- 
ment Control Desk) 5pp 48885030 48885 034, 


-8902210385 Rev 2 to TVA Employee Concerns Special Program Subcategory Repl 
91 100, "Deleclive/tnadequala Equipment," consisting of Vol 9, "Induslrral Safety Cat* 

R^SeRSJ Tennessee Velfey Authority, 91100 V09 R02 87/02/23 30pp 
48930 273 48930 302. 

-^•8902210403 Rev 2 lo TVA Employee Concerns Special Program Subcategory Rept 
91200. "Industrial Hygiene Practice.'* consisting of Vol 9. "fndusinal Safely Category 
HOOGES.JC Tennessee Vafley Authority 91200 V09 R02 87/02/23 104pp 
48930303 46931 045 

-8902210432 Rev 2 to TVA Employee Concerns Special Program Subcalegory Rept 
90400, "ProleclivG Equipment, '*■ constsling of Vol 9, "Industrial Safely Category 
RUSSEtL.Jfl Tennessee Valley Authonty 90400 V09 R02 67/02/23 46pp 

48929181*48929 226 

-8902210439 Rav 3 to TVA Employee Concerns Special Program Subcategory Repl 
90500, "Lite Safety, *‘ consisting ot Vol 9, "Induslnal Salely Category" 

RUSSELL.JR Tennessee Valfey Authority 90500 V09 R03 67/02/23 49pp 

48929 227*48929 275 

-8902210440 Rev 2 to TVA Employee Concerns Special Program Subcalegory Repl 
90600, "Electnca).** consisling of Vo) 9, “Industrial Safety Category" 
flUSSELUJR Tennessee Valley Authority 90600 V09 R02 $7/02/23 84pp 

48929 276 48920 359 

-8902210449 Rev 2 lo TVA Employee Concerns Special Program Subcalegory Repl 
90700, "Design re Industrial Safely " consisling of Vol 9, "Industrial Safely Category ’’ 
RUSSELUJFT Tennessee Valley Aulhonly 90700 V09 fl02 67/02/23 Wpp 

48029 360-48930 059 


8903270037 Interim deficiency rept re potential failure of melarnine torque switches in 
limilorque an luators Initially reported on 8902 16 Corrective aclions under 

development Next rept will hr submitted on or about 8907 14 

GRIDLEY.R Tennessee Val/ey Aulhonly 89/03/17 Document Cortirol Branch (Docu- 
ment Conlrol Desk) 4pp 49056 296 49056 299 


■6902210456 Rev 2 (o TVA Employee Concerns Special Program Subcategory Repl 
90900, ’‘Walking & Working Surfaces," consisting of Vol 9, "Industrial Safety Catego- 

2rAY.dk Tennessee Valfay Authority 90900 V09 R02 87/02/23 76pp, 4B930 1 19 
46930 194 


U Congressional /Executive Correspondence 

8903230279 Forwards NRC quarleily status repl covering fourth quarfer of CY8S 
ZECH.LW Commissioners 89/03/09 BEVILLJ House of ftep, Appropnahons 
12PP 49029 106 49029119 


V. Operator Examinations 

8903220159 Generic Llr 69 03 lo all power reactor tpcensees & apphcanis for Of. re op- 
erator licensing natl exam schedule Svc list end 

VARGAS A Associate Director for Projects (Post 070411) 89/03/24 Consolidated 
Edison Co of New York. Inc 54 pp 49005001 49005 056 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A A pptl call on /con si fuel) on stage documents & correspondence 

6902140261 Forwards complete lislmg of 107 updated employee concerns speciat pro- 

8 ram subcatego^ rep Is 

iRIDLEYRL Tennessee Valley Aulhonly 89/02/06 OocumenI Controf dranch 
f Document Control Desk) 6pp 48901 001 48931 045 


-0902210461 Rev 4 to TVA Employee Concerns Special Prograni Subcategory Rept 
90100, "Mgt of Safely," consisting of Vol 9, “Induslnal Safety Category *' 

LOGAN,Sfi Tennessee Valley Aulhonly 90100 V09 R04 87/02/23 120pp, 

48929 061 4B929 ISO 

8902270148 Informs of changes in util senior nuclear mgtPP Carter now site licensing 
managerJL McAnally resigned from TVA, effective on 890127 & NC Kazanas now 
vice president 

KINGSLEY.OD Tennessee Valley Aulhonly 89/02/14 CRUTCHFIELD.D NRC - No 
Oelailed Affiliation Given 2pp 48688 2S0-4B500 257 

6903010365 Summary of 690118*19 meeting w/utll in Rockville, MD re plant corrective 
action programs in civil/slruclural areas, Lisl of attendees & vlewgraphs end 
AULLfCI<,H TVA Projects Division 89/02/16 TVA Pro [acts Division 78pp 48643 318- 
48644 035 

8903020333 Informs lhal vertical slice review final rept will be completed on or about 
890324 Change in completion date due lo resolution of discrepancy repls 
OflfOLEY.R Tennessee Valfey Authority 89/02/23 Documenl Conlrol Branch (Docu 
meni Control Desk) 2pp 48673 359 48073 360 

8903020379 Forwards response lo Generic Ltr 88-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safely Related Equipment ’* 

(3RIDLEY.R Tennessee Valley Authority 09/02/23 Document Controf Branch (Docu- 
ment Control Desk) 27pp 48673 268 48673 294 



DOCKETED ITEMS 181 


B903080331 Nohlicdlion of ranco|IO(J HOOHO? mnotinq w/ulil in Rorkvilfo MD to diSLu'is 
avil/soisnirr tssiios 

>\ULUCK,R Assistant Director for Projects «‘)/(>2/?<1 BLACK ,S Absistiinl Direclor for 
Piojocts 3pp AQ7Q7 120 40767 122 

0903080118 forwards response 1o request for arfdl into re ATWS rrnligalion &ys actJ 
alien circuitry (AMSAC) Plant AMSAC contorms to WCAP 1006P A.Rgi/ 1 & Addon 
durn 1 ‘ AMSAC* Generic Doskim Package" mcUidinq NRC safety ovakiatron conri 
ments 

G RIDLEY R Tennessee Valley Aulhonty 09/02/20 Docurnonl Control Branch (Docu 
mcnl Control Desk) 1 Ipp 40760 226 4876B 236 

0903160249 Requests comments on end draft, "COMMIX Analysis of Main Stoamlino 
Break in Catawba Lower Conlainmeni ’ Scrlion 4 2 where contractor finds lhal ccr 
lam local conlainmeni temps oxceod environ qualification temp warrants allention 
BLACK.S Assisinni Oirertor for Projects On/OH/Oa KINGSLEV.OD Tennessee 
Valloy Authority I20pp 40077 321 4BB78079 

0903100350 forwards update of info previously provided in 070021 Hr re application of 
Itatcr versions of ASMG Section III Expeditious roviow & approval lor uso of later rode 
provisions roquoslod 

GRIDIEY.R Tonncbseo Valley Aultiority 89/03/06 Documenil Control Branch (Docu 
ment Control Desk) 41pp 40027 204 40027 324 

0903160329 Requests that SER App D commitments bo superseded by plant DCRDR 
summary icpt dtd 071002 as result of NRC in process audit ot DcRDR proarnm 
during wk ol 80 1 1 14 

GRIDLEY,R Tonnossee Valloy Authority 09/03/07 Document Conirol Bra rveh (Docu 
ment Control Desk) 2pp 40804 350 40DQ4 359 

8903240198 Forwarrfs Vets 1*16, ‘ Vertical Slice Roviow final Ropt " 

ERLER.BA Sargent Lundy, Inc 89/03/08 FULLER, ED Tennassoo Valloy Author 
ily 2pp 49083 001 40104 041 

*■0903240203 Vols 1*16, "Vortical Slice Roviow final Ropt " 

* Sargents Lundy. Inc 09/03/31 4.800pp 49003 003 49104 041 

89'032OO257 Summary ol 090207-00 mooting w/TVA m Rockvillo.MD ro Watts Bar cor 
reclivo aclion programs 

AULUCK.R TVA Projects Division 09/03/09 TVA Projects Division 01 pp 40959 110 
40959 190 

G 903230332 OiscussQS moasuros ulil taking to onsuro oxpciicnco from Soquoynh & 
Browns Ferry restart utilized at Walls Bar Util upgrading nuclear exporionco roviow 
program lo improve uso of In house expprionco when developing aclion plons 
FOX.CH Tonnossoo Valloy Authority 09/03/13 CRUTCHFIELD, D NRC • No Do 
tailed Affiliation Given 3pp 49022 340 49022 342 

890324Q038 Forwards •'Qualification Tost Prograin for Silicone Rubber fnsulalod Cables 
for Uso m TVA Sequoyah & Walls Bar Nuclear Pfanls," proparoef by Wylo LabsUlii 
concludes that remaining concorns ro cable insf allniton practices at plant resolved 
GRIDLEY.R, Tonnossoo Valloy Authority 09/03/13 Document Control Branch (Docu 
fnoni Control Desk) 2pp 49161 203 40162 151 

•*0903240044 "Qualification Test Program lor Siheono Rubber tnsulalod Cnbtos lor Uso 
In TVA Sequoyah & Walts Bar Nuclear Plants " 

WALTER,RT Wylo Laboratories 10066 1 89/02/13 35tpp 49161205 49162 151 

6903210308 Suppis Info m cable issues corrective action program plan & vortical slice 
roviow fosponsB to commonls 

GRIDLEY.R Tonnossee Vatloy Authority 89/03/16 Docurnonl Control Branch (Docu 
moni Control Desk) 8pp 46989 103 40909 110 

6903220294 Responds to util 000217 request ro comptianco of plant ESP sya isofatinn 
provisions w/SRP 6 2 4, Section II 6 o Clarification of NRC 090212 ruquosl for acldl 
Info ro containment isolation onci Info roquested within 45 doys 
BLACK, S Assistant Director far Projects 89/03/15 KINGSLEY.OO Tor^nossoo 
Valley Authority 2pp 49020 229 40020 230 

8903230112 Ack receipt of util 090214 Itr ro notilicallon ol senior nuclear power mgl 
changes wilhin TVA Rev lo corporalo nuclear performance plan should bo submillod 
within CO days to provide mechanism for NRC roviow of changes 
LtAW.BD TVA Projocls Division 69/03/ 17 KINGSLEY.OD Tonnossoo Valloy Au 
thorily 6pp 49046 192 49040 107 

0903160296 Gonofic Hr 89 02 lo all holders of OLs & CPs for miefonr power tonctors ro 
actions to improve dotoclion of counlorloil & froudulontly marketed products Sve kst 
oncI 

VARGA.SA Associate Director for Projects (Post 870411) 09/03/21 tJonsotidnlcd 
Edison Co of Now York. Inc 57pp 40960 001 48960 057 

6903270352 Submits supplementary rospanso lo R Grldtoy 881013 Hr ro lostinQ require 
ments lor ERCW sys mortar llnod piping Plant will Institulo listed tost program For 
welds in ERCW supply lino in order to nddross slated four populations of wolcte 
GRIDLEY.R Tonnossee Valloy Authority 69/03/21 Docurnonl Conlrol Branch (Docu 
monl Conlrol Desk) Bpp 40055 276 49055 280 


“0002210454 Rov 2 to TVA Employee Concerns Special Program Suhcalegory Ropt 
90800, ‘ Emorqency Equipmonl & Plant Ro^ponso to Emorgoncios, ' consisting of Vol 
9 ' Indus Inal Safely Lategory" 

RUSSELL J Ft Trnnossoo Valley Authority 90000 V09 n02 B7/02/23 60 dp 

413930 060 48030 118 


8903200316 forwards Insp Repin 50 390/09 Ol & 50 391/89 01 on 081200 890131 No 
violations or dovialtons noted 

MCCOY, r n Assislant Director for Inspection Programs 89/03/01 KINGSLEY OD 
Tonnossoo Valloy Aiilhonly 3pp 48971 010 4B971 01 D 

“0903200321 Insp Repts 50-390/09-01 0 50 391/89 01 on 001209 890131 No Viola 
lions Of cJovialions noted Major areas mspocled tiro protoclion & p raven lion .tosli no of 
pipo supports & restraints sys A lomporary instruction followup 
BRANCH.M W Rogron 2. Ole of lha Director 09/02/22 7pp 48971 013 46971 018 


O. Inspection reports^ IE Bulletins & correspondcnco 


8902170112 NRC Info Notice 69 029 "Weld Failures in Pump ol Byron Jackson 
Design" Sve list onci 

ROSSI.CE Division of Opcralional Events Assossmoni (Post 870411) Q9/02/24 
Consolidated Edison Co ol Now York. Inc 106pp 48572 043 4B572 146 

0902 21 0351 BuppI t to NRC fnfo Nolico 00-073, "Oireclfon Dependent Leak Charactor 
islics of Conlainmoni Purge Valves " Sve list end 

ROSSI.CE Division of Oncrntional Eversls Assessment (Post 070411) 80/02/27 
Consotidalod Edison Co of Now York, Inc 102pp 40509 001 4B509 110 

09O221Q564 NRC Info Notico 09 021, '-Cliangos in Performance Characterislics of 
Mottled Caso Circuit Croakers Sve list end 

ROSSI.CE Division ol Onorntional Events Assossmoni (Post 870411) 89/02/27 
Consolidated Edison Co of Now York, Cnc 104pp 4B570 032 40578 137 

8903070127 Forwards response to NRC Qullolin 80 004, "Polonlial Safety Related 
Pump Loss” & list of commilmonts Excepting RHR pumps, pumps ovalualod not ad 
vorsoly affected by aithor min il low concorns Idonlificd by bulletin 
GRIDLEY.R Tonnossoo Valloy Authorily 09/02/27 Document Conlrol Branch (Docu- 
ment Conlrol Desk) Gpp 48763 01 1 46763 016 

0903130500 Forwards supplemental responsn to NRC Bulletin 00 002, "Rapidly Propa 
uaiing Fatigue Cracks in Steam Genoralor Tubes " Commllmenl 2 ro review of data 
fromluluro inservico insps being suporsedod duo lo onci correctivo actions 
GftlDLEY.R Tonnossflo Valley Authordy 00/03/01 Docurnonl Conlrol Branch (Docu 
ment Con (rol Desk) 4pp 48621 165 46021 108 

0903200310 Forwards Insp Ropls 58 390/89 01 & 50 391/09 01 on 081209 890131 No 
viofalioiis or deviations noted 

MCCOY.fr Assistant Director for Inspection Pronmms 09/03/01 KINGSLEY, OD 
Tonnossoo Valloy Authority 3pp 46971 010 4097! 010 

“0903280321 Insp Rcpls 50 3 90/09 01 & 60 391/80 01 on 001209 0DO131 No viola 
lions or deviations noted Major areas inspected fire protection & provcntionjosling of 
pIno supports & restraints ays & lomporary inslruclion followup 
BRANCH.M W. WALTON.G A . OARR.K P Region 2. Ole of the Oiroclor 89/02/22 
7pp 469/1 013 40971 818 

0002270150 NRG Info Nolico 60 022, "Quoaltonable Coflificalion of Fasteners " Sve fist 
end 

ROSSI.CE Division of Oporalional Events Assossmoni (Post 870411) 89/03/03 
ConsoJidalod Edison Co of Now York, Inc 105pp 46732,001 48732 106 

8902260104 NRC Info Nolico 88 823, "Environ Qualification of Lilton-Veam CIR Servos 
Electrical Connectors " Sve list end 

ROSSI.CE Division of Oporalional Events Assossmoni (Post Q704M) 09/03/03, 
Consolidated Edison Co of New York, Inc !06pp 48723 030 40723 143 

6902260162 NRG Info Nolico 09-024, "Nuclear CriUcalily Safely " Sve list end, 
CUNNINQFIAM.n L Division of Induslrial S Medical Nuclear Safely (Post 070729) 
08/03/06 Consotidalod Edison Co ol Now York, Inc 96pp, 40700 252 40700'340 

6903010207 NRC Inlo Notice 09*026. "Inslfumom Air Supply lo Safely- Related Equip- 
ment " Sve list end 

ROSSt.CG Division ol Oporalionat Evonis Assossmoni (Post 670411) 89/03/07 
Consofidalod Edison Co of Now York. Inc I05pp 40/41 053 48741 158 

6903020165 NRC Info Notice 60 827, "Linutations on Use of Wasto Forms & High In* 
lennly Containers lor Disposal ol Low Lovol Radwaslo" Sve list and 
GREEVES.JT Division of Low Level Wnsie Managomonl & Decommissioning (Post 
078413) 69/03/06 (Jonsolidaled Erfison Co ol fvew York. Inc I17pp 40790.114* 
40796 231 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8903160329 Requests that SER App D commitments bo superaodod by pfnni DCRDR 
summary ropt dtd 87t002.as result of NRC In process audit of DCRDR program 
during wk of 88 1 1 1 4 

GRIDLEY.R Tennessee Valloy Authority 89/03/07 Oocumenl Control Branch (Docu 
ment Conlrol Desk) 2pp 48864 358*40084 359. 


F. Security, medical, emergency & fire protection plans 

8902 140261 Forwards comploto listing of 107 updated omployoo cor^corns special pro 
g^ram suhcalegory repis 

GRIDLEY.R L Tennessee Valley Authority 86/02/09 Document Control Branch 
(Dccumonl Control Dosk) 6pp 48901 001 48931 045 

“B9821S9418 Rov 2 to TVA Employee Concorns Spodal Program Subcategory Rppl 
30600, "Fire Protection," consiBlmg of Vol 3, "Oporalions Category " 

TOUCHSTONE, C W Tennessee Valloy Authority 30600 V03 R02 87/08/2/ 70pp 
48916 018 48916 003 


C9O3O0O372 NRG Inlo Nolico 09 020, "Weight A CU of Gravity Discrepancies (or Copes* 
Vulcam Air Oporatod Valves ” Sve list oncT 

nosSI.CE Division of Opeiationat Events Assossmoni (Post 870411) 00/03/14 
Consolida tod Edison Co of New York, Inc 107pp 40895 001 46B95’109 

6903090021 NRC Ir^fo Nolico 09*020, "Polonlial Failure ol ASEA Brown Bovorl Circuit 
Breakers During Seismic Event " Sve list onci 

nOSSf.CH Division of Oporalional Events Assossmoni (Pest 870411) 80/03/15, 
Consolidated Edison Co of Now York. Inc 106pp 48870 053 4807O’169 

8903090133 NRC Inlo Nolico 80-030, "Higb Tomp Environs at Nuclear Power Plants ” 
Sve list end 

ROSSI, C.e Division el Operational Events Assessment (Post 870411) B9/03/15 
Consolidated Edison Co oi Now York, fne 106pp 48095 1 10-40095 215 

8903240051 Forwards lislinq of inspector followup items not required lo address pro 

S rammalic (ssuos A do not support layup program Topics Includo.NUREQ 0737, Items 
B 3 re post-accidont sampling A II F I re accidonl monitoring instrumental ion. 
GRIDLEY.R Tonnossoo Valloy Aulhonly 89/03/20 Document Control Branch (Docu- 
ment Conlrol Dosk) 4pp 40038 P90 46030,301 
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8903160427 NflC fnfo Notice 89 031. "Swelfing & Cfac)<fng of Hafnium Control Rods " 
Svc list end 

ROSSI CE Division of Operational Events Assessment (Post 870411) 69703/22 
Consafidaled Edison Co of New York, Inc 102pp 48066 001 4B906 103 

Q&O31704t9 NRC tafo Notice 89 032. “Surveillance Testing of Low Temp Overpressure 
Protection Sys * Svc list end 

ROSSf.CE OwiBKin ot aperetiona! Events Assessment (Post 670411) 89/03/23 
Consolidated Edison Co of New York, Jnc I04pp 46992 044 48992 147 


S, Reportable occurrences, LERs A related correspondence 

8903070047 Final deficiency repl re deficient welds for hanper Jugs on ASME code 
piping fnitialJy reported on 670127 QC Instruction 4 03 revised to require QC hold point 
on welding operation sheets to document back gouging 

GRiOLEY.R Tennessee Valley Authority 89/02/27 Document Control Branch (Dopu 
ment Controt Desk) 6pp 49740 321 48740 326 

6903070011 Revised final deficiency rept ra inappropriate control circuitry for diesel gen* 
erator voltage regulators Initially reported on 851120 Control circuitry tor dieseT genOT' 
ator excitation redesigned & modified 

GRIDLEY.R Tennessee Valfey Authority 89/02/26 Document Coniro) Branch IDocu- 
ment Conlrof Desk) 3pp 46763 172-48763 174 

6903150077 Final deficiency repl ro emergency gas treatment sys design Initially re- 
ported on 890206 Required design changes will be prepared to add lima deJay relay 
to back up pressure switches that arm transfer to standby exhaust path 
GRIDLEY.R Tennessee Valley Authonty 89/03/07 Document Controt Branch (Docu- 
menl Control Desk)''5pp 46871 302-4B671 307 

6903160332 Third intenm deficiency rept re failure lo adequately control & document 
instrument accuracy requirements Initially reported on 970626 Repl describing results 
of evaluation including corrective actions due by 690823 

GRIDLEY.R Tennessee Valfey Authority 89/03/07 Document Control Branch -(DocU' 
jpent Conbot Desk) 5pp 48BB5030-48M5034 

6903270037 Interim deficiency rept re potential failure of mefemine torque switches in 
limilorque actuators Initially reported on 890216 Corrective actions bnder 
development Next rept will br submitted on or about 890714, 

GRiDLEY.R Tennessee Valley Authonty 89/03/17 Document Control Branch (Docu- 
ment Control Desk) 4pp 49056 296 49056 299 


U. Congressfonat/ExecutJve Correspondence 

6903230279 Forwards NRC quarterly status repl covering fourth quarter of CY8B 
ZfcCH.LW Commissioners 89/03/09 BEVILL.T House of Rep, Appropriations 
12pp. 49029 1 08 49029 119 


V, Operator Examfnaflons 


0903220159 Genenc Ltr 89 03 lo all power reactor licensees 6 applicants for OL rp od* 
erator licensing nail exam schedule Svc list end 

VARGA.SA Associate Director for Protects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, fno 54pp 49005001-49005056 


-8903240127 Insp Ropt 50-395/00-02 on 8D0 123 27 Violations noted Maior areas 
inspected review of training, changes to emergency org a ntzatl on ,dl sin but ion of 
changes to emergency plan & emergency plan procedures & audits repls 
GOODEN, A . RANKIN, W Region 2, Ofc of the Director 89/02/23 13pp 49040:161- 
49040-173 


H. General correspondence 

6903060190 Comment opposing proposed rule lOCFflSO re ensuring ettectivoness of 
maim programs for nuclear power plants Proposed maint rule should not be exernpt 
from performing analysis in accordance w/bacKfit rule 

BRADHAM.O S South Carolina Electric & Gas Co 69/02/22 Docketing & Sorvicos 
Branch 3pp 48745 260 48745 262 


I Flnancfaf Information 

8903200001 Forwards util annuaf financial repia for 1088 
BRADHAM.O S South Carolina Electric 8 Gas Co 89/03/13, Document Control 
Branch (Document Control Desk) ip 48983 006-48903 120 

-8909200008 "Santee Cooper Annual Rept 1988" 

- HOLDER.DA, MESCHfcR.W.C Santee Cooper 88/12/31 eopp 48983 007- 
48983,066 

-8903200011 "SCANA 1988 Annual Rept " 

WARREN.JA South Carolina Electric & Gas Co, 08/12/31 49pp 48983 067- 


J. Inaurance A indemnity Information 


endorsements to listed NELIA ^ MAELU policies & certificates 
OCONMOR.O J Marsh & McLennan, Inc. 89/01/13 DINITZJ Office of Nuclear Reac- 
tor Rogulalfon. Director (Post 870411) 125pp 48585055 48585 179 


P. Operating license stage documents A correspondence 

8903060202 Summary of 890207 meeting w/util in Rockville, MD re alalus of ficenafng 
issues for facility List of attendees & handouts end 

48739^232 4873^246^^^^*^*°^^'^ Directorate fl-l. 15pp. 


Effluent & Waste Disposal Repl for Operating for 
Jul Dec 1908’ & proprietary Attachment I entitled, "VC Summer Nuclear Station Proc* 
e^ Conifol Program." Attachment I withheld (ref 10CFR2 790) 

BRADHAM.O S South Carolirta Eieolric & Gas Co 69/03/01. EBNETER.SO Docu* 
menl Control Branch fDocumenl Control Desk) 2pp 48970 019-48970 096 


-89032000M Forwards affidavit requesling lhat end Change C to Rev 7 (o PCPOOH. 
Process Conirel Program for Progressive Wet Waste" be withheld from public disclo- 
sure (rat 10CFR2790> 

HOUSE.We. Chem Nuclear Systems. Jnc 89/02/21 ERNST, ML Region 2. Ofc of 
the Director 4pp 48970.094 4B970 096 , » . 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 
F. Security, medical, emergency & fire prolectfon plans 

8903140325 Forwards Insp Repl 50 395/88 26 on 881114-18,1205 09 & 20-23 & notice 
or vKJiatlon 

GIBSON.A F Region 2, Ofc of the Director 89/02/27 BRADHAM.O S South Caroli- 
na Efeoiric & Gas Co 2pp 48848 216-48848 271 

-090^40329 Notice of violation from msp on 881114-18.1205-09 & 20-23. Vrolat/ons 

* perlormlng main! w/Malnt Work 

Sfi?cnt A S PyfTiainl planners w/o iransienl combusiibla permil 

GIBSON.A F Region 2. Ofc of the Director 89/02/27 3pp 488 4 8 2 18-48848 220. 

50-395/88 26 on 881114-18,1205 09 & 20-23. Violations 
noted Major areas inspected current level of performance in area of plant operations 
i®r ° PS'S?? A plant groups.inciuding operaliSis ^ 

89/02/17 51pp 


lenialive fnilestone schedule for fnstaffalion of SPDS 
BRADHAM.O S South Carolina Electric & Gas Co 89/03/06 Documenl Control 
Branch (Documenl Conirol Desk) 2pp 48871 215 48871,216 

8903220233 Advisee lhat enci notice of withdrawal of 831208 appficalron for amend lo 
License Nl^-12.chanaing Tech Spec Tables 3 3-1 & 4 3-1, per Generic Ur 83-28, for- 
warded to Ofc of FR for publication. W/o notice 

HiWeS^J ProfecI Directorate IM. 89/03/ la BRAOHAM.O.S South Carolina Electric 
& Gas Co 2pp 49008 290-49006 291 

89O32302M Advises that NRC will conduct posl-implemenlalfori audit msp to verify ef- 
STe '^utpmenr Problems Affecting Safety Relat* 

HAY§S JJ. Pfo|ecl Directorate IM 89/03/14 BRADHAM.O.S South Carolina Efectric 
8 Gas Co 2pp 49032 072-49032.073 

&9M23t)1t>7 Closes ^TMI Action Plan item liKO.B, "Reactor Coolant Pump Trip" 
(MuJif Plant Action QOI) UtiJ addressed plant-specific info vta Westinghouse Owners 


Grm^ methodoiogy per Genenc Ur 85-1^ 
HAYES, J J. Project Directorate 11*1 89/01 


o r- - A -v. "'--xs 89/03/15. BRADHAM.O S South Carolina Efectnc 

& Gas Co. 3pp 49029 140-49029,142 


^ Emergency Plan Procedure EPP-OOg, "Onsite Medical “ W/ 
48743 022’^^ Carolina Efeclnc & Gas Co 89/03/01 15pp 48743 008 


8SO31S0t)84 Discusses iftsp cm 891128-1202 & forwards notice of violabon A firoorm 

physical security plan Amend withheld (n 

BRADHAIM,0S South Caroilna Electric & Gag Co 89/03/03 Document Contf 
Branch (Oocumem Conlrof Desk} ip 48821360*48821 360 

8903240120 Forwards Insp Repl 50-395/89 02 on 890123 27 4 nolice < 

.lining g; 

BRADHAM.OS Soulh Carolpr 


6903240273 Forwards expanded no significant hazards evaluation re 890120 Tech Speo 
change reaueal on reactor trip breaker lasting, per Generic Ltr 85 09. "Tech Specs for 
odneric Ltr 83 28. 


BRADHAM.O S South Carolina Electric & Gas Co, 89/03/20, 
Branch (Document ConUo) Desk) 2pp 49040 236-49040 237 


Document Control 


0903160296 Generic Ltr 89-02 to ell holders of OLs & CPs for nuclear power reactors re 
actions to improve deiecllon of counterfeit & fraudglentfy marketed producis Svc list 


VARGA,SA Assodato Director for Projects (Post 870411) 89/03/21 Consofidaled 
Edison Co of New York, Tnc 67pp. 40900.001-48960057 


Q. Inspection reports, IE Bulletins a correspondence 

a90W80618 Forwards Insp Repl 50-395/89-01 on 890101-0205 No violalions Of devl- 
alions noledAddI violation cited in Insp Rept 50-395/89-01 re labeling .vafve lineup & 
as-bufli drawinas noled 

VERRELLLO M. Redon 2, Ofc of the Director 89/02/17 BRADHAM.O S South Caro- 
lina Efeclnc & Gas Co. 2pp, 4B633;098-48633.107 


-8903240123 Notice of violalion from msp on 890123-27 Violfllfan noted snuon inHiurH 
ERNST, ML, Region 2, Ofc of the Director. 09/03/07 2pp 49040.159-49040.1 60 


-9902280523 Insp Repl 60-396/89-01 on 890101-0205 No violalions or devlailons 
noted Maior areas fn^ected monthly surveillance & maint observe tionSiOperational 
Mfoly venffcation & ESF sys waikdown. 

HOPKINS,P.a, CANTRELUF.S Region 2. Ofc of the Direclor 89/ 
02/09 lOpp, 40633,090.48633*107. 
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$902170112 NRC Info NoIicq 09 020, "Wclcl Failuros in Pump of Byron-Jackson 
Dosign " Svc list one) 

ROSSI.CE Division of Oporational Evonis Assossmonl (Post 070411) 00/02/ 24 
Consolidated Edison Co of Now York, Inc lOCpp 40572 043-4B572 148 

$902210351 SuppI 1 to NRC Info NoliCG 88 073, 'Direction DeponefonI Loak Characlor- 
I 31 ICS of Contalnmonl Purg^o Valves " Svc list oncl 

ROSSI.CE, Division of Opomlional Evonis Assessment (Post 870411) 09/02/27 
Consolidated Edison Co of New York. Inc 102pp 485B9 001-48589 1 to 

8902210664 NRC info Notice 09 021, "Changes in PoiformanCD Characteristics of 
Molded Case Circuit Broakofs " Svc list enct 

ROSSI.CE Division of Oporalional Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of Now York. Inc t04pp 40578 032 40570 137 

B903100019 EN 80 020 on or about 800302, notice of propo-sed imposition of civil penal 
fy in amount of $62,500 will bo issued to licensee Acbon based on multiplo significant 
failures to control access to nrolocted area of plant 

ROSANO.RP, LIE8ERMAN.J Ofc of Enforcoment (Post 070413) 89/02/27 Ip 
4BQ10015 48810015 

8903140325 Forwards Insp Rept 50-393/80 26 on 80 11 14- 18,1 205 09 & 20 23 notice 
of wolatfon. 

GIBSON, A F Region 2, Ofc of the Direclor 09/02/27 BRADHAM.O S South Caroli 
na Efeclnc S Gas Co, 2pp 48048 216 40B40 271 

-B903140329 Notice of violation from insp on 881114-18,1205 00 8 20 23 Violations 
noted failure to Implement procodures for planning & porforminq malnl w/MaInt Work 
Flequost 8801131 roloased by main! planners w/o Iransienl conibusliblo permit 
GIBSON. A F Region 2, Ofc of the Director 89/02/27 3pp 40048 210-4O84Q 220 

-8903140335 [nap Rept 50 395/80-28 on 881114 10,1205 09 & 20-23 Violations 
noted Major areas inspected current level of performance in area of plant operations 
^/evaluation of effectiveness of various plant groups.includlno oporatior^s 
LAWYER.U, PEEBLES.! A Region 2. Ofc of the Director, 88/02/17 61pp 
48840.221-40048 271 


8903160064 Forwards comoletfon rept for valves romalnfnn In pronram for IE Bullotln 
06-003, ’■ Motor-Opera led Valves Common Mode Faifures During Plant Transionls duo 
to Improper Switch Sellings " 

BRADHAM.O S South Carolina Eleclric & Qas Co 09/02/27 ERNST, M.L Roglon 2, 
Ofc of the Director 4pp 48860 302-48060,305 


8903090077 Requests achodulo extension re NRG Bullotln 88 011. "Prossurlzor Surge 
Line Thermal Stratification,” of 2 yrs lo reply to Action 1 d to lipdato stress & fatigue 
analyses 

BRADHAM,0,S South Carolina Electric & Gas Co. 89/03/01 Documonl Control 
Branch (Document Conlrol Desk), 4pp. 48001 100-48001.111 

8903160084 Discusses insp on 881128-1202 & forwards notice of violation & proposed 
imposilien of civil penalty In amount of $62,500 Violations ro significant faituros of so 
curity force at all levels lo implement security program. 

ERNST, M.L Region 2, Ole of the Director. 80/03/02. 0RADHAM.O.S Soulh Cnrolinn 
Efoclric & Gas Co 3pp. 48869 005-48869 097 

8902270158 NRC Info Notice 89-022, "Ouostionablo Cortlficallon of Fasteners” Svc Hat 
end 

ROSSI.CE Division of Operational Evonis Aesessmont (Post 870411) 69/03/03 
Consolidated Edison Co of New York, Inc 105pp 40702 001-48732.106 

8902280104 NRC Info Notice 89-023, "Environ QualilJcation of Litton Veam CIR Series 
Electrical Connectors,” Svc list end 

ROSSI.CE Division of Operational Evonie Assessment (Poal 870411). 69/03/03. 
Consolidated Edison Co, olNew York, Inc lOBpp 48723.038-46723 143, 

6902280182 NRC Info Notice 69-024. "Nuclear Criticality Safoty" Svc list oncl 
CUNNINGHAM.R.E, Division of Industrial & Modicai Nuclear Safoty (Post 070729) 
89/03/06, Consolidated Edison Co of New York, Inc 06pp. 40700.262-46709 346 

890315(1326 Provides final confirmation that flanges installed on mafn feedwater svs In- 
spected per NRC Bulletin 88 005, "Noncohlorming Malls Supplied by Piping 
SimpHes.Inc at Folsom, NJ 8 West Jersey Mfg Co at William stown.NJ '' 

BRADHAM.O 8, South Carolina Electric & Oas Co 80/03/06 Documorkl Control 
Branch (Document Control Desk) Ip 48871 268-40871 266 


SUO 301 0207 NRC Info Notice 00-026, “Inslrumont Air Supply to Safety Related Equip- 
ment,” Svo list end 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 60/03/07 
ConBOlidalod Edison Co. of New York, Inc. lOSpp 40741:053-48741 156 


8903240120 Forwards Insp Rept 50-395/89-02 on 890123-27 S nollco of 
violation Attention directed lo vtolallon re emergency response training Concerns ex- 
pressed re Implementation of mgt control sys 

ERNST, M.L, Region Ofo of the Dlroclor. 09/03/07. BRADHAM.O S South Carolina 
Electric 6 Gas Co. 2pp. 40040:167 49040 173, 


-$$03240123 Notice of violation from insp on 800 123-27. Violation notedr seven Individ- 
uals assigned lo offsite radiological monitoring team had not completed tralnlng.per 
Attachment 1 of Emergency Plan Procedure 019, 

ERNST.M.L Region 2, Ofc of Ihe Director 09/03/07 2pp, 49040‘1 59-49940 160. 


-*8803240127 Insp Rept 60-395/89-02 on 8901 23-27. Vlolalions notod.Major areas 
ln&pected:revlew of training .changes to emergency organilzatfQn,dl3lribiiijon of 
changes (o emergency plan & emergency plan procedures & audits repts 
GOODEN, A., RANKIN.W, Region 2. Ofc of the Director 89/02/23. 13pp. 49040 161* 
49040.173, 


8903020165 NRC Into Notice 89-027, "Limitations on Use of Waste Fornos A High In* 
leorlty Contelnera for Disposal of Low Level Radwaste ” Svo list end. 

6flEEVES,J,T, Division of Low Level Waste Management A Decommissioning (Post 
870413). 09/03/08. Consolidated Edison Co of New York, Inc 117pp. 40798,114* 
40798*23 1. 


8gr'4g703$i mo a-i 890206-26 A notice of Eolation, 

/ r - T ; M I-.*;,: I 2 . “-I < ■ 1 , 1 1 \ jg/03/09, BRADHAM.O.S, South Caro* 

' I _ u: 'I ^ ii *1 r** 2 ( '■*/ ■ ■ •- 1 13 


-0903270365 Notice of violation from insp on 090206 28 Violation noted operator lailGci 
to rostoro- valvo XVO'6186 NB lo required closed position prior to removing danger 
tags during valvo maint 

VERRELLT.DM Region 2, Ofc of Iho Oiroctor 69/03/09 2pp 49056 104 49056>10S 

”8903270366 Insp Ropl 50-395/68 03 on C9020G 20 Vtolatton noted Major areas 
inspected monlhly surveitlanco A mainl observations, operalfonal safety 
vorilication.ESF sys waikdown A action on previous insp findings 
PREVATTE.HL. HOPKINS.PC, CANTRELL.F S Region 2, Ofc ol the Director 89/ 
03/69 Opp 49056 106 49056 1 13 

6903080372 NRC Info- Notice 09 026, "Weight A Ctr of Gravity Discrepancies for Copes* 
Vulcan Air-Operated Valves " Svc fist oncl 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 89/03/14 
Consolidated Edison Co of New York. Inc H)7pp 46895 001-48895J09 

$903 23020$ Advises that NRC Will conduct post inplemonlalion audit insp to verify ef- 
forts ro Generic Utr 08*14, "Inslrumenl Air Suppy Sys Problems Affecting Safely Relat- 
ed Equipmonl " 

HAYES, JJ Projecl Directorate H-1, 89/03/14 BRADHAM.O S South Carolina El octric 
A Gas Co 2pp 49032 072 49032 073 

$903090021 NRC Info Notice 80-029, "Potential Failure of ASEA Brown Bovori CircuSl 
Breakers During Seismic Event" Svc list oncl 

ROSSJ.CE Division of Opernlional Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 40670 053 48870 109 

$003090133 NFC Info Notice 89-030, *'Hloh Temp Environs at Nuclear Powe/ Plants " 
Svc list end 

ROSSf.CE Division of Oporalional Events Assessment (Post 070411) 89/03/15 
Conaolidatod Edison Co of New York, fnc lOBpp 46895 11O4&0O5 215 

8903160427 NRC Info Notice 89 031, "S welling A Cracking of Hafnium Conlrol Rods " 
Svc list end 

ROSSI.CE Division of Oporalional Evonis Assessment (PosI 870411) 80/03/22 
Consolidated Edison Co of New Vork, Inc 102pp 40906 001-40006.103 

8903170419 NRC Info Nollco 6D 032, "Surveillance Toshng of Low Temp Overpressure 
Protection Sys ” Svc list end 

ROSSLCE Division of Operational Events Assossmont (Post 870411) 89/03/23 
Consol idalod Edison Co of Now York, Inc 104pp 48992 044 40992 147 

8903280197 Forwards summary of temp monitoring sys data collected during Dec 1060 
- Fob IQDO.por NRC Bulletin 00 008, ^'Thermal Slresses In Piping Connected (o Roac- 
lor Coolant Sys ” 

BRADHAM.O S South Carolina Electric A Oas Co, QO/03/23 Pocumont Control 
Branch (Documonl Control Desk), 5pp 49075' 1 0S 40075 109 


R. Periodic operating reports & related correapondenoe 


8903220164 "1088 Annual Oporalinn Rept lor VC Summer Nuclear Station” W/890326 

lU. 

BRADHAM.O S South Carolina Electric & Gas Co 08/12/31 ERNST, ML Region 2, 
Ofc of the Direclor Opp. 40004 030-40004 036 

8902280536 Monthly cp orating ropt for Jan 1600 lor VIrgfl C Summer Nuclear 
Slalion W/800216 hr 

HALTIWANGER.J . BRADHAM.O S South Carolina Elocirtc A Gas Co 69/01/31. 5pp 
40620 314 40026318 

8903220093 Monthly operating rept for Feb 1089 for VC Summer Nuclear Station, Unit 
1 W/600300 Ur 

HALTIWANQERJ,, BRAOHAM.OS South Carolina Etoetde A Gas Co 69/02/28. 
BARRY, LW Documonl Conlrol Branch (Documonl Control Desk) 6pp 48903'326- 
40093 330, 

8903200074 Forwards "Semiannual Erifuent & Waste Disposal Repl for Operating for 
Jul-Oec 10GB” A proprietary Atlachmont I entitled, "VC Summer Nuclear Slalion Proc- 
ess Control Program ” Attachment \ withheld (rof 10CFR2,7GO) 

BRADHAMAS South Carolina Elocirtc A Qae Co 39/03/01. EBNETER.SO Docu- 
monl Conlrol Branch (Documonl Control Desk). 2pp 4 80 70' 01 9- 4 6976 096 

•*8903200063 "Semiannual Eflluont A Waste Disposal Repl for Jul Dec 1986 ” 
GOWPY.Q.M, RILEY.TD, BLUB.LA South Carolina Efoclric A Gas Co. 80/12/31 
72pp. 46070 021-40970 093. 

■•800320008$ Forwards affidavit requesting Itial and Changa C to Rsv 7 lo PCP-001, 
"Process Control Program for Progressive Wet Waste" be withhold from public disclo- 
sure (ref 10CFR279(3> 

HOUSE.W.B Chem-IVudear Systems, fnc. 09/02/21 ERNST.M.L Region 2. Ole of 
tha Director 4pp 40970.094 4B070 006 

8003280164 Forwards Technical Ropl 6B-4, "Seismie Activity Near VC Summer Nuclear 
Station for Period Oct-Dec tDBB.’' 

BRADHAM.O.S South Carolina Electric & Gas Co 80/03/20 Document Conlrol 
Branch (Document Control Desk) Ip. 401 10'291*461 10 31 1 

”8603260159 "Seismic Activity Near VC Summer Nuclear Slalion for Period Oot-Dec 
1988.'* 

TAUWANI.P. South Carolina, Univ. of, Columbia, SC 68-4. 00/12/31. 20pp 
491 10.262-491 10 31 f. 


S. Reporlable occurrences, LERs A related correspondence 

0002270205 LER 89-002*00 on 0901 16, discovered that scaffolding A shielding Installa 
lions In east & wesl peneUatlon rooms may have adverse ImpacI on operability of 
safoly-raPaled sys during seismic even I, Caused by peisonnol error W/8fl0214 Itr 
HIGGINS.W,R. BRADHAMAS. South Carolina Electric & Gas Co. 89/02/14 7pp 
48566 063-46666.089 
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8902340205 Specol Repi SPH 89 002 00 890202,Delta T lO^-lO moler mfitcalion*; in 
consistem w/attual environ cond'twins Caused by #aiJiire of lOmoter a&pirator 
motor Rolatton corrected to move air Ilow across efemern lo aspiralor moior 
BRADNAMOS South Carolina Electric & Gas Co 89/02/17 ERHST.M L Ro 9 ioi> 2. 
Ofcof the Director 2pp 48576359 485/6 360 

5903230335 LER 68 007 01 or^ 880601, reactor trip occurred wtiile personnel testing 
ua n A solid sta'e prolechon sys actuation logic & mastor relay Caused by tnadoquate 
procedures Label placed on breaker & switch W/aD03 1 6 ltr 

H'aGlNSWR BRADHAM.OS Soulh Carolina EJecinc & Gas Co 09/03/16 6pp 
49028 166-49028 17 1 

8903230353 LER 88 009 01 on 880726, reactor mp occurred while personnel tosling 
tram B solid state protection sys aduaiton logic & master relay Caused by lack ol dd 
herence to procedures Procedures revised W/890316 Ur 

HJGGlNS.WR, 0RADHAM.OS Soulh Carolina Etecfnc & Gas Co 89/03/16 6pp 
49037 108-49037 tl3 


V. Operator Examinations 


■'0902270470 SER buppo/ting util responses to Generic Hr 03 20. Item 2 1 (Port 2) re 
'oierlaco program for reactor trip sys components 
* NRC - No Detailed Affiliation Given 89/02/16 4pp 48500 214 40580 217 


8803130550 Forwards notice of consideration of issuance of amends lo Liconse NPF 21 
& proposed WSHC delerminafton & opportunily for hearing re change to Tech Specs 
4 8 1 1 2 e 7 re diesel goneralor trips 

SAMWORTH.B B Project Directorate V 89/02/16 SORENSEN.G C Washinglon 
Public Power Supply System 3pp 48832 01 1 48832 013 


-8903130555 Noirce of consideration of issuance of amend lo Licenso NPF-21 & pro- 
posed NSHC doierminalion & opportunity for hearing Amend changos Tech Spec sur- 
^ ? Jl ^ ^ ® 7, Showing bypass occurs on ECCS signal 
KNIGHTON.GW Projeci Directorate V 89/02/18 7pp 40832 014 40032 020 

License NPf*2i & safely evaluation Amend revises 
* IsoJation Actuation Inairumenialion " 

P'«;ecloraie V 89/02/22 SORENSEN.G C Washington 
Public Power Supply System 3pp 48692 057-48692 067 ^ 


6903210014 Forwards applications for renewal of reactor operator & senior reactor op- 
erator licenses for listed personnel VV/o ends 

BRADHAM.OS South Carolina Efeclnc Gas Co 89/03/03 EBNETEn.SD Region 
2 Ofc of the Director Ip 48980 242 48980 242 

8903220159 Generic Lir 89 03 to all power reactor licensees & applicants for OL re op- 
erator ftcensmg nat) eyam schedule Sve list end 

VARQA.SA Associate Director for Protecis (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001 49005056 


DOCKET 50-396 UN IV OF VIRGINIA CAVALIER REACTOR 


P. Operating license stage cfacumenls & correspondence 


8903240275 Forwards Amend 5 to License fl-123 & aaloly evaluairon Amend allows 
postponemani of surveillance requirements if reader in unloadedl state 

^ Non Power Reactor Proiecl DiTOCtcnate 89/03/15 
MULDER, R U Virginia, Umv of. Charlottesville, VA 3pp 49036 0 66 4 9038 075 

-6903240260 Amend 5 to Licerise R 123.allowjng postponement of surveillance reouire- 
merits if reactor m unloaded stale 

Standardization & Non Power Reactor Project Directorate 89/03/15 


-6903240261 Safety evaluation supporting Amend 5 to License RH23 

f’® 9 ulahon, Director (Post 870411) 89/03/15 2pp 

Hyojo 07^ ^9DoB 0/5 


V Operator Examinations 

nog,on2,O.COl 

docket SO‘397 WPPSS NUCLEAR PROJECT, UNIT 2 








Actuation Instruinentalion ' 

KNIGHTON.GW Project Directorate V 89/02/22 5pp 40692 060 40692 064 

-8903030296 Safety evaluation simporting Amend 65 to License NPF-21 
48^)2 065*^48692 067 ReguJallon, Director (Post 87041 1) 89/02/22 3pp 

Generic Llr 88 14, 'Instrument Air Supply Sys AF 
£ « Equipment " Significant changey re info requested by generic 
^'bal submittal W/two oversize drawings 
n'?h9n System 89/02/24 Document 

Control Branch (Documeol Control Desk) 77pp 40753 152 40763 235 

meeting w/util In Rockville, MO re improvement of 
safely performance at pJar^l V/awgraphs end 

48^^2914^4 323 *^^^*^^ D'^eclorate V 89/02/27 Pro/ect Directorate V 3Bpp, 

890216 meejing w/Devoorue re BWR-6 alternate ac approach 
taIi D Station blPckout rule Attendance list & handout mall encl 
48034 Oireclorale 1 4 89/03/02 Project Directorate I 4 34pp 48834 155- 


AppJicalion for amend to License NPF-21, revising Tech Specs to allow use 
Nuclear Fuels Corp reload fuel In Cycle 5 

SORENSEN.G C Washington Public Power Supply System 89/0'’"'''' ' 

Control Branch (Document Control Desk) 6pp 40807 305 48808 098 


* Proposed Tech Specs re use of Advanced Nuclear Fuels Corp reload fuel 

* Washington Public Power Supply System 89/03/03 I5pp 40807 311-48807 325 

Cycfe 5 Plant Transient Analysis '• 

Nuclear FueJs Corp (formerly Exxon Nuclear Co . Inc.) 
ANF-89.01 89/01/31 47pp 40807 326-40008 011 

ANF fiS rS‘‘^BO/A1-Qi" (formerly Exxon Nucl&ar Co , Inc ). 
ANP 09-02 89/01/31, 4app 48808 012-48800 059 


F Security, medical, emergency « fire protection plans 


Ian implementing proceduresjncfuding Rev 4 to EPIP- 
" " '='’^P-13?5, Rev 6 lo EPIP-l3.104.Rev 4 lo 


«9«230502 I 

Qi ^ 5 to EPIP- 13 1 1 3 S Rev 6 to EPiP -13 119 

4^70084^ Supply System 89/02/15 55pp 40570 030- 

"WPPS Unit 2 Remedial exercis9.B70603“ & *'WPPS Unit 2 Ex- 
^Cfse of Ofl^ fe Response Wans & PreparednflS9,80O9i3. 14" FEMA exercise as 

SaIai Agency 89/02/16. CONGELFJ Divr 

40825 27Sa62804r° '*^*^ ^ Emergency Preparedness (Post 670411)^ 2^p 

-69^260103 "WPPS Unit 2 Remedial Exercise.8 70603 " 

Federal Emergency Management Agency, 88/12/31 26pp 48625 278 48625 303 

"“neSoMS.l'S'"’’® ^ "^Poo^ Wa™ A Prepared 

Federal Emergency Management Agency 88/12/09 98pp. 48625 304-4B626 042 

■lSSSES='SSSr>''“ssa 

ReS^O S. afo? 49% 

actrviiies during emergency preparedness 

e. Oporallng |lc«n>« stage documents t correspondence 
Public PWSupply s}rtem'^3w°485°B8^2lf/8l8^^ ^ Washington 


uiriTcMi.iici? cycle B Reload Summary Rapt " 

^ ‘ HUMPHR6YS.MC Washington Public Povvor 
Supply ^stem, WPPSS EANF -1 24 89/02/28 30pp 48800 060-40808 098 

880510 Itr requesting exemptron from 
ah® ' Canisters for Protection Against Radiodino " Util 

«?(acAiGCM Attachment J.rtem A 5 of ref Itr as fisted 

Sfnilpii7h P®wer Supply System 89/03/03 Document 
Conlroi Branch (Document Control Desk) 2pp 48002' 346-4 8 8 02 347 

s'Tiend lo License NPF-21. re vising Tech Spec Table 4 3 2,1- 
hanrPrt^jln?ail^^ nnl? k» r® Sufveillanc© Requlremenls" lo reNect cn 

qnRFMcPw n r? ® ays due to new equipment 

89/03/08 Document 

Controf Brancfi (Document Control Desk) 6pp 48894,266 48094 274 

Table 4 32 t-t, "Isotatlon Actuation tnslru- 
' Washington Public Power Supply System 89/03/08, 3pp 48094 272-40894 274 

'8 Aresnd e to oftsiie dose calculation 
potable water Intake considered nearest public Intake Info clarified 

on FaQQ c 

Public Power Supply System 89/03/15 Document 
Control Branch (Document Control Desk) Spp 49 M 143-49029 147 

Comrnents on draft NUREQ.1335. '‘Individual Plant Exam Submittal Gutd- 
Snr issued tor Info only & should not become part ot 

WRG insp & audit recommendatjons & guidance 

SSor, Washinglon Public Power Supply System 89/03/17 Document Con 

Irol Branch (Document Control Desk). 5pp 48993 331-48993 335 

Geneno Ur 89-02 lo all holders ot OLs & CPs for nuclear power reactors re 
end * Improve detection of counterfeit & fraudulently marketed products Sve list 

870411) 89/03/21 ConsoWflled 
Edison Co of New York, Inc S7pp 48960 001-48960 057 

Q, Inspection reports, Je Bulletins & correspondence 

681212-800108 No violations noted 
2rMMERMAN.R P Region 5. Ofc of the Director,. 89/02/14 SORENSEN.G C Wash- 
ington Public Power Supply System 2 pp 48644.182-48644 191 
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J. Inauranc« & ilndamnlty fnformatfon 

B903270309 Final response to FOIA request for records App A records end & available 
[n POP 

GRIMSLEY.OH Division of Freedom of Information & Publications Services (Post 
090206) 89/03/23 WILLIAMS, O G JRA Associates 2pp 

‘•6903270312 Resrjonds to 890216 Ur re amended mdemnily agreement vsf/ utils to 
perml slorage of spent nuclear fuel FR notice end 

INGRAM.F Publcc Affairs 89/02/22 SMITH. JJ AffiPiation Not Assigned 2pp 


P. Operating license alaga documents & correspondence 

0902280489 Application for amend to License NPF-BS.changing Tech Spec 398 2, 
"Rofudling Ope ratio ns* Low Water Level," to delate HHR flow requirements whenever 
water fevel below reactor vessel flange, per Generic Llr 88-17 
MCDUFFIE, M A Carolina Power & Light Co 89/02/22 Document Control Branch 
(Document Control Desk) 9pp 48633 1 18 48633 129 

“6902280499 Proposod Tech Specs re refueling opera lions waler level 
' Carolina Power & Light Co 89/02/22 3pp 48633 127-48633 129 

6903030317 Application for amend to License NPF‘63, revising hmits for end oMife mod- 
orator lomp coalficlanl Nonproprielary WCP'11939 A proprietary WCAP-11914, 
"Safety Evaluation " & application for withholding WCAP 11914 end 
MCOUPFIE.M A Carolina Power & tight Co 89/02/22 Document Control Branch 
(Document Control Desk) lapp 48739 059 48739 131 

-6903030327 Proposed Tech Specs Section 3 113b changing limiting condition for 
operation mode ra lor temp coefficiont to -49 pem/degree F & Section 4 1 1 1 3b 
changing associated surveillance requirement to 41 5 pem/degree F 

* Carolina Power & Light Co. 89/02/22 App 48739 080-48739 0B3 

-8903030330 "Safety Evaluation Supporting More Negative End Of-Life Moderator 
Temp Coefficiont Tech Spec for Shearon Harris Nuclear Power Plant" 

P£RRY,WR, LAWURO,RC. ANKNEY.R D WssHnghousa Efectnc Corp WCAP- 
11939,08/08/31 49pp 40739 084-48739 131 

6903270306 FOIA request for JL Smith 660215 llr to NRC re spent fuel shipment fro^m 
Brunswick Nuclear Power Staifon to Harris P/ant 

WILLIAMS, O.G JRA Associates 89/02/27 QRIMSLEY.DH NRC - No Detailed Atfill 
atlon Given 2pp 

6903070205 Notification of B90307 meeting w/0WR Owners Group in RocKvll!o,MO to 
discuss Items of currenf i mere si Agenda end 

SHAO.LG. Division of Engineering & Systems Technofogy (Post 870411) 89/02/28 
MIRAGLIA,FJ, Associate Director for Inspection A Technical Assessment (Post 
870411). 6pp 4 Q763 023-40763 030 

8903200319 Forwards Amend 9 to License NPF 63 & safety evafuation Amend revises 
Tech Spoc 6 2 2 e to require that manager operations must hold senior reactor opera 
lor (SRO) license or have held SRO license al facility or similar plant 
DECKER,RA Project Directorate II- 1 89/03/02 UTLEY,EE c5aro}if>a Power & Light 
Co fipp 48969 284 43969 294 

“6903200324 Amend 9 to License NPF-63,Ghanglng Tech Specs to require that manag- 
er operations hold senior reactor operator (SRO) license or have at one time held 
SRO license at facility or similar plant 

REEVES.EA Proj eel DFrootorate 11-1 09/03/02 4pp 48969 289-48969 292 

-6603200328 Safety evaluation supporling Amend 9 to License NPF 63 

* Off lea of Nuclear Reactor Rogglalion, Director (Post 870411} 09/03/02, 2pp 
48969 293-4 A969 294 

8903H0107 Responds to station bfackoul rule Listed mods A procedure changes idenfi- 
lied In Parts B A C will bo completed within 2 yrs of notification provided by NRR 
MCDUFFIE, M A Carolina Power A Light Co 89/03/03 Document Control Branch 
(Document Control Dosk) 6pp 48834 197 4SS34 201 

890321006S Notification of 890320 meeting w/uti) in Rockville,MD to discuss licensing 
siaius at facility 

0ECKER.RA Prolecl Directorate 11-1 89/03/10 REEVES.EA Project Directorate fl 
1, 3pp 46661 '310-48961 321. 

89032T0392 Forwards results of radiochemical analyses in support of NRC Confirmatory 
MeasuromonlsProgram 

WATSON.RA Carolina Power A Light Co 89/03/16 KAHLE.JB Region 1, Ofc of 
Ihe Director. 2pp 48980 174-48980 175 

6903160266 Generic Llr 89 02 to all holders of OLs A CPs for nuclear power reactors re 
Gcllons to improve deloction of counterfoil A fraudulently marketed products Sve list 
end 

VARGA.SA. Associalo Director for Projects (Post 670411) 89/03/21 Consolidated 
Edison Co, of New York, Inc. 67pp 48980 001-48960057 

6903270309 Final responso to FOIA request for records App A records enci A available 
In PDR, 

QRIMSLEY.D H Division of Freedom of Information A Pubticatlons Services (Post 
890295) 89/03/23. WILLIAMS.OG JR A Associates 2pp. 

-6d033002€6 Advises that granting permission to move spent fuel rods for storage at 
Shearon Harris considerea unsafe move 

SMITH, JJ Chatham, NC 89/02/16 NRC - No Defaifed Affiliation Given Ip 


Q. Inspection report s» IE Bulletins A correspondence 

6'6<)2279107 Forwards Insp Rapt 50 400/89 01 on 6901 09-13 No violation or deviations 
noted 

DECKER.tr Region 2, Ofc of the Director 89/02/13 UTLEY.E.E Carolina Power A 
Lfghl Co. 2pp 48588 111-46586 121 

-6902270114 Insp Rapt 50-400/80 01 on 890109-13 No violations or deviations 
noted Major areas Inspected liquid A gaseous radioaclive effluents A plant chomfstry, 
HUGHEY,aA, KAHLE.JB Region 2, Ofc of the Director 89/02/09 9pp 48586,113- 
48688121 


6902230649 Advises that 880405 A 0927 responses to NRC Gullolin 60 001. "Defects 
m Weslinghouse Circuit Breakers" acceptable 

BECKER.hA Project Oireclorate 11-1 89/02/16 UTUEV.E E Carolina Power A Light 
Co 2pp 48555 355 48555 356 

8902170112 NRC Info Notice 89 020, "Weld Failures in Pump of Byron-Jackson 
Design " Svc fist end 

ROSSI.CE Division of Oporalional Events Assossmenl (Post 870411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043 48572 148 

690221 OSS 1 SuppI 1 to NRC Info Notice 68 073, "Direciion Dependent Leak Character- 
istics of Containment Purge Valves " Svc list end 

ROSSICE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 102pp 48580 001-4B589 1 10 

60022 10S&4 NRC Info Notice 89 021, "Changes In Performance Characteristics of 
Mofded-Case Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assossmenl (Post 870411) 89/02/27 
Consolidated Edison Co or New York, Inc 104pp 48578 032-40578 137 

8903080532 Responds to Bulletin 68-011, "Pressunzer Surge Line Thermal Stratifica- 
tion" Util participaling In program for partial resolution of issue through Weslinghouse 
Owners Group Objectives listed 

MCOUFFIE.MA Carolina Power A Light Co 89/02/28 Document Control Branch 
(Document Control Desk) 3pp. 48767'130 48767 132 

8903140051 Forwards Insp Repl 50-400/89 05 on 890206 10 No violations or devi- 
ations noted 

DECKER, T.R. Region 2, Ofc of Iho Director 89/03/01 UTLEY.E E Carolina Power A 
LighICo 2pp 48855.172-48855 168 

--6903140'054 Insp Repl 50 400/89 05 on 890206 10.No violations noted Major areas 
inspected util radiation protection program, including organizalion A mgl 
controfs.lraining Aqualificalions A Internal & external exposure control 
BASSETT, C.H, POTTER.JP Region 2, Ofc of the Director 89/03/01 15pp 
48855 174 48855 188 

6902270156 NRC Info Notice 89-022, "Questionable Certification of Fasteners " Svc list 
ervcl 

ROSSI.CE Division of Oporalional Events Assessment (Post 970411) 89/03/03 
Consolidated Edison Go of New York, Inc 105pp 48732 801-48732 106 

6902260104 NRC Info Notice 89 023. "Environ Qualification of Lillon-Veam CIR Series 
Electrical Connectors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/03 
Consolidated Edison Co of New York, Inc lOBpp 48723 038-40723 143 

8903270393 Forwards Insp Repl 50-400/88 40 on 881121-890120 A notice of violation 
REYES.L A Region 2, Ofc of the Director. 89/03/03 UTLEY.E E Carolina Power A 
LighICo 2pp. 491 10*144-49110 159 

^-6903270394 Notice of violation from insp on 881121 090120 Violation noted post 
main! testing requirements of checking motor rotation A monitoring for unusual noise 
or vibration tor room cooler nol performed 

REYES.L A, Region 2. Ofc of the Director 89/03/03 app 49110 146-49110 147 

“8903270396 Insp Repl 50-400/88-40 on 881121 890120 Violations noted Major areas 
inspected ope rational safety verificaUon, surveilianco observatlons.malnt 
obsorvat(ons.LERs A folfowup of events at operating power reactors 
BRADFORD.W H , SHANNON, M C . DANCE.H Region 2. Ofc of the Dlreclor 00/02/ 
16 12pp 49110 148 49110 159 

8902280162 NRC Info Notice 69-024, "Nuclear Criticality Safety." Svc list end 
CUNNINGHAM, R E Division of industrial A Medical Nuclear Safely (Post 870729) 
89/03/08, Consolidated Edlsor^ Co of New York, Inc 06pp 48700 262-40700.346, 

8903230464 Forwards Insp Repl 50 400/09 04 on 890130-0203 No violations noted. 
PEEBLES,! A Region 2. Ofc of the Director. 09/03/06 UTLEY.E E Carolina Power A 
Lfghl Co 2pp. 49023 008 49023 017 

“6903230462 fnsp Rept 50 400/89 04 on 890130-0203 No violations noted Major 
areas inspected design.desfgn changes A plant mod 

SMITH, C. JAPE.F Region 2. Ofc of the Director 09/03/02 8pp. 49023 010- 
49023 017 

8903010207 NRG Info Notice 89-026. "Instrument Air Supply to Safe ty-R elated Equip- 
menl " Svc list end 

ROSSLCE Division of Operational Events Assossment (Posl 870411) 89/03/07 
Consolidated Edison Co of New York, Inc 105pp 46741 053-46741 158, 

8903020165 NRC Info Notice 89 027. "Limilabona on Use of Waste Forms A High In- 
tegnly Containers for Disposal of Low Level Radwasle " Svc list end 
GREEVES.J T. Division of Low Level Waste Management A Decommissioning (Posl 
070413). 89/03/08 Consolidated Edison Co of New York, Inc 1l7pp 4879B114- 
48798 231 

0903080372 NRC Info Notice 89 028, "Weight A Clr of Gravity Discrepancies for Copes- 
Vufean Air-Operated Valves " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/14 
Consolldaled Edison Co of New York, Inc 107pp 48895 001-4B895 109 

6903090021 NRC Info Notice 89 029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers Duong Seismic Event " Svc list end, 

ROSSLCE Division of Operational Events Assessment (Post 070411). 89/03/15. 
Consolidated Edison Co of New York, Inc 106pp. 48870053-48870.169 

8903090133 NRC Info Nolice 89 030, "High Temp Environs at Nuclear Power Plants." 
Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 070411). 89/03/16 
Consolidated Edison Co of New York, Inc 106pp 46695 110 48895.215 

0903270326 Forwards Insp Repl 50-400/89-02 on 890130 0203 A notice of 
violation Rept details A nollce of violations withheld (ref 10CFR2 790(d) A 73 21). 
CLINE, WE. Region 2, Ofc of the Director 89/03/16 UTLEY.E E Carolina Power A 
Light Co 2pp. 49110 088-49110,090, 
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-0903270331 Pardally wimhatd Insp Rept 50 400/89 02 on 800130 0203 (ref 
10CFR2 790(d) & 73 2t) ViolaHon noted m adequate package search at protected area 
barner Major areas mspectad core Insp prograrh & followup iloms 
MASNYK.OM, MCGCiIRE.DR Region 2, Ofc of the Director 09/03/16 ip 
49110 090 49110 000 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Bods'* 
Svc list one I 

ROSSI, CE Division of Oporahonat Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of New York, Inc 103pp 48986 001-48906 103 

8903270201 Ack receipt of 890187 Itr & payment for civil penalty proposed by NRC on 
881228 Corrective actions wilt be examined during future insps to determine if further 
enforcement necessary 

LIE8ERMAN.J Ofc of Enforcement (Post 870413) 09/03/22 UTLEY.EE Carolina 
Power & Light Co Ip 49056 220 40056 220. 

B903260022 Responds to NRC 890303 Ur ro violations noted in Insp Ropt 50 400/6&- 
40,Correctivo actions motor leads reconnected^fan oporatlon verified on 881206 & 
maint hold point will be innplemenleci to verify reconnection of motor loads 
WATSON, R A Carolina Power & Light Co 89/03/22 Document Control Branch (Doc* 
umentConIrol Desk) 3pp 49074 051 49074 053 

8903170419 NRC Info Notice 89 032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys *’ Svc list onci 

ROSSLCE Division of Operational Events Assessment (Post 870411) 88/03/23 
Consolidated Edison Co of New York, Inc 104pp 48992 044 48902 147 


R, Periodic operating reports 8 ^ related correspondence 

6903070030 "Shearon Harris Nuclear Power Plant Semiannual Hadioactivo Effluent Re- 
lease Reel for Jul - Dec 1988,'* W/090227 Itr 

HINNANT.C.S , SIPP.J R . WATSON, R A Carolina Power & Light Co 68/12/31 49pp 
46763 228 48763 274 

8902240288 Monthly operating repl for Jan 1989 for Hams Nuclear Power Plant Unit 
1.W/a902t4 Ur 

HALE.MW, WATSON, R A. Carolina Power & Light Co. 89/01/31 8pp. 40583 340- 
48583.347 

6903220183 Monthly operating f-epl for Fab 1089 for Harris Nuclear Plant Unit l W/ 
090316 Itr 

HALE.M.W , WATSON.R A Carolina Power 8, Light Co 89/02/28 0pp 49004 290- 
49004‘305 


8. Reportable occurrences, LERs A related correspondence 

8903210164 LER 00 003 00 on 89020C, shaft of main feedwater pump ,A 
sheared, causing sudden reduction In feedwater flow to steam generators & pump 
trip.Caused by corrosion In sliait.Pump & local components repaired W/d60306 Ur. 
HOWE, A J , WATSON, R A Carolina Power & Light Co 09/03/00. 4pp 48992*302- 
48992 305 

8903160060 LER 89 004-00 on 890207,1083 of all throe circulating water pumps resulted 
in loss of all flow to main condenser, causing raaclor irip.Caused by air entering circu- 
lating water pump seal water sys Components repaired W/ 890309 Itr 
LEW,G T , WATSON, R A. Carolina Power & Light Co. 89/03/09 8pp. 48870*094- 
48878,101 

8903230055 LER 80 001-0Ton 8001 16, plant tripped duo to low condenser vacuum 
caused by personnel error on valve jineup.Shill foreman cloaranco placed on manual 
valve & repair to motor operalod valve completod.W/8g0316 Itr. 

SCHWABEN0AUER, wAtSON.R A. Caroline Power & Light Co, 89/03/15. 7pp 
49036 320-49036 326. 

6903270363 LER 09 001-02 on 8goi16,w/plant In Mode 1, reduction of turbine load 
ensued & turbine trip occurred duo to low condenser vacuum resulting in automatic 
reactor trip Caused by personnel error Personnel counselled W/890323 Itr 
SCHWABENBAUER. WATSON.R A Carolina Power & Light Co 89/03/23 7pp 
40058 014 49056 020. 


V. Operator Examinations 

6603200319 Fotwards Amend 9 to License NPF-63 & safety evaluation Amend revises 
Tech Spec 0 2 2.o lo require that monager-operallons must hold senior reactor opera 
tor (SRO) license or have held SRO license at facility or similar elant 
BECKER, R. A. Project Diroclorate II-1 89/03/02 UTLEY.EE Caroline Power & Ugh! 
Co 5pp. 48969,284-48969 294. 

-8003200324 Amend 9 to License NPF 63 .changing Tech Specs to require that manag 
er-qperatlons hold senior reactor operator (5RO) license or have at one lime held 
SRO license el facility or simitar plant 

REEVES, E A Project Directorate U-1 89/03/02 4pp 48960 289 48969 202. 

-8903200326 Safely ovaluallon swportmg Amend 9 to License NPF-63. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/03/02 2pp 
48969.203-48969 264 

6903220159 Generic Ltr 89 03 to all power reactor licensees & applicants for OL ro op 
orator licensing nail exam schedule Svc list encL 

VARGA, S A. Associate Director for Pro|ecle (Post 870411) 69/03/24. Consolidated 
Edison Co of New York, Inc, 64pp 49005.001-40005 056, 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


-0902230395 Proposed Tech Spec 6 4 2 2 a.rellQClIng revised proposed mtn inventory 
of 150 gallons per tool storage tank. 

* Dairy land Power Cooperative 89/02/15. 2pp 48569 351 48569 352 

8903160296 Gonoric Llr 89 02 lo all holders of OLs & CPs for nuclear power reaclojs re 
actions to improve dotectlon of couritorfelt & fraudulently marketed products Svc list 
end 

VARGA,S A Assoclato Director for Projods (Post 870411) 89/03/21 CensolicTated 
Edison Co- of New York. Inc 57pp 46960 001 48960 057 


O. Inspection reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89-020, *'Wold Failures in Pump of Byron-Jackson 
Design " Svc list end 

ROSSLCE Division of Oporational Events Assossmonl (Post 870411) 89/02/24 
Consolidated Edison Co ol New York, Inc 106pp 48572 043-46572 148 

B902210351 SuppI 1 to NRC Info Notice 80 073, "Direction Dopondent leak Character- 
istics of Containment Purge Valves." Svc Hat end 

ROSSI.C.E Division of Operational Events Assessment (Post 8704111 89/02/27 
Consolidaled Edison Co. of New York. Inc 102pp 46689 001 435B9 1 10 

6902210564 NRC Info Notice 69 021, "Changes In Performance Characteristics of 
Molded-Case Circuit Broakera *' Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27. 
Consolidalod Edison Co. of Now York, Inc, 104pp 46578 032-40578.137 

0902270158 NRC Info Nolico 80 022, "Queslionabla Certification of Fasteners " Svc list 
end. 

ROSSI.C E Division of Operational Events Assossmonl (Post 670411) 89/03/03 
Consolidated Edison Co of Now York, Inc 105pp. 48732 001-48732' 106, 

8902260104 NRC Info Notice 89-023. "Environ Qualification of Lilton-Veam CIR Series 
Electrical Connectors " Svc list end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of Now York, Inc 106pp 48723 038 40723 143 

89022&0'162 NRC Info Notice 89 024, "Nu-cloar Crillcalily Safety," Svc list end 
CUMNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
09/03/06 Consolidated Edison Co of Now York, Inc 96pp 48700‘252 46700 346 

69030101207 NRC Info Notice 89 028, "Instrument Air Supply to Safely-Related Equip- 
ment " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 89/03/07 
Consolidated Edison Co of New York, Ino 105pp. 40741 053-48741.150 

8903020165 NRC Info Notice 89-027, "Limitations on Use of Waste Forma & High In- 
tegrity Containers for Disposal of Low Level Radwaste " Svc lisl end 
QREEVES.J.T Division of Low Level Waste Management & Decommissioning (Post 
070413). 89/03/08, Consolidated Edison Co of ('few York, Ino 117pp. 48798114 
48798*231 

0903060372 NRC Info Notice 69 028, "Weight 8 Ctr of Gravity Discrepancies for Copes- 
Volcan Air Operated Valves,” Svc list ancT 

ROSSI.CE. Division of Oporallonal Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, Inc 107pp. 48695.001-48895.109 

8903090021 NRC tpifo Notice 89 029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Svc list end, 

ROSSLCE. Division of Operalional Events Assoasmenl (Post 870411) 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 48870053 48870.169 

8903090133 NRC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants” 
Svc list end. 

ROSSLCE Division of Operational Events Assessment (Post 870411} 69/03/15 
Consolidated Edison Co ol New York, Inc. 106pp. 48695.1 10 46895*216. 

6903160427 NRC Info Notice 89-031, "Swelling & Cracking ol Hafnium Control Rods” 
Svc Il9l one! 

ROSSI.D.E Division of Operational Events Assessment (Post 670411) 89/03/22. 
Consolidaled Edison Co of New York, Inc 102pp. 46986 001-48986*103. 

6903170419 NRC Info Nolice 89 032, "Surveillance Testing ol Low Temp Overpressure 
Protection Sys.” Svc Hat end 

ROSSLCE. Division of Operalional Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp. 48992:044 48992.147 , 


n. Periodto operating reports & related correspondence 

6903100195 "Radioactive Effluent Repl & Radiological Environ Monitoring Rept for 
LACBWR 1008” W/890224 Itr 

TAYLOR, JW Dalryland Power Cooperative 88/12/31. DAVIS,AB Region 3, Ofc of 
the Director 70pp 48810.038 4aaiO IQB. 


S, Reportable ooourrences, LERs & related correspondence 

6903070036 SuppI to 8001 04 special rept re Inoperability of high pressure svc water 
diesel tB.Fuel supplu sys was source ol problem-Fuel supply sys will be replaced w/ 
above ground tanks for both diesels 

TAYLOR. J.W. Dalryland Power Cooperative 09/02/16 DAVIS.A0 Region 3. Ofc of 
the Olreotor. 4 pp. 48763,313 48763;316. 


P. Operating license stage documents & correspondence 


V. Operator Exernlnations 


6902230392 Supplemental application for amend to License OPR 46, revising BQ0222 
application by char^glng Tech Spec 6 4.2.2, a lo propose min inventory of 160 gallons 
per fuel storage lank 

TAYLOR, J.W Dalryland Power Cooperative BO/02/16. Oocuiwent Control Branch 
(Dooumenl Control Desk) 2pp. 48569.349-4Q569 3B2. 


6903220159 Generic Llr 89-03 lo all power reactor licensees & applicants for OL re op- 
erator licensing n.atl exam schedule. Svc list end. 

VARQA,S,A. Associate Diraclor for Projects (Post 870411). 69/03/24. Consolidated 
Edison Co of New York, Ino B4pp. 4 9CW 5,00 1-4 9005 056. 



188 DOCKETED ITEMS 


DOCKET 50-410 NfNE MILE POINT NUCLEAR S3TATION. UNIT 2 


E. NRC Safely Evafuallon Report (SER), suppis & correspondence 

8600280064 Releases ercl draft info provided to ti!il on B60B25 to assist in responding 
to NRC concerns, to PDR & LPDR 

HAUGHEY.M BWfl Proiect Directoralo 3 ADENSAM.E NRC No Detailed Afhlialion 
Given 66/08/26 MCKNIGHT, J Records Services Branch (Document Control Branch) 
iPre 870120) Ip 37695 163-37695 IBt 

-6 608 1004 1 3 Ltsls comments ro util comments on emergency preparedness areas ol 
SSERa 1 & 2 Figure 8 in Item 13B should be Figure t & stated sentence in SEft Pago 
13 20.fifth paragraph, in Item 152 should bo- roittoved 

MATTHEWS, DB Emergency Preparedness Br Ddv Emergoncy Preparedrioss & Engi 
neenng Response, IE 86/08/12 ADENSAM.E G BWR Project Dirortorato 3 7pp 
37695164-37695170 


F. Securltyi medical, emergency & fire protecifon plans 

860B280064 Releases end drall info, provided to uM on 660B25 lo assist in responding 
to NRC concernsjo POP & LPDR 

HAUGHEY.M BWfl Project Directorate 3 ADENSAM.E NRC - No Ootailod Alliliation 
Given 86/08/26 MCKNIGHT.J Records Services Branch (Oocumont Control Branch) 
(Pre 870120) Ip 37695 163 37695 181 

-6608190413 Lists commenls re util comments on emorgency preparodnoss areas of 
SSERs 1 & 2 Figure 8 in Item 138 should be Figure 1 & stated sentence in SER Pago 
13 20, fifth paragraphjn Item 152 should be removed 

MATTHEWS.DB Emergency Preparedness Br.Div Emergency Preparedness & Efigi 
noering Response, IE 88/08/12 ADENSAM.E G DWR Projecl Directoralo 3 7pp 
37695164 37695170 

8903140236 Final response lo FOIA requost for documents Forwards App A 
documents App A documenls also available m PDR 

GRfMSLEY.DH Document Conlrol Branch (Document Control Desk) 09/03/09 
HAWKINS, M ImpellCorp 2pp 48075002 48875 083 

-0810130013 Informs of headquarters participalion in listed oxcrcisos w/ regions for 
1988-1989 

SPESSARD.R L Division of Oporalional AssossmonI (Post 0704 13^ 80/09/23 
ALLAN, JM Region 1. Ofc of the Director ERNEST.M L Region 2, Ofc ef tho Oircc 
tor PAPERIELLO.C J Region 3, Ofc of tho Director 2pp 40875 004 48875 085 

-0903140269 Informs of planned regional participation In emergency oxercisos lor 
FYa9 Tenlalive schedule of activilies listed 

HUSSELUWT Region 1, Ofc of the Director 80/11/04 Region 1 . Ofc of tho Diroc 
tor 22pp 48875 086 48675 107 


H. General correspondence 

8612240206 Lists appropriate recipients for correspondence ro nucloar aclivilics.socunty 
matters & OA 

DONLON.WJ Niagara Mohawk Power Corp 66/12/16 STELLO.V Ofc of the Execu- 
tive Director for Operations 1 p G9086 085 0608 6 085 


J, Insurance & Indemnity information 

8902270612 Forwards ondorsomanls to fisted NELIA & MAELL) poltcies & certiftcatos 
OCONNOR.D J Marsh A McLennan. Inc 89/01/13 DINITZ.I Office of Nuclear Rooc 
lor Regufalion. Dfrector (Post 070411) 125pp 40565055 48505 179 


P. Operating license stage documents & correspondonce 

0902260049 Informs lhat submiltal of response to Gonoric Llr GB-14, “Inslrumenl Air 
Supply %s Problems Af feeling Safely Rofated Equipment” defayod until 800310 
TERRY.CO. Niagara Mohawk Power Corp 69/02/17 Office ol Nucloar Reaclor Ron 
ufalioa Direclor (Post 87041 1) Ip 48636 153 48636 163 


8903240019 Summary of 090307 meeting w/ulil to introduce J Entirtes & L Burkhardt A 
discuss Burkfiardt plans for improving porformance al facility List of attondees onct 
SLOSSON.MM Project Directorate (-1 09/03/17 Project Diredorato 1-1 5pp 

49040001 49040 005 

89O32B024O Acfvisos that submiUal of final ropt in response lo Gonoric Llr 88 14 efe 
layod until 890331 due to util nol comploting review 

TERRY ,C 0 Niagara Mohawk Power Corp 89/03/20 Documont Conlrol Branch 
(Document Control Desk) ip 49075 359 49075 359 

6903160296 Geneuc Ltr 89 02 to all holders of OLs A CPs for nuclear power reactors re 
actions to Impiovo detoction of counterfoil & fraudulonlly marketed products Sve list 
onci 

VARGA, S A Associate Director for Projects (Post 870411) 09/03/21 Consolidated 
Edison Co of Now York. Inc 57pp 48960 001 40960 057 


Q, inspection reports^ IE Bulletins & correspondence 


8902170112 NRC Info Notico 09 020, “Wokf Failures in Pump of Byron-Jackson 
Design " Sve list end 

ROSSI, CE Division of Oporalional Events Assobsmonl (Posi 870411) 09/02/24 
Consolidated Edison Co of Now York, fnc 106pp 40572 043-40572 140 

8902210351 SuppI 1 to NRC Info Noiico 80 073, ‘‘Direction Depondonl Leak Character- 
istics ef Conlalnmonl Porno Valves *' Sve fist end 

ROSSI, CE Ojvision of Oneralionaf Events Assessment (Post 0/0411) 89/02/27 
Consolidated Edison Co or Now York, fnc ll)2pp 40580 001-40589 1 10 

8902210564 NRC Info Noiico 09 021, ‘‘Changes in Porformanco Ch a radon sties of 
Molded Caso Circuit Breakers " Sve list end 

flOSSI.CE Division of Oporalional Events AssossmonI (Post 070411) 89/02/27 
Consolidated Edison Co of Now York, fnc 104pp 40570 032 40570 137 

8902270160 NRC Info Notice 89-022, ''Quoslionabfo CerldicaKon of Fastoners ” Sve fisl 
end 

ROSSI, CE Division of Oporalional Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co oi Now York, Inc lOSpp 48732 001 40732 100 

8902280104 NRC Jn(o Noiico 00 023, ‘‘Environ Qualification of Litton Veam GIR Seri os 
Elocirical Connectors " Sve fist oncf 

ROSSI.CE, Division of Oporalional EvQr>1s Assessment (Post 070411) 09/03/03 
Consolidated Edison Co of Now York, Inc 106pp 48723 030 48723 143 

0902280162 NRC Info Notico 89 024, ”Nudoar Crilicafily Safoly ” Svc list oncI 
CUNNINGMAM',R E Division of Industrial & Medical Nucloar Safety (Post 870729) 
89/03/06 Consolidated Edison Co of Now York, Inc 96pp 48700 262 40700 346 

0903140470 Rosponefs to NRC Gultoiln 80 007.Suppl 1, "Power Oscillation in BWRs ” 
Training of plant eporating afaff in revised procedure complotorl w/oxcepllon of 
makeup class for those who missed tholr regular training period 
TERRY.CO Niagara Mohawk Power Corp 09/03/06 Documont Conlrol Branch 
(Ooctimonl Conlrol Desk) Ip 40058 179 46058 179 

0003010207 NRC tnfo Noiico 00- 026, ''Inslrumont Air Supply to Safety Related Equip 
monl ” Svc list end 

ROSSI, CE Division of Oporalionn! Events Assessment (Post 870411) 09/03/07 
Consolidalod Edison Co of Now York, Inc 105pp 48741 053 40741 160 

8903020166 NRC Info Noiico BO 027, "Limitations on Uso of Waslo Forms A High In 
tonrily Conlamors for Disposal of Low Level Radwaslo " Svc fist onci 
GREEVES.JT Division of Low Level Waslo Management A Decommissioning (Posl 
870413) BD/03/00 Consolidated Edison Co of FTow York, Inc 117pp 48708114- 
4D700 231 

0903170118 Responds t-o violations noted in Insp Ropt 60 410/80-30 Corrodivo 
actions memo will bo Issued advising engineering personnel to uso oxlra caution to 
on sure thal Input (or safoly ovaluations surficfonlfy detailed A clear 
BURKHARDT, L NIogara Molmwk Power Corp 89/03/10 Document Conlrol Branch 
(Documont Control Desk) 4pp, 40804*216 40894 218 


8903860099 Forwards "Supplemontal Power Ascension Tost Program, Final Startup 
Repl" A Rev 1 to "Power Ascension Test Program.Flnal Slarfup Ropi " End suppI lo 
ropt documenls potential plant safety effects of core flow problem as required In LER 
BURKHARDT, L Niagara Mohawk Power Corp 89/02/21 Documont Control Branch 
(Document Control Desk) Ip 48733 114 48734 185 


B9032 10328 Forwards Insp Ropla 50 220/89 02 A 50 410/09 01 on 090106 0217 In- 
spectors noted unsatisfactory trond in conlrol of sys stalus at Unit 2,speciffco)ly,add 
drain lino valves, tyoon tubing A scram discharge vol air vents nol aligned 
WENZINGER.EC Region 1 . Ofc of the Director 00/03/10 BURKKARDT.L Niagara 
Mohawk Power Corp 2 pp 4C901 002-48081,1 16 


-8903060102 "Supplemental Final Startup Rept" 

PAO.T , JONES.MC, CONWAY.JT Niagara Mohawk Power Corp 69/02/15 125pp 
48733 116 40733 251 

-B&03060104 Rev 1 lo "Power Ascension Test Program, Final Startup Rept ** 

• Niagara Mohawk Power Corp 89/02/20 225pp 48733 252-40734 185 


8903020432 Forwards Rev 4 to NMPCOATR-1, "QA Program Topical Ropl for Nino 
Mile Point Nuclear Station Operations," Revs include corpora to roporling A rosponst 
as descripipons (or organizations not previously tdonlified 
PAIMER.DR Niagara Mohawk Power Corp 89/02/22 Document Conlrol Branch 
(Document Conlrol Desk) 4pp 48674.001-48674 0B6 


-8903020486 "OA Program Topical Rept (or Nino Mile Point Nuclear Station Opar- 
alions * 

PALMER.DR Niagara Mohawk Power Corp 88/12/31 02pp 46674 005-40674,086 


-8903210337 Inap Ropls 50-220/09 02 A 50 410/89 01 on 090106 0217 Violalion 
nolod Major r^roas Inspaclod oulago work.liconsoo action on previously IdenlifiQd 
Homs, NRC bullolin A generic llr roviews A Unll 1 coro spray pipe wall spider cracking 
JOHNSON, JR Roglon 1, Ofc of Iho Dnoclor 09/03/09 23pp 46961 094-46901 116 

8903230219 Discusses Safety Insp Ropl 50 410/68 21 on 861203-21 A forwards noiico 
of violation Civil ponafty will not bo issued since ulll corfocllve actions for violalions 
woro compreftonsivo 

RUSSELL, WT Roglon 1, Ofc ol llio Diroctor 69/03/13 BURKHARDT L. Niagara 
Mohawk Powor Corp. 4pp 49022 146-49022 153 

'•8903230221 Notice of vtolntlon from Insp on 081203-21 Violalion noted ADS DIv I idp 
sys tnoporable duo lo wiring error in logic circuitry A ronclor nol placed in hot shut- 
down condiiion w/roactor In Operational Condilion 1,2 A 3. 

RUSSELL, WT. Region 1. Ofc ol Iho Director 89/03/13. 2pp 49022 152-49022153 


8903160004 Summary pf 890222-23 meetings w/ulll A EGAG Idaho.fnc ro issues rosult- 
Bncl"°'^ ^ inservIce losting program Lisl of allondeos 

4fe876 102^4B876-1W ^ Dirodorate J-1 89/03/10 Project Directorate 1 1 22pp 


8903240299 Forwards Safely Insp Ropl 50 410/89 03 on 690123-27 No violations 
notod 

MARTIN.TT Region 1, Ofc of the Direclor 69/03/13 MANQAN.CV Niagara 
Mohawk Powor Corp 2pp 49062 343 4D082 351 



-6903240302 Insp Ropl 50-410/80 03 on 690122-27 No violalions noted Major areas 
inspoclod In service Insp activilies to ascorlam if ficonseo aclivitios in compliance w/ 
ASMH Code A regulatory roquIromenlB A NDE personnel corbficalion 
MCBREARTY.R A , KERCMJTW, STRO$NIDER,J R Roglon 1, Ofc of Iho Director, 
89/02/26 7pp 40002 346-40062 351 
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8903080372 NRC Info Nolico 09 020, ' ‘Weight & Clr of Gravity Discrcpancios for Copes 
Vulcan Air Operalod Valves " Sve hat oriel 

ROSSI CE Division of Oporalional Events Assessmenl (Posl 870^11) a9/03/H 
ConsolidalGcl Edison Co of New York. Inc 107pp -^8895 OOt -40095 109 

0903090021 NRC Info Notice 00 029, “Potonliai Failure ol ASEA Brown Dovcri Circuit 
Breakers During Seismic Event ’■ Sve list end 

ROSSI.CE Division of Onerattonal Evonis Assessment (Posl 870ni1) 89/03/16 
Con sotida led Edison Co at New York, Inc 106pp 46870 053*48870 169 

8903090133 NRC Info Noltce 69 030, "Higli Temp Environs at Nuclear Power Plants “ 
Sve list end 

ROSSI.GE Division of Operational Events Assessment (Post 670411) 09/03/15 
Consolidatod Edison Co oi New York, fnc 1Q6pp 40Q95 n0*4089&21& 

6903220432 Documents util commilrTionl in response to Special Team Irrsp concerns re 
procodural compliance, per 890314 telcon w/iitil NRC agreed to review corporate & 
station policies concerning procodural adhorence to assure consistency 
CAPRA.RA Project Direcloralo 1-1 89/03/15 WENNINGER, HC Region 1. Ofc of 
Ilia Director 4pp 49003 2QB 49Q03 291 

8903220261 Advisos Uiat screenhouse not designated vital area, In response to Insp 
Repls 60 220/88-20 & 50 4 10/08-20 

TERRY.CD Niagara Moftawk Power Carp 89/03/16 Document Control Branch 
(Document Control Desk) Ip 49007 159 49007 159 

8903160427 NRC Info Nolic© 89 031, "Swelling & Cracking of Hafnium Control Rods " 
Sve list end 

ROSSI, CE Division of Operational Events Assossmeni (Posl 070411) 89/03/22 
Consolidated Edison Co of New York, Inc 102pp 489Q6 001-48966 103 

0903170419 NRC Info Nollce 89 032, "Surveillance Tosling ol Low Temp Overpressure 
Proleclion Sys " Sve fist end 

ROSSI, CE Division ol Operational Events Assoasmont (Posl 870411) 89/03/23 
Conaolidaled Edison Co of New York, Inc 104pp 48992 044-48092 147 


H. Periodic operating reports & related correspondence 


8903140035 "SomlannuBi Radioaclivo Eftiuent Releaso Rept Jul Dec 1968 " V^/090302 
Mr, 

WILLIS, JL Niagara Mohawk Power Corp 00/12/31 40pp 48050,111 40058:159 

8903240321 Monthly opcraling rept for Fob 1909 for Nina Milo Point Nuclear Station 
Unit2W/800313 Ur 

TOMLINSON.es, WILLIS,JL Niagara Mohawk Power Corp 89/02/28 44pp 
49044 215 40044 258 


s, Reportable occurrences, LERa & related correspondence 


8902240342 LER 87*024*02 on 870517 6 27, actuation ol ESF occurred Caused by use 
of oxcossively conservative trip setpoints for flow swachesFlow swdcitos in both 
above & below refueling floor main oxhaust ducts rscal'ibr.W/OD0209 Itr. 
MAZZAFERRO,P A , WILLIS, J,L Niagara Mohawk Power Corp 89/02/09 6pp 
48579 263 48579 260 

8902230384 LER 68v043 Ol on 08 1008, unit experienced HPCS Initiation & concurrent 
div 3 diesol generator room standby exhaust fans start duo to to lo water level 
signol Caused □/ personnel error Technician received disciplinary action W/0902 15 hr 
LAGOE.LJ, WlUlS.JL Niagara Mohawk Power Corp. 89/92/15 5pp 40568 202* 
46566 296 

8902260376 LER 89 001*00 on 8901 2 2, reactor shutdown cooling sys isolated during 
surveillance tosling Caused by Inadequate procedure review Isolation soaMn slgn^ 
reset Procedure revised W/ 0902 1 7 Ur 

LAGOE,LJ„ WILLIS.JL Niagara Mohawk Power Corp. 8G/02/17, 5pp 48633.291* 
46633 295 

8903060171 PNO 189-011 Entry of Operational Mode 2 (startup) pendirvg roaotutlon of 
design problem w/sve water sys divisional cross connect valves scheduled No con 
corns luonlHiod that would preclude Unit 2 startup activities 

COOK,W, JOHNSON,J Region 1. Ofc of the Director 89/02/24 Ip 46713'350* 
46713 350. 

8903070026 LER 89 002*00. on dg0126,unldGntified etecfrlcat blocKout in wall found not 
to have boon sealed Caused by design deficiency Work reguosl issued to seal 
blockoul Evaluation of water Irghl ponolratlon seals performed W/8902Z4 Hr 
WARD,K . BURKHARDT.L Niagara Mohawk Power Corp 09/02/24 6pp 48704 119- 
40764 124 

6903230160 LER 07 07 1 01 on 8711 12.Div 1 isolation of RCIC sys & Isolation signal to 
various Div 1 RHR sys isolation valves expQrienced.Causoct by design 
deficiency Inslrumenl & control technicians trained re event W/890310 llr. 

WARD,K, WILLIS.JL Niagara Mohawk Power Corp 89/03/10 6pp 49028 140- 
49020 145 

6903220357 Pari 21 rept re delect In post lube pilot valve ol emergency diesel genera- 
tors 

TERRY.CD, Niagara Mohawk Power Corp 09/03/16 RUSSELL, W,T Region 1, Ole 
of the Director 3pp 49004 350-49004*360. 


V. Operator Examinations 


6903220159 Genoric Ltr 69*03 lo all power reactor licensees & applicants for OL re op 
erator licensing nail oxam schedule Sve list end 

VARQA.SA, Aasociale Director for Projecls (Post 870411) 89/03/24 Conaolidaled 
Edison Co, of New York, Inc 54pp 49005 001 49006 056. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F Sacurlty, medfcal, emergency & fire protection plans 

8903090290 Advises that 880018 Rev 5. Issue A to physical socunly plan consistent w/ 
provisions of 10CFR50 64(p) & accGptablfl 

BELLAMY.R R RogLon 1, Ofc of Ihe Director 89/02/27 SIEBEH.JD Duquos no light 
Co 3pp 48 000 24 4 40000 246 

8903140206 Forwards Safety Insp Repis 50 334/89 01 & 50 412/80 01 on 890101- 
0215 No viol aliens niOted 

WIGGINS.JT Region 1, Ofc of the Director 89/03/02 SIE6ER,J D Duques ns light 
Co 2pp 4QB40 342 40840 350 

-6^03140209 Insp Rept 3 50 334/89-01 & 50 412/89 01 on 890101 0215 No violations 
or unresolved iloms identdmcj Major areas Inspociod licensee actions on previous Insp 
findings, plant operal ions, socurily, radiological conlrols & fire protection 
TRIPP,! E Region t, Ofc of the Djroctor 09/03/02 15pp 40840344 48040 358 


J, Ineurance & Indemnity Inlormatlen 

8902270612 Forwards ondersomenta lo listed NelIA & MAELU policies & certificates 
OCONNOR.DJ Marsh & McLonnan, Inc 89/01/13 DINIT2,I Office of Nuclear Reac- 
tor Regulatcon, Director (Post 870411) 125pp 40585 055 40565 179 

S902270310 Forwards replacofnent Erdorsomenls 1,2.3 A 4 to NELIA & MAELU Certifi- 
cates N-110 & M 1 10, respectively 

OCONNOR.DJ Marsh & McLennan. Inc 69/02/06 DINITH,! Office of Nuclear Reac- 
tor Requlalioo, Director {Post 670411) 13pp 46507 097 40567 109 

0903140254 Submits info re proporly damage Insurance coverages for plant 
SIEBER.J 0 Duquesne Light Co 09/03/01 Document Conlrol Branch (Document 
Control Dosk) 2pp, 40855 076-40855 077 

6903230393 Forwards certificate of company ro guarantee of payment of deferred pre- 
miums & ack by Amentrust that bank reserving portion ol company lino ol credit for 
doloffcd premiums 

MORAN, TR Cleveland Electric Illuminating Co 60/03/15 DINITZ,! NRC - No De* 
tailed Affiliation Given 2pp 49036 369 49036 362 


P. Operating license stage documents & correspondence 

6903010020 "Slarlup Ropi Suppl 4 for Beaver Valley Power Station, Unit 2 ” W/890203 
llr 

SIEBER.J 0 Duquosno Light Co 89/02/03 18pp 48653 255 <16653 272 

8902270462 Responds to design & operolions verification requested by Generic Llr 80* 
14, "‘Instfumonl Air Supply Sys ProWoms Affecling Safely Ro I Qlod Equipment" Con- 
tainment Instrument air dowpoint will be routinely monitored using indicator 
SIEBER.J 0 Ouquesno Light Co 89/02/17 Document Control Brandi (Documont 
Conlrol Desk) t3pp 48586 247 48506 259 

6903030186 Mrlificalion of 89022 B meeting w/ulil In Rockville, MD lo discuss util per 
sonnel (ochHiical issues re proposed request to ofiminate certain largo boro snubbers 
TAM.PS Project Direcloralo 1*4 09/02/22 MURLEY,T. SNIEZEK.J., MIRAGLIA.F 
NRC - No Detailed Affiliation Given 3pp <18693219 46003221 

6903100091 Forwards rospense to recommended programmed onhancomenls in Go 
none Llr 88*17, "Loss of DHR " Mods will bo completod to provido two indeponder^l 
RCS level Indications Preparation of procedure revs underway 
SIEBER,J D OuquQsne Lighl Co 80/02/23 Documoat Conlrol Branch (Document 
Conlrol Desk) 7pp 48006 077-40006 083. 

6903020416 Forwards nonpropriolary Suppl 1 lo WCAP- 12094 & proprielary Suppl 1 lo 
WCAP* 12093, "AddI Info in Support ol Evaluation of Thermal Slratificalion for Beaver 
Valley Unit 2 Prossunzor " Propitolary rept withheld (rof 10CFR2 790). 

SIEBER.J D Duquosno lighl Co 60/02/24 DocumenI Conlrol Branch (Document 
Control Dosk) 4pp 48739 021-40739 050 

-8903020429 Requests wilhhofding ol proprietary Suppl 1 to WCAP 12003, "AddI Into 
In Support of Evaluation of Thermal Slraiificalion for Boavor Valloy Unit 2 Presaunzor 
Surge tin a," (rof 10CFR2 790) 

WIESEMANN.R A. Weslinghcuso Electric Corp 89/02/20 MURLEY.T Office ol Nu- 
clear Reactor Regulation, Director (Posl 870411) 25pp 46730.025 48739 050 

-6903020440 Suppl 1 lo "AddI Jnlo in Support of Evalualion of Thermal Slralilication for 
Ooaver Valley Unit 2 Pressurizer Surge Line " 

COS1.0W.BJ, ANTAKI.GA, PALUSAMY.SS Weslinghouso Electric Corp WCAP- 
12094 SOI 89/02/23 9pp 40739051 40739058 

8903090273 Clarifies ulil 090224 Hr for interim approval ol request lor primary compo- 
nont support sr^ubber elimination for jioriod of one fuel cycle to allow snubber removal 
during Unit 2 first refueling outago W/revisod atlachmoni to 860224 Itr. 

SIEBER,JO Duquoana tight Co OD/OZ/27 Docu mo nl Control Branch (Document 
Control Desk) 3pp 40783 350-40783 352 

6903090043 Forwards notice of withdrawal of Amond Roqueal 10 to revise appiicabio 
specs to roduco number of incoro instrument thimbles required to bo operable durmg 
firsl fuel cycle.por 680 1 \Z roquost 

T/^M.PS. Project Oirocioraio 1-4 69/03/01. SIEBERJ D Duquesn'O Light Co. 4pp, 
48704 OOQ-48704 013 

-8903090049 Notice of wilhclrawai ol amend to License NPF'73, revising Toch Specs to 
reduce- number of incoro instrumeni thimbles required lo be oporablo during first fuel 
cycle 

TAM.PS Project Di roc torato 1-4 80/03/01 4pp 40784 010 48704 013 

6903090126 Advises Uiat 880225 Issuo 2, Rev 0 & Issue I.Rov 1 to oil site dose calcula- 
tion manuals acceptable 

TAM.P S Project Direcloralo I 4 89/03/02 SIEBER.J D. Ouquesne Light Co. 2pp, 
48800 338.48800 34Q 
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69031 3 D244 Granls 081027 request 1o m0(fify RCS compononi supports tor Uml 2 
STOLZ,J F Project Directorate I 4 89/03/03 SIBBER, J D DuquQSne Light Co 4pp 
40021 269*48821 272 

8903160501 Responds to flfll 103 reqi/Gbl ro use ot ASME Code Cases N-356, N -<145 8 
N'446 Cade cases accept ah le tor use in tacilrly in service insp program 
TAM, PS Projeci Directorate 14 89/03/00 SIBBER, JD Duquesno Light Co 4pp 
40079 357*48879 360 

8903S1005B Forwards notice of proposed ulil corporate rostrucluring for FR 
publication Plan would create new lioidjng company.DQE, Inc.which would wholly own 
Duquesne Light Co 

TAM.PS Project Dfrectoraie 14 89/03/09 SIBBER, J D Duquesno Light Co 2pp 
48980 259 48980 262 

”8903210060 Notice of proposed util corporato roslfuctunng.crealirrg holdino 
c-ornpany.DOE.Inc.to become sofe owner of Duquesne light CoPuquesne stock will 
bo transferred (o DQE.Inc 

TAM.PS Project Directorate I 4 89/03/09 2pp 48980 261 48980 262 

8903210254 Forwards detailed descnpiron ot specific iloms associated w/DCRDR & 
SPPS which util cannot complete prior to startup folfovving first reiueting oulage.per 
690222 djscussion w/NRC re util 890130 proposed license change 
SIBBER, JD Duquosne Light Co 89/03/09 Document Control Branch (Document 
Control DosW 12pp 48980 176 48980 187 

8903270009 Submits supplemental responso to NRC programmed enhoncemanls identi 
Tied in Gen erne Hr 68*17. *'Loss of DHR ’ Dates for sevenlh & first retuoling lor facility 
provided 

SCEBERJ D Duquesne Light Co 69/03/17 Document Control Branch (Document 
Conirol Desk) 2pp 49056 216 49056 219 

6903160295 Generic Llr 39 02 to aft holders of OLs & CPs for nuclear power reactors re 
actions to irrprovo detection of counterfeit & fraudulently marketed products Sve tisl 
encl 

VARGA,SA Associatu Director for Projects (Post 870411) B9/03/21 Consolidated 
Edison Co of Now York, fne 57pp 4896000148960 057 


Q Inspeclfon reports, IE Bulletins JL correspondence 

8902170112 NRC Info Noiice 89-020. "Weld Failures in Pump of Byron Jackson 
Design ■* Sve fist end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/02/24 
Consolrdated Edison Co ol Nevr York, Inc 106pp 48572 043 48572 MB 

6902210351 SuppI 1 to NRC fnfo Notice 88 073, "Oiroclion-Dependent Leak Character' 
I silos Of ConlainmenI Purg^o Valves " Sve fist end 

ROSSI, CE Division of Operalional Events Assossmonl (Post 870411) 09/02/27 
Consolidated Edison Co of New York. Inc 102pp 48589 001 48589 110 

8002210S64 NRC Info Notice 80 021, "Changes in Performance Characteristics of 
Molded Case Circuit Breakers “ Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consdfdetod Edison Co of New York, Inc 104pp 4Q578 032-48570 137 

0903140604 Forwards Insp Ropis 50-334/89-03 & 50 412/69 03 on 890130-0203 One 
(icenseo identified violation reviewed w/ rospecl lo crKoria for nonissuance of notice 
of violation All criteria mol 

BELLAMY, R R Region I, Ofc of Ihe Director 89/03/01 SIEBER.JP Duquesne Light 
Go 3pp 48853 293.46653 306 

”8903140690 Radiological Controls (nsp Repls 50-334/89-03 & 50 412/89 03 on 
890130 0203 Major areas inspected licensee action on previous NRC fmdinQS & plan- 
ning preparation for upcoming refueling outage Licensee identified violation reviewed 
NIMITZ.RL, SHANBAKy,M Region 1, Ofc of the Director. 69/02/23 lipp 
46853 296 48653'30e 

8903140206 Forv/ards Safely Insp Repts 50 334/89 01 0 50 412/80 01 on 800101- 
02 1 5 No vrof aliens noted, 

WIGGINS, J T Region 1 . Ofc of the Director 09/03/02 SIEBER.J D Duquesne Light 
Co 2pp 48840 342-48840 358 

-8903140209 tnsp Roots 50 334/89-01 & 50-412/89-01 on 690101 0215 No yiolalions 
or unresolved items Identihed Major areas inspected licensee actions on previous insp 
findlngs,pfant ope rati on s, se cun ty.r ad lo logical controls & fire protection. 

TRIPP.L E Region 1, Ofc of the Director 89/03/02. 15pp. 48840344 4B840 358 

8902270150 NRC Info Notice 89-022, ■'Questionable Cerlificakon of Fasteners.” Sve list 

irt,nr>»n . /■«-- - 


8903000372 NRC fnfo Notice 89 028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vufean Air Operaled Valves *' Sve list encT 

ROSSI, CE Division of Operalional Events Assossmonl (Post 870411) 89/03/14 
ConsflIidalGd Edison Co of Now York, fnc 107pp 48895 001-48895 100 

8903090021 NRC tnfo Notice 69 029, "Potential Failure of ASEA Brown Boven Circuit 
Breakers During Seismic Evonl " Sve list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of Now York. Inc 106pp 48870 053 48870 169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSI, CE Division of Operationaf Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 40895 1 10 48095 215 

0903160427 NRC Into Notice 89 031, ‘Swelling & Cracking of Hafnium Conirol Rods " 
Sve list oncf 

ROSSI.C E Division of Operational Events Assessment (Post 8704 1 1 ) 89/03/22 
Consoljdaled Edison Co ol New York, Inc 102pp 48986 001-48986 103 

8903170419 NRC Ir^fo Notice 89 032, "Surveillance Testing of Low Ternp Overpressure 
Proleclion Sys “ Sve list end 

RQSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/23 
Consolidaled Edison Co of Now York, Inc 104pp 48992 044 48992 147 


R, Periodic operating reports & related correspondence 

6903100202 "Semiannual Radioaclivo Effluent Release Ropt Second Half 1088'* W/ 
890223 llr 

SIEBER.J D Duquesno Light Co 88/12/31 66pp 40813 142-40813 206 

0903160037 Monthly operating ropts for Feb 1989 for Beaver Valley Power Slalion 
Units 1 & 2 W/6g0308 Itr 

WINQER,MA, SIEBER.JD Duquesne Light Co 09/02/28 lOpp 48085 012- 
40685 021 


S. Rep-orlabfe occurrences, LERs & related correspondence 

8902270693 LER 80-002 00 on 8901 19.con1rOl room bottled aif pressurization syS aclu 
ated when chlorine dotacior B tripped Caused by probe carrier absorbing chlorine 
from test rig Emergency air bottles isolated W/ 89021 7 itr 
NOONAN.TP Duquesne Light Co 09/02/17 Spp 40589.111-48589 115. 

8903220424 LER 89 003 00 on 69021 2, noticed erratic operation of main feodwalor reg- 
ulating valve C & turbine Inp/reactor trip occurred due to high water level in steam 
generator C, Caused by valve vibration & hydraulic forces W/890314 llr 
NOONAN.TP Duquesne Light Co 89/03/14 6pp 49003 052-49003 057 


V, Operator Examlnatfons 

8903220159 Generic Ltr 89 03 to all power reactor licensees & applicants for OL re op- 
erator licensing nail exam schedule Sve list end 

VARGA, S A Associate Direclor (or Projects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 40D05 001-49005 056 
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F. Security, medical, emergency & fire protection plans 

0902280340 Emergency Plan Implemenling Procedure HP/O/B/ 1009/07, "In-Pfant Par- 
ticulate & iodine Moniloring Under Accident Conditions ” W/890216 Ur 
TUCK6R.HB Duke Power Co 89/02/16 0pp 48625 229-48626 237 

8902270420 AcK receipt of scope & objectives for 690427 radiological emergency pre- 
paredoosa exorcise submittal appears to fulfill requirements 
DECKERJR Region 2, Ofc of the Director 89/02/17 TUCKER.H B Duke Power Co 
Ip 48585 360 48585 360 

0903060105 Forwards public version of Rev 28 lo "Crisis Mgt Plan for Nuclear Sla- 
lions " 

TUCKER, H.B Duke Power Go 89/02/17 Document Control Branch (Document Con- 
trol Desk) 2pp 48736 168-4673S 130 

-0903060120 "Crisis Mat Plan For Nuclear Stations." 

•Duke Power Co B8/J2/01 200pp 48736 1 70-48738.130 

8903200362 Advises (hat 881230 Rev 11 lo emergency plan meets planning stds of 
10CFR50 47(b) & requirements of App E lo 10CFH60 except for Figure E-3 re techni- 
cal support ctr activation cheokllst.Figure should be revised 

DECKER, T R Region 2, Ofc of the Direclor 89/03/02 TUCKER, H.B Duke Power Co. 
2pp 46959 320 40959 330 

0903220460 Advises that util currently assessing changes required to 670626 & 1020 
subnuUals of Tech Spec changes to remove alf fire protection requirements from Tech 
Specs in order to be consistent w/Generlc Ltr 88-12 

t 0GKEH,HB Duke Power Co 89/03/10. Document Control Branch (Document Con- 
trol Desk) 4pp 49008 322-4900&'325 

0903270061 Advises that 890105 Flev 23 to physical security plan consistent w/provl- 
slons of 10CFR50 54(p) & acceptable 

CLINE, WE Region 2, Ofc of Ihe Director 89/03/10 TUCKER.H B. Duke Power Co. 
3pp, 49056 215-49056 217 

0903200119 Ack receipt of scenario for plant radiological emergicncy preparedness ex- 
ercise scheduled for 890427 

DECKER.T R Region 2. Ofc of the Director 89/03/10. TUCKER.H B Duke Power Co 
ip 49076 06? 49075 067 
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H General correspondence 

8903260204 Informs that recipient name will bo removed from NRC mailing fist unless 
NRG receive request within 30 days of Ur receipt Wisbirig to remain on list 
JABBOUR.K N PrO|OCl Oireclorale tl-3 89/03/22 HIRSCH.M Federal Emergency 
Management Agency 2pp 49074 <65 40074 166 


J. Insurance & indemnity Information 

8902270612 Forwards endorsements to listed NELIA & MAELU poTicios & certilicales 
OCONNOR.DJ Marsh & McLennan, Inc 89/01/13 DINIT2.I Ofttco of Nuclear Reac- 
tor Regulation. Director (Post 87041 1) 125pp 48585 055 48585 179 


P, Operating license stage documents & correspondence 

6901120160 Requests response to 660226 questions re Tech Spec applicabitity when 
snubber removed for surveillance tasting, Including wfiichjf any.porUon of Tech Specs 
applicable when snubber removed from sys for tosling/survoillancq purposes 
r^RELIUS.CE Region 3. Ofc of the Ofroclor 06/04/28 EISENHULDG Office oJ 
Nuclear Reaclor Regulation, Director (Post 87041 1) 2pp 48706 107-4D7Q6 t08 

-8902270379 Requests Interpretation & resolulion of Tech Spec requirement pertaining 
to safety related pipe supports based on util 060103 discovery Early response appreci- 
ated & proposed info notice being considered 

GIBSON, A F Region 2. Ofc of the Director 86/03/17 EISENSHUT.DG Ofiico oJ Nu 
clear Reactor Regulation, Director (851 125 87041 1) 3pp 48706 109 48706 1 13 

6902240184 Lists topical ropts lor Coro T*H which are inter related, including correlation 
for predicling critical heat flux in mixing vane grid fuel assemblies & thermal hydraulic 
methodology using VIPRE-01 

TUCKER, H0 Duke Power Co 89/02/10 Document Control Branch (Document Con- 
trol Desk} 2pp 48571 262-48571 263 

8903100661 Informs that response to 881010 request for addi info re performance test- 
ing of relief & safely valves will be provided by 090316 Responses to Questions 2 & 4 
will be provided prior to 090731 after all reanalysos completed 
TUCKER, H B Duke Power Co 89/02/24 Document Control Branch (Document Con 
tfOlDesk) ip 48800 282-40808 202 

8903130173 Discusses Relief Request 89 02 ro zero leak roqulremonts of hydrostatic 
pressure teallng 

TUCKER, H,B Duke Power Co 89/02/28 Document Control Branch (Oocument Con 
trolDosk) 2pp 4Q820 109.48820 110 

8903130027 Advlsos that Implementation of auditable & systematic program will be 
completed prior to 890601, per Generic Llr 88 05, "Boric Acid Corrosion of Carbon 
Steel Reactor Pressure Boundary Components in PWR Plants " 

TUCKER, H B Duke Power Co 89/03/01 Document Control Branch (Document Con- 
trol Dosk) Ip 48621 326 48821 326 

6903240135 Advises of changes In crisis mgt data transmittal sys diabin 
procecfure.usornQrrtQ remain uncnanged.effoctivo 090306 

HARRIS.R E Duke Power Co. 09/03/01 BOLAND, A Region 2, Ofc of the Director 
2pp 49040 211-49040 212 

8903180074 Notification of 8Q0316 meeting w/ulil in Cornelius, NC to discuss status of 
licensing activities & safely Initiatives Meoling agenda end 

HOOD,O.S Project Directorate 11-3 09/03/06 MATTHEWS, D B Project Directorate 11- 
3 7pp 48870 080 48870 008 

8903220394 Forwards radial jpeaking factor limit rept for facility Cycle 4 Cycle 4 initial 
criticality look place on 090203 

TUCKER, H B Duke Power Co 89/03/10 Document Control Branch (Document Con 
Irol Dosk). 7pp 49004.023-40004 029 

8903220480 Advises that util currently assessing changes required to 870820 & 1020 
submittals of Tech Speo changes to remove allfire protection requirements from Tech 
Specs in order to bo consistent w/GenerIc Llr 88-12 

TUCKER, H B Duke Power Co 89/03/10 Document Control Branch (Document Con 
Irol Desk), 4pp 49000 322-40008 325, 

8903230134 Application for amends to Licenses NPF-35 & NPF-52, revising require- 
ments for undorvoltage & shunt trip attachments to reaclor trip breakers & bypass trip 
breakers, per Generic Ltr 85-09 

TUCKER, H.B Duke Power Co 09/03/10 Document Control Branch (Document Con 
trolDosk) 7pp 49020 020-49028 034 

-8903230162 Proposed Tech Specs re reactor trip sys instrumenlatlon & ESFAS Instru- 
mentation 

* Duke Power Co. 89/03/10. 8pp 49028 027-49028.034 

6903200168 Forwards "Emergency Dose Assessment Manual," effectlvo on 660307 
TUCKER,H B Duke Power uo 69/03/13 Document Control Branch (Document Con- 
troiDesk) ip 46957 267-40958 224 

-6903200169 "Emergency Dose Assessment Manual *' 

* Duke Power Co 89/03/07 300pp 46957 26e.48958-224. 

8903210434 Provides current QA program description required by 
1 0CFR5O.54(a) Quality program scope In FSAR Section 3 2 reviewed 
GIBSON, A.F Region 2. Ofc of Ihe Director 89/03/14 TUCKER, H B, Duke Power Co 
2pp 48989.354 48989 355 

8903260074 Forwards response to KN Jabbour 881016 request for addI info re NUREG- 
0737, Item II D 1, "Performance Testing of Relief & Safety Valves " Corrected value for 
valve closing pressure rise for worst case valve Is 71 psi 

TUCKER, HB Duke Power Co 89/03/16 Document Control Branch (Document Con- 
trol Desk) lipp 49074.213-49074*223 

8903160296 Generic Llr 69-02 to alil holders of OLs & CPs for nuclear power reactors re 
actions to Improve detection of counterfeit & fraudulently marketed products, Sve list 
end. 

VARQA.SA Associate Director for Projects (Post 870411). 89/03/21 Consolidated 
Edison Co of New York, Intc 67pp 40960 601-48960057 


Q, Inspection reports. IE Bulletins & correspondence 

6902280105 Responds to NRG Bullohn 06-011, “Prossufizer Surge Lino Thermal Strnliti 
cation " Surge line inspected during end of Cycle 3 roluolmg cuiago m Jan 1989 
TUCKER, H B Ouko Power Co 69/02/01 Documant Control Branch (Oocumont Con 
tfOl Desk) tp 48633 277 48633 277 

8902280476 Forwards nonpropriolary WCAP 12126 & proprietary WCAP 12125, "Ca 
lawba Unit 1 Evaluation for Tube Vibration Induced Faltguo," in response to NRC Bui 
lebn 08 002 PropriQlary rept vinihhotd (ref 10CFR2 700) 

TUCKER.H B Duke Power Co 89/02/20 ERNST.M L Region 2, Ofc of Ihe Oireclor 
4pp 4BG2GO22 40628 214 

”8902280406 Requests withholding of proprietary WCAP 12125, "Catawba Unit 1 Eval 
iralion for Tube Vibratior^ Induceci Faliguo/'por 10CFR2 790 
WIESEMANN.RA Wosting house Electric: Cor p 00/02/10 MURLEY.T Office of Nu 
cloar Reactor Regulation, Director (Post 87041 1) lOpp 40628 026 40628 035 

--89D2280494 Nonpropnelary "‘Catawba Unit 1 Evaluation for Tuba Vibration Imfucod 
Fatigue " 

CONNERS.HJ, CURLEE.NJ, PITTERLG.TA Woslinghmiso Electric Corp WCAP 
12126 89/02/20 150pp 4862B €36 48620 214 

89921701 12 NRC Info NoIpco 89 020, "Weld Failures in Pump of Byron Jacksor 
Design*' Sve list end 

ROSSI.CE Division of Oporabonal Events Assessmonl (Post 870411) 09/02/24 
Consolidated Edison Co ol Now York, Inc lOGpp 48572 043 48572 148 

8903090361 Rosponds to NRC 890126 llr ro violaliona noted in Insp Reels 50-413/08 
34 & 50 414/88 34 Corrective acbons Abnormal Procedure AP/0/A/G500/34 changec 
to allow reduced shutdown rale to bu used 

TUCKER.H B Ouko Power Co 09/02/24 Documenl Control Branch (Document Con 
trol Desk) 2pp 4B703 357 40703 358 

8903030142 Advisos that incorporation of ASME Code Case N 401-1 inlo msorvlco Insp 
programs ol plants accoplable.por 8QQB15 request Code Case N 401, "Eddy Gurron 
Exam" & rev locotfo, Codo Case N 401 l found to bo technically equivalent 
MATTHEWS.OB Projecl Direoloralo 11-3 89/02/25 TUCKER.H B Duke Power Co 
5pp 48716 020 40716 024 

8902210351 SuppI t to NRC Inlo Notice 08 073, "DirecUon Dependent Leak Charactor 
isllcsol ConlQinmcnl Purge Valves" Sve list end 

ROSSI.CE (Division of Operational Events Assessment (Posl 870411) 69/02/27 
Consolidated Edison Co of New York, Inc t02pp 48589 OOl 48509 110 

8902210564 NRC Info Nolico 89 021, "Changes in Porformanco Characloilsllcs o 
Molded Case Circuit Broakors '* Sve list onci 

ROSSLCE Division of Operational Events Assosamenl (Post 870411) 89/02/27 
Consolidated EdifiOr< Co of New York, Inc 104pp 48578 032 40578 137 

8903140311 Forwards Insp Ropls 50 413/09 03 & 50 414/80 03 on 800130 0203 N< 
violations or deviations noted 

PEE8LES.TA Region 2. Ofc of tho Diroclor 09/02/27 TUCKER.H 0 Duke Powo 
Co 2pp 46053 286 40053 202. 

”8903140315 Insp Rents 50 413/69 03 & 50414/89 03 on 090 1 30 0203 One weak 
noss icfenlified m photomuHiplEor tuba Major areas inspected design changQs.plan 
mods & liconsoe action on provieusly Idontifiod rnsp findings 
THOMAS.M, WRtGHT.R, JAPE.F Region 2, Ofc ol the Director 80/02/23 5pp 
40G53 280 40053 202 

8903160404 Forwards Insp Rapts 50-413/Q8-38 & SO 414/08 3B on 061127 890204 I 
notice of violations Ono addi violation describe d fn rept under considoraiion for osca 
la led enforcomenl aclion 

ERNST.M L Region 2, Ofc of Ihe Director 89/03/02 TUCKER.H B Duke Power Cc 
2pp 48885,147 4B005'173. 

”8903160497 Notice of violation from Insp on 001127 0204 Violation noieci failure to dc 
Clare equipment inoperable A perform written safely Qvflluallon & 090126 partial ot 
structlon of Unit 1 pit drain 

ERNST.M.L. Region 2, Ofc of tha Director 09/03/02. Spp. 40805 149 48885 160 

”6903160500 Resident Insp Ropls 50-413/68-30 & 50 414/88-30 on 88112/ 
B90204 0no slrenglh.ono weakness & one apparent violation iden til led Major area 
inspected plant operations, surveill&nca testing .maint observation A procedure 
review 

ORDERS.W.T . LESSER. M S , SHYMLICK.MB. Region 2, Ofc of the Director 89/02 
25 23pp. 4 8885 151 -4008 5, 173 

8902270158 NRC Info Notice 09-022, ‘'Question able Corlificallon of Fasteners " Sve Ir 
end 

ROSSI.CE Division of Operational Events Assossrnonl (Post 870411). 00/03/0' 
Consolidaled Edison Co. of Now York. Inc t05pp 48732 001-48732 106. 

8902280104 NRC Info Notice 09-023. "Environ Qualification of Litlon Veam CIR Sonc 
Electrical Connectors." Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post B70411) B9/03/0 
Consolidated Edison Co. ot New York, Inc 106pp 40723 030 48723.143 

8903240238 Forwards Insp Repts 60-413/89 02 A 50 414/89 02 on 090130- 0203 
notice of violation Enforcement conference scheduled on 090309 to discuss corroctii 
actions, 

ERNST’m L, Region 2. Ofc of tho Dlrecior. 89/03/03. TUCKER.H B. Duke Power C 
2pp 49039,105-49030 214, 

”8003240242 Notice of violation from Insp on 890130-0203 Viol at ions noted two licen 
ee employees not provided w/info A instruction a ro entering high radiation area 
area not posted 

ERNST.M L Region 2. Ofc of the Director 69/03/03 3pp 49039.197 49039.199 

”8903240244 Insp Repts 60 413/09-02 A 50 414/69-02 cn 090130-0203 Vlolatio 
noted Major areas Inspected preoulage planning, preparations A mgt support for ii 
plementing licensee radiation proteolion program. 

WRIQHT.FN. POTTER. JP Region 2. Ofc of the Director 09/03/03 16r 
49039 200-49039 214 
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90 2280 162 NRC Inro Notice 80-02-1, Nuclear CnticaMy Safety " Sve list end 
CUNNINGHAM^R B DivisiOa of Industrial & Medical Nuclear Safety (Post 870729} 
efl/03/06 ConsoliClalGd Edison Co of Now York. InC 96pp 40700 252-48700 346 

8903018207 NRC tnfo Notice 89 026, Instrument Air Supply to Safely Relalod Equip 
mont ’’ Svre fist enci 

ROSSI.CE Division of Operational Events Assessment (Post 070411} 09/03/07 
Consolidated Edi&on Co of New York, fnc l05pp 4674 1 053 48741 150 

6903020165 NRC (nfo Notico 69 027, '‘Limitations on Use of Waste Forms & High In- 
to only Containers for Disposal of Lew Level Radwasio “ Sve list end 
GREEVES.J T Division of Low Level Waste Management & Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of New York. Inc 117pp 4B796 114- 
48798 231 

8903210268 Advises that Since checking proper P-4 contact following every reactor 
trip.no cases of improper contact occurred fnsp of contacts after every reactor trip 
will no longer be done 

TUCKER H B Duke Power Co 89/03/10 Document Control Branch (Document Con 
trolDesk) Ip 48982037 48982 097 

8903240262 Responds to NRC Bulletin 88-011. ’‘Pressuozer Surge Lfno Thermal Stratifi 
cation ” Requests alternate schedule to that specified in bulfeUn Schedule of 2 yrs 
constderocf sufficient time to obi am necessary addi monitoring data 
TliCKER.H B Duke Power Co 89/03/10 Document Control Bianch (Oocumenl Con 
(rolOesk) 4pp 49044211 49044214 

8903080372 NRC Info Notice 89 028, " Weight & Ctf of Gravity Discrepancies for Copos- 
Vulcan A:r Operated Valves '* Sve list oncT 

ROSSI.ee Division of Operational Events Assessment (Post 870411) 09/03/14 
Consolidated Edison Co of New York, (nc 107pp 48695001-48695 109 

8903090921 NRC Info Nolico 89 029, '‘Potential Failure of ASEA Brown Boveri Circuit 
Breakers Dunng Seismic Event Sve list end 

ROSSI, C E Division of Operalional Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York. Inc 106pp 48870 053 4BB70 169 

8903090133 NRC Info Notice 89-030. “High Temp Environs at Nuclear Power Plants ” 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Cortsolidaled Edison Co of Now Ycnk, Inc I06pp 48695 110 48895 215 

890324028S Responds lo NRC Bulletin 88^009, “Thimble Tube Thinning in Westing 
house Readers '' Thimble v/ear does r>o1 appear to be problem at facility 
TUCKER,H 8 Duke Power Co 89703716 Document Control Branch (Document Con- 
trol Desk) 3pp 49048045 49046 047 

8903160427 NRC Info Notica 89 031, “Swelling & Cracking of Hafnium Control Rods “ 
Sve list end 

nOSSLCE Division of Operalional Events Assessment (Post 870411} 89/03/22 
Consolidated Edison Co of Now York, fnc t02pp 48986 001 48986 103 

6993170419 NRC (nfo Notice 89 032, ''Surveillanco Testing of Low Temp Overpressure 
Proloction Sys " Sve list enct 

ROSSI.CE Division of Oporalional Eventa Assessment (Post 070411}. 89/03/23. 
Consolidated Edison Co of New York, Inc 104pp 4899*2 044 48992147 


fl, Periodic operating reports & related correspondence 

8903100104 ‘"Statistical Rept of Recorded Personnel Whole Body Exposures for 1988 “ 
W/a90224 itr 

TUCKER, KB Duke Povrer Co 88/12/31 6pp 48806 063-48808 060 

S9032 10092 “Summary of Liquid & Gaseous Effluents Released, 1980 Fuel Cycfe Calcu 
ratio ns, 1986 Meterologlcel Survey & Solid Wasla Repi " W/69D30t Ur 
TUCKER.HB Duke power Co 88/12/31 57pp 40982 125-48982 181 

8902276232 Monthly oporating repts lor Jan 1969 for Gafawba Nuefear Station Units 1 
&2W/eg0215ltr 

WILIIAMS,RA. MEAD.JJ, TUCKER.HB Duke Power Co 89/01/31. 12pp 
46S64 327-46584 338 

8903290006 Forwards monlhly operating repts for Feb 1989 for Calawba Units 1 & 2 & 
pdrsor>nel exposure info for Jan 1989 

TUCKER, H B Duke Power Co 89/03/15 Document Control Branch (Document Con- 
trol Desk] Ip 49120092 49120092 

•'6903220186 Monlhly operating repts for Feb 1989 for Catawba Nuclear Station Units 1 
■& 2 

WILLIAMS.RA, TUCKER.HB Duko Power Co 89/02/20 13pp 49120 093- 
49120 105. 

"8903290010 Personnel exposure info from monlhly operaling repts for Jan 1989 for 
Calawba Units 1 & 2 

» Duke Power Co 09/03/15 1p 49120.106-49120 106. 


S, Reportable occurrences, LEPs A related correspondence 

6903030521 Specral repton 800205, all rod out isosthermal temp coofficienl measured 
lo be (n excess af Tech Specs limits Temporary control rod withdrawal Jimits estab- 
lished to maintain moderator temp coefficient less positive 

TUCKER.HB Duke Power Co 69/02/15 Document Control Branch (Document Con 
trol Desk} 3pp 48690 158-46690 160. 

6902279689 PNO II 89 012 on 6902 tS, security guard claimed to have been assaulted 
onstte Guard Iroaled 0 released from hosp Guard involved in secgnly event on 
690113 re fnaltenliveness on post Guard claimed inatlenhveness due lo illness 
ENNIS, J Region 2. Ofc ol the Director 69/02/16, 2pp 40589 163 48589 104 

6903090351 Special repI on 881 208, found inoperable seismic momtonng mstrumenta- 
lion due £o vibrations on auxiliary feedwater (CA) line Inslrumenlahon removed from 
CA line & relocated to anolher focatron no! subj to vibrations 
tucker. H B. Duke Power Co 89/02/24 Document Control Branch (Documenl Con 
trol Desk). 2pp 48783 212 48783 213 


8903130030 Special repi on 8901 27, diesel generator 1B valid failure occurred during 
monthly operability test Light smoko observed coming from left bank turbocharger & 
smoke/vapors flashed into flames Insulation removed from turbocharger 
TUCKER.H B Duko Power Co 89/02/24 Document Conlrol Branch (Document Con 
trol Desk) 3pp 48819 271-48819 273 

0903200100 LER 89 002-00 on 690201. maint personnel declared floor elovattons 543 
through 594 ft of auxiliary bldg inoperable as fire boundary seals Incident classified as 
design oversight Security initiated hourly fire walch W/890302 Itr 
TORRE.J B , TUCKER.H B Duko Power Co 89/03/02 6pp 48954 322 48954 327 

6903210220 LER 09 003 00 on 890206, manual auxiliary feedwater actuation occurred 
following manual turbine trip duo to high turbine vibration Caused by equipment 
malfuncton Condenser vacuum broken to reduce turbine speod W/890308 Itr 
TORRE.J B . TUCKER.H B Duke Power Co 09/03/08 6pp 48989 1 11-48989 116 

8903220385 Special rept on 890202,Channel 3,upper head of Unit 1 vibration & looso 
parts monilof sys declared inoperable Cause unknown Work Request 446680PS writ- 
fen to Investigate & repair channel during next refueling oulago 
TUCKER.H B Duke Power Co 09/03/13 Document Coniro! Branch (Document Con 
trol Desk) 2pp 49020 133 49020 134 


V. Operator Examinations 

8903226159 Generic Llr 89 03 to all power reactor licensees & applicants for OL re op 
orator licensing nail exam schedule Sve list end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co ol Now York, Inc 54pp 49005 001-49005 056 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security* medical, emergency & fire protection plans 

8902280340 Emergency Plan Implementing Procedure HP/O/B/ 1009/07, “In PJanl Par- 
ticulate & lodmo Monitoring Under Accident Conditions “ W/890216 Ur 
TUCKER.HB Duke Power Co 89/02/16 9pp 48625 229 40625 237 

6902270420 Ack receipt of scope & obfectives for 890427 radiological emergency pre- 

B arodness exercise Submittal appears to fulfill requirements 
lECKER.T R Region 2. Ofc of the Director 89/02/17 TUCKER.H B Duke Power Co 
ip 40585 360 40505 360 

8903060105 Forwards public version of Rev 28 lo “Crisis Mgt Plan for Nuclear Sta- 
tions 

TUCKER.H B Duke Power Co 89/02/17 Documenl Control Branch (Document Con- 
trol Desk) 2pp 40736 168-48738 130 

'-$903060 129 “Crisis Mgl Plan For Nuclear Stations*' 

“ Duke Power Co 88/12/01 200pp 48736 170 48738 130 

8903200362 Advises that 881230 Rev 11 to emergency plan meets planning slds of 
10CFR50 47(b} & requirements of App E to 10CFR50 except for Figure E-3 re lechni 
cal support ctr actrvalion checklist Figure should be revised 
DECKER, T H. Region 2, Ofc of fho Director 89/03/02 TUCKER.H. B, Duko Power Co 
2pp 48959 329 48959 330 

6903220480 Advises that util currently assessing changes roquirod to 070828 8 1020 
submittals of Tech Spec changes to remove ell fire prolection requiremonts from Tech 
Specs in order to he consistent w/Generic Ltr 68-12 

TUCKER.HB Duke Power Co 89/03/10 Documenl Control Branch (Document Con- 
trol Desk) 4pp 49008.322-49008.325 

$903270061 Advises that 890105 Rev 23 to physical security plan consistent w/provi- 
sions of 10CFR50 54(p) & acceptable 

CLINE.WE Region 2. Ofc of the Director 09/03/10 TUCKER.HB Duke Power Co 
3pp 49056 215 49056 217 

8903260119 Ack receipt of scenario for plant radiological emergency preparedness ex- 
ercise scheduled for 690427 

decker.! R Region 2. Ofc ol the Director 09/03/10 TUCKER.H 8 Duko Power Co 
Ip 49076 067-49076 067 


H, General correspondence 

6903280204 Informs that recipient name will be removed from NRC mailing list unless 
NRC receive request within 30 days of ltr receipt wishing to remain on list 
JA0BQUR.K N Project Directorate lf-3 80/03/22 HIRSCH.M Federal Emergency 
ManagemenJ Agency, 2pp. 49074:165 49074 166 


J. Insurance & Indemnity Information 

89022706 T2 Fonvards endorsements to listed NELIA & MAELU policies & certificates 
OCONNOR.D J, Marsh & McLennan, Inc 89/01/13 DINITZ.I Office of Nuclear Reac- 
tor Regulation. Drreclor (Post 87041 1) 125pp 40585 055-48585:179, 


P. Operating license stage documents & correspondence 

8901120160 Requests response to 860226 questions re Tech Spec applicability when 
snubber removed lor surveillance testing, including which, if any, portion of Tech Specs 
applicable when snubber removed from sys lor testing /surveillance purposes 
NORELIUS,C E Region 3, Ofc of the Director 86/04/28 EISENHUT.D G Office of 
Nuclear Reactor Regulation, Director (Post 87041 1) 2pp 48706 107-48706 108 

"$902270379 Requests inlerprelation & resolution of Tech Spec requirement perlainino 
to safely-related pipe supports based on util 860103 discovery Early response apprecl- 
afed $ proposed info notice being considered 

GIBSON. A F Region 2, Ofc of the Director 08/03/17 EISENSHUT,D G Office of Nu 
clear Reactor Regulation, Director (851125 870411) Gpp 48706,109-48706 113 



DOCKETED ITEMS 193 


S9022401Q4 Lisis topicat ropts lor Coro T M which arc inicr rrlalcU, including corrolaiion 
for prodiciing critical hoal Ilux m rnixmg vano grid luel assomblioB & thermal hydraulic 
molhodology using VIPRE 01 

TUCKER, HB Duke Power Co B9/02/10 Document Conlrol Branch {Documeni Con 
trol Desk) 2pp 40571 262 4B571 261 

8903100561 Informs that response to 881018 request for addi info re performance lest 
ing of relief & safely valvos will bo provided by 8903 1 6 Responsps lo Oueslions 2 & 4 
will bo provided prior to 800731 after all reanatyses cornplolod 
TUCKER, H 8 Duke Power Co 8D-/02/24 Documonl Conlrol Branch (Documeni Con 
trol Desk) ip 48008 282 48808 282 

Q903130173 Discusses Relief Request fid 02 re zero teak requirements of hydrostatic 
pressure testing 

TUCKER.HB Duke Power Co 80/02/28 Documonl Control Branch (Document Con 
trot Desk) 2pp 40820 tOQ 48820 110 

8903130027 Advises that imptomentation of auditablo & sysiomalic program will be 
completed prior to 890601, per Gonoric Llr 06 05, '‘Boric Acid Corrosion of Carbon 
Stool Reactor Pressure Boundary Components m PWR Plants ” 

TUCKER, H 0 Duke power Co 89/03/01 Documeni Conlrol Branch (Document Con 
Irol Desk) Ip 48821 326 4Q821 326 

0903240135 Advisos of changes in crisis mgt data transmittal sys dial in 
procedure, username romain unchanged, effoettvo 8DD306 

HARRIS.R E Duko Power Co 89/03/01 BOLAND,A Region 2. Ofc of the Director 
2pp 49040 211 49040 212 

8903150497 Submits add I info to clarify 88 1220 submittal to allow for complete review 
of request allowing for changing sofpoints for Unit 2 steam generator level trips due lo 
relocation of level taps 

TUCKER.H B Duke Power Co 89/03/06 Documonl Conlrol Branch (Documonl Con 
trol Desk) 2pp 40873 354-40073 355 

8903160074 Notilication of 890316 meeting w/ulil in Cornoliua.NC to discuss status of 
ticonslng activities & safety Initiatives Meotir^g agenda end 

HOOD.DS Project Directorate It 3 89/03/06 MATTHEWS.DB Project Oirecloralo 1 1 
3 7pp 40870 080 4Q870 0QB 

8903220480 Advises that util currently assessing changes required to 870028 & 1020 
aubmiMals of Tech Spec changes to remove all fire prolocHon requirements from Tech 
Specs in order lo be consistent w/Gonortc Ltr 83 12 

TUCKER.HB Duke Power Co 89/03/10 Documeni Conlrol Branch (Documeni Con- 
lrol Desk) 4pp 49008 322*49008 325 

8903230134 Application for amends lo Licenses NPF-35 & NPF*52Tovising roquiro 
monls for undervollega & shunt trip attachments to reactor trip breakers & bypass trip 
breakors.per Generic Ltr 85 09 

TUCKER, H Q Duke Power Co 69/03/10 Document Control Branch (Document Con 
trol Desk) 7pp 49028 020 4Q028 034 

*<6903230162 Proposed Tech Specs re reactor irip sys inslrumonlQlion & ESFAS Instru- 
mentation 

• Duke Power Co 09/03/10 app 49028 027 49028 034 

8003200166 Forwards "Emergency Doso Assessment Manual,” offeckvo on 090307 
TUCKER, H B Duko Power Co 80/03/13 Documeni Conlrol Branch (Documonl Con- 
trol Desk) Ip. 40957 257 40958 224 

-8903200169 "Emergency Dose Assessment Manual " 

• Duko Power Co 09/03/07 300pp 40957 250-48958 224 

6903210434 Provides current QA program doscripHon required by 
10CFR50.64(a) Quality program scope In FSAR Section 3 2 roviowed 
GIBSON, A F. Region 2, Ofc of tho Director 09/03/14 TUCKER, H B Duko Power Co 
2pp 48989 354*40989 355 

8903260074 Forwards response to KN Jabbour 881010 request for addI Info ro NUREG 
0737, Item II D 1, "Porformonce Testing of Relief & Safely Valves " Corrected value for 
valve closing pressure rise for worst caso valve is 71 psi 

TUCKER, HB Duke Power Co. 09/03/16 Documonl Conlrol Branch (Documonl Con 
trot Desk) 1 1pp 49074 213 49074 223 

6903160296 Generic ltr 89 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions to improve detection of counterfeit & fraudulently marketed products Sve list 
end 

VARGA, 8 A Associate Director (or Projocts (Post 870411) 09/03/21 Consolidated 
Edison Co of New York, (nc 57pp 48960 001*48960.057 


Q, Inspection reports, IE Dullellns & correspondence 

8902200476 Forwards nonprrmrielary WCAP 12126 & proprietary WCAP 12125, "Ca 
lawba Unit 1 Evaluation for Tube Vibralion Induced Fafigue," in response lo NRC Bul- 
letin 88 002 Proprietary ropl withheld (ref 10CFR2 790) 

TUCKER, H B. (Duke Power Co 89/02/20. ERNST.M L Region 2, Ofc ol the Director 
4pp 48628 022 48628 214. 

6902170112 NRC Info Notice 89 020, "Weld Failures In Pump of Byron-Jpckson 
Desig^n." Sve hat end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 09/02/24 
Consolidated Edison Co of New York, Inc. tOBpp 48572 043-48572.140. 

8903090361 Responds lo NRC 890126 llr re violations noted In Insp Reels 50 413/00 
34 & 50 4 14/88-34. Corrective action S' Abnormal Procedure AP/0/ A/5500/34 changed 
lo allow reduced shutdown rate lo be used 

TUCKER, H B. Duke Power Co. B9/02/24 Document Control Branch (Documeni Con 
IrolDesk) 2pp 48783 357-40703 358, 

6903030142 Advises (hat Incorporallon of ASME Code Case N-401-1 Into Inservtce Insp 
programs at plants acceptable, per 880815 request Code Caso N-401, "Eddy Current 
Exam" & rav lo code, Code Caao N-40M found to be technically equivalent 
MATTNEWS,D.B Project Directorate It 3 89/02/25 TUCKER .H B Duko Power Co 
5pp 48716.020 48710 024. 

6902210351 Suppi 1 to NRC Info Notice 80-073, "Oirecllon-Dependent Leak Character 
islica of Conlainmenl Puroa Valves " Sve list end 

ROSSI, C.E Dwision of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co. of New York, Inc 102pp. 48589 001*48589 110, 


6902210564 NRC Info Notice 00 021, ‘Changes in Performance Characteristics of 
Molded Case Circuit Breakers " Sve list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1) 89/02/27 
Consoliilaleii Edison Co of Now York, Inc 104pp 40578 032 <18578 137 

6903140311 Forwards Insp Repts 50 413/09 03 & 50-<114/89 03 on 890130- 0203 No 
violations or dovrauons noted 

PEEBLESJ A Region 2. Ofc of the Director 89/02/27 TUCKER, H B Duko Power 
Co 2pp 48fi53 286 48053 292 

-89D314031S Insp Ropts 50-413/89 03 & 50 414/69 03 on 890130 0203 One weak- 
ness tdonlifiGd ro pholomulliplior lubcMaior areas inspected design changes.planl 
mods & licensee action on previously identified insp findings 

THOMAS.M , WRIGHT.R . JAPE.F Region 2. Ofc of the Direclor 89/02/23 5pp 
48053 286-4GB53 292 

8903150450 Insnrvicc insp rapt for end of Cycio t refueling outago steam generator 
TUCKER, H 0 Duke Powor Co BD/02/20 Document Control Branch (Documeni Con 
trol Desk) 6pp 48060 313-48860 321 

6903100529 Forwards revised response lo violation noted in Insp Repl 50 414/86 
tOCorroctivo action all valves inapccled by shift personnel & properly positioned & all 
lockod valves in ench sys were fisted & categorized by mfg & sizo 
TUCkER.H B Duko Power Co 89/03/01 Documonl Conlrol Branch (Documonl Con 
trol Desk) 3pp 40004 012-40004 014 

8903160494 Forwards Insp Ropls 50 413/08-38 & 50-4 14/68 38 on 881127-890204 & 
notiQo of violations Ono addi violation described in ropl under consideration lor esca- 
lalod enforcement action 

ERNST.M L Region 2, Ofc of Iho Director 89/03/02 TUCKER.HB Duko Power Co 
2pp 48886 147 40865 173 

-8903160497 Notice ol violation from insp on 881127-0204 Violation noted failure lo de 
daro equipment inoporable & perform written safety evaluation & 800126 partial ob 
struction of Unit 1 pit dram 

ERNST.M L Region 2, Ole of Iho Director 80/03/02 2pp 408B5 149 48885 150 

-0903160500 Rostdoni Insp Ropls 50-413/08*30 & 50 414/68 38 on 881127* 
090204 One strength, ono weakness & ono apparent violation id ontified Major areas 
inspoclod plant operations, surveillanco lesllng.maml observation & procedures 
rovtow 

ORDEnS.W T , LESSER, M S , SHYMLICK.M B Rogcon 2, Ofc of the Director 89/02/ 
25 23pp 40685 151-40885 173 

8902270156 NRC Info Notlco C9 022, "Questionable Corlilfcation of Faalcners " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/03/03 
Consoltdalod Edison Co of Now York, Inc 105pp 40732001 48732,106 

Q90226Q104 NRC Info Notlco 80 023, "Environ Qualification of LUten Voam CIR Senes 
Elodricnl Connectors " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 09/03/03 
Consolidated Edison Co of New York, Inc. 108pp 48723 038 40723 143 

0903240230 Forwards Insp Repts GO 413/09 02 & 50 414/89 02 on 690139- 0203 & 
notice of violation Enforcement conference schoduled on 000309 to discuss corrective 
actions 

ERNST.M L Region 2. Ofc of Iho Director 09/03/03 TUCKER. H B Duko Power Co 
2pp 49039 195 40039 214 

-B003240242 Notice of vlolaUon from Insp on 0901i30 0203 Violations fioted'two licens- 
00 omplayoos not provided w/lnlo & inslruclions ro entering high radiation area & 
area not posted 

ERNST.M L Region 2. Ofc of the Director 00/03/03 3pp 49039 197-49039 199 

-6903240244 Insp Repts 50 413/89 02 & 50 414/09 02 on 600130*0203. Violations 
noted Major areas Inspected preoulago planning, preparations & mgt support for Im* 
ptomontlng licensee radiation proleclion pronram. 

WRtGHT.FN., POTTER.JP Region 2, Ofc ol Iho Director 09/03/03 15pp 
40030 200-49039.214 

8002280162 NRG Info Notice 89 024. "Nuclear Criticality Safety " Sve list oncl 
CUNNINGHAM.R E Division of Industrial 8 Medical Nuclear Safety (Post 670729) 
09/03/00 ConsolidalQd Edison Co of Now York, Inc 90pp 48700 252-48700 346. 

8903010207 NRC Info Notlco 89-026, "Inslrumont Air Supply to Safety Related Equip- 
ment " Sve list end 

ROSSI.CE Division Pt Operational Events Assessment (Post 670411), 69/03/07 
Consolidalfld Edison Co of New York. Inc, 105pp 40741 053‘4B741*156. 

6903020165 NRC Info Notice 89 027, "Limitations on Uso of Waste Forms & High In 
tenrily Containers (or Disposal of Low Level Radwaslo " Sve list end 
GREEVES,JT Division of Low Level Waste Management & Do commissioning (Post 
070413). 09/03/08. Consolidated Edison Co of New York, Inc 117pp 48708*114* 
40790 231 

8903210288 Advises that since chocking proper P 4 contacl following every reactor 
trip, no cases of Inrvpropor contact occurred, Insp of contacts after every reactor trip 
wiff no fonger bo efono. 

TUCKER.HB Duke Power Co 89/03/10 Document Conlrol Branch (Documeni Con- 
trol Desk) Ip 46902 037-48982 037 

80032402S2 Responds lo NRC Bultelin 80*011, "Proasurizer Surge Line Thermal Stratifi- 
cation" Requests aflernace schedule to that Bpecified fn buffetfn Schedule of 2 yrs 
considered sufficient lime lo obtain necessary audi monitoring data 
TUCKER.HB Duke Power Co 89/03/10 Document Conlror Branch (Document Con- 
lrol Desk) 4pp 40044:211 49044 214 

8003080372 NRC Info Notice 69-028, "Weight & Ctr of Gravity Discrepancies for Copes* 
Vulcan Air-Operated Valves " Sve list encT. 

ROSSl,G,E Division of Operational Events Assessment (Post 870411). 89/03/14 
Consolidated Edison Co ol New York, Inc 107pp. 48895 001-48695.109 

6903090021 NRC Into Notice 89*020, "Polantiat Failure of ASEA Brown Boverl Circuit 
Breakers During Seismic Event" Sve list errcl 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 46870053-46670.169 
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6903090133 NRC Inro No lice 89 030. ‘ High Tomp Environs at Nuclear Power Plants ” 
SvG lisl end 

ROSSI CE Division ol Operational Events Assessment (Past 870^11) 09/03/15 
Consolidated Edison Co oi Now York, *nc 106pp 40B95 110-40095 215 

8903160427 NRC Info Noltce 69-031, “Swelling & Cracking of Hafnium Control Rods" 
Svc list end 

HOSSf.CE Division of Operaiio/ial Events Assessmoni (Post 870411) 89/03/22 
Consolidated Edison Co of Now York, Inc 102pp 48986 001-48086 103 

8903170419 NRC Info Notice 89 032, "Survoillanco Testing of tow Temp Overpressuro 
Protection Sys " Svc list end 

ROSSI, CE Division of Operational Events Assessment <Post 070411) 89/03/23 
Consofidaled Edison Co of New York, Inc 104pp 48992 044 48992 147 


R. Periodic operating reports & related correspondence 

8903100104 "81311811031 Repi of Recorded Personnel Whole Body Exposures for 1989 " 
W/a90224 Hr 

TUCKER, H 6 Duke Power Co 08/12/31 6pp 40808063 48806 068 

8903210092 "Summary of Liquid & Gaseous Effluents Released J 988 Fuel Cycle Cafeu- 
/alions,1908 Melerological Survey & Solid Waste Hepf W78903D1 Jir 
TtlCKCR.H B Duke Power Co 80/12/31 67pp 489B2 125-48982 181 

6902270232 Monthly operating repls for Jan 1989 for Catawba Nuclear Stalion Units 1 
& 2W/8902I5 rtr 

WILLfAWS,RA, MEAD,JJ.. TUCKER.HB Duke Power Co 89/01/31 I2pp 
48584 327 48584 338 

8902270358 Forwards "Startup Ropt Quarterly Update, Catawba Unit 2 Cycle 1," per 
Tech ^ec 69 1 3 As Indicated fn util 081 1 1 1 Hr, one test not complete 
TUCKE^R.H B Duke Power Co 89/02/20 Document Controf Branch (Document Con- 
trol Desk) 2pp 48587 314 46587 315 

6903290008 Forwards monlhfy operating repls for Feb 1989 (or Catawba Units 1 & 2 & 
ersonnel exposure Info for Jan 1089 

UCKERH B Duke Power Co 89/03/15 Document Control Branch (Documenl Con- 
trol Desk), Ip 49120 092*49120 092 

-8903220106 Monthly operaling repls for Feb 1080 lor Catawba Nuefoar Stalion Units 1 
& 2 

WILLIAMS,RA. TUCKER.HB Duke Power Co 89/02/28 13pp 49120 093- 
49120,105 

-8903290010 Personnel exposure info from monthly operating repls for Jan 1989 for 
Catawba Units 1 & 2 

* Duke Power Co 69/03 / 1 5 1 p. 49 1 20 1 06 49 1 20 1 06. 


S, Report Sble occurrences, LERs & related correspondence 

0902240116 LER 89-001 00 on 8901 l2,Bussmann FNA fuse failure caused main food- 
water control valve circuit to fall to close. Caused by mig & mgt daficlertcy Fusee 
replaced W/8602t0ltr 

TOR RE J G . TUCKER.H B Duke Power Co 69/02/10 7pp. 40576 334-48576.340 

8902270689 PNO-ll-ao 012 on a90215.secunty guard claimed to have been assauited 
on site, Guard treated & released from hospGuard Involved in secunty event on 
6901 13 re inaiterilivonesa on poM Guard claimecl madenltvenesa due to vllneas 
ENNIS J Region 2, Ole of the Director, 89/02/16. 2pp 46589 163-48589 1 64 

8903060032 LER 66 002-00 on 8 90 121, reported manual trip of reactor due to decreas- 
ing steam generator level Caused by mechanical maffunctlon of temp transmitter for 
generator stator CWS Transinltler cofibralecfW/890220 Hr, 

TORRE,J G.. TUCKER.H B. Duke Power Co 09/02/29 lOpp 48739 247-48 739.256 

0903280072 LER 89 033-01 on 860401, containment air return fan damper 2A toiled 1o 
open during auxiliary safeguards testCeused by installation of wWng.Wirlng 
corrected W/890318 ftr- 

TORRE.J Q . TUCKER, H a. Duke Power Co 89/03/Te 8pp 49075 181-49075 t08 


V, Operator fxamlnatlonB 

8903220169 Generic LIr 89-03 to all power reader licensees & applicants for OL re op- 
erator licensing r>all exam schedule Svc list end 

VARGA,SA Associate Director for Projects (Post 670411) 89/03/24 Consolidated 
Edfson Co of New York, Inc. 54pp 49005 001 49006056 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8902270120 Forwards Insp Rept 50 416/89 03 on 898110-12 & notice of violation. 
DECKERJR Region 2, Ofc of the OIrectar 89/02/13 COTTLE, W,T, System Energy 
Resources, Inc 2pp 46584*182-48584 169, 

-8902270121 Notice of violallon from insp on 890110-12 Vio/alion noted licensee failed 
to document alt emergency preparedness training provided or ensured to offsite sup- 
port ag^endes 

DECKER, TR Region 2, Ofc of the Dfrecicr 69/02/13 Ip 48584 184-48684:104 

-0902270126 fnsp Rapt 50-416/89 03 oo 8901 10-1 2. Violations noted Major areas 
Inspected alert 51 nolfficatfon sys.trafning of offsite support agency personnel assigned 
to sys monitoring ^ cperallon & review of emergency preparedness procedures. 
CUNNINGHAM.AL, RANKIN.WH Region 2. Ofc of Ihe Director 89/02/10 6pp. 
4BB84:1iBB-485B4 189 

6903000050 Advises tfial Rev 6 <0 safeguards conlfgency plan consistent w/provisions 
of 10CFR50 54CP) & acceptable 

CLINE.W.E Region 2, Oic of Ihe Director 69/02/21 COTTLG,WT. System Energy 
Resources, inc 3pp 48742 324-46742 326 


89022B0545 Advanco Change Nolico 1 to Rev 0 to Corporate Emergency Plan Procc 
dure CEPP 302, "Initial Emergency Notification " W/890222 Itr 
KAVANAUGH.M W , CESARE.J Q System Energy Resources, Inc 09/02/22 3pp 
40627 351-40627 353 

0903210250 Forwards Insp Repls 50 416/89 05 & 50-417/89 05 on 090131 0201 No 
violations or deviations noted 

CLINE,W E Region 2, Ofc of Ihe Oiroclor 89/03/08 COTTLE, W T System Energy 
Resources, Inc 2pp 48998 356 4899B 358 

-6903210251 Partially withhold Insp Repls 50 416/89 05 & 50-417/89 05 on 090131- 
0201 (ref 10CFR2 700(d) & 73 21) No violations or deviations noted Major areas 
inspected mgt support, secunty program plans & protected area barriers 
STANSBERRY.WW, MCGUIRE, DR Region 2, Ofc of the Director 09/03/08 Ip 
48998 358-48906 358 

0903220066 Responds to violation noted In fnsp Rept 50-416/89 03 Corrective 
actions traming readmlnistered & documented for offsite agency personnel represent- 
ing Cfaibome County & Tensas Parish & sheriff ofes 

CESAREiJ G System Energy Resources, Inc. 89/03/15 Documenl Control Branch 
(Docun^ent ConlroJ Desk) app 49020 293 49020 295 


H General coTffespomliMica 


8903080320 Comment supporting proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

CESARE.J G System Energy Resources, Inc. 89/02/25. Docketing & Services 
Branch ip 48744 197 4874 4 197 


I, Financial Information 


8903200106 Advises that Iniliaf owner participants. Lease Mgl Really transferred Interest 
In plant to Textron Financial Corp & Public Svc Resources Corp transferred interest to 
Resources Capital Mgt 

CESARE.J G System Energy Resources, Inc 09/03/07 Document Control Branch 
(Document Conirol Desk) 2pp, 48970 246-48970 247 


P. Operating license stage documents A correspondence 


6902230509 Forwards Amend 55 to License NPF'29 & safety evaluation Amend 
changes downtravel power cutoff setpoint for refueling platform hoist In Tech Spec 3/ 
4 9 6, ‘^‘Rafueling Equipment ” 

KfNTNER.LL, Pfojecl Dfrectoral© 11-1 80/02/15. COTTLE.WT System Energy Re- 
sources Jnc 3pp 48570 291*40570 299 

-S902230515 Amend 55 (0 License NPF-29,changing downiravel power cutoff setpoint 
for refueling platform hoist In Tech Spec 3/4 9 6, "Refueling Equipment." 

REEVES, E A Project Directorate 11-1. 89/02/15 4pp 48570 294-48570 297. 

“8902230516 Safety evaluation supporling Amend 55 to License NPF-29. 

* Office of Nuclear Reactor Regulation. Director (Post 870411) 89/02/16. 2pp 
48570 298 40570 299. 

69C220O241 Application for amend to License NPF-29,a I lowing one-time excepllons to 
Tech Spec 3 04 in fleu of much broader scope changes associated w/Generlc LIr 87- 
09 

COTTLe.WT System Energy Resources, Inc 89/02/20. Document Control Branch 
(Document Controf Desk) 26pp 48632 291-48632 332 

-8902280244 Proposed Tech Specs allowing one lime exceptions for certain Tech 
Specks requirements jn lieu of much broader scope changes assoclaled w/Genenc Ltr 

* System Energy Resources. Inc 89/02/20 16pp. 48632.317-40632,332 

8DQ3020437 Responds to Generic Ltr 88-14, "(nstrumonl Air Supply Sya Problems Af- 
feeling Safety-Related Equipment. '* During annual requaliffcation tralnlng.l|cen8ed op- 
erators respond to loas ol Instrument air as required manipulation. 

COTTLE.WT. System Energy Resources, Inc 89/02/20. Document Control Branch 
(Document Control Desk). 9pp 48674 345-48074,353 

B903010370 Forwards request for addi Info re alternate DHR sys, specifically design of 
sya supports Util should Identify wWch RHR trains operabfe, operating & fgnctlonaf & 
outage acllvilles which require Tech Spec 3 0 4 exception 

KINTNER.LL. Project Directorate lf-1 89/02/21. COTTLE.WT System Energy Re- 
sources, Inc 6pp 46648 168 48648 163. 

8903020076 Forwards request for add! irtfo re 690 126 Hr concerning proposed Tech 
Specs change for ona-time exception to Tech Spec 3 0 4 for certain activities sched- 
uled during third refueling outage 

KINTNER.l L. Project Directorate 11-1 89/02/21 COTTLE, W T. System Energy Re- 
sources, Inc 3pp, 48673 285-48673 297 

6903010159 Fciwards "Grand Gulf Nuclear Station Rept on Evaluation of Torsion Shear 
Stress Components In Design of Pipe Supports." 

CLONINGERJH System Energy Resources, Inc 89/02/22 Document Control 
Branch (Document Control Deak) 3pp 46648.263-46648 329. 

<•8903010163 "Grand Gulf Nuclear Stalion Rept on Evaluation of Torsion Shear Stress 
Components In Design of Pipe Supports " 

* System Energy Resources, Inc 89/02/22. 44pp 48648:286 48648 329 

8903030100 Forwards addi info in support of 880923 application for amend to License 
NPF'29,addlng alternate OHR sys 

COTTLE.WT System Energy Resources, Inc. 89/02/23 Document Control Branch 
(Oocumer^i Control Desk) 28pp, 48694 147-48694,174 

8503020337 Forwards proprietary portion of response to request for add! info In support 
of proposed amend on core stability. Proprietary response withheld 
COTTLE, WJ. Sysiem Energy Resources, Inc 89/02/24 Document Control Branch 
(Document Control Desk) 6pp 48669.091 -4 8669< 09 5 
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Q903030079 TorwarcJs modified pages from 681219 application for amend lo License 
NPF-29 ro scramminp ol plant in ovonl of two recirculation pump trip while mode 
switch IS in RUN position as discussed in mooling w/NRC 

COTTLE, WT System Energy Rosourcos, tnc 09/02/24 Document Control Branch 
(Document Conirot Desk) 8pp 40703 304-48703 324 

<-8903030002 Proposed Tech Specs re changes made for scramming plant in event of 
two recircufntion pump drp whifo mode swifen in RUN position 

* System Energy Resources, Inc 09/02/24 13pp 40703 312 40703 324 

6903130305 Forwards RPAS SR 897007, ‘'Criticality Safety Analysis ol Grand Gull Nu- 
clear Station. Unil 1 Spent Fuel Storage Rocks W7Gaps in Neutron Absorbing Panels '' 
COTTLE.WT System Energy Resources, tnc 09/02/27 Document Control Branch 
(Document Control Desk) 2pp 40329 001-46829 031 

'-Q9031 30395 “Cnticality Safety Analysis of Grand Gulf Nuclear Station Unit 1 Spent 
Fuel Storage Racks W/Gaps in Neutron Absorbing Panels " 

EASTBURN.M R, P/VTCHANA,T. SMITH, F.H System Energy Resources, Inc RPAS 
SR-09/007 09/02/20 20pp. 4BQ20 003 48629 031 

0903090397 Discusses Generic Ltr 80-11, "NRC Postlion on Radiation Embnllloment of 
Reactor Vessel Malls & Impact on Plant Operations” Util will submit proposed OL 
amend changing Tech Specs to reflect limilalion of tO EFPY Fee paid 
CLONINGER,T H, Syslom Energy Rosourcos. Inc 89/02720 Document Control 
Branch (Document Canfrol Dosk) 6pp 40000 006 48800 011 

8903060342 Forwards notice of environ assessment & no significant ImpacI re 6B0725 
request to amend Tech Spocs by changing sampling plans for sunredtance tests for 
snubbers 

KlNTNER.LX Project Directorate ll-l 09/03/01 COTTLE.WT System Energy Re- 
sources, fne 2pp 48765 041 46765 047 

..$903080346 Environ assossmenl & finding of no significant Impact supporting pro 
posed amend to License NPF-29 re changing Tech Specs 4,7 4 to reflect surveillance 
requirements for snubbers containing three alternative sampling plans, 

REEVES.E A Project Directorate II 1, 89/03/01 Bpp. 48765 043 40765 047 

8903140174 Summary of 890218 mooting w/Oevonruo re BWR-6 allornale ac approach 
to SQfisly station blackout rule Attendance list & handout matl end 
TAM.P S Project Directoralo 1-4 B9/03/02 Project Directorate I 4. 34pp 48034 155 
46034 180 

8903140148 Application (or amend to License NPF'29,allowing one time exceptions to 
Tech Spec 3 0 4 to support upcoming third refueling outage, F^e paid. 

COTTLE.W.T System Energy Rosourcos, Inc 89/03/03 Document Conlrol Branch 
(Document Control Desk), 30pp 48033.337 48634 023 

-6903140150 Proposed Tech Spec8,allowlng one lime exception lo Tech Spec 30 4 to 
support upcoming third refueling oulago 

* System Energy Resources, Inc 69/03/03 16pp 40034 000-48834 023, 

8903170227 Addresses concern identified during NRC review of 890220 request for 
amond.requesting one time exemptions to Spec 3 04 re manual realignment of LPCI 
durirm operational Conditions 4 & 5. 

COTTLE.WT Syslom Energy Resources, Inc 89/03/06. Document Conlrol Branch 
(Document Conlrol Desk) 2pp 48894 316 46694*317. 

8903170035 Forwards response to 090303 request lor addl Info on alternate DHR 
sys Advanced DhIR sys has sufficient heat removal capabiflly to maintain reactor cool- 
ant temp of 185 F 24 h fotlowing reactor shutdown 

COTTLE, WT. System Energy Resources, Inc. 89/03/00 Document Control Branch 
(Document Control Desk) 21pp 46894.179 46804 199 

8003270333 Forwards !NPO memo Iransmitling util European Plant Outage Repl APO* 
09/057 to all domestic utils Util presented rept to INPO & NRC in Nov 1966,W/o end. 
COTTLE.W.T System Energy Resources, (nc. 89/03/08 CANTRELL, F Region Z, Ofe 
of the Director 2pp 49054 043 49054.044 

8903200349 Provides rev lo proposed schedule for Impfementlng mods to DCRDR 
program By end ol Refueling Outage 3,all but two of Category 2 human engineering 
discrepancies will be completed 

COTTLE, WT System Energy Resources, Inc. 09/03/09 Documanl Control Branch 
(Document Control Desk) 3pp 46971 '021-48971.022 

8903200348 Forwards Amend 56 to License NPF 29 & safety evaluation Amend revises 
Tech Spec 3/4.7 4, ’'Snubbers,” & associated bases by changing Sampling Plan 2 to 
eliminate requirement to test ail snubbers & delating Sampling Flan 3 
KINTNER.LL Project Directorate 11-1 89/03/10. COTTLE.WT System Energy Ro- 
sourcos, Inc, 3pp. 48969 169 48969.170 

-8903200365 Amend 56 to License NPF-Z9, revising Tech Specs 3/4,7 4, "Snubbers,” 
& associated be-ses by changing Sampling Plan 2 to eliminate requirement to lest ail 
snubbers & defeffng Sampling Plan 3. 

REEVES.E A. Project Diroclorafe II- L 89/03/10. 6pp 40989' 162-48969.1 67 

-6903200360 Safety evaluation st^porting Amend 56 to License NPF-ZO 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 89/03/10, 3pp 
48969.188-48980.170 

8903200433 Forwards notice of environ assessment & finding of no significant impact re 
B80630 request for amend to License NPF-29 changing reactor proieclion sys Insiru- 
mentation surveillance teal intervals & allowed outage limes, 

KINTNER.LL Project Directorate 11-1. 89/03/10 COTTLE.WT. System Energy Re- 
sources. Inc 2pp 48970*305 48970 310 

-8903200436 Environ assessment & finding of no significant Impact re util 880630 re- 
quest for amend lo License NPF-29,changing Tech Speo 3/4,3 1 re reactor protection 
sys instrumentation surveillance test Intervals & allowed outage times, 

LO.R.H Project Directorate tl-1 09/03/10 4pp 48970.307-48970:310. 

8903220128 Forwards Amend 67 to License NPF-29 & safely evalualion, Amend 
Tech Spec re safety limlls,power distribution limits & fuel assemblies to sup- 

a jel Cycle 4 reload. 

ER.LL Project Directorate If-l, 89/03/13 COTTLE.W.T System Energy Re 
sources, Inc, 3pp 49020.326-49020 357. 

-8903220136 Amend 57 lo License NPF-29, changing Tech Specs re safety limlfs.powor 
distribution limits & fuel assemblfes to support Fuel Cycle 4 load. 

REEVES.E A Project Directorate (1-1 89/03/13 18pp, 49020 331-49020:348 


-8903220143 Safety evaluation supporting Amend 57 lo License NPF-ZQ 

* Office ol Nuclear Reactor Regulation, Director (Post 870411) 89/03/13 lOpp 
49020 349 49020 357 

0903230370 Notifies of 890320 & 24 visils to plant to audit piping support calculations 
for safely rotated sys Proposed visit will have little effect on refueling outage per 
090309 & 13 discussion Agenda explaining ossislance required end 
REEVES.E A Project Directorate IM 89/03/14 COTTLE.WT System Energy Re 
sources, tnc 5pp 49022 270 49022 202 

8903270010 Forwards Amend 58 lo License NPF 29 & safety evaluation Amend pro 
vidos one-timo exceptions to Tech Spec 3 0 4 approved (or use only during third rofu 
eling outage 

KINTNERXL Project Directoralo 11-1 09/03/16 COTTLE.WT Syslom Energy Ro 
sources. Inc 6pp 49056 249 49056 277 

-8903270015 Amond 58 to License NPF-29. providing one time exceptions lo Tech 
Spec 3 0 4 approved for use only during third rofuelmg outago 
REEVES.E A Project Directoralo 11-1 09/03/16 t3pp 49056 255 49056 267 

-8903270016 Safety evalualtor^ supporting Amend 58 lo License NPF-29 

* OfliCQ of Nuclear Reactor Regulation, Director (Post 870411) 89/03/16 Opp, 
4 9050 268-49056 277 

8903160296 Generic Ltr 89 02 lo all holders of OLs & CPs for nuclear power reactors ro 
actions to improve dotectlon of counterfeit fraudulenlly marketed products Sve list 
oncl 

VARGA.S,A Associate Ojrector for Proiocts (Post 870411) 09/03/21 ConsQlidated 
Edison Co of New York, Inc 57pp 4B060 001-46960057 


0, Inspection reporta, IE Bulletins & correspondence 


6902280096 Folwards Insp Rept S0 416/B9-02 on 890124-27 No violations or devi 
at ions nolod 

4ULIAN.CA Region 2, Ofc of Iho Director 69/02/10 COTTLE.WT System Energy 
Resourcos, Inc 2pp 48625 26D-4Q625 275 

-8902280100 Insp Rept 50 416/BO 02 on 690124 27 No violations or deviations 
noted.M^or areas Inspocled assessment of compliance w/NRC Bulletin 88 007, 
'•powor Oscillations In BWRa ’’ 

BUB NETT, P T , BELISLE.G A Region 2. Ofc of Iho Director 89/02/08 6pp 
40625 27 1-4e625'275 

B0Q227012O Forwards Insp Repl 50-416/09 03 on 690110-12 & notice of violation 
DECKER, T R Region 2. Ofc ol the Diroclor 89/02/13. COTTLE.W.T Syslom Energy 
Resources, Inc 2pp 4B564 182-40564.189 

-8902270121 Notice of violation from Insp on 800110-12 Violation noted; ilcenseo failed 
to document all emergoncy preparedness training provided or ensured lo olfsito sup- 
port agencies 

DECKERJ.R Region 2, Ofc of Iho Director 89/02/13. Ip 48584 184 485B4;104. 

-8902270126 Insp Rept 50 41&/09*O3 on 800110 12 Violations noted Major areas 
Inspected alert & notification sys, training of offsite support agency personnel assigned 
lo sys monitoring & operation & review of omorgency preparedness procedures 
CUNNINGHAM, A L , RAN KIN. W H Region 2, Ofc of the Director. 69/02/10. 6pp 
48584 165 4d564'iao 

8902270081 Forwards Insp Repl 50-416/69 01 on e90100«13No violations or devi- 
ations noted. 

PEEBLES,! A Region 2, Ofc of the Dlrecfor 89/02/16 COTTLE.WT. System Energy 
Resourcos. Inc. 2pp 4858 6.09 0<4 8586 006 

-8902270101 tnsp Rept 60 410/89-01 on 890100 13, No violations or deviations 
rioted Major areas inspocted design conlrol, design changes & mods 
SMITH.G, JAPE.F Region 2, Ofc of the Director. 89/02/13 7pp 40586 092 
48588 090 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron Jackson 
Oosign ’■ Sve llsl end 

ROSSI, C.E Division of Operational Evonls Assessment (Post 870411) B9/02/24 
Consolidated Edison Co. of New York, Inc 106pp 48572,043-4B572‘l48. 

8902210351 Suppt 1 lo NRG Info Notice 88 073, "Direction Dependent Leak Character- 
istics of Containmeril Purge Valves " Sve list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27, 
Consolldalod Edison Co Of New York, Inc 102pp 46589 001-48509 no 

$902210564 NRC Info Notice 89 021, "Changes in Performance Characterialica of 
Molded Case Circuit Breakers ” Sve list oncl. 

ROSS1.C.E Division of Operational Events Assessment (Post 870411) 69/02/27. 
Consolldalod Edison Co. of New York, Inc. 104pp 4BB7B.032-4867B’137. 

8903080062 Responds to NRC Bulletin 80 a07,Suppl I, "Power Oscillations In BWRs" 
Off-Normat Emergency Procedure 05 1-02 111-3, '’Decrease In Recirculation Sys Flow 
Rale,*’ changed lo incorporate BWR Owners Group recommendations 
COTTLE,WT Syslom Energy Resourcos, Inc. 89/02/27. Document Conlrol Branch 
(Oocumenl Conlrol Desk) 4pp 48742 351-48742 354 

8903090164 Forwards corrected Page 4 of Insp Repl 60-416/86-27 
DECKER,! R Region 2. Ole of the DtrectOf 89/02/27 COTTLE.W.T, System Energy 
Resources. Inc. 2pp 48800 070 40000,080. 

-^8903090174 Corrected Page 4 lo Insp Repl 60<4 18/80 27. 

• Region 2, Ofc of the Director. 09/02/27 Ip 46000 080 48000*080. 

8903070074 Responds lo NRG 600131 ltr re violations noted in Insp Rept 50-4l6/dB< 
2BCorf0cl*ve actions Quality Deficiency Rept 368 88 initialed Operations porsonnel 
performed review of inoporablo annuncialor logbooks. 

CESARE.J G System Energy Resources, Ino 89/02/20 Documer\i Control Branch 
(Document Control Desk), 4pp. 48763<033 46763 036 
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.09O31SO246 Responds lo MRC 890131 Hr rti vrolalions nolcci irt Insp Ropi 50 416/06 
28 Corrective actions chemist grade liydromolers procured& incorporated into GGNS 
& M&TE program 

CESARE.JG System Energy Resources, fnc 8D/02/20 DoPumont Control Branch 
tDocomenL Conirol Desk) 3pp 40P71 326 40871 328 

8902270158 NRC Info Notice 09 022, Questionable Cerlilicalion of Fasteners " Sve list 
oncl 

ROSSI.CE Division ol Operational Events Assossmenl (Post 870411) 89/03/03 
Consolidalecf Edison Co of New Vork, Inc 105pp 49732 001-48/32 106 

8002280104 NRC Info Nolice 89 023, “Environ Quafiftcalion raf Litton Voam CIR Sones 
Efecincal Connociorfe " Sve fisl end 

ROSSP.CE Division of Operational Events Assessment (Posi 870411) 89/03/03 
Consolidaled Edison Co of New York, Inc 106pp 40723 038 40723 143 

8902280162 NRC fnfo Notice 89-024. ‘Nuclear Crilicahly Safety " Sve list end 
CUNNINGHAM, R E DjviseoP of Industrial & Medical Nuclear Safely (Post 670729) 
89/03/06 Consolidated Edison Co of New York, Inc 96pp 48700 252 48700 346 

&603010207 NRC Info Notice 89 026, 'Instrument Air Supply to Safety Related Equip 
menr' Sve fist end 

ROSSLCE Division of Operational Events Assessmen! (Posi 870411) 89/03/07 
Consolidated Edison Co of New York, fnc 105pp 48741 053 48741 158 

8903020165 NRC Info Nofico 89 027, “LimilaHons on Use of Wdsle Forms & High Im 
legrily Co main ere for Disposal of Low Level Radwaste Sve list end 
GflEEVES.JT Division of Low Level Waste Wanaqemonl & Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of York Inc 117pp 48798 114- 
48798 231 

8903210250 Forwards Insp Repts 50 416/89-05 & 50 417/89 05 on 890131 0201 No 
violalions or deviations noted 

CLINE.VVE Region 2, Ofc of Iho Director 89/03/08 COTTLE.WT System Energy 
Resources, Inc 2pp 48998 356 48998 358 

- 8903210261 Partially withheld Insp Repts 50 416/89 05 & 50-417/89-05 on 890131- 
0201 (ref 10GFR2 7dO(d) & 73 21) No yjolalions or deviations noted Major areas 
inspected mgl sup perl .security program plans A protected area barriers 
STANSBERRY^WW, MCGUfRE.D B Region P. Ofc of tho Director 89/03/08 Ip 
48998 358 48998 358 

8903080372 NRC Info Notice 09 028, *'Wejahl & Cir of Gravity Discrepancies for Copes 
Vulcan Alr-Operatod Valves Sve list encT 

ROSSLCE Division of Operational Events Assessment (Post B70411) 89/03/14 
Consolidated Edison Co of New York. Inc 107pp 48 B95 001-48896 109 

8903 090021 NRC Info Notice 89 029, ‘^'Pptential FailLira of A SEA Brown Boven Circuit 
Breakers During Seismic Event ” Sve list end 

ROSSI.CE Division of Operalional Evanis Assessment (Post 870411) 09/03/15 
Coasofidated Edison Co of New York, fnc t06pp 48870053 48870 169, 

8903090133 NRC Info Nolice 89 030, '‘High Temp Environs al Nuclear Power Plants " 
SvG list and 

ROSSI.CE Division of Operatiortal Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co or New York. Inc 106pp 4B895 110 40695 215 

8903220066 Responds to violation nolecT in Insp Ropt 50 416/69 03 Correclivo 
actions l/ainingr o&dministered & documented for offsite agency personnel represent 
Ing Claiborne County Tensas Parish & sheriff ofes 

CtSAREJG System Energy Resources, Inc 89/03/15 Documeni Control Branch 
(Docunneni Conlre) Desk) 3pp 49020 293 49020 295 

8903230017 Forwards N|S'2 Summary Rept 00206 lor repairs/replacements. removal & 
functional testing of snubber pin as part of Inservice msp summary rept for Refueling 
Outago 2 

CESARE.JG System Energy Resources, Inc 89/03/16 Document Control Branch 
(Oocu m on t Control Desk) 3pp 49029 301-49029 303 

880923Q0E3 Advises that Inservice insp program revised to reclassify Class 2 section of 
RWCU piping as Class 1 for msp & testing Results of stress analysis submilled lo 
NRC In util 871223 Hr 

CESAREpJG System Energy Resources, Inc 89/03/16 Document Conirol Branch 
(Documeni Conirol Desk) 2pp, 49029 359-49029 360 

6903238217 Responds to violation noted in Insp Rept 50 416/68-28 Corrective 
aelJons plant licensing section cautioned not to intorprel verbal NRC discussions as 
preapproval for actions that require NRC apprO'Val 

CESAR E.J G System Energy Resources, fnc 89/03/16 Document Control Branch 
(Document Control Desk) 5pp 49022-126-49022 130 

8903160427 NRC Info Notice 89-031, ‘'Swelling & Cracking of Hafnium Conirol Rods” 
Sve list and 

ROSSI.C.E. Division of Operational Events Assessment (Pest 870411) 89/03/22 
Consolidated Edison Co or New York. Inc, 102pp. 46066 001-46986 103 

0903170419 NRC fnfo Nolice S9«032, ' 'Surveillance Testing of Low Temp Overpressure 
Protection Sys '* Sve list end 

ROSSI.CE Division of Operational Events AsseBsment (Post 870411} 89/03/23. 
Consolidated Edison Co of New York, fnc 104pp 40992044 48992 147 


R. Perfodlc operalfng reports & related correspondence 

0903030003 "Summary of Operating Experience - 1S00 ” W/09O2ae Itr, 

COTTLE.WT System Energy Resources, fnc B8/12/31 7pp 48703 325 4 8 703-332, 

6903130116 "Scmfanuual Radioactive Effluent Release Rept.Juf Dec 1966." W/ 890301 
Hr. 

CESAREJG. System Energy Resources, fnc 08/12/31 81pp 48819 162-48819 243 

6902240209 Monihly operating rept lor Jan 1989 for Grand Gulf Nuclear Station Unit 
1 W/ 8902 15 Itr. 

EDGE.W E. CESAfle,J G System Energy Resources, fnc 69/01/31 4pp 48583-307- 
46583310 


8903170219 Forwards * Summary of Opcraling Expencnco - 1906 " No mam stoam lino 
safely relief valvo challenges experienced or failed fuel indications/msps occurred 
during 1080 

COTTLEWT System Energy Rosources, Inc 09/02/27 Document Conirol Branch 
(Oocumont Conirol Desk) 2pp 40950 174 40950 101 

-6903170352 “Surnmary of Operating Eyporiorce - 19Q0 " 

‘ System Energy Resources. Inc 08/12/31 6pp 40950 176 48950 181 

6903220004 Monthly operating rept for Fob 1989 for Grand Gulf Nuclear Station Unit 
1 W/690314 Itr 

EDGE.WE, CESARE.JG System Energy Resources, Inc 09/02/20 4pp 48093 115 
48303 116 

6003090141 Forwards quartorly status rept, “Degraded Core Accident Hydrogen Control 
Program," for Oct-Dec 1 908 

CESARE.JG System Energy Resources, Inc 09/03/01 Documeni Conirol Branch 
(Document Control Desk) 4pp 48785 039 46705 042 


S, Reportable occurrences, LERs & refated correspondence 


S903090020 Special rept on 69020 l.dieseJ generator failed lo load during test Caused 
by malfunction of lachometer transmitter Transmitter replaced & diesel generator 
functional test successfully completed 

CESARE.JG System Energy Rosources. Inc 09/03/02 Document Control Branch 
(Document Conirol Desk) 2pp 48781 027-48781 028 

8003200111 Confirms 890306 telcon w/F Cantrell re request for extension for submittal 
of Final Special Rept 88 007 to 690531 

CESARE.J G System Energy Resources, Inc 89/03/07 Document Control Branch 
(Document Conirol Desk) 2pp 48964 087-48964 088 

8903210219 Special Rept 09 002 on 090225, turbine bldg ventilation exhaust accident 
range radiation monitor removed from sve Channels 3 & 4 failed & Channel 4 ro 
mained in chock source Monitor retested satisfactorily & restored to sve on 890302 
CESAREJ G System Energy Resources, Inc 89/03/09 Document Conirol Branch 
(Document Conirol Desk) 2pp 48902 025 48982 026 

6903230322 LER 85 008 01 on 8Q0213.instfumflnt air compressor tripped due lo low 
cooling water pressure while air vented from turbine bldg cooling water sys Caused by 
foss of feedwater Mam turbine manually Inpped & MSI\^ closed W/e903 17 fir 
BYRD.R W. CESARE.JG System Energy Rosources, fnc 89/03/17 5pp 49028 232- 
49020 236 


V. Operator Examinations 


0903220169 Generic Ltr 89-03 to all power reactor Jiconsees & applicants for OL re op- 
erator licensing natl exam schedule Sve list end 

VARGA, S A Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York. Inc 54pp 49005 001-49005 056 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/ const ruction stage documents correspondence 


8903140174 Summary of 890216 meeting w/Devonrue re BWR 0 alternate ac approach 
to satisfy station blackout rule Attendance list & handout mall end 
TAMP b Pfojecl Directorate I 4 89/03/02 Project Directorate I 4 34pp 40834 1 55- 
4BB34 188 

8903270333 Forwards INPO memo Iransmitting util European Plant Outage Rept APO- 
69/057 to alt domestic utils Ulil presented rept to INPO & NRC In Nov 1988 W/o end 
COTTLEW-T System Energy Resources, fnc 89/03/08 CANTRELL.F Region 2, Ofc 
of tho Oireclor 2pp 49054,043 49054 044 

6903160296 Generic Ltr 89 02 to all holders of OLs & CPs for nuclear power reactors re 
actions to Improve detection of counterfeit & fraudulently marketed products Sve list 
oncl 

VARGA,SA Associate Director for Pro|0Cls (Post 870411) 89/03/21 Consolidaled 
Edison Co of New York, Inc 57pp 40960 001 48960 057 


F. Security, medical, emergency & fire protection plans 


6903080056 Advises that Rev 5 lo safeguards conligency plan consistent w/provisions 
of lOCFRSO 54(p) & acceptable 

CLINE, WE Region 2, Ore of the Director 89/02/21 COTTLE.WT System Energy 
Resources, fnc 3pp 46742,324-48742 326 

8903210260 Forwards fnsp Repts 50-416/89-05 & 50-417/89 05 on 8901 3 1-0201. No 
violations or deviations noted 

CUNEW.E Region 2, Ofc of the Director 89/03/08 COTTLEWT System Energy 
Resources, Inc 2pp, 48998,356 48998,350 

-6903210251 Parliaffy withheld Insp Repts 50-416/69 05 & 50-417/80 05 on 890131- 
0201 (ref 10GFR2 790(d) & 73 21) No violations or deviations noted Mafor areas 
Inspected mql support, security program plans & protected area barriers 
STANSBERRY.WW, Region 2. Ofc of the Director 89/03/08 Ip 4B998 35B- 
40996 356 


Q. Inspection reports, IE Bulletins & correspondence 


0902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design '* Sve list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York, fnc 106pp 4B572 043 40572 148 
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6902210351 SuppI 1 to NFtC Into Noiicc 80 073-, Direction Depondonl Leak Character 
islics ol Containment Purigo Valves ’ Sve list end 

ROSSt.C E Division o( Operational Events Assessmonl (Post 870411) 69/02/27 
Consolidatocl Edison Co of New York Inc t02pp 48589 001 46589 t tO 

&9022105G4 NRC Inlo Nolico 80 021, “Changes in Performance Characteristics of 
Molded Case Circoit Broakors " Sve list end 

ROSSI, CE Division of Operational Evonis Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc I04pp 48578 032 40570 137 

0903060062 Responds to NRG BuKeim 80 007, SuppI 1, “Power Oscillations in BWRs " 
Off Normal Emergency Procedure 05 1 02 III 3, '‘Decroaso in Reckrculalion Sys Flow 
Rale,' changed to incorporate BWR Owners Group recommendations 
COTTLE. W T System Energy Resources, Inc 60/02/27 Document Control Branch 
(Document Conirol Desk) 4pp 40742 351 40742 354 

0902270156 NRC Info Nolico 89 022, ‘Questionable Cortificalion of Fasteners “ Sve list 
end 

nOSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/03 
Consolidated Edison Co of New York. Inc toSpp 48732 001 40732 106 

6902260104 NRC irifo Notice CD 023, “Environ Qualilication of Litton Veam CIR Sorios 
Electrical Connectors *' Sve list enci 

ROSSI.CE Division of Oporattonol Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, tnc 106pp 48723 03G 48723 143 

6902260162 NRC Info NoUco 89 024. "Nuclear Crilicality Safety” Sve list onci 
CUNNINGHAM.R E Divii,ion ot Industrial & Medical Nucloar Safety (Post 870729) 
89/03/06 Consolidated Edison Co of Now Vork, tnc sepp 48700 252-48700 346 

6903010207 NRC Info Notice 89 026. "Instrument Air Supply to Salely-Relatod Equip- 
monl " Sve list end 

ROSSI.CE Division of Operational Evonis Assessment (Post 870411) 09/03/07 
Consolidatod Edison Co of Now York, Inc lOSpp 40741 053 46741 158 

6903020165 NRC Info Notice 89 027, "Limilaiions on Use of Waste Forms & High In- 
tcgnly Containers for Disposal of Low Level Radwasio " Sve list end 
GREEVES.J T Division of Low Level Waste ManaGomonl & Decommissioning (.Post 
870413) 89/03/00 Consolidated Edison Co of New York, Inc 117pp 4Q790 114- 
40790 231 

6903210250 Forwards Insp Repts 50 416/89 05 & 50 417/89 05 on 090131 0201 No 
violalions or deviations noted 

CLINE.W E Region 2, Qfc of the Difoctor 09/03/08 COTTLE, W T System Eriorgy 
Resources, Inc 2pp 40090 356 48098 358 

-8903210251 Partially withheld Insp Repts 50 416/89-05 & 50 417/09 05 on 000131 
0201 (rol 10CFR2 790(0) & 73 21) No Violations or deviations noted Major areas 
inspected mot support, security program plans & protected area barriors 
STANSBERRY.W.W,, MCGUfRE.D R. Region 2. Ofc of the Diroclor 09/03/08 tp 
48908 350-46908 3SB 

8903060372 NRC Info Notice 09 028, "Woight & Clr of Gravity Discrepancies for Copes 
Vulcan Air Operated Valves " Sve list oncT 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 89/03/14 
Consolidatod Edison Co of Now York, Inc I07pp 46095 001-46895 100 

8903090021 NRC Info Notice 09 029. ''Potential Failure of ASEA Brown Bovori Circuit 
Breakers During Seismic Event " Sve list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 09/03/15 
Consolidated Edison Co of Now York, Inc lOOpp 46670 053-40070 169 

8903090133 NRC Info Notice 09 030. "High Temp Ertvirons al Nucloar Power Plonta " 
Sve list end 

ROSSI.CE Division of Operational Events Assessmonl (Post 870411) 00/03/15 
Consolidated Edison Co of New York, tnc lOSpp 48895.110-46095 215 

8903160427 NRC Info Notice 09 031. ‘'Swelling & Crocking of Hafnium Conirol Rods " 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/22 
Consolidated Edison Co. or New Verk, Inc. t02pp. 48986 001-48906 103, 

8903170419 NRC Info Notice 09 032, "Surveillance Testing of Low Temp Overprossure 
Protection Sys " Sve list end 

ROSSI.CE (Division ol Operational Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 40092 044 40992 147, 


V. Operator Exanfilnallons 

B903220159 Generic Ltr 00 03 to all power reactor ticonsees & applicants for OL ro op 
orator llconsing natl exam schedule Sve list end 

VARGA.SA /Associate Director for Projects (Post 070411) 89/03/24 Consolidated 
Edison Co of New York, Inc D4pp 400()5:001-49005 056 


DOCKET 60-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


P. Security, medical, emergency & fire protection plane 

6902230121 Forwards Safely Insp Rept 50 423/80-24 on 061220-890123 No violations 
noted Insp Ropt Detail 5 1 describes continuing problems w/firo barrier 
effectiveness Evaluation of acceptability of util corrective actions is ongoing 
BETTENHAUSEN.L Region 1. Ofc of the Director 89/02/16 MROCZKA.E J North- 
east Nuclear Energy Co (subs of Norlheasl Utilities) 2pp 4 0555 175 46555 194 

-0902230126 Insp Rept 50-423/06-24 on 001220 890123 No violations noted Major 
areas inspected masonry wall design.lastenor testing to determine conformance w/ep 

R licable matl specs .cracking in feedwater sys piping & health physics phono lino to 
IRC, 

MCCABE.EC Region 1, Ofc of the Director 89/02/16 iflpp, 48555’ 177-48555 194 

8902280331 Advises that util 800527 Rev 5 to physical security plan & Rev 7 to guard 
training & qualification plan consistent w/provisions of t0CFR50S4(p) & acceptable 
BELIAMY.RR Region 1, Ofc of the Director 69/02/17 MROCZKA.E Northoasl Nu 
clear Energy Co (subs of NorlheasI Utilities) 4pp 48636,111-48630,114 


0903140664 Forwards Safeguards Insp Rcpls 50 245/89 0L50 336/09 02 & 50 423/ 
89 0 1 on 690 1 30 0203 No violations noted 

BELLAMY, BR Region 1 Ofc of iho Diroctof 69/03/02 MROCZKA.E J Northeast 
Nucloar Energy Co (subs of Northeast Ulilities) 3pp 48B34 061-4QB34 092 

-6903140670 FarHally deleted Insp Repts 50 245/89 01.50 336/69 02 & 50 423/69 01 
on 090130-0203 (rof tOCFR73 21)No noncomptiancos noted Major areas 
inspected security program plans & audits & dDlecIton & assessment aids 
LAKjCASTER.WK Region 1. Ole ol the Director 69/02/26 9pp 4BQ34 004- 
48834 092 

0903200251 Forwards Rev 0 to physical securily pUn End withhold (ret 10CFn2 790(a) 
& 73 21) Rov does not decrcaso odectivcness ot physical security plan 
MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 

MROCZKA.E J Northeast Utililios 69/03/14 Document Control Branch (Document 
Conirol Desk) tp 48965 046-46965 046 

6003200248 Forwards responsQ to NRC 090216 notice of violation from physical socun 
ly insp End withheld (ref 10CFR2 790(a) & 73 21) 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northoasl Utilities) 

MROCZKA.E J Northeast Ulilities 89/03/16 Document Centro! Branch (Document 
Control Desk) 2pp 46965 077 40965 070 


H Qonoral correspondenco 

8902230566 Responds to 881206 Ur raising questior^ whether nuclear pollution from fa- 
cililies could travel to Charloslown.RI NRC assessmonl concluded lhat potontml of fa 
cility operation having radiation affect on Charlestown extremely remote 
RUSSELL.WT Region 1, Ofc of Iho Diroclor 89/02/08 SHERWOOD, R Alfiliation 
Not Assigned 4pp 48568205 46568212 

-6902230567 Forwards constitiionLR Sherwood 861206 ltr inquiring about possibility of 
radiation contamination downwind from tacllitles Response requested 
CHAFFE.JM Sonalo 00/12/19 ZECH.L W Commissioners ?pp 48568 209 

48568 212 

6903100336 Comment opposing proposed rule 10CFR50 re offoctivoness of mamt pro 
grams for nuclear power plants Proposed rulo on mninl will nol Improve maint In 
plants nor improve saloly or raliahility of plants Proposed rule much too vague 
MIROCZKA.EJ Connecticut Yankee Atomic Power Co 89/02/27 Dockoilng & Sorv 
iCQs Branch 12pp 48806 334 48806 345 

6903210102 Comments on proposed Rev 3 to Reg Guide 1 9, “Soloction, 
Design, Qualiticalion.TeatIng & Rolinbitily of Diesel Generator Units Used as Onsite 
Electric Power Sys at Nuclear Power Plants" Reg guide does not provide flexibility 
MROCZKA.E J Connoclicul Yonkeo Atomic Power Co 69/03/08 MEYER, DL Regu- 
latory Publications Branch Cpp 48990 126 40090 135 

6903280075 Commonl on proposed Rov 3 to Reg Guide 1 9 ro selection 
design, qualification, tasting & rol lab lily of diesel goneralor units used as onsite electric 
power sys at nuclear power plants 

MROCZKA,EJ Connecticut Yankee Atomic Power Co 99/03/08 MEYER, DL NRC • 
No Dolailod Affiliation Given 8pp 49144 050 49144 057 


I. Financial Information 

8903130067 Advises that 890201 submillal of financial info for 1Q0D satisfies 
10CFR140 21 requirements lhat liconsoe maintain approved guarantee of payment of 
doforrod promlums tor each oporatinq reactor over 100 Mw(o) 

NASH, 0 A Policy Devolopmonl & Technical Support Branch (Post 670411) 89/03/ 
01 STULGIS.PJ Fitchburg Gas & Electric Light Co Ip 48820 027« 48320 027, 


P. Operating license stngo documents & correspondence 

6902230595 ftosponda to NRC concorna ro poloniial use of noncode class faslners In 
ASME class applications Adminislrativo control procedure exists to provide require 
monls for repair & renlacemonl 

MROCZKA.E J. SEARS.CF. Northeast Nuclear Energy Co (subs ot Northeast Utill 
lies) MROC2KA.EJ. Northoasl Utilities 89/02/ IS Document Conirol Branch (Docu 
ment Contro-I Desk) 3pp. 48560 043 48569 045 

8903020448 Responds to roquosl (or addi Info re 890124 proposed rev to Tech Spec 
Sections 6 3 1, "Fuel Assemblies” & Section 5 3 2, "Control Rod Assomblioa" Fuel 
assombiloa used for Cycle 3 & conlingency plan for use of other assemblies dis 
•cussed 

MROCZKA.E J Northeast Nucloar Energy Co (subs of Northoasl Utilities) 
MROCZKA.E J Northoasl Ulititios 69/02/23 Document Conirol Branch (Oocumonl 
Control Dosk) 2pp 46673105^48673 100 

8903170433 Forwards inlo ro radwaslos al plants, including radwasto vol projoctions for 
Class A.B a C & mixed waste for 1990 1094, estimate of present radwasto storage 
capacity & oatimato for oxpansllon ot storage capacity 

MROCZKA.E J Northoasl Nuclear Energy Co (subs of Northeast Utllitios) 69/03/08 
LINSCOTT.S K Connecticut, State of 7pp 40953 240 48953 252 

0903200162 Application for amend to License NPF 49, deleting name of city of 
Burllnglon.VT as ownor of faclIilyCily ownership transferred to Connecticut Municipal 
Electriic Energy Gooperalive. 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northoasl Utilities) 
MROCZKApEJ Northeast UUlillos 69/03/fO Document Control Branch (Document 
Control Desk) 5pp 48905 324-48965:328 

6903210101 Ack receipt ol 000213 ftr notifying of change in ownership interest in facilily 
from Burlington Elocirlc Light Dept to Connecticut Municipal Electric Energy 
Cooperative No further review of transfer required 

STOL2.JF. Project Directorate 14 89/03/13. FRANCIS.FE Spiegel & McDiarmld 
2pp 40983 276 48983 277 

8903270299 Application for amends 1o Llcensos DPR'61,DPR'21,DPR-65 & NPF- 
40, changing Tech Specs re administrative controls & organizational charts.per Generic 
Llf 08 06 

MROCKZA.E J Connecticut Yankee Atomic Power Co, 89/03/13 Document Control 
Branch (Oocumonl Conirol Desk) 4pp 49055 159 49055 196 
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• 890^ 770303 ProposDd Tech Specs ro ddnunistfative conirols & organizational charts 

* Conneclrcet Yankee Atomic Power Co 89/03/13 O-lpp 49056 163 49055 196 

Q903230101 Application for amend lo Licenso NPF 49 replacing surveiffance require 
menis of Section 4 3 4 2 w/more comprehensive lurbino ovarspeed proloction maml 
& tesling program 

WROC2KA,EJ Northaasl Nuclear EnGrgv Co (subs of NorlheasI Ulilittes) 
MPOCZKA,eJ NoJlheasl Utitilies 09/03/14 Documoni Control Branch (Documenl 
Control Desk) 5pp 49029 244^45029260 

*'6903230105 Proposed Tech Specs replacing surveillance requiremer^ts oJ Section 
4 3 4 2 w/more comprohensivo li/rblne overspeed protection maml & tesling program 

* Northeast Nuclear Energy Co (subs of Northeast Ulihties) 89/03/14 2pp 
49029 249-49029 250 

8903230306 Forwards Amend 31 to License NPF-49 & safely evaluation Amend revises 
Tech Spec fables 2 2-1 & 3 3 4 lo decrease reactor inp sel point & ESFAS for auxilia- 
ry feedwater inihation 

JAFFE.DH Project Direcloraie M 89/03/14 MROCZKA.EJ Norlheasi Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 49037 033 40037 046 

"8903230369 Amend 31 to Lfconse NPF 49, revising Tech Spec Tables 2 2-1 & 33-4 to 
dacreaso reactor irfp setpofnt & ESFAS for auxiliary feedwater initfalion 
STOLZ,JF Project Direcloraie I 4 89/03/14 9pp 49037035 49037 043 

"8903230370 Safety evaluation supporting Amend 31 Co License NPF-49 
‘ Office of Nuclear Reactor Regulalion, Director (Posl 870411) 89/03/14 3pp 
49037044 49037046 

8903180296 Genarrc Llr 69 02 to all holders of OLs & CPs for nuclear power reactors re 
actions to impreve detectloi? of counterfeit & fraudulently marketed products Sve list 
enci 

VARGA, S A Associafe Pirectcir for Projects (Post 370411) 89/03/21. Consolidated 
Edison Co of New York, Inc 57pp 40960 001*48960 057 

8903260037 Forwards fnventorv repL for hazardous chemicals present at facility in quan* 
bties exceeding min threshold established in 40CFRd70 20 

MROCZKA,EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.BJ Norlheasl Utifihes. 89/03/21, Document Control Branch (Document 
Control Desk) 13pp, 491 1 0 350 491 to 362 


O Inspecllon reportSi IE Bulletins A correspondence 

8902230121 Forwards Safely Insp Rapt 50 423/66 24 on 8 61220-890 123 No violations 
noted Insp Rept Detail 51 describes continuing problems w/fire barrier 
effectiveness Evaluation of acceplabilitv of util correcllve actions (s ongoing 
BEHENHAUSEN.L Region 1. Ofc of lha Director 69/02/16 MROCZKA.EJ North- 
east Nuclear Energy Co (subs of Northeast Utilities) 2pp 48555 175 485S5 194 

•>8902230128 Insp Rept 50 •423/68-24 on 061220 690123 No violations noted Major 
areas Inspected masonry wafi das/gr>, fastener tesling lo determine conformance w/ap- 
^licable mat! specs,c racking fn feedwater sys piping & health physics phone line to 

MCCASE.EC. Region 1, Ofc of the Director 89/02/16 t6pp 46555177-48555 194 

8902170112 NRC Info Notice 89 020, “Wald Failures an Pump of Byron-Jackson 
Deslg^o" sve list end 

ROS5f,CE. Division of Operational Events Assessment (Post 870411} 69/02/24 
Consolidated Edison Co of New York, Inc 1C6pp 4G572 043 48572 148 

6902210351 Supp1 1 to NRG fnfo Notice 80 073, "Oireclfon-Oepcndent Leak Character- 
fslrcs of Containment Purge Valves “ Sve list end 

ROS5f.CE Division of Operalional Events Assessment (Post 87041 1). 89/02/27 
Consolidated Edison Co of New York, Inc 102pp 48589 001 48569,110 

8902210564 NRC Info Notice 89*021, "Changes in Performance Charactorlsllca of 
Molded Case Circuit Breakers “ Bve fist end 

ROSSI,CE Division of Operational Events Assessment (Post 870411)' 89/02/27. 
Consolidated Edison Co of New York, Inc 104pp 48578 032 48678 137 

8903030047 Forwards repl detailing status of each open item noted fn June 1888 regu- 
latory effeclEveness review Rept withheld (ref 10GFR2,760] 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.E J Norlheasi UliMies 89/02/27 Document Control Branch (Document 
Control Desk), ip 48691 357-46691.357. 

B903090375 Requests extension of required anafyses In response lo NRC Bulletin 68- 
011. “Pressurizer Surge line Thermal Stratification " Required insp at facility expected 
to be performed during scheduled 690909 reMing outage 
MROCj 2KA,E J,. SEARS, GF. Northeast Nuclear Energy Co (subs, ol Norlheasl Utilr 
lies). WROC2KA,E,J, Norlheasl Utililies 89/92/28 Document Control Branch (Docu- 
meni Control Desk), Bpp 48783 069-46783 076 

8903140664 Forwards Safeguards Insp Repis 60-245/69-91.50-336/69 02 & 50-423/ 
89 01 on 890130-0203 No violations noted. 

BELLAMy,RR Region 1, Ofc of the Direcior 89/03/02 MROCZf<A,EJ. Norlheasl 
Nuclear Energy Co (subs of Norlheasl Util ftiea) 3pp 48834 081-48834 092 

-S903140670 Partially deleted Insp Repis 50-245/66-0 1,50-336/69 02 & 50-423/89 01 
on 890130-0203 (ref 10CFR73 21)No noncompirances noled.Major areas 
insp ec led .security program plana & audits & detection & assessment aids. 
LANCASTER, W.K , CAMEFrON,D F., KEIMIG.RR Region 1, Ofc of the Director 89/ 
02/28 9pp, 48634.004-48634 092 

8902270158 NRG Info Nobce 89 022, "Questicnebfe Certification ol Fasteners " Sve fist 
encL 

ROSSI, CE Division ol Operational Events Assessment (Post 870411), 89/03/03 
Consolidated Edison Co of New York. Inc 105pp 48732 001-46732 106 

8902280104 NflC Info Mol Ice 89-023, "Environ Qualification of Lilton-Veam CIR Series 
Electrioal ConnsGlora.'* Sva (isl encl. 

ROSSI,CE. Oivisiorr of Operational Events Assessment (Post 8704)1) 89/03/03, 
Consolidated Edison Co of New York, fne 106pp, 48723 036-46723 143. 

69022B0162 NRC Info Nof'Ce 89 024. "Nuclear Cnlpcafity Safety " Sve fist end 
CUNNINGHAM, RE Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/03/06 Consolidated Edison Co. of New York, Inc 96pp 48700 252-46700 346 


8903010207 NRC Info Notice 89 026, ' Instrument Air Supply to Safoty Rofated Equip 
meni “ Sve list end 

ROSSI.C E Division of Operational Events Assessment (Posl 8704 1 1 ) 09/03/07 
Consolidated Edison Co of Now York. Inc I05pp 46741 053 48741 156 

6903020185 NRC fnfo Notice 89 027, ‘'Limilatrons on Use of Waste Forms & High In 
leonly Conlamers for Disposal of Low Level Hadwaste " Sve list end 
GREEVES.J T Division of Low Level Waste Management & Decommissioning (Post 
670413) 89/03/08 Consolidated Edison Co of New York, Inc 117pp 46798 114- 
48796 231 

8903240293 Forwards Insp Rept 50-423/60 02 on 8901 24-0227 No violations 
noted Strong safely emphasis during evaluation of high reactor coolant pump stator 
temp noted 

BETTENHAUSEN.L Region 1. Ofc of Ihe Director 89/03/13 MROCZKA,EJ North 
east Nuclear Energy Co (subs of Northeast Utilities) 2pp 49045 058 49045 076 

>-8903240297 Insp Rept 50 423/69-02 on 890124-0227 No violations noted Ma;or 
areas Inspected plant oporattons,LERs,maint. surveillance, shutdown Bank 0 falling lo 
move on command & reactor coofantpump B high staler temp 
MCCABE.EC Region 1, Ofc of the Director 69/03/10 I7pp 49046 060 40045 076 

0903080372 NRC Into Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves " Sve list encT 

ROSSI.C E Division of Operational Events Assessment (Posl 870411) 69/03/14 
Consolidated Edison Co of New York, Inc 107pp 46895 001-40895 109 

8903090021 NRC Info Notice 69-029, “Polonlial Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Sve list end 

ROSSI.ee Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolldaled Edison Co of New York, Inc 106pp 48670 053-48670 169 

8903090133 NRC Into Notice 89-030, “High Temp Environs al Nuclear Power P/anls " 
Sve fist end 

ROSSI.C E Division of Operational Events Assessment (Posl 870411) 89/03/15 
Consolldaled Edison Go of New York, fnc 106pp 48895 110 48895 215 

B90320024B Forwards response to NRC 090216 notice of violation from physical sccuri 
ly Insp End withheld (ref 1 0CFR2 790(a| & 73 2 1 ) 

MROCZKA.EJ. Northeast Nuclear Energy Co (subs, of Northeast Utilities) 
MROCZKA.EJ Northeast Ulihiies 69/03/16 Document Control Branch (Document 
Control Desk), 2pp, 46965 077 48965 078 


8903210421 Responds to NRC Bulletin 80 010. "Nonconforming Molded Case Circuit 
Breakers" List of Iri-slock Hems w /model numbers & mfo names end 
MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 69/03/16 
Document Control Branch (Document Conirol Desk) 14pp 48977.163-48977 176 

8903180427 NRC Info Notice 89 031, “Swelling & Cracking of Hafnium Control Rods “ 
Sve fist end, 

ROSSI.C E Division of Operational Events Assessment (Posl 870411) 09/03/22 
Consolldaled Edison Co of Naw York, fnc. 102pp 48966 001 >48966' 103 

6903170419 NRC Info Notice 69-032, "Surveillance Testing of Low Temp Overpressure 
Proteokon Sys " Sve kst erwl 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co of New York, inc 104pp 4B992 044 48992 147 


R, Periodic operating reports 4^ related correspondence 


8903030367 “Haddam Neck Plant & Millstone Station Units 1,2 3, Annual Rept for 

1988 ■* W/890221 Ur. 

MROCZKA.E J. Connecticut Yankee Atomic Power Co 88/12/31 529pp 48667.281* 
48669,090 


8903100351 "Milestone Nuclear Power Slation, Units 1,2 & 3 Semiannual Radioaclive 
Effluenls Release Repl.Jul Dec 1988 *’ W/89022a Hr 

MROCZKA.EJ, SEAflS.CF Northeast Nuclear Energy Co (subs, of Northeast Ulill- 
ties). 88/12/31 B4pp 48813 279-48613 362 

8903270174 Revised monthly operating rept for Jan 1989 for Milfstone Nuclear Power 
Station Unit 3 Rov coireote dookel number on cover sheet W/69W20 Itr 
ELMS,A L , SCACE,S.E Northeast Nuclear Energy Co (subs of Northeast Utilities) 
SCACE,SE Northeast Ubhtres 89/01/31 5pp 49055 271-49055 275. 

8903240231 Monthly operating rept for Feb 1999 for Millstone Unit 3 W/090309 fir 
ELMS, A L, SCACt.S E Northeast Nuclear Energy Co. (subs of Northeast Utilities) 
SCACE.SE Northeast UtiMies 69/02/28 5pp 49039'305 49039 309 

8903270105 Revised monlhly operating repl for Feb 1989 for Millstone Unit 3.W/ 
890320 Hr 

ELMS,AL. SCACE.S.E Northeast Nuclear Energy Co (subs of Northeast Utilities) 
SGACE«S E Northeast Ulillties 69/02/26, 5pp 49056.244 49056 248. 


S. Reportable occurrences, LERs ft related correspondence 


8903130245 LER 86 026-02 on 681 11 8, discovered that certain circumstances could 
lead to facility becoming isolated from pfant switchyard while on line Caused by Inad- 
equate plant design Mod ptanned for next reluating outage W/890228 itr 
KELLER,R N , SCAG£,S E Northeast Nuclear Energy Co (subs, of Northeast Utilities). 
SCACe,SE, Northeast Utilities 89/02/28. 6pp. 48821 '192-40021 197 

8903240065 LER 69 003-00 on 890207, unidenUfied temporary sealed fire penetration 
discovered between Trains A ft B on containment recirculation spray sys cubicles fn 
ESF bidg Caused by personnel error Fire watch established W/8903 09 Itr, 
FREEMAN.P.A., SCACE,S E Northeast Nuclear Energy Co (subs ol Northeast Utili- 
ties) FREEMAN, P A NortheasI Utilities 89/03/09 4pp 49076 357-49076 360 
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V Operator Examlnatione 


0903220159 Gonenc Ltr 09 03 to all power reactor licensees h appljcanls for OU ro op 
erator hccnsing nail exam scherfulo Sve hsl end 

VARGA,SA Associalo Direclor for Prmecia {Post 070411) 89/03/24 Consolulaled 
Edison Co of New York, Inc 54pp 49006 001 49005 056 


DOCKET 50-424 ALVIN W VOQTLE NUCLEAR PLANT. UNIT 1 


A, Appilcatlon/constructlon stage documents & correspondence 

8612240287 Summary of 861117 meeling w/ulil & Qechtol re seismic adequacy of plas- 
tic lie wraps as cable supports m vertical raceways Altondance list.Articte GOO 19 of 
Natl Electric Code & discussion of Issue as contained in Module 22 onci 
MILLER.MA PWR Project Direclcrate 4 86/12/19 PWR Proiacl Diroctoralo 4 26pp 
39075 234 39075 259 


E. NRC Safety Evaluation Report (SER), auppis & correspondence 

8612040323 Forwards add) info re seismic & pump/valvo operability IS8uos.pBr SER 
Open Item 1 concerning equipment qualification W/one oversize drawing Proprietary 
catculation withheld (rof 10CFR2 790) 

BAILEY.J A Georgia Power Co * Southern Company Services, tnc 06/11/21 
DENTON, HR Office of Nuclear Reactor Regulation. Oireclor (05H25 870411) 
YOUNG0LOOD.B J PWR Proieci Diroctorato 4 3pp 3BB31 149 3QC31 185 

-6612040344 Rev 0 to *' Guidelines for Nul/Bolt Thread Engogoment Watkdown for 
Vogtio Etoctfic Gonorating Plant Safety Related Mechanical Equipment ’’ 

BAILEY, J A. Georgia Power Co 86/09/16. 7pp 38831,t52-G8031 168 

-8612040360 Requests Calculation X4CPS 0075 075, '’Statistical Analysis of Nut/Bolt 
Thread Engagoment” bo withheld (ref 1QCFR2 790) 

MARSH, FB Bechtol Group, Inc QQ/lt/21 DENTON, HR Office of Nuclear Reactor 
Regulation, Director (851 125-87041 1), 27pp 39631 159-38B31J85 

0903140114 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PLANT.UNITS 1 AND 2Dockot Nos 50 424 And 
50 425.(QeorQta Power Co, el a1) 

• Division of Roaclor Projects • I/ll (Post B70411) NUREG-H37 SOO 09/02/28 
107pp 4Q840'233-4884O341. 


F, SecurllVt medical, emergency & fire protection plane 

6902270626 Forwards Insp Repts 50 424/89 01 & 50-425/89 01 on 890117-19 No vio- 
lations or deviations notod 

DECKER,! R Region 2, Ofc of the Director. 89/02/09 HAIRSTON, WG Georgia 
Power Co 2pp, 46584 202-48564 209 

-0902270634 Ihsp Repts 50 424/BD 01 8 60 425/09 01 on 800117 19 No violations or 
deviations noted. Major areas Inspectad util response to improvement & Incomplete 
Items Identified in Unit 2 emorgoncy preparedness Implemenlalion appraisal 
GUNNINQHAM,A L , RANKIN?WH Region 2, Ofc of the Director 09/02/07 6pp 
48584 204 48584 208, 

0902270414 Forwards Insp Repls 50 424/88 61 & 50-426/88-79 on 881217 690120 & 
notice of violation. 

HEnDT,AR, Region 2, Ofc of the Director. 89/02/10 HAIRSTON.W.G Georgia 
Power Co 2pp. 48580 214 48589 246 

-8902270410 Insp Rapts 60-424/8Q 61 & 60 425/88-70 on 801217 800120 Vlotallons 
noted.MaJor areas Inspected plant operations, radiological 
controls, maint.survelllence.fire protection, &ecurity,prooperatlon testing & quality pro- 
grams 

ROGGE,JF, BURGER.aW, AIELLO,RF Region 2. Ofc of the Diroclor 89/02/10 
20pp 48589 218 46569 246 

89022603B7 Revised emergency plan implemenling instructions .Including Rev 4 to EPII- 
02 & Rev 6 to EPII-04.W/890220 Ur 

HAIRSTON.W.G. Georgia Power Co 89/02/20 13pp. 48684,177-48624,188 

8903020068 Forwards response to violations noted In Insp Rept 60 424/89 06 Re 
sponse witfiheld 

HAIRSTON.WG Georgia Power Co 89/02/28 Document Control Branch (Document 
Control Desk) Ip 48673-236 40873 236 

8903080357 Revised E PI Ps,i Deluding Rev 3 to EPIP 01701 C, "Pr^aralion & Control of 
Emerg^ency Planning Documents" & Ftev 6 to EPIP 91601 C, "Emergency Praparod' 
ness Training ” W/Bg0303 ltr. 

HAIRSTON.W.G Georgia Power Co 89/03/03. 22pp 40766 303-48768 324 

8903210366 Forwards Insp Rept 60 424/89-09 on 890202 03 & notice o( 
viol at ion. Notice of violation & rept delails withheld (ref 10CFR2 790(d) & 73 21) 

CLINE, WE. Region 2, Ofc of the Director 89/03/10 HAIRSTON.WG Georgia Power 
Co 3pp 48984 012 48984.015 

-8903210364 Partially withheld Insp Rept 50 424/89 00 on 890202-03 (ret 
10CFR2 700(d) & 73,21) Violations noted badges of terminated employees not re 
moved from badge issue area Major areas inspected badge access areas 
MCGUIRE, D.R., THOMPSON.DH Region 2, Ofc of the Director 89/03/10 Ip 
48904:015 48984 015, 

8903210045 Forwards suppl to Rev 1 1 to emergency plan Suppt corrects administrative 
errors 

HAIRSTON ,W G, Georgia Power Co 89/03/14 Document Control Biraneb (Document 
Control Desk), 2pp, 48079 045-48979.055 

-8903210063 Rev 11 suppl to emergency plan 
‘ Georgia Power Co 89/03/31 9pp. 48979 047-46979 055 


H General correspondence 

8903100366 Commenl opposing p/oposed rule 10CFR50 ro ensuring effoctiver^ass o1 
mainl programs for nuclear power plants Ulil committed to goal of achieving improved 
reliability & safety through bettor mamt 

HAIRSTON.WG Georgia Power Co 09/02/27 CHILK.SJ Office o1 the Secretary of 
the Commission 4pp 46006 250-4QD06 253 


J Insurance & Indeinnily information 

8903030489 Fonwards Amend 4 to Indemnity Agreement Q-107 W/o end 
HOPKINS, JB Project Direciorato It 3 89/02/28 HAIRSTON.WG Georgia Power Co 
3pp 48690 326 4Q69O330 

6903280176 Provides rept of proscnl tevol ef insurance 8 sources of Insurance for 
planl.per 10CrR50 54(W)(2) 

HAIRSTON, W G Georgia Power Co 09/D3/23 Document Control Branch (Documont 
Control Desk) 2pp 49075 054-49075 055 


M Antitrust correspondence 

8903030429 Forwards finding of no significant changes re antitrust review for Unit 2 Li- 
cense CPPR-ti09,for signature Finding based on end NRC analysis after consultation 
w/DOJ 

GILLESPIE.F P Program Manaaemonl, Policy Dovolopmenl fii Analysis Staff (Post 
670411) 60/02/28 MURLEY.TE OKIco of Nuclear Reactor Regulation, Director 
(Post 870411) 3pp 46 692 092 46662 14B 

-8903030443 "Finding of No Slgnlllcanl Antitrust Changes" 

• NRC No Detailed Alt illation Given 09/02/28 42pp 4B692 107 4C69Z 148. 


P Operating license slage documents & car respond ence 

8902280016 Forwards personnel resumes for review by Commissioner Rogers W/o 

HAIRSTON.W.G Georgia Power Co 09/02/09 SINKULE.M Region 2, Ofc of lha Dl 
rector Ip 48627 350 49627 360 

8003090476 Forwards Amend 10 to License NPF 68 & safety evaluation Amend ro 
places Unit 1 Tech Specs w/combmed Tech Specs for Units 1 & 2 
HOPKINS, J B Pfolecl Direclorato IU3 89/02/00 HAIRSTON.WG Georgia Power Co 
5pp 40B01 045 48801 067 

-8903090477 Amend 18 to Liconao NPF 60 ,f a placing Unit 1 Tech Specs w/ combined 
Tech Specs for Units 14 2 

MATTHEWS.DB Project Directorate II 3, 09/02/09 4pp 40801 050-40801 '053 

-8903090478 Safely evaluation si^portlng Amend 18 to License NFF-OQ 

• Olfico o1 Nuclear Roaclor Rogulalion, Direclor (Post 870411) 89/02/09 4pp 
48801 054 40001 057 

8902260113 Requests util provide response to employees allogatlen of discrimination 
after voicing nuclear safety concerns ro plant & basis for ompToymont action lakan,if 
any JK Allen 881202 Hr ro allegation end. 

ERNST.ML Region 2, Ofc of the Director 89/02/13 HAIRSTON.W.G Georgia 
Power Co 6pp 48625 263 40625 268 

8903090244 Responds to Generic ltr 08-14, "tnslrumonl Air Supply Sya Problems A(« 
(ecting Safety-Related Equipment," per NUREQ'1275,Vol 2 Instrument air sys ade- 
quate for operation of pneumatically operaied.eafoty related oqufpmeni 
HAIRSTON.WG Georgia Power Co 89/02/17 Region 2, Ofc of the Director 28pp, 
40800 183-46800 210 

8903010180 Forwards notice of withdrawal of application for amend to License NPF- 
68 Amend would have modified alarm/trip setpoint limit for chlorine detection sys to 
Initiate operation of control room emergency filtration sys in isolation mode 
HOPKINS, J B Project Directorate II 3 80/02/25 HAIRSTON.WG Georgia Power Co. 
2pp 40847 180 48647 192. 

-8903010163 Notice of withdrawal oi application for amend to License NPF-80, mod dy- 
ing alarm /trip setpoint for chlorine detection sys to Initiate operation of control room 
emergency filtration sys in isolation mode 

HOPKINS, J B Project Direclorale 11 3. 89/02/22 2pp 48647 101-46647 192 

6903090479 Forwards SSER B Issued by NRR ro application for OLs for plant. W/o end. 
HOPKINS.J B Project Directoralo 11-3 89/02/25 HAIRSTON, W G Goorgla Power Co 
3pp 48801 058-40801.060 

8903140124 TECHNICAL SPECIFICATIONS FOR VOQTLE ELECTRIC GENERATING 
PLANT.UNITS 1 And 2 Dockol Nos SO 424 And 60 426 {Georgia Powor Company) 

• Division of Reactor Projects - 1/IJ (Post 870411) NUREG-1343 09/02/28 400pp 
4D052'1O2 48853 213. 

B90316D4B8 Application for amends to Licenses NPF 68 & NPF-7G, re vising Toch Spec 
4 5 2 h ifb) by raising max flow rate from 556 to 555 gpm, 

MCDONALD, HP Georgia Power Co 89/03/06 Document Co rrtrol Branch (Documenl 
Control Desk) lOpp 46876 086 48876.098 

-8903150490 Proposed Tech Specs.ralslng pump (low rate from 550 to 5S5 gpm 
' Georgia Power Co 69/03/06 Ip 40076 096 48876 096 

8903160511 Forwards Amends 19 & 1 to Licenses NPF 68 & NPF-79. respectively & 
safety evaluation Amends modify Toch Specs to Increase max lotal charging pump 
(low rate w/ single pump running 

HOPKINS.J.B ProlQct Direclorate 11-3 89/03/00 HAIRSTON^WG Goorgla Pov/er Co 
4pp 48884 238 4BB04'253. 

-69031 605 12 Amends 19 & 1 to Licenses NPF 68 & NPF-79, respectively, revising Tech 
Specs lo incroaso max total charging pump flow w/slngle pump running 
ADENSAM.E G Project Directorate fl 3 80/03/00. 8pp 4BB&4 242 46884-249 
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'-B903 160513 Saf&ly evalualion supporlmg Am&ntfs 19 & 1 1o Licenses NPF 60 & NPF 
79.rospeclively 

* O^fico of NpclGar Reactor Regulation, Director (Post 070411) 89/03/00 4pp 
48084 250 48884 253 

6903170279 fnforms o1 complelion of 1,000 h availability lest of SPDS Sovorat radiation 
monilo/s out oFsvc during pari of lesi period or for entire lest period W/monitors ey- 
cluded from test criloria, availability of 99 936% achieved 

HAIRSTON WG Georgia Power Co 89/03/10 Document Control Branch (Documeni 
Conirot Desk) 1 p 48893 208^48893 208 

6903200172 '‘Vogtie Etectric Generating PfanLLTnil {.Cycle 2 Startup Test Repl " W/ 
890313 Hr 

80CKH0LD.J, HAinSTOM.WG Georgia Power Co 89/03/13 22pp 48954*120 
48954 149 

8993160298 Generic Hr 89 02 to all holders oJ OLs & CPs lor nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products Sve fist 
end 

VARGA.SA Associate Director lor Projects (Post 870411) 89/03/21 ConsoTidaled 
Edison Co of Now York. Inc S7pp 4B960 001-48960 057 


Q fnspecifoa reports* IE Bulletins & correspondence 

8802270T86 Forwards Insp Repis 60-424/88 55 & 50 425/OB-71 on 881212-16 & 
890103 06 Mo violations or deviations noted 

DECKER JR Region 2. Ofc of the Director 89/02/07 HAIRSTON.WG Georgia 
Power Co 2pp 40586 039-48586 052 

-B982270192 Insp Repts 50-424/68-55 & 50-425/86 71 on 86 1212-16 & 890103 06 No 
violations or dovialions noted Major areas inspected liquid & gaseous rad waste (reat- 
menl &. effluent monitoring sampling sys & environ radiological monitoring 
STODDART.P G . KAHLE.J B Region 2. Ofc of the Director 89/02/02 12pp 
48585 041 48586 052 

8902270626 Forwards Insp Repts 50-424/89-01 8 50-425/69 01 on 8901 17-19 No vio 
faiions ojr deviations noted 

DECKER.T R Region 2, Ofc of the Director- 89/02/09 HAIRSTON.W.G Georgia 
Power Co 2pp 485B4 202-48504.209 

-8902270634 Insp Rents 60-424/69 01 & 50 425/69 01 on 0901 17-19 No violations or 
deviations noted Major areas Inspected util response to improvement & incomplete 
items Identified in Ur>i1 2 emergency preparedness (mpte mentation appraisal 
CUNNtNGHAM.AL, RANKINIWh Region 2. Ofc of the Oireclor 89/02/07 Opp 
48564 204 48584 209 

6902276414 Forwards Insp Repts 50-424/88-61 a 50 425/88 79 on 661217-890120 & 
notice ol violation. 

HEnDT,AR Region 2. Ofc of the Director 09/02/10. HAIRSTON.WG Georgia 
Power Co 2pp 48589 214-48589 246 

>'3902270416 Notice of violation from insp on 661217 B90120 Violations noted improper 
conirol room rounds being conducted & inadequafe corrective action taking place w/ 
respect to control room chart recorders. 

HERDT.AR Region 2, Ofc of the Director 89/02/10 2pp 48689 216 48589 217 

•*8902270416 Insp Repts 50-424/86 61 & 50 425/68-79 on 881217-890120 Viotaltons 
noted Major areas Inspected plant operations, radiological 
c on Irols^m a in (.surveillance, fire prolection. socurily.preoperation testing & quality pro- 
grams. 

flOGGE.JF* BUHGER.CW, AIGUO.RF Region 2, Ofc of the Director 89/02/10 
29pp 48589 218 48589 246 

89030903B5 Forwards Insp Repis 60-424/69-05 & 50-425/89 06 on 800117-20 & 23- 
27 No violations or deviations noted 

DECKER.tr Region 2, Ofc of the Director. 89/02/21. HAIRSTON.WG Georgia 
Power Co 2pp. 48708 234-4&798'251 . 

-B903090369 Insp Repts 50 424/89 Q5 & 50-425/89 06 on 890123 27.No violations or 
deviations noted Major areas Inspected confirmatory radiological measuremems lor 
units & preoperationaf sys tests for Unit 2. 

STODDART.P G., KAHLE.J.S Region 2. Ofc of the Director, 89/02/21 16pp 
48798 236 46798 251. 

8993100356 Forwards no nradio logical confirmatory measurements results, suppi to Insp 
Repts 50-424/80-46 & 60 425/88 61. 

DECKER.T R. Region 2, Ofc of the Director 89/02/21. HAIRSTON.WG Georgia 
Power Co 5pp. 46808 24 5 46808 249 

6903010197 Forwards "Inservice Insp Final RepI First Refueling Outage (Period 1/ 
Outage 1),“ Vol 1 & 2Jof review 

HAIRSTON.W Q. Georgia Power Co 89/02/22 Document Control Branch (Documeni 
Conirol Desk) 2pp 40649,013-48650 320, 

*-6903010200 "Inservice Insp Final RepI Fixat Refueling Outage (Period t/Outage 1)," 
VOM & 2 

* Southern Company Services. Inc. 89/02/22 300pp. 46649 015 46650 320 

6903090239 Ack receipt of 890206 response to violations noted In Insp RepI 50 424/ 

JUHAN.GA Region 2, Ofc of the Director 89/02/22 HAIRSTON.W.G Georgia 
Power Co 2pp 48781 *033-4878 1 034 

B9O2170112 NHC Info Notice 8g«020, "Weld Failures in Pump of Byron-iackson 
Design " Sve list end 

ROSsl.CE, Division of Operational Events Assessment (Post 870411) 89/02/24 
Conaolldaled Edison Co of New York. Inc. 106pp 48572 043-48572*148 

690-2210351 Suppi 1 to NRC Info Notice 88-073. "Direction Dependent Leak Character- 
f&lics of Conlainment Purge Valves " Sve list end 

BOSSI,CE, DIviston of Operalfonal Events Assessment (Post S70411) 89/02/27. 
Consolidated Edison Co of New York, Inc 102pp 48569.001-48589 110 

6902210504 NRC Info Notice 89-021, "Changes In Performance Characlerjsllcs of 
Molded Casa Circuit Breakers Sve list end 

ROSSlkCE Division of Operational Events Assessment (Post 870411), 00/02/27 
Consohdaled Edison Co of New York. Inc. 104pp 48576 *032-48570 137, 


8903020068 Forwards response io viofa lions noted in Insp RepI 50 424/89 06 Ro 
sponse withheld 

HAIRSTON.W G Georgia Power Co, 89/02/20 Document Control Branch (Document 
Control Desk) Ip 48673 236 48673 236 

8902270158 NRC Info Notice 89 022. ■'Questionable Certificalion of Fasteners " Sve fist 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consoljdalcd Edison Co of New York, Inc I05pp 48732 001 48732 106 

0902200104 NRC Info Notice 09 023, "Environ Qualification of Litton Voam CIR Series 
Efeclrical Connectors '* Sve list o-nci 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consofidaled Edison Co of Now York, Inc 106pp 48723 038 48723 143 

0902200162 NRC fnfo Notice 89 024, '■Nuclear Crrlicaliiy Safety '* Sve list end 
CUNNINGHAM. R E Division of fndustnal & Medical Nuclear Safely (Post 870729) 
89/03/06 Consolidated Edison Co of New York, fnc 96pp 48700 252 48700 346 

090301 0207 NRC Info Notice 89 026, "Instrument Air Supply to Safety Related Equip- 
ment ’* Sve list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 89/03/07 
Cons oil dale d Edison Co of Now Yorft, Inc 105pp 48741 053-48741 150 

B9O315O240 Responds to violations noted fn Insp Fepl 50 424/00 61 Corroctive 
actions shift operators counseled on failure to follow procedural requirements of Pro 
cedur© 100O1-C 

HAIRSTON.WG Georgia Power Co 89/03/07 Documeni Control Branch (Documeni 
Control Desk) 4pp 4BB59O80 48059 091 

8903150264 Forwards revised response to viofalion noted in Insp Rept 50 424/08 56 on 
081029-1216 Corrective actions performance of post refueling oulage containment 
insp & evaluation upgraded & operations personnel briefed on subj notice 
HAIRSTON.W G Georgia Power Co 89/03/07. Documeni Control Branch (Documeni 
Conirol Desk) 4pp 48071 204 48871 287. 

6903020165 NRC Info Notice 69-027, "Limitations on Use of Waste Forms & High In- 
logrity Containers for Disposal of Low Level Radwasle," Sve list end 
GREEV6S.J T Division of Low LeveJ Waste Management & Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of New York, Inc 117pp 48798 114- 
40798 231 

8903210262 Forwards Insp Repts 50 424/89 02 & 50 425/09 02 on 890208 14 No vio- 
fations or deviations noted 

JULIAN.CA Region 2, Ofc of the Director 89/03/09 HAIRSTON.WG Georgia 
Power Co 2pp 48979 004-46979 013 

-8003210284 Insp Repis 60 424/09 02 & 50-425/89 02 on 890208-14 No violalions or 
deviations noted Major areas inspected witnessing inlllal fuel load of Unit 2 & review 
of proposed startup lasts for Unit 2 

BURNETT.PT, ZEfLER.J , BELISLE.GA Region 2. Ofc of the Director 89/03/02 
8pp 48979 006 40079 013 

6903210358 Forwards Insp Rept 50 424/89-09 on 090202-03 & notice of 
viofation Notice of violation & rept details withheld (ref 10CFR2 790(d) & 73 21) 

CLINE, W.E Region 2, Ofc of the Director. 09/03/10 HAIRSTON.W.G Georgia Power 
Co 3pp 48984 012-48904 015 

-8903210364 Partially withheld Insp Rept 60-424/89 09 on 090202-03 (ref 
10CFR2 790(d) & 73 21) Violations noted badges of terminaled employees not re- 
moved from badge issue area Mafor areas Inspected 'badge access areas 
MCGUIRE, D.R, THOMPSON.D H Region 2, Ofc of the Director 89/03/10. Ip 
48984 015 46984 015 

69032703S3 AcK receipt of 890228 Mr informing NRC of steps taken to correct vrolalions 
noted in Insp RepI 60 424/89 06 

CLINE.WE Region 2, Ofc of the Director 89/03/10 HAIRSTON.WG. Georgia Power 
Co 2pp 491 10 063-491 10 OGS 

6903060372 NRC Info Notice 89 028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves " Sve list encT. 

ROSSI.CE. Division of Operational Events Assessmanl (Post 870411) 89/03/14 
Consolfrfaletl Edison Co ofNowVork, Inc 107pp 48895.001-48895 109 

8903090021 NRC fnfo Notice 89 029, "Polentlal Failure of ASEA Brown Boveri CIrcuil 
Breakora During Seismic Event " Sve list end. 

ROSSf.ee Division of Operational Evenis Assessment (Post 870411). 89/03/15 
Consolidaled Edison Co of New York, Inc, 106pp. 48870 053-48870.169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants " 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411} 89/03/15 
Consolidated Edison Co of New York, Ino 106pp 48695.1 10-4B895'2 15. 

0903160427 NRC Info Notice 89 031, "Swelling & Cracking of Hafnium Conirot Rods " 
Sve list end. 

ROSSI.CE Division of Operational Evenis Assessment (Post 870411} 09/03/22 
Consolidaled Edison Co of New York. Inc 102pp. 48986 001-46986.103 

8903170419 NRC Info Notice 89 032, "Sunreilfance Testing ol Low Temp Overpressure 
Prelection Sys " Sve list end 

ROSSI.CE, Diwsion of Operational Events Assessment (Post 870411) 89/03/23. 
Consolidated Edison Co of New York, Inc. 104pp, 48992 044-48992*147 


R, Periodic operating reports & related correspondence 

6903090213 "Semiannual Effluent Release Rept for Jul-Deo 1988 " W/ 890228 Ur. 
HAIRSTON.W.G. Georgia Power Co 08/12/31, IBOpp 48705-1 33-48786 081 

8903090320 "Annual Operating RepI Pari 1 " W/89b228 Hr. 

HAIRSTON.W Q Georgia Power Co. 8 8/ 1 2/31 , '8pp, *48783.037-48783*044 
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6903090312 Forwords bikUi suppi to summary rcpt of <;tarfup lost program Ini ttal sum 
many rcpt suhniiltod on 870831 Suppi addresses remaining startup tests incomplete 
as of last submittal 

HAIRSTON, WG Georgia Power Co 80/02/20 Oociimonl Control Branch (Document 
Control Desk) 3pp TBOOO 247-4QOGO 240 

0903240247 Forwards revisod monthly operating rcpt for Jan 1909 & monthly operating 
rept foi Fob fOflO for l/ogffo.Unifs 1 & 2 

HAinSTON,WG Georgia Power Co 09/03/15 NRC • No Detailed Affiliation Given 
Ip 49039 026 49039 042 

-6903210423 Revised monthly operating repts for Jan 1900 for Voglle Units 1 & 2 
MOVE, R A Georgia Power Co 69/02/20 6pp 49039 027-40039 032 

-8903240261 Monthly operating ropis for Feb 1909 for Voglle Units 1 & 2 
MOYE.RA Georgia Power Co 09/02/28 lOpp 40039 033-49039 042 


S. Reportable occurrences, LERs & related correspondence 

6902260003 lER 07 080 00 on 870920, failed fo locate evidence documenting com pie 
lien of Tech Spec Table 4 7-t surveillance Caused by personnel error & failure to 
follow Procedure 30025 C W/a90217 Itr 

SWART2WELDER.J , HAIRSTON.W.G Georgia Power Co 89/02/17 4pp 

40625 100 40625 103 

6902260480 LER 09 004 OO.on 8901 19.roactor shutdov/n Initiated duo to RCPB leakage 
from RCS Moisture observed m drain valve for pressurtior safety vatve loop seal 
line Caused by laligue failure due to vibration Supports added W/e90217 Itr 
SWARTZWELDER.J , HAIRSTON.WG Georgia Power Co 89/02/17 4pp 

4Q633 114 40633 117 

6902260485 LER 09 003 00 on 6901 19.ESF Train 0 chiller removed from sve for 
calibr,reaultlng in entering Limiting Contlilion for Oporalion I 09 032 Caused by per- 
sonnel calibr wrong tram Tram B roslored lo operable status W/8902t 7 Ur 
SWARTZWELDER.J, HAIRSTON.WG, Georgia Power Co 89/02/17 5pp 

40633 109 40633 U3 

6903090104 PN04I-89 013 an Q90221, chemical lechnician in demineralizod water plant 
slipped because of oil film on room floor In falling, technician broke instrument lino 
containing sulfuric acid & received chemical burns on 15% of body 
TROCINE.L Region 2, Ofc of the Director 09/02/21 Ip 48780.049 48780 049 

6903170262 LER 89-005 00 on B90210,inain feedwater pump turbine tripped on high 
vibration Cause cannot bo positively identified. CorrocUve actions include teinporarily 
Installing vibration instrumentation lo collect vibration data W/&90310 itr 
SWAR'^WELDER.J . HAIRSTON.WG Georgia Power Co 09/03/10 5pp 

40894 310-40894 323, 

8903210046 LER 08 041 01. on 8812 13, containment purge supply Isolation valve in pen 
etration 03 not fully seated Caused by valve not fuilly closing oven Ihough limit switch 
indicated valve closed Valve manually seated W/69Q31 3 Itr 

SWARTZWELDER.J. HAIRSTON.WG Georgia Power Co 09/03/13 4pp 

48963’260 40063 271 

6903210062 LER 89-007-00 on 89021 6, pi ant operator noled lack of enfry for fuel han- 
dling bldg room 6008 & missed readings for two previous shifts Caused by personnel 
error Personnel counseled & data sheets reviewed W/0903 14 Ur 
SWARTZWELDER.J, HAIRSTON.WG Georgia Power Co 09/03/14 4pp 

48989 261-48980 254 

8903230410 LER 66 022 01 on 8G0714,generalor/luibino/reactor trip occurred as result 
of over excitation condition of generator field Caused by failure of potential transformer 
rosultlngin eloclncal t ran si onl Boards replaced W/e90316 Mr 
SWARTZWELDER.J. HAIRSTON.WG Georgia Power Co 09/03/16 6pp 

49026*144-49026 149 


V. Operator Examinationa 

6903210311 Forwards listed indices used to train students schodulod for Juno 1680 re- 
placement operator exams W/o ends 

BOCKHOUD.Q Georgia Power Co 09/03/06 ARILOSEN.J Region 2. Ofc of the Di- 
rector tp 48977.177^48977 177 

8903220159 Generic Ltr 80-03 to all power reactor licensees & applicants (or OL re op 
eralor licensing natt exam schedule Sve list end 

VARGA.SA Associate Oiroclor for Prolecls (Post 070411) 89/03/24 ConsoUdalot) 
Edison Co of Now York, Inc 54pp 490d5 00t -49005 056. 


DOCKET 60.425 ALVIN W. VOOTLE NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/construotlon stage documents & correspondence 

0812240287 Summary of 861117 meetind w/util & Bechtel re seismic adequacy of plas- 
tic lie wraps as cable supports in vortical raceways Attendance llsl, Article 300-19 of 
Natl Electric Code & discussion of issue as contained in Modulo 22 end 
MILLER, M A PWR Pro] ocl Directorate 4 86/12/10 PWR Project Olreclorato 4 26pp 
39075 234-39075 269. 

8902270355 Forwards proprielary draft WCAP-12132, "Surge Line Stratification Presen- 
tation Overheads * Georgia Power/NRC Meeting • 890124" Rept withheld (ref 
1OCFR2 70O) 

BAILEY J A Georgia Power Co 89/02/02 Document Control Branch (Document Con- 
trol Desk) 2pp 48566 053 48586 054 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

8812040323 Forwards addi info re seismic & pump/valvo operability issues.per SER 
Open Item 1 concerning equipment qualification W/ono oversize drawing Proprietary 
calculation withheld (ref 10CFM2 790) 

BAILEY ,J A Georgia Power Co * Southern Company Services, Inc 86/11/21, 
DENTON, HR Offica of Nuclear Reactor Regulation, Director (851125 870411) 
YOUNGBLOOO.B J PWR Project Directorate 4 3pp, 30B31 149-38831 186 


-8612040344 Rev 0 lo “Guidelines for Nut/Bolt Thread Enganomoint Waikdown for 
VoglCo Electric Generating Plant Safely Related Mechanical Equipment " 

BAILEY, J A Georgia Power Co BB/Og/16 7pp 30031 152 3D831 150 

-8612040300 Roquosls Calculation X4CPS 0075075, '‘Statistical Analysis of Nut/Boll 
Thread Engagomonl'* bo withheld (rof 10CFR2 790) 

MARSH.F B Hochlet Group, tnc 86/11/21 DENTON H R Office of Nuclear Reactor 
Regulation. Director (651125 370411) 27pp 30631 159 3BB31 185 

8903140114 SAFETY EVAIUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PLANT.UNITS 1 AND 2 0cckQt Nos 50 424 And 
50 425 (Georgia Power Co.et al) 

• Division of Roaclof PfO]OCls I/ll (Post 870411) NUREG1137 SOB 89/02/28 
I07pp 40640 233 40040 341 

B903240283 Forwards comments on SSER 8 Spent fuel storage racks will have Boraflex 
on all sides, Including sides adjacent to fuel pool walls 

BAILEY.JA Georgia Power Go 89/03/16 Document Control Branch (Document Con 
trol Desk) 3pp 4903 9 3 1 0 49039 312 


F. Security, medical, emergency & fire protection plans 

6902270626 Forwards Insp Rcpls 50-424/89 01 & 50 425/89 01 ort 690117-19 No vio 
lations Of doviallons noled 

DECKER, T R Region 2, Ofc of Kte Dirocior 09/02/09 HAIRSTON.WG Georgia 
Power Co 2pp 40684*202-46584,209 

-8902270634 Insp Rents 50 424/89 01 & 50 425/69 01 on B90117 19 No violations or 
deviations noted Major areas inspocled ulil rosponso lo improvomonl 8 incomplete 
items identified in Unit 2 emorgoncy preparedness Implomonlalion appraisal 
CUNNINGHAM, A L Region 2. Ofc of the Director 09/02/07 6pp 46504204- 
48504 209 

8902270414 FoAvards Insp Repls 5f> 424/88-61 & 50 425/88-79 on 881217 690120 & 
notice of violation 

HEROT.AR Region 2, Ofc of Iho Oiroclor 00/02/10 HAIRSTON.WG Georgia 
Power Co, 2pp 48589 214-40589 246 

-6902270418 Insp Ropts 50 424/60-61 & 50 425/00 79 on 881217-090120 Violations 
noted Major areas rnspoc loci plant operations, radiological 
controls, mainl.surveillancD.flro protection, secunty.proope ration tosling & quality pro- 
grams 

ROGGE,JF. SINKULE.MV Region 2, Ofc of the Director, 69/02/10 2gpp 
48589 210 48509 246 

6903010320 Forwards Insp Rept 50-425/fi9 04 on 000109 12 No violations or (Jovi- 
etlons noted Summary or 6001 17 meeting to discusa findings noted in Insp Rept 50- 
425/86 SO also one! 

JULIAN.CA Region 2. Ole of Iho Director 89/02/16 HAIRSTON.WG Georgia 
Power Co 9pp 40637144 46637 164 

-8903010322 Insp Rept 50 425/89 04 on 680109-12 No violations or deviations 
noted Major areas inspected fire prevention & protociion & review of previously Identi- 
fied NRC open items 

HARRIS.JR, WARD.DC.. CONLON.TE. Region 2. Ofc o1 the Director 89/02/15 
12pp 46637.153 40637 164 

09022B0387 Revised emergency plan Impiemonling in struct ions, including Rev 4 to EPIt- 
02 A Rev 5 to £Pff-04 W/fl90220 hr, 

HAIRSTON.WG Goorgia Powof Co 00/02/20 13pp 46624 177-40624 186 

8903060357 Revised EP IPs, including Rev 3 to EPlP 01701 C, "Preparation & Control of 
Emergency Planning Documonls*" & Rev 8 to EPIP 91601‘C, "Emergency Prepared 
noss Trainlnn " W/8DO303 ltr 

HAIRSTON.WG Georgia Power Co 09/03/03 22pp 46760 303-48766 324 

6903210045 Forwards suppi to Rov 1 1 lo emergency plan Suppi corrects administrative 
errors 

HAIRSTON.WG Georgia Power Co 89/03/14 Document Control Branch (Doc urn ant 
Control Desk), 2pp 48979 045 48079 055 

-6903210083 Rev 11 suppi to emorgoncy plan 
' Georgia Power Co 09/03/31. 9pp 48978 047 4Q979 055 


H. General correspondence 

6903100366 Comment opposing proposed rule 1QGFR50 re ensuring eflecliveness of 
main! programs for nucioar power plants Ulil commuted to goal of achieving Improved 
foliabllity S safoiy through holler molnl 

HAIRSTON.WG Georgia Power Co 89/02/27 CMILK.S J, Office of Ihe Socrolary of 
the Commission 4pp 40806 250 48600 253 


J, Insurance & Indemnlly Informallon 

890303Q409 Forwards Amend 4 lo Indomnlty Aaroomonl B- 107, W/o end 
HOPKINS, J B, Project Dlroclorato II 3 00/02/28. HAIRSTON.WG, Georgia Power Co 
3pp 46690 326.48600.330 

8903270049 Forwards ©xocuted Amend 4 to Indemnity Agreement B-107. 
HAIRSTON.WG, Goorgla Power Co 09/03/ 16 Document Control Branch (Oocumonl 
Control Desk), ip 49055.259 49055 261 

-8903270063 Executed Amend 4 to Indemnity Agreement B-107 
THOMAS, CO Policy Development St Technical Support Branch (Post 670411) 69/ 
03/15 2pp 49055 260 4905S 261, 

6903280176 Provides rept of present level of Insurance & sources of Insurance for 
pi ant, per 10GFR50 54(W)(2) 

HAIRSTON.WG Georgia Power Co. 89/03/23 Document Control Branch (Document 
Control Desk) 2pp 49075 054-49075 055 
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M Antllrust correspondence 


8903030429 Forwards finding of no significant changes re antilrust review for Unil 2 Li 
cense CPPfl*109>for signalure Finding based on end NRC analysis after consullalion 
w/DOJ 

GILLESPIE FP program Managemenl. Policy Development & Analysts Staff (Post 
8704 11) 89/02/28 MURLEYJE Office of Nuclear Reaclor Regulation. Director 
(Post 6704 11) 3pp 46692 092 46692 148 

-8903030434 "Finding of No Stgnilicani Antitrust Changes ” 

» NRC - No Detailed Affiliation Gwen 89/02/28 12pp 46692 095 46692 106 

-8903030443 "Finding of No Significant Antitrust Changes ’’ 

• NRC • No Detailed Affiliation Given 89/02/28 42pp 46692 107 4B692 148 

8903060005 Discusses transaction between Oglethorpe Power Corp & Seminole Power 
Cooperative, per antitrust review Antitrust review reflects assertions that are factually 
incorrect & should reflect addi facts avaifabte 

PATRIZfA.C A Paul. Hastings, Janofsky & Walker PATflIZfA.C A Ogfethorpo Power 
Corp 89/02/28 RUTBERG.J Deputy General Counsel 3pp 48739 341 48739 343 

8903090166 Forwards notice of no significant antitrust changes & time for Ming requests 
for reevafuation for transmittal to Ofc of FR for filing & publication 
THOMAS.GO Policy Development a Technical Support Branch (Post D70411) 89/ 
02/28 Office of Administration (Post 890205) 2pp 48801061 48801 068 

-“8903090168 Notice of no significant antitrust changes a hme for tiling requests for re- 
evaluation 

THOMAS, CO Policy Development a Technical Support Branch (Post 870411) 89/ 
02/28 6pp 4B801 063 46801 068 

8903090159 Forwards notice of significant antitrust changes a lime for filing requests 
for evaluation Director of NRR made finding that no signiHcant antitrust changes have 
occurred 

GfLLESPJE.FP Program Managemenl, Policy Development a Analysis Staff (Post 
070411) 89/03/02 HAIRSTON.WG Georgia Power Co 1p 48757 173 40757 233 

-8903090165 Notice of significant antitrust changes a lime for filing requests for 
reevalualion No significant changes found in licensee aclivilies or proposed activilies 
since completion of previous antitrust review 

THOMAS, CO Policy Development a Technical Support Branch (Post 070411) 89/ 
03/02 60pp 48757 174 48757 233 


6903130118 Forwards notice re director of NRR finding that no Sfgnificant changes oc- 
curred subsequent to previous antilrust OL review for Unit 1 a staff review W/o staled 
encfs 

LAMBE,W M Policy Development a Technical Support Branch (Post 870411) 89/03/ 
03 PATRIZIA,C A Paul, Hastings, Janofsky a Walker ip 48819 360 48819 360 


8903130455 Forwards notice being submitted to FR re finding that no significant anii- 
(ajst changes have occurred subsequent to previous antitrust OL review of Unit 1 
LAMaE,WM Policy Development a Technical Support Branch (Post B70411) 
LAMBE,WM Program Management, Policy Development a Analysis Staff (Post 
870411) 89/03/03 EDWARDS,R P Troutman, Sanders. Lockerman a Ashmore Ip 
48621 303-48821 303 


8903270349 "Reevalualion a Affirmation of No Significant Change Findino Per Voolle 
Unil 2 OL Antitrust Review *• » a y 

MURLEY.TE Office of Nuclear Reaclor Regulation. Director (Post 870411) 89/03/ 
22 7pp 49110 056 49110062 w,, o 


P. Operating ffcenae stage documents & correspondence 


8902280016 Forwards personnel resumes for review by Commissioner Rogers W/o 
ends 

^ S9/02/09. SfNKULE,M Region 2. Ofc of the Di- 

rector Ip 48627 350 48627 350 


8903100241 towards License NPF-79.FR notice of Issuance a Amend 4 to fndemmiv 
Agreement fl-107 ' 

PfOlecta . I/ll (Post 870411) 09/02/09 
HAIRSTON.WG Georgia Power Co 4pp 48808 292-48808 329 


-8903100248 license NPF-79 for Voglle Unit 2 
M 10pp’48M6 2g6 “ae08 3?5 Resnlation, Direcfor (Post 870411) 89/02/ 


-8903100255 Environ protection plan (non radiological) 

NRC - No Delaifed Affiliation Given 89/02/09, 18pp 48808 306-48808 323 

“*W31^00288 Notice of Issuance of License NPF-79 to Georgia Power Co for Voglle 

K/Ore^ 488W24°4eMT329"‘ * 


provide response to employees allegation of discrimination 
lor emploirmsnt aoUon takpn,,t 

»A'«ST0N.WG, Georgia 

89030M244 Responda to Generto Ur 88-14, "InstrumenI Air Supply Sys Probfems Af- 
Equipment" per NUflEG.1275.Vot 2fnKmenl air ays ade- 
&AlB'!Tn3uI rl"*?. •’™“J'*'“«5,»-oporaled.safe1y related equipment ^ 


* ol util nuclear svo cooling water pump! 

4 slfbasln liatw level pressures slmitor to Unit 1 a 

« "Fw'.'IA Co |AIIEV.J A Southern Company Services. Ino 89/02, 

24. Document Control Branch (Document Control Desk) 4pp 48627 028-4B627.031 

'®!i '"I® ™ PO»«t OL Including, initial startup lesi 

*1®® * NUREG-0737.llem II F2 ra calibr data 

HAtRSTON.WQ Georgia Power Co 


8903030146 Advisos (hat WGAP-12112, "Evaluation of Thormal Siratification for Alvin 
Voglle Unit 2 RHR Lines," withheld (ro( 10CFR2 790(b)(5))j3er 8001 17 request 
HOPKINS, JB Project Directorate 11-3 89/02/25 WIESFMANN.R A WoslinghousQ 
Electric Corp 3pp 48716 259 48716 261 

8903090479 Forwards SSER 8 issued by NRR re applicalion for OLs (or plant W/o ond 
HOPKINS.J B Project Directorate ft 3 89/02/25 HAIRSTON. W G Georqio Power Co 
3pp 48801 058 4660 1 060 

8903080469 Requests expedition of publishing of FR notice for NRC Notice rioeds to 
be published by 890302 

THOMAS.CO Policy Dovefopment & Technical Support Qrancli (Post 870411) 09/ 
02/26 Office of the Federal Register Ip 48768 Ol t 48768 01 1 

8903090322 Forwards ‘Reactor Containment Bldg Inlegralod Leakago Rato Tost," par 
10CFR50,App J 

HAIRSTON.W G Georgia Power Co 89/02/28 Document Control Branch (Document 
Confrol Desk) Ip 48780 069 48780 164 

-8903090325 "Reactor Containment Bldg Integrated Leakage Rato Tost " 

* Georgia Power Co 88/11/30 95pp 48780 070 40780 164 

8903140124 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC GENERATING 
PLANT.UNITS 1 And 2 Docket Nos 50 424 And 50 425 (Georgia Power Company) 

♦ Division ol Reaclor Projects - I/ll (Post 870411) NUHEG-1343 89/02/28 400pp 
48852102 40853 213 


8903150266 Forwards addI info on three full power OL Hems, per JD Hopkins 8D022b 
request fnitial startup lest program.TDI diesel ganeraiors & NUREG 073/.llom IIF2 
addressed 

BAILEY .J A Georgia Power Co 09/03/06 Document Control Branch (Document (Jon 
IroJ Desk) 7pp 48071 250 48871 256 


8903150486 Application for amends to Licenses NPF-6B & NPF 79,fovlsln(j rocli Spec 
4 5 2 h 1(b) by raising max ffow rate from 550 (o 655 gpm 

MCDONALD.R P Georgia Power Co 09/03/06 Document Controf Branch (Oocumonl 
Control Desk) lOpp 48076 086 48876 096 


riupuacu i pump HOW raiO iT 

* Georgia Power Co 89/03/06 Ip 48076 096-48876 096 


8903160511 Forwards Amends 19 & 1 to Licenses NPF-60 & NPF-79, rosnoclively & 
safely evaluation Amends modify Tech Specs to increase max total charging pump 
flow rate w/singla pump running 

HOPKINS.J B Project Direclorale II 3 80/03/08 HAIRSTON.WG Georgia Power Co 
4pp 48884 238-46864 253 


nniunud icr u % lu t.iudi9U9 iNr"r-oo cx iNrr*f Uiruspuciivoiy, rovisi 

charging pump flow w/slngfe pump running 
ADENSAM.EG Projocl Directorate 11 3 89/03/08 Bpp 46084.242-40084 240 




•8903160513 Safety evaluation aupporling Amends 19 & 1 to Licenses NPF-GO & NPF- 
79.r0Specl{vely 

aAnfla^pun Reactor Regulation, Director (Post 070411) 09/03/00 4pp 


8903160392 Advises that ulit 890215 submittal of WCAP-12132. "Surge Lino Slraliffca- 
Hon Preseiilalion Overheads Ulil/NRC Meoling 890124" will bo withhold from public 
disclosure fref 10CFR2 790) ' 

HOPKINS.J B Project Directorate lt-3 89/03/09 WIESEMANN.RA Woslinghouse 
EfocIricCorp 3pp 48876 324-48876 326 simaiiQuou 

8903210038 Fpwarda draft WCAP-12199. "Surgo Lino Slralificalion Prosontation Over- 
heads GP/NRC Mootings 090309" Addf Info requested at mooting ro leak before 
break calculafions mcluefed Repl wilhJiofd (ref 10CFR2 700) 

hot Oasw'2|S78t09’o97“ 8989^^^^^ 

0903160296 Generic Ur 09-02 to all holders of OLs & CPs for nuclear power reactors ro 
®cHons to Improve detection of counterfoil & fraudulently markoled products Sve list 

VARGA,SA Assodelo Director for Projects (Post 870411) 89/03/21, Consolidated 
EdisonCo of New York, Inc 57pp 40960 001-48960 057, 


Q. Inspection reports, IE Bulletins & correspondence 


8802270166 Foovards Insp Repis 60 4 24/88-55 & 60-425/8B-71 on 08i2l?.ifi A 
890103-06 No Violations or deviations noted oo r i on uui g.i6 & 

OECKER.TR Region 2, Ofc of the Director 09/02/07 HAIRSTON.WG Georgia 
Power Co 2pp 48506 039 48580 052 

-8902270192 Insp Repis 50-424/88-55 & 50 425/88-71 on 881212-16 & 890103 06 No 
Violations or deviations noted Major areas inspecled.liquld & gaseous radwaslo treal- 
sfont^ART P r®" sampling sys & environ radiological monitoring 

40?06 04? 48506 052^^^“'^*^ ^ ^ ° Dlreclor. 89/02/62 12pp 


Forwards rnsp Hepts 60 424/89 01 & 50 425/09-01 on 0901 17-10 No vio- 
lations or deviations noted. 

DECKER, T.R Region 2, Ofc of the Director. 89/02/09 HAIRSTON, W.G Qeornla 
PowerCo 2pp 48584*202-46504.209 . 'Georgia 

& 60-425/80-01 On 8001 17-19 No violaliona or 
devlat ons noted Major areas inspected uli) response lo Improvement & Incomofeto 
n wMMur MAM A D A preparedness Implementation appraisal ^ 

485^^^48584 209 ^'^^^”^^’^ Director. 09/02/07 6 pp 


^^notfee oUlofalkin^^® 50-424/88-61 & 50 425/80-79 on 801217-090120 8 

HERD'MR Region 2. Ofc of the Director. 89/02/10 HAIRSTON WQ Qomnin 
PowerCo 2pp 48589 214-48589 246 ' u. uoorgia 
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--8902270416 Nolico of violalion from insp on QBf?l7-890f20 Violalions noled improper 
conUrol room rounds limng conduclod & (nadoquole correclive aciton faking place w/ 
fospcct lo conirol room charl rocordors 

HEHOT.A R Hogion 2. Ofc of Iho Director 89/02/10 2pp 40569 216 48589 21/ 

-8902270410 Insp Rcpis 50-424/08 61 & 50 425/80-79 on 8B1217-090120 Violations 
noted Major areas inspeclec) plant operations, radiological 
controls maint,survoil lance, fire prolcclion, socunly.prcoperalion testing & quality pro 
grams 

ROGGE, J P , BURGER.CW, AIELLO, R F Region 2, Ole of the Director 89/02/10 
29pp 48509 210 48589 246 

8903010312 Forwards Insp Repl 50 425/B8 78 on 881219 22 No violations or dovi 
ations noted 

JULIAN,CA Reqion 2. Ole ot the Director 09/02/18 HAIRSTON.WG Georgia 
Power Co 2pp 48644 049-40644 061 

-8903010314 Insp Rept 50 425/88 70 on 601210-22 No violations noted Major areas 
inspected proservico insp program & procedure rovJQvir,housGkeaping,matls identiftca- 
lion & control & action on previous insp findings 

GLASMAN,M M , BLAKE.J Region 2, Ofc of the Diroclor 89/02/16 11 pp 48644 051- 
48644 061 

0903010320 Forwards Jnsp Repl 60 425/89 04 on 090109-12 No violations or dovi 
aliens nolod Summary of 8901 17 meeting lo discuss findings noted in Insp Repl 50- 
425/00-59 also end 

JULIAN.CA Region 2, Ole of ihe Director 89/02/18 HA|RST0N,WG Georgia 
Power Co 9pp 40637 144-40637 164 

“0903010322 Insp Repl 50 425/89 04 on 000109 12 No violations or deviations 
noted Major areas inspoctod fire prevention & proteetion & review of previously identi- 
fied NRC open items 

HARRIS.JR. WARD.DC, CONLON.TE Roqion 2. Ofc ot tho Director 09/02/15 
12pp 40637 153 40637 164 

890309036B Forwards Insp Ropls 50 424/69 05 & 50 425/09 06 on 890117-20 & 23- 
27 No violations or deviations noted, 

□ECKER.tr Region 2. Ofc of Uio Director 09/02/21 HAIRSTON.WG Georgia 
Power Co 2pp 40790 234-40700 251 

-8903090369 Insp Ropts 50 424/00 05 & 50 425/09 00 on 000123 27 No violations or 
deviations noted Major areas Inspoolod contirmatory radiological measuromonts for 
units & pro ope rational sys tests for Unit 2 

STODDART.PG, KAHLE.JB Region 2. Ole of Iho Director 09/02/21 10pp 
48798 236 40798 251 

8903100356 Forwards nonradiological confirmatory m.easuromont8 results, suppi to Insp 
Repls 50-424/80 46 & 50 426/80 61 

DECKER.TR Region 2. Ofc of Iho Director 09/02/21 HAIRSTON.WG Georgia 
Power Co 5pp 48800 245-40808 249 

80030B0116 Forwards Insp Rept 50 425/89 09 on 090123 27 No violations or dovI 
at 10 ns noled 

PEEBLES,! A Region 2, Ofc of the Director, 09/02/22 HAIRSTON.WG Georgia 
Power Co 2pp 48760 159-40768 1G6 

-8903000120 Insp Rept 50 425/89 09 on 890123 27 No violations or deviations 
noted Major areas inspoctod'QA coverage tor startup tosting & licensee ecllon on pro 
viousty Identified items 

MOORE.LR, JAPE.F Region l, Ofc of Iho Director 89/02/21 6pp 48708.161- 
48768' 166 

8902170112 NRC Info Nalico 89 020, “Weld Failures In Pump of Byron Jackson 
Design “ Sve list onci 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 89/02/24, 
Consolidated Edison Co ol Now York, Inc 106pp 48572 043 48572 148 

6902210351 SuppI 1 lo NRC Info Nolico 80 073, "Diroction-Dopendenl Leak Character- 
istics of Containment Purge Valves " Sve list ancf 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/02/27 
Consolidated Edison Co of Now York, Inc 102pp 48509 001-48509 110 

8902210564 NRC Info Notice 09 021, “Changes In Porlormanco ChaTaclorisltcs of 
Molded Case Circud Breakers Sve list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 09/02/27 
Consolldaiod Edison Co of New York, Inc 104pp 46570 032-48578 137 

6903130611 Submits daily highlight Meeting will be held on 890309 in Rockville, MD lo 
review ulU response lo NRC Bullolin 88-011 ro thermal stratification prossurlzer surge 
lino 

HOPKINS.JB Project Directoralo 11-3 89/03/02 MURLEYJ, SNIEZEK.J,. 

MtRAGLIA,F NRC - No Dolailed Alliliation Given 4pp 48021 2B9 48821.302 

8902270156 NRC Info Notice 00-022, “Quostionablo Corlllication ot Fasteners '* Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/03/03 
Consolidated Edison Co, of New York, Inc lOSpp 48732 001-48732,106 

6902280104 NRC Info Notice B9-023, “Environ Quahlicatfon of Litlon-Voom CtR Series 
Electrical Connectors “ Sve Hat end 

ROSSI, C.E Division ol Operational Events Assessment (Post 870411) 89/03/03, 
Consolidated Edison Co of New York, Inc 106pp 46723 030 4B723'143, 

8902280162 NRC Info Notice 09-024, "Nuclear Criticality Safety” Sve llsl end 
CUNNINGHAM.R E Division of Induslrial & Medical Nuclear Safety (Post 070729) 
09/03/00, Consolidated Edison Co o( New York, Inc 96pp 40700 252-48700 346 

8903010207 NRC Info Notice 89-026, “Instrument Air Supply lo Safety-Related Equip 
ment " Sve list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/07, 
Consolidated Edison Co of Now York. Inc 105pp. 4 0741 053-40741 168 

6903020165 NRC Info Notice 89 027, "Llmilalions on Use ot Waste Forms & High In- 
tegrity Containers lor Disposal of Low Level Radwaate '* Sve list end 
GREEVESJ T Division ol Low Level Wasto Managament 4 Decommissioning (Post 
870413) 09/03/06 Consolidated Edison Co ot New York, Inc 117pp 48798:114- 
48796 231 


8903210262 Forwards Insp Repls 50 424/09-02 & 50 425/89 02 on 090200-14 No vio 
tations or dovialions noted 

JULIAN, C A Regw 2 Ofc ot the Director 69/03/09 HAIRSTON.WG Goargta 
Power Co 2pp 48870 004 4 0979 013 

-8903210264 Insp Ropls 50-424/89 02 & 50 425/09 02 or) 090208 H.No violations or 
deviations noted Major aroat, inspected witnessing imlial fuel toad of Unit 2 & review 
ot proposed startup tests for Unit 2 

BURNETLPT, ZEILER J . BELISIE.OA Region 2. Ofc ol the Dtroclor 09/03/02 
Opp 4QD79 066 40979 013 

B90320041B Summdry of D903O9 moelmg w/ulils & Westinnl^ouso in Rockville, MD re 
pressurizer surge lino analysis.tn rosponso to NRC Bull dm 00 1 1 
HOPKINS, JB Project Directorate II.3 09/03/10 Projocl Oiredorate 11-3 4pp 
40964 040-48964 051 

8903080372 NRC Info Nolico 89 020, “Woight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves '■ Sve list oncT 

ROSSI.CE Division of Oneralional Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, Inc I07pp 40095 001 48096 109 

8903090021 NRC Into Notice 89 029, “Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event “ Sve list end 

ROSSI.CE Division of Oporalionat Events Assessment (Post 870411) 09/03/15 
Consolidated Edison Co of New York, Inc IQBpp 48870 053 48670 169 

8903090133 NRC Info Noltco 89 030, “Htqh Tomp Environs at Nuclear Power Plants " 
Sve list end 

ROSSI.CE Division of Oparalional Events Assessment (Post 870411) 89/0-3/15 
Consolidated Edison Co oi New York, Inc lOBpp 48095 1 10'48B95215 

6903160427 NRC Info Notice 89 031, ''Swelling & Cracking of Hafnium Control Rods'* 
Sve list end 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) 09/03/22 
Consolidated Edison Co of Now York, tnc 102pp 46906 001-4D9Q6 103 

0903170419 NRC Info Nolice B9 032, “Surveillance Tosting of Low Tomp Ovorprossure 
Prolectlon Sys “ Sve list end 

ROSSt.CE Division ot Operational Events A^sessmant (Post 870411) 89/03/23 
Consolldaiod Edison Co of Now York, tnc 104pp 48992 044*40902 147 


R, Periodic operating reports & related correspondence 

6903240247 F orwards rovised monthly oporaling repl fo/ Jan 1989 & monthly operating 
fopt lor Fob 1969 for Vogllo.Unils 1 & 2 

HAtRSTON.W G Georgia Power Co 89/03/15 NRC - No Detailed Affiliation Given 
tp 49039 026 49039 042 

-8903210423 Revisod monthly operating repls for Jan 1989 tor Vogtlo Units 1 & 2 
MOYE.RA Georgia Power Co 89/02/28 6pp 49039 027 49039032 

..8003240251 Monthly operating repts for Fob 1989 for Voglle Units 1 & 2 
MOVE, R A Goorgia Power Co 80/02/28 tOpp 49039 033 49039 042 


S. Reportable occurrences, LERs & related corrosponctence 

8903090104 PNOll 89 013 on 80022 1. chemical technician in demineralized water plant 
slipped because of oil film on room floor In falling. technician broko instrumont tine 
containing sulfuric acid & received chemical burns on 1 5% ol body. 

TROCInCl Region 2, Ofc of Iho Ddroclor 80/02/21 Ip 4D7B0 049-46700 049 

8903160268 Forwards addi info on Ihroo full power OL items, per JB Hopkins 890225 
request It^illal startup tost program.TDl diesel generators & NUREG 0737 .Item II F 2 
addrossod 

BAILEY.J A Georgia Power Co 89/03/06 Document Control Branch (Document Con- 
trol Dosk) 7pp 40871 250 48071 256, 

Q903240130 LER 69 001-00 on 8902 14, conirol room isolation occurred due lo spurious 
signal from radiation monitor channel Caused by random faituro of component In data 
procosaing modulo. Radiation monitor repaired & observed W/8903t3 Hr 
SWARTZWELOFn.J , HAIRSTON.WG. Georgia Power Co 89/03/13 5pp 

40040 029 49040 033 

8903240307 LER 89 002 00 on 8902ig,poraonnel realized that RCS loops not filled & 
two open discharge valves required to bo closed Li milmg condition for operation 
Inillalod Caused by personnel error Personnel counseled W/890317 Hr 
SWARTZWELDER.J , HAIRSTON.WG Georgia Power Co 09/03/17. 4pp 

49040039-49040042 


V. Operator Examinations 

B903210311 Forwards listed indices used to train students schodufed for June 1989 ro 
placomont operator exams W/o ends 

BOCKHOLD.G Georgia Power Co 80/03/06 ARILDSEN,J Region 2, Ofc ol lha Di- 
rector Ip 48077-177-48977 177 

8903220159 Generic Ur BD 03 lo all power reactor licensees & applicants (or OL re op 
era tor hcenBing nail exam schedule Sve list end 

VARGA.S,A Associate Director (or Projects (Post 87041 1) 89/03/24 Consolidated 
Edison Co ol New York. Inc 54pp 49005 001-40005;DS8 


DOCKET 5TN-50-437 FLOATING NUCLEAR PLANT 


A, Appllcation/conBiructlon stage documents & correspondence 

89031602D6 Qenoric Ltr 69'02 to all holders ot OLs & CPs for nuclear power reactors re 
actions to improve deteciion of counterfeit & fraudulently marketed products Sve list 
end 

VARGA.SA, Associate Director for Protects (Post 87041 1> 89/03/21 Consolidated 
Edison Co of Now York. Inc. B7pp, 48960 001-48960 057 



204 DOCKETED ITEMS 


Q. Inspecllon reports. IE Bulletins & correspondence 

09021701 12 NRC Info Notice 09 0'2a. "Weld Failures in Pump of Byron Jackson 
Oesron " Svc Ua\ onc^ 

ROSSIpCE Division of Operafional Events Assessment (Post 870411) 09/02/24 
CofisalJdated Edison Co of Now York. Inc lOSpp 46672 043 40672 148 

0002210351 SuppI 1 to NRC Info Notice 08-073, '"Oirec lion- Depen deni Leak Chamcler- 
islics of Conlainmeni Purge Valves ” Svc Ihst end 

ROSSkCE Division of Operalional Events Assessment (Post 870411) B9/02/27 
Consoltdafed Edison Co of New York. Inc 102pp 48589 001-40569 110 

8902210564 NRC Info Nolice 89 021, "Changes in Performance Characicrislics of 
Motded-Caso Circuit Breakers ■’ Svc list end 

ROSSI.CE Division of Ope/aiional Events Assessment (Post 870411) 89/02/27 
Consol idfliBd Ediso/i Co of New York. Inc I04pp 48578 032 48578 137 

0902270 1S8 NRC Info Noiice 89 022. ‘’Queslionabte CertificaHon of Fasteners " Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 89/03/03 
Consol Idalod Edison Co of New York, Inc lOSpp 48732 001 48732 106 

8902280104 NRC Info Notice 89 023, "Environ Qualified lion of LiHon-Veam C(R Series 
Elecincal Connectors " Svc fisl end 

ROSSI.CE Division of Operational Events Assessment {Post 670411) 69/03/03 
Consolidated Edison Co. of New York, Inc 106pp 48723 03B 48723 143 

8902280162 NRC Info Notice 89 024. "Nuclear Cnlicatily Safely " Svc list end 
CUNNINGRAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
89/03/06 Consohda led Edison Co of Now York. Inc 96pp 4870 0 252-48700 346 

6903010207 NHC fnfo Notice 89 026, ' Instrument Air Supply to Safety-Related Equip 
mom” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 69/03/07 
ConsolJdaled Edison Co of New York, Inc lOSpp 48741 053 48741 158 

8003020166 NRC Info Nolice 89 027, ' 'Limitations on Uso ol Waste Forms & High In* 
logrily Containers for Disposal of Low Lever Radwaste ” Svc fist end 
GHEtVES.JT Division of Low Level Wasie Management & Oecomnnssionino (Post 
070413) 89/03/00 Consolidated Edison Co of New York, fnc 117pp 46 798114 
40700,231 

8903089372 NRC Info Nolice 89 028, "Weight & Cir of Gravity Discrepancies for Copes- 
Vulcftn Air Operated Valves ” Svc list encT 

ROSSI.CE Division of Operational Evenis Assessment (Post 870411) 09/03/14 
Consolidated Edison Co of New York. Inc 107pp 48895 001-46695 109 

6003090021 NRG Info Notice 69 029, "Potential Failure of ASEA Brown Bovon Circuit 
Drantrors During SeJsinic Event " Svc fist end 

ROSSI.CE Division ol Operational Evonls Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 48870 053-40870169 

89030B0133 NRC Info Notice 09 030. "High Temp Environs at Nuclear Power Plants” 
Svc list end. 

nOSSLCE Division of Operational Evenis Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, fnc 106pp 48895 110-4QBS5 215 

8903100427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Hods” 
Svc list eriiCl 

HOSSI.CE Division of Operational Events Assessment (Post 670411) 89/03/22 
Consolidated Edison Co of Now York, Inc 102pp 48986001-48986 103 

8903170419 NRC Info Nolrcs 89 032, "Surveillance Testing of Low Tomp (Dverpressure 
ProlGClion Sys ” Svc list encJ 

ROSSI.CE Division of Operational Evenis Assessment (Post 670411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 48992 044 48992 147 


V. Operator Examfria lions 

8 90 022(3 169 Generic Ltr 89 03 to all power reactor licensees & applicants for OL ro op- 
orator licensing natf exam schedule Svc list end 

VARGA.SA Associate Director for Profocls (Post 870411) 89/03/24 Consolidated 
Edison Co of New York. Inc. 54pp 49005 001 49005 056 


DOCKET 50-43B BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Appllcatlon/cofiatructlon stage documents & correspondence 

8902140261 Forwards complete listing of 107 updated employee concerns special pro 
gram sub category rep is 

URIDLEY.R L Tennessee Valley Authority 89/02/06 Document Control Branch 
(Document Control Desk) 6pp 48901 001-48931 045 

—8902160166 Rev 4 to TVA Employee Concerns Special Program Subcalegory RepI 
60200, "Qellofonle Nuclear Plant,” consisting of Vol 5, "Welding Category” 

BROWN. W.n Tennessee Valley Authority 50200 V05 R04 07/12/28 67pp 

46921 160-40921*246 

890227014a Informs of changes in util senior nuclear mgtPP Carier now site licensing 
manager, JL McAnally resigned from TVA, effective on 090127 & NC Kazanas now 
vice pfosldeiiil 

KINGSLEY, OD Tennessee Valley Aulh only 89/02/14 CRUTCHFIELO.D NRC - No 
Pel ailed Affiliation Given 2pp 4856025648688257 

6603239112 Ack receipl of util 890214 ltr re nolificalion of senior nuclear power mgl 
changos within TVA Rev to corporate nuclear performance plan should be submitted 
within $0 days to provide mechanism for NRC review of changes 
LIAW.S D. TVA Projecls Division, 89/03/17, KINGSLEV.OD Tennessee Valley Au- 
Ihorily 8pp 49048*192 49048 197 

6903160298 Generic Ltr 6D-()2 to all holders of OLs St CPs for nuclear power reactors re 
actions to improve detecllon ol counterfeit & fraudulently marketed products Svc list 
end, 

VARGA, S.A Associate Director for Projecls (PosI 870411) 89/03/21 Consolidated 
Edison Co of New York, Inc 57pp 40960001 40980057 


Q Inspection reports, IE Bulletins 0 correspondence 


8902170112 NBC Info Notice 09 020, "Weld Failures m Pump of Byron-Jackson 
Design " Svc list onci 

ROSSI.CE Division of OperaUonal Evenis Assessment (PosI B70411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043-48572 148 

B90221O351 Suppl 1 to NRC Info Notece QB 073, ”Diroc1ian-Depondent Leak Character- 
istics ol Containment Purge Valves " Svc fist end 

ROSSI.CE Division of Operalional Events Assossmeni (Post 870411) 09/02/27 
Consolidaled Edison Co or New York, Inc 102pp 40509 001 40589,1 10 

0902210564 NRC Info Notice 09 021, "Changes in Performance Characteristics of 
Molded Case Circuil Breakers " Svc list onct 

ROSSI.CE Division of Operationaf Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of Now York, Inc 104pp 48578 032-48570 137 

0903140358 Forwards revised cover Ilf page forwarding Insp Repts 50 438/80 06 & 60- 
439/88 06 & for insp of Licenses SNM-1865 & 41-08165 10 
MCCOY.F R Assistant Director for Inspection Programs 89/03/01 KINGSLEY,0 D 
Tennessee Valley Authority 3pp 40650 047-48858 040 

8902270158 NRC fnfo Notice 69 022, "Queslionable Certification of Fasteners " Svc fist 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/03/03 
Consoirdaled Edison Co or New York, Inc 105pp 48732 001-40732 106 

8902280104 NRC Info Notice 89 023, "Environ Qualification of Litton- Veam CIR Sorios 
Electrical Connectors " Svc list end 

ROSSI,CE Division of Operalional Evenis Assessment (Post 870411) 09/03/03 
Cons olfdated Edison Co or New York, Inc 106pp 48723 038-48723 '143 

8902200162 NRC Info Notice 69 024, "Nuclear Cnticafity Safety" Svc list end 
CUNNINGKAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
89/03/06 Consolidated Edison Co of Now York, fnc 96pp 48700 252 48700 346 

0903160047 Responds to NRC 890203 fir ro violations noted in Insp Repts 50 438/88- 
06 & SO 439/88 06 Corrective actions preventive mamt program for Limilorquo valve 
oporalofs revised & doscriplion of OA program in TVA-TH75 1A changed 
GRIOLEY.R Tennessee Valley AuthorHy 89/03/06 Document Conirof Branch (Docu- 
ment Control Dosk) 9pp 48871 203 48071 301 

8903010207 NRC Info Notice 09 026, "Instrument Air Supply to Safety-Rolaled Equip 
menu" Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/07 
Consolidated Edison Co oi New York, Inc 105pp 48741 053 48741 158 

8903020166 NRC Info Nolice 89 027, "Limitations on Use of Waste Forms & High In 
legrity Containers for Disposal of Low Level Radwaste ” Svc list end. 

GREEVES.J T Division of Low Level Waste Management & Decommissioning (Post 
870413) 09/03/00 Consolidated Edison Co of New York, Inc 117pp 48790 114- 
40798 231 

8903000372 NRC Info Notice 09-028, "Weight & C(r of Gravity Discrepandes for Copes 
Vufean Air Operated Valves " Svc list encT 

ROSSI.CE Division of Operational Evenis Assessment (Post 870411). 80/03/14. 
Consolidaled Edison Co of New York, Inc 107pp 40895 00b48a95 109 

8903090021 NRC Info Notice 00 029, "Potential Failure of ASEA Brown Boverr Circuit 
Breakers During Seismic Evenl " Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 89/03/16 
Consolidated Edison Co of New York, fnc 106pp 40870 053 48870 169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants." 
Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 89/03/16 
Consolidated Edison Co of New York, Inc 106pp 40895 1 10 48695 215 

B9031 60427 NRC Info Notice 09 031, ‘'Swelling & Cracking of Hafnium Conlrol Rods " 
Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 070411) 89/03/22 
Consolidaled Edison Co of New York, Inc 102pp. 48988,001 48986 103 

S903170419 NRC Info Nolice 8G 032, "Surveillance Testing ol Low Tomp Overpressure 
Protection Sys ” Svc list end 

ROSSI.CE Division of Operational Evenis Assossmont (Post 870411), 09/03/23 
Consolidated Edison Co of New York, tnc I04pp 48992 044-48992 147 


V. Operator Examinations 


8903220159 Generic Ltr 60 03 to all power reactor ilcensees & applicants for OL re op' 
eralor licensing nail exam schedule Svc lisi end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001 49005 056 


DOCKET 59-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Applfcalfon/construction stage documents & correspondence 


0902 140261 Forwards complete listing of 107 updated employee concerns special pro- 

g ram sUbcalegory repts. 

iRIDLEY.RL Tennessee Valley Authority 89/02/06 Document Control Branch 
(Document Controf Desk) 6pp 48901 001-48931 045 

-8902160166 Rev 4 to TVA Employee Concerns Special Program Subcalegory Repl 
50200, "Belfafonle Nuclear Plant." consisting of Vof 5, "Welding Category " 
BROWN.WR Tennessee Valley Authority 50200 VOS B04 87/12/28. 67pp 
48921,160 48921*246 



DOCKETED ITEMS 205 


8902270140 Informs of changes in ulil senior niicloar niql PP Caner now silo licensing 
manager, Jl McAnally resigned from TVA olloclivc on Q90I27 & NC Kazanas now 
vice prosidenf 

KINGSLEY.O D Tennessee Valley Author^ly 89/02/ H CRUTCHFIELD D NHC No 
DeiailecI Affdialion Given 2pp 405U8 256 48580 257 

8903230112 Ack receipl of utit 890214 Hr fe nolificalioii of senior nuefoar power mgl 
changes wilhin TVA Rev to corpoiaio noefoar pcrformanco plan shoufd be subrniUcd 
within 60 days 1o provide mechanism for WRC review of changes 
LIAW.BD TVA Pfojecis Division 89/03/ f 7 KfNGSLEY.OD Tennessee Valley An 
thonly 6pp 49048 192 49048 197 

8903160296 Generic Ltr 89 03 to all holders of OLs & CPs lor nuclear power reactors re 
actions to improve detection of counterfeit & Iraudulently markelcd products Sve list 
end 

VAnGA,SA Associate Diroctor tor Prolocis (Post 870411) 89/03/21 Consolidated 
Edison Co of New York, Inc 57pp 48D60 001 40960 057 


Q, Inspection reports* IE BuMeUns & correspondence 

6902170112 NRC Info Notice 09 020, "Weld Failiircs in Pump of Byron Jackson 
Dosign *' Sve list end 

ROSS1.C6 Division of Operational Events Assessment (Post 870411) 69/02/24 
Consolidated Edison Co of Now York. Inr t06pp 4B572 043 46572 148 

B9022 10351 Suppl 1 to NRC Info Notice 88 073. Diroclion Dependent Leak Character- 
istics of Containment Purgo Valves" Sve list end 

ROSSI, Ce Division of Oporational Events Assessment (Post 870411) 69/02/27 
Consolidated Edison Co of New York, Inc 102pp 48589 001 46589 1 10 

8902210664 NRC Info Notice 09 021, "Changes (r> Performance Characteristics of 
Molded Case Circuit Breakors " Sve list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 60/02/27 
Consolidated Edison Co or New York, Inc 104pp 48578 032 46578 137 

8903140358 Forwards revised cover Ur page forwarding Insp Rapls 50 438/89 06 & 50 
439/88 06 & for insp of Licensos SNM-1865 & 41 00165-10 
MCCOY, FR Assistant Director for Inspoction Programs 89/03/01 KINGSLEY, OD 
Tonnosseo Valley Authority 3pp 40QS0 047-48058 049 

8902270156 NRC Info Notico 89-022, “Quaslionablo Certification of Fasteners,” Sve list 
end 

ROSSI, CE Division of Operational Evonis Assessment (Post 870411) 89/03/03 
Consolidated Edison Co or Now York, Inc I05pp 48732 001-48732 106 

8902280104 NRC Info Notice 89 023, ^’Environ Qualification of Litton- Voam CIR Series 
Electrical Connectors " Sve list end 

ROSSI, CE Division of Operational Evonis Assessment (Post 870411) 89/03/03 
ConsQlldated Edison Co of New York. Inc lOGpp 48723 038 48723 143 

8902260162 NRC Info Notico 89-024, '‘Nuclear Crilicalily Safely " Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
89/03/06 Consolidated Edison Co of New York, Inc Ofipp 40700 252-40700 346 

6903160047 Responds to NRC B90203 Hr ro violations noted in Insp Ropls 50 43Q/OD- 
06 & 50-439/88 O0,Correclivo actions prevonlivo mainl program lor Limilorquo valvo 
operators revised & description of QA program in TVA-TR75 1A changed 
GRIDLEY.R Tennossoe vailoy Authority 89/03/06 Document Control Branch (Docu 
monl Control Desk) Qpp 48871 203 48871 301 

8903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safoly-Relatod Equip 
mont ” Sve list end 

ROSSI,CE Division of Operational Events Assossmenl (Post 070411) 09/03/07 
Consolidated Edison Co of New York, Inc 105pp 48741 053 40741 158 

6903020165 NRC Info Notice 89 027, "Limitations on Uso of Woste Forms & High In- 
tegrity Containers for Disposal of Low Lo-vol Radwaste.” Sve list onci 
GREEVES.J T Division ol Low Level Waste Management & Decommissioning (Post 
670413) 89/03/08 Consolidated Edison Co of Now York, Inc, 117pp 40798 114- 
48708 231 

8903060372 NRC info Notice 89 028, "Weight & Ctr of Gravity Discrepancies for Copos- 
Vulcan Air-Operated Valves " Sve list end 

R08SI.CE Division of Oporalional Events Assessment (Post 870411) 69/03/14 
Consolidated Edison Co of New York, Inc 107pp 48895 001 4B895 109 

0903090021 NRC info Notice 69 029, "Potonliai Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/15 
Consolidated Edison Co of New York, Inc 106pp 40870 053 40870 169 

6903090133 NRC Info Notice 89 030, "High Temp Environs at Nucloar Powor Plants ” 
Sve list end 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 89/03/lB 
Consolidated Edison Co of Now York, Inc 106pp 48095 110 46095 215 

8903160427 NRC Info Notice 09 031, "Swelling & Cracking of Hafnium Control Rods," 
Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/22 
Consolidated Edison Co. of New York, Inc 102pp 40986 001-48986 103 

6903170419 NRC Info Notico 89 032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys/' Sve list end. 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 09/03/23 
Consolidated Edison Co of New York, Inc 104pp 40092 044 48092,147 


V. Operator Examinations 

6903220159 Generic Hr 69 03 to all power reactor licensees & applkcanls lor OL r© op- 
erator licensing nail exam schedule Sve list end. 

VARGA, S A Associate Director for Prolecls (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005.001-49005 056 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A Appllcatlon/constructlon stage documents & correspondence 

0603050037 Board Noliticalion 86 009 advises Commission ol Invostigation into allega- 
lions re applicant Glocirical contractor LK Comalock Deierminaiion^i re allDgalions not 
one) 

DERNERO.R M Division ol Boding Water Reactor (BWR) Licensing (851 125 070411) 
86/03/03 PALLAOINO. ROBERTS, ASSELSTINE Commissioners 4pp 34953 300 
34953 303 


E, NRC Safety Evaluation Report (SER), suppis & correspondence 

0903140201 Discusses proposed changes to Commitments 7,14,16,4.8 & 10 to resolve 
issues remaining from plant SER (NUREG 0887), for approval 

KAPLAN, A Cleveland Electric lllurri mating Co 89/03/03 Document Conlro! Branch 
(Docu monl Control Desk) 5pp 40848 344 48846 348 


F. Security, medical, emergency & fire prolocllon plans 

0903140236 Final fospon&o lo FOIA request for documonts Forwards App A 
documonls App A documents also avails bto in PDR 

GRtMSLEY.DH Document Control Branch (Document Control Desk) 89/03/09 
HAWKINS.M ImpellCorp 2pp 48875 082-40075 063 

- 8903140279 Informs that Region III required lo participate in emergency rosponso ox 
erciSDS on quarterly basis Approved exercisos for FYB9 listod 
NORELIUS.Ce Region 3, Ofc of Iho Director 00/08/15 Rogion 3, Ofc of the Direc- 
tor 5pp 40076 108 4Q075 112 

8903210110 Revised omorgoncy plan implementing procoduros.mcluding Rov 3 lo EPI 
AhRov 6 to EPI-A6 & Rov 5 to EPI AO W/000313 lU 

KAPLAN.A Cl ovdami Electric Illuminating Co 09/03/13 52pp 49020 049 49020100 

6903210136 Rev 9 to "Emorgoncy Plan lor Perry Nuclear Powor Plant " W/890313 Ur 
KAPLAN.A CJoveland Efoclnc tlluminalmg Co 69/03/13 7pp 40901 322 46981 328 


H. General co/rospondence 

8903060346 Comment on behalf of OCRE re propos.od rule concorning OL amend 
request Amend roquost.as submiltod.doficiont because stabilily analysis not conduct 
ed 

HIATT, SL Ohio Citizens for Rosponsiblo Energy 09/02/22 Printing & Audiovisual 
Services Branch 2pp 40022 001-48622 002 

0903100262 Commont on proposed riile lOCrRSO ro main! for nucloar plants Strongly 
support NUMARC posilion & omphasizo that rule unnecessary w/many required pro 
gram oloments already fn pfaco at ptard Rule would do moro fmrm ifian good 
KAPLAN.A Cleveland Eloclnc KluminaUng Co 00/02/27 CHILK,S J Offico of the 
Secfotary of the Commission Spp 40806 236 46006 236 

8903280111 Commont supporting petition for rufemaking PRM-20-t0 roquiring cjetocla 
bfo odor to be miecteci into radioacfivo omissions of nuefoar power plants & aff other 
facilities 

KLINE.C Affiliation Not Assigned 89/03/17 Dockolmg & Services Branch Ip 
40144 037-40144 037 


J. Insurance & Indemnity Information 

8002270407 Forwards Endoraomonl 4 lo NEL1A Cerlificalo NW-183 & MAELU Corlifi 
cnlo MW-94 

ERTLE.R F Contorior Energy 09/01/31 OINITZ,! Office of Nucloar Reader Regula- 
tion, Diroctor (Post 87041 1) Qpp 485B8 203 48588 205 

8903230393 Forwards cerlificalo of company re guarantee of paymer^l of dolerroU pre 
miums & ack by Amonlrusl (hat bank reserving portion of company lino ol credit for 
doforrorf premiums 

MORAN, TR ClovQiand Eloclnc llluminalmg Co 89/03/15 DINITZJ NRC • No De 
tailed Alfiliation Given 2pp 49036 360 49036 362 


K. Utility Final Safety Analysis Report (FSAR) & amends 

0903200113 Rev 1 lo upclalod FSAR for Perry Nuclear Power PianlW/Q003l6 Ur, 
KAPLAN,A. Cleveland Eloclric Illuminating Co 69/03/15 l,500pp 48960 058- 
469G2 279 


(*. Operating license stage documents & correspondence 

6903060282 Studios of 860131 Norlhoastorn Ohio earthquake ‘ 

* Intonor, Dept of, Goological Survey //109 6007 86/01/31 GOpp 40695 020 
48695 007, 

8903060287 Earthquak© on 860131 near Chardon,OH & significance for Perry Nucloar 
Power Plant A for earthquake hazard In Eastern US * Testimony before Subcommillee 
on Energy & Environ 

SEEBER.L Columbia Unlv , Now York, NY //1C9 009D 86/04/08 19pp 48695 001- 
4Q605 019 

8903080309 Forwards util audits of GE San Joso.CA.por request 
RILEY.E NRC - No DeloilQd Aflillatlon Given ffidd 0136 87/06/11. 

CONNAUGHTON.K, NRC No Delai led Affitialion Given Spp 4B659 337 40659 34 1 

6903060390 Northoastern OH earthquake of 860131 was it induced * Paper from bulle 
tin of SolsmoloQical Society of America, Vol 78, Number 1 

* Soismeloglcal Society of America //1 89 6106. 80/02/28 30pp 48695 068 
48695 117 
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8903080315 Advises lhat duo lo (acJ( of sufficiorU Info to serve as basis for invasligation 
mlo elfeged frairdulent Director’s Decision DD 86 0. matter closed w/o further invosth 
gallon rapt 

CONNELLY.Sn Office of Inspeclor & Atidilor #109 8137 88/05/10 UE0ERMAN,J 
Ofc of Enforcement (Post 870413) Spp 4a6&9 33S 46659 336 

6903290304 FOIA request for investigafrvo rept on 861231 incident at facility & atfaga- 
lion of drunkenness against senior manager 

SULLIVAN.E Plain Dealer. Cleveland. OH 68/09/14 NRC > No Detailed Affiliation 
Given 4pp 40140 301 49140 304 

8903080400 Incomplete abstracts of papers.per SBIh annual meeling 

* Affiliation No! Assigned #1698107 86/11/10 fp 46697 279 40697 279 

8902230287 Application for amend to License NPF'56 Amend adds ref to end '‘DCROR 
Fuel Refuel HED Revs Repls*" Attachment 1 Enel supersedes repl sheets end w/ 
Attachment 2 of util 871012 Itr. 

KAPLAN, A Cleveland Eleclnc lllumlnallng Co 09/02/10 Docomenl Control Branch 
(Docurnent Coniro) Desk) 55pp 48569 116'4B569.I73 

8002280396 Forwards info venfyirtg adequacy of fnslrument arr sys design, (esling.mafnt 
& related tfarning,per NUR EG* 1 275, Vo I 2 & Generic Ltr BB'14 
KAPLAN, A Cfevefand Efeclric Illuminating Co 89/02/22 Document Control Branch 
(Document Control Desk) 7pp 48625 f57*48&25 163 

8903070205 Notification of 690307 meeting w/BWR Owners Group in Rockville, MD lo 
discuss Items of current interest Agenda end 

SHAO.LC Division of Engineering & Systems TechnolMy (Post 870411) 89/02/28 
WIRAGLfA,FJ Associate Director for Inspection & Technical Assesement (Post 
P7041 1) app, 48763 023 48763.030 

0903140174 Summary of 890216 meeting w/Devonrue re BWR 6 altBrnale ac approach 
to salls^ station blackout rule Attendance list & handout mall end 
TAM.P S Pfoiect Directorate I 4 89/03/02 Projecl Directorate H. 34pp, 48034 155* 
48834 tea 

8903150294 Provides addi Info & commitment ro request lo revise Tech Spec 3 6,1 2 c 
concerning main steam line (MSL) leakage limits Util will keep current fimft below 200 
SCFH for all MSLs & commils to administrative limit on Individual MSLs 
KAPLAN, A Cleveland Efeclric tlluminating Co. 09/03/06 Document Control Branch 
(Document ControJ Desk) 2pp 40871 243 48871 244 

8903230498 Forwards notice of consideration of Issuance of amend to License NPF-68 
d opportunity for hearing on 8991 1G request 1o add two containment Isolation valves 
lo Tech Specs 

CDLBURN,T.G Prolect Direct orate fll 3 89/03/13 KAPLAN. A. Cleveland Eleclnc fllu 
m mating Co 2pp 4te9 319 49029 324 

•*0903230499 Nolico of consideration of issuance of amend lo License NPF-58 & pro 
osed NSHC determination & opportunity for hearingAmend revises Tech Spec 
abfos 3641 & 337 4>1 lo add two containment isolation valves. 

COLBURN, TQ Project Dfrectorate II (-3 69/03/13 4pp 49029 321*49020 324 

8903230388 Forwards environ assessment & finding of no significant impact ro 661229 
application lor amend to License NPF-56 re containment isolation valve testing w/pri 
mary containment integnty shutdown 

COLBURN.TQ Project Directorate III-3 89/03/15 KAPLAN, A Clavefand Electric lllu* 
mlnaling Co 2pp 49037 001*49037 006 

-8903230395 Environ assessment & finding of no significant impact Amend would 
revise provisrons in Tech Specs re definition of primary containment Integrity shut- 
down lo provide limited flexibility during performance of l0CFR50,App J Type C 
COLBURN,! Q Project Directorate III 3 89/03/15 4pp 49037003*49037 006, 

8903230402 Forwards safely evaluation re implementation of 10CFR50 62, ATWS 
rule Alternate rod Injection design.automalic recirculating pump tnp design & standby 
liquid control sys design in compliance w/10CFR50 62 

COLBURNJ,G Project Directorate III 3 89/03/15 KAPLAN,A Cleveland Electric Ilfu 
mlnatingCo 2pp. 49936 327*49036 337 

-6903230407 -Safely evaluation supporting util implementatien of fOCPR50 62 ATWS 
rule 

* Office of Nuclear Reader Regulation, Director (Posl 670411) 89/03/15 9pp 
49036 329-49036 337, 

S903270190 Forwards request for eddi Info re Generic Ltr 68-01, "NRC Position on 
IGSCC in BWR Austenitic Stainless Steel Piping 

COLBURN.T.Q Project Directorate ill-S. 89/03/15 KAPLAN, A Cleveland Efeclric fllu- 
minallng Co lipp 49055347*49055 357 

0903240098 Forwards assessment & Tech Spec clarificdlion re 86121 2 loss of 5 volt dc 
power supply & loss of rod display & operator conlrol modules Restoration of normal 
rod position Indication, rather than rod bfrod indication, proper 
VIRulLIO.M J Assistant Director for Region Ilf & Region V Reactors, 89/03/20, 
GREENMAN.E Q Region 3, Ofc of the Director 6pp. 49039 350 49039355. 

8903160298 Generic Ltr 89 02 to all holders of OLs A CPs for nuclear power readers re 
actions to Improve detection of counterfeit & fraudulently marketed products Sve list 

VARGA.SA. Associate Director for Projects (Posl 070411), 89/03/21 Consofidaled 
Edison Co of New York, Inc 57pp. 48980 001 48960057 

8903290307 Final response to FOIA request for records Releasable portions of App B 
documenta and App A records avaifable in PDR App B records partialfy & completely 
withheld fret FOIA txemplions 6 & 7) 

PHILIPS,! Division of Freedom of Information & Publications Servicea (Post 890205). 
69/03/27 SULLIVAN ,6. Plain Deafer, Cleveland. OH. lOpp 49140 305-4914 1 326. 

-8903290312 Partially withheld Investigation Rept 3 87 017 Noncompfiance noted Major 
areas Investigated plant manager allegedly intoxicated onsite & allegedly directed con^ 
irol room re a dor operator activities. 

KALKMAN.J.N , PAWLIK,ET Region 3, Ofc of the Director HAYES,B B Office of Jn^ 
veslfgaKons 88/07/07. 35 Opp 49140 316*49141 320, 


Q Inspection reports, IE Pullotins & correspondence 

8902170112 NRC Info Notice 09 020, "Wefd Failures in Pump of Byron Jackson 
Design " Sve llai encl 

ROSSt.CE Division of Operational Events Assessment (Post 070411) 09/02/24 
Consolidated Edison Co of Now York, Inc 106pp 48572 043 48572 140 

8902210351 Suppf 1 to NRC Info Notice 80 073. "Direction Depondent Leak Character- 
istics of Containment Purge Valves " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post B70411) 09/02/27 
Consolidated Edis-onCo of Now York, Inc 102pp 46509 001 48589 110 

B9022 10584 NRC Info Notice 89-021, "Changes In Performance Characteristics of 
Molded Casa Circuit Breakers " 5vc list end 

ROSSLCE Division of Operational Events Assessment (Posl 870411) 89/02/27 
Consolidated Edison Co of New York, inc 104pp 40578 032*40570 137 

8903080167 Forwards Safety fnsp Repl 50 440/09*03 on 690206 09 & 21 No violations 
noted 

COOPER.R W Region 3, Ofc of the Director 09/02/28 KAPLAN, A Cleveland Elec- 
tric flluminalmg Co. 2pp 40741:331-40741 343 

-.8903080191 Insp Rept 50-440/68-03 on 890206 09 & 21 No violations noted.On© un- 
resolved item identified re Insarvice testing Major areas Inspected lmptementation of 
inservice testing, inctuding administrative & technical procedures 
SMITH,JF., DANIELSON, DH Region 3. Ofc of the Director 80/02/27 11pp. 
48741 333 40741 343 

8902270150 NRC Info Notice 09 022. "Queslionable Certification of Fastenors " Sve fist 
end 

BOSSI.CE Division of Operalionaj Events Assessment (Post 670411) 09/03/03 
Consolidated Edison Co of New York. Inc lOSpp 48732 001*48732 106 

8902280104 NRC Info Notice 89*023, ‘‘Environ Qualification of Lillon-Veam CIR Senes 
Electrical Connectors " Sve list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co or New York, Inc. 106pp 48723 038 40723 143 

8902280162 NRC Info Notice 89 024, "Nuclear Criticality Safety " Sve list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
69/03/06 Consolidated Edison Co. of New York, Inc 96pp 48700.252*46700.346 

0903010207 NRC fnfo Notice 89*026, "Instrument Air Supply to Safety*R elated Equlp- 
menl " Sve list end 

ROSSI, CE Division of Operalionaf Events Assessment (Posl 870411) 89/03/07 
Consolidated Edison Co of New York, inc lOSpp 48741 053-48741.158 

8903020165 NRC Info Notice 09*027, "Lfmilations on Use of Waste Forms & High In 
legrity Containers for Disposal of Low Level Radwaste " Sve list end 
GREEVES.J T Division of Low Level Waste Management & Decommissioning (Posl 
670413) 09/09/08. Consolidated Edison Co of New York, Inc 117pp. 40790.114- 
48798 231. 

8903030372 NRC Info Notice 09 028, "Weight & Ctr of Gravity Discrepancies for Copes* 
Vulcan Air-Operated Valves " Sve list encT 

ROSSI.C.E Division of Operational Events Assessmenl (Posl 070411) 09/03/14. 
Consolidated Edison Co ofNew York, Inc 107pp 48895 001*48095 109 

8903090021 NRC Info Notice 09 029. "Potential Failure of A5EA Brown Boveri Circuit 
Breakers Durinp Seismic Event " Sve list end 

ROSSLCE Division of Operational Events Assessmenl (Post 870411) 09/03/15 
Consolidated Edison Co of New York, Inc 106pp 48070 053*48870 169 

8903090133 NRC Info Notice 09 030, "High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSLCE DWIsior^ of Operational Events Assessment (Posl 070411), B9/03/1S 
Consolidated Edison Co of New York, Inc 106pp 4B895 1 10 48895 215 

8903220126 Describes instalfation Sid Spec 2700 & capability to provide improved level 
of assurance for maintaining equipment qualification requirements, 

KAPLAN, A Cleveland Eleclnc Illuminating Co 89/03/17 Document Control Branch 
(Document Conlrol Desk) 2pp 49008*224*49008 225 

8903270368 Forwards Safety Insp Rept 50 440/69 04 on 690206*1 0.No viofations 
noted 

GREGER.LR, Region 3. Ofc of the Director. 89/03/20 KAPLAN, A Cleveland Electric 
Illuminating Co, 2pp. 49055292 49055*302 

-8903270370 Insp Rept 50*440/89-04 on 890206*10 No vfofatlons noted. Major areas 
inspected confirmatory measurements.induding plant chemistry organ lza(ioii.mgt 
controls, training & qualiUcailons.QA.audUs & PASS. 

BOCANEGRA.R , SCHUMACHER, M Region 3. Ofc of the Director. 09/03/20 Opp 
49055 294-49055 302 

6903160427 NRC Info Nolice 89 031, "Swelling & Cracking of Hafnium Conlrol Rods " 
Sve list end 

ROSSLCE Division of Operalionaf Events Assessmenl (Post 870411) 89/03/22 
Consolidated Edison Co. oi New York, Inc. 102pp. 48968,001-48986 103. 

8903170419 NRC Info Notice 89*032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Sve list end 

ROSSI.C.E Division of Operalional Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co of New York, Inc, 104pp. 40992 044*48992.147 


R Periodic operating reports & related correspondence 

8903060186 "Annual Occupational Radiation Exposure Repl Personnel Whole Body Ex* 
posure (or CY88 “ W/890224 Hr 

KAPLAN. A. Cleveland Electric Illuminating Co 88/12/31 2pp 40736:129 48736.130 

8903090214 "Annual Rept for 1988." W/090227 ltr. 

KAPLAN, A Cleveland Electric Illuminating Co 80/12/31 9pp 48781,036 48701.043 
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8903090410 "Porry Nucloar Power Plant Unit 1 Semiannual Radtoactivo ^Hlifenl Re 
lease Repl for Jul Dec 19Q& ” W/090301 Ur 

KINSICHI.S F . KAPLAN, A Cleveland Electric lltumlnaling Co- 00/12/31 B^lpp 
487Q3 120 4B783 211 

8903220364 “Safety Evaluation Summary per 10CFR50 50(b)t2) 1906'* W/890315 Itr 
KAPLAN, A Cleveland Electric Illuminating Co 86/ 12/31 281pp 48998 065. 

46998 345 

0902240356 Monthly operating repl lor Jan 1989 for Perry Nuclear Power Plant Unit 
1 W/0g0215 Itr 

OUNN.G A , KAPLAN, A Cleveland Electric llluminaling Co 09/01/31 6pp 
48576 350 46576 355 

8902230162 Forwards annual ECCS outage rept for igos.per TMt Action Plan Item 
ff K 3 f 7 a NUREG 0687, Sacfion 6 3 3 

KAPLAN, A Cleveland Electric Illuminating Co 89/02/14 Documenl Control Branch 
(Document Control Desk) Ip 48555 145 40555 1S4 

-8902230188 "Annual ECCS Outage Rep1.198Q " 

* Cleveland Electric Illuminating Co 88/12/31 Opp 48555 146 4BS55 154 

6903090407 Forwards "Ninth Quarlerly Ropt Seismic Monitoring Network, Oct Dec 
1986 '* Info ro continued operation of network through at least 1909 also end 
KAPLAN,A Commonwealth Edison Co 89/02/27 Document Control Branch (Docu 
m ant Control Desk) 2pp 48799 032-48799 060 

-8903090410 "Ninth Quarterly Ropt of Seismic Monitoring Network Oct-Dec 1988" 

* Weston Geophysical Carp 89/02/28 27pp 40799 034-48799 060 

8903210440 Monthly operating rept for Fob 1089 for Perry Unit 1 W/890315 Itr 
DUNN.G A , KAPLAN, A Cleveland Electric llluminaling Co 09/02/28 6pp 

48982 038-40982 043 


S. Reportable occurrences, LERs A related correspondence 

8903070020 Special repl on 690 11 2, vibration & loose part monitoring sys exporiencod 
series of spurious alarms, Caused by excessive background noises Cnannol 4 declared 
inoperable on 800122 Channel will bo reworked durlHg first refueling outage 
KAPLAN, A Cleveland Electric Illuminating Co 80/02/21 Document Control Branch 
(Document Controi Desk) 2pp 48740 123 48740 124 

8903130043 Forwards LERs 09-004-00 & OB 001-01. 

KAPLAN, A CieveiancJ Electric iiiuminating Co 09/03/03 Document Control Branch 
(Documenl Com rol Desk) Ip 48819 308-40819 315. 

-8903130049 LER 89 004 00 on 890203, RWCU ays containment isolallon occurred duo 
to hiph pump room dlfferet^lial temp Caused by inadequate vomilalion sys flowrates in 
auxiliary bldg ventilation sys due to component failure Valve replaced 
DUNN, G A Cleveland Electric lllumir^atmg Co 89/03/03. 3pp 48810.309-48819 311 

-8903130054 LER 86 001-01 on 6601 03, reactor scram occurred due to upscale trip on 
intermediate range neutron monitors Caused by excessive feedwater injection into re- 
actor vessel while adjusting polentiomeler Low speed stop lowered 
OUNN.G A Cleveland Electric Illuminating Co 89/03/03 4pp 40819 312-46810 316 


V. Operator Examinations 

8903080240 Requests enci list of ref mall at least 60 days prior to requallfication pro 
gram evaluation scheduled for 600826. 

WRIGHT, G C Region 3. Ofc of the Diroctor. 89/02/27 KAPLAN, A. Ctevoland Electric 
Illuminating Co Opp 46743 220-4B743 235 

8903220159 Generic Ltr 89 03 to dll power roactor licensees & applicants for OL re op 
erator IlcenfiinQ natl exam schedule Sve list end 

VARGA.SA /Vssociale Director for Projects (Post 870411), 89/03/24 Consolidated 
Edison Co of New York, Inc. 54pp 46005 001-49005 056 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Appltcatlon/constructlon stage documents & correspondence 

8903080282 Studies of 6601 31 Northeastern Ohio earthquake * 

• Interior, Dept, of, Geological Survey #189 8097 86/01/31. 68pp 48695 020- 
48695 067. 

8603050037 Board Notification 86 009 advises Commission of Investigation into allega- 
tions re applicant electrical contractor LK Com stock Dotermlnatlons re allegations not 
end. 

BERNEflO.R.M Division of Bolling Water Reactor (BWR) Licensing (051126-870411) 
86/03/03, PALLADINO, ROBERTS, ASSELSTINE Commissioners 4pp 34953 300- 
34953’303. 

8903Q80287 Earthquake on 060131 near Chardon.OH & significance for Perry Nuclear 
Power Plant A for earthquake hazard In Eastern US * Testimony before Subcommltloe 
on Energy & Environ 

SEEBER.L Columbia Univ . New York, NY #189 8098 86/04/08 19pp 40695.001- 
46695.010 

89030B0309 Forwards util audits of GE San JosG.CA,per request, 

RILEY.E NRC - No Detailed Affiliation Given #189 8136 07/08/11, 
CONNAUGHTON.K NRG - No Detailed Afftifallon Given 5pp. 48659.337-48059 341 

8903060390 Northeastern OH earthquake of 660131 was It Induced * Paper from bulle- 
tin of Selsmological Society of America, Vol 76, Number 1 

* Seismologlcal Society of America. #189 8106 88/02/28 30pp 48695 066- 
48695*117 

8903080315 Advises that due to lack of sufficient info to serve as basis for invesligatien 
Into alleged fraudulent Director’s Decision DO 68 4, matter closed w/o further investt- 
gallon rept 

CONNELLY ,S R Office of Inspector & Auditor. #189 8137 66/05/10 LIEBERMANJ 
Ofc of Enforcement (Post 670413) 5pp, 48659 335-48659 336 


8903290304 FOIA request for investigative ropt on 061231 incident at facility & allega- 
tion of drunkenness againai senior manager 

SULL1VAN,E Plain Dealer, Cleveland, c5h 63/09/ 14 NRC - No Detailed Affiliation 
Given 4pp 49140 301-49140 304 

8903080400 Incompfole abstracts of papers, per 5Bth annual meoling 

* Affiliation Not Assigned //189 0107 08/11/10 Ip 46697 279 46607 279 

8903070205 Notification of 890307 meeting w/BWR Owners Group in RocKville.MD to 
discuss Items of currant ir^terest Agenda end 

SHAO,LC Division of Engineering & Systems Technology (Post 870411) 60/02/28 
MIRAQLIA.FJ Associate Director for Inspection & Technical Assessment (Post 
87041 1) 8pp 4Q763 023 48763 0 30 

8903150294 Provides addi info & commitment re roqueal to revise Tech Spec 36 12c 
concerning main steam line (MSL) taakago limits Util will keep current limit below 200 
SCFH for all MSLs & commits to administrative limit on Individual MSLs 
KAPLAN, A Cleveland Electric Illuminating Co 89/03/06 Document Control Branch 
(Documenl Control Desk) 2pp 48871 243-46071 244, 

8903160296 Generic LIr 09 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions to improve detection of counterfeit & fraudulently marketed products Sve litit 
end 

VARGA.SA Associate Diraclor for Projects (Post 870411) 09/03/21 Consolidated 
Edison Co of New York, Inc B7pp 46960 001-4B960 057 

8003290307 Final response to FOIA request for records Releasable portions of App B 
documents end App A records available In PDR App B records partially & completely 
withheld (ref FOIA Exemptions 6 & 7) 

PHIL IPS, J Division of Freedom of Informalion & Publications Services (Post 090205) 
09/03/27 SULLIVAN.E Plain Dealer, Cleveland, OM tOpp 40140 305 49141 326 

-8903290312 Partially withheld Investigation Ropt 3 07 017 NoncompHance noted Major 
areas Invostigated plant manager allegedly intoxicated onsite & allegedly directed con- 
trol room reactor operator activities 

KALKMAN.JN., PAWUK.ET Region 3, Ofc of the Director HAYES.BB Office of In 
vosllgatlons 86/07/07 350pp 49140 316 49141320 


F. Security* medical, emergency & fire protociton plena 

8903140236 Final response to FOIA rocuesl for documents Forwards App A 
documents App A documents also available In PDR 

GRIMSLEY.OH. Documont Control Branch (Document Control Desk) 89/03/09 
HAWKINS, M ImpollCOfp. 2pp 48075 082-46075 083 

-8903140279 Informs that Region 111 required to parliclpalo in omorgency response ex 
ercises on quarterly basis Approved exorcises for FY89 listed 
NORELIUS.CE Region 3. Ofc of the Director 00/08/15 Region 3, Ofc of the Direc- 
tor 5pp 48875 106 48675 112 

6903210110 Revised emergency plan implementing procedures. In eluding Rev 3 to EPI- 
AI.Rqv 6 to EPI-A6 & Rev 5 to EPI AO W/D90313 llr 

KAPLAN,A Cleveland Eloctric Illuminating Co 69/03/13 62pp 40020049 49020 100 

8903210136 Rev 0 to “Emergoncy Plan (or Perry Nuclear Power Plant " W/B90313 llr 
KAPLAN, A Cleveland Electric Illuminating Co 89/03/13 7pp 40961 322.48981 320 


H- General correspondenoe 

8903080348 Comment on behalf of OGRE re proposed rule concerning OL amend 
request Amend foquo3l,a8 submitted, doficient because slabllily analysis not conduct 
ed 

HIATr.SL Ohio Citizens lor Responsible Enorgy 00/02/22 Pnnllng & Audiovisual 
Servioos Branch 2pp 4QQ22 0D1 4QG22 002 

8903100262 Comment on proposed rule 10CFR50 ro main! for nuclear plants Strongly 
support NUMARC position & emphasize that rule unnecessary w/many reciuired pro 
gram elements already In placo at plant Rule would do more harm than good 
KAPLAN, Cloveland Electric lllurninaling Co 60/02/27 CHILK.S J Office oi the 
Secretary of tho Commission 2pp 46006 235 4Q600.236 

6903200111 Comment supporting potilion for rulemaking PRM-gO-IO requiring do tecta 
ble odor to be Injected Into raoioactlvo emissions of nuclear power plants & all other 
facilities 

KLINE, C Affiliation Not Asslgnod 89/03/17 Docketing & Sorvicea Branch 1p 
40144 037-49144 037 


J. Insurance & Indemnity Information 

8902270407 Forwards Endorsement A to NELIA Cerllflcato NW-183 & MAELU Cortifi 
cate MW-94 

ERTLE,R F Conlerlor Energy 09/01/31. DINITZ.I Office of Nuclear Reactor Regula 
lion. Director (Post 870411) 3pp 40508 203-40588 805 


Q. Inspection reports, IE Bultetins & correspondence 

8902170112 NRC Info Notice 89 020, “Weld Failures in Pump of Byron-Jackson 
Design " 8vc list end 

ROSSI, CE Division of Operational Events Asaoasmanl (Post 070411) 89/02/24 
Consolidated Edison Co of Now York, Inc 106pp 40572 043 48572.148, 

B902210351 Suppi 1 to NRC Info Notico 86 073, "Direction Dopendent Leak Character- 
istics of Containment Purge Valves " Sve list end 

ROSSI, CE, Diviaion of Operational Events Assosament (Peat 870411) 89/02/27 
Consolidaled Edison Co ol Now York, Inc 102pp. 40560 001-48589 110 

8902210564 NRC Info Nolice 89 021, “Changes In Porlormance CharactorisliCB of 
Molded Case Circuit Breakers “ 8vc list end. 

RO$SI.C E Division of Operational Events Assessment (Post 670411) 89/02/27 
Consolidaled Edison Co of Now York. Inc, 104pp 48578.032-46576*137 
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8^02270158 NRC Info NoJjco 89-022, QueslionabTo Ccrlificalioa of Faslpncrs Svc list 
end 

flOSSI.CE Division o1 Operalionali Events Assessmonl (Post a70«l11) R9/03/03 
Consolidated Edison Co of New York, Inc t05pp *18732 001 <18732 106 

8902280104 NRC Info Notice 89 023, “Environ Oualificalion of Lilion Veam DIR Senes 
Electrical Connectors *' Svc list end 

ROSSI C E Division of Operational Events Assessment (Post 870<111) G9/03/03 
Consolidated E-dison Co 0 l Now York Inc lOSpp <18723 038 <18723 143 

8902280162 NRC Info Notice 69 024, “Nuclear Cnhcalily Safoty*” Svc list end 
CUNNINGHAM B E Division of Industrial A Medical Nuclear Safely {Post 870729) 
89/03/06 Consoltclaled Edison Co of New YorK, Inc 96pp 40700 252 48700 346 

8903010207 NRC Info Notice 89 026, ’■'fnstrumont Air Supply to Safety Rotated Equip 
ment Svc list end 

ROSSI, CE Division of Operalional Events Assossmoni (Post 870411) 09/03/07 
Con&oledated Edison Co oJ Now York, fne 105pp 4874 1 053-40741 158 

8903020165 NRC Info Notice 89 027, “LimilaliOins on Use of Waste Forms & High In- 
tegrily Coalamers for Disposal of Low Level Radwasto^' Svc lisl end 
GREEVES.JT Division of Low Level Waste Mananemenl & Docommissioning (Post 
870413) 89/03/00 Consolidated Edison Co of New York, Inc 117pp 48798 114- 
48798 231 

8903000372 NRC Info Nolico 89 028, ’'Weight & Cir of Gravity Discrepancies for Copes- 
Vulcan Air Operated Valvos " Svc list cncT 

ROSSI, CE Division of Operational Events Assessment {Post 870411) 89/03/14 
ConsolidalQd Edison Co of New Vorh, Inc I07pp 48695001-40005 109 

09030 9 9021 NRC Info Notice 89 023. “PotonUal Failure of ASEA Brown Bovon Circuit 
Breakers During Seismic Event " Svc list onci 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of Naw York. Inc !06pp 48870 053 48870 169 

0903090133 NRC info Notice 09-030, ‘'High Temp Environs a1 Nudonr Power Plants'* 
Svc list end 

ROSSI.CE Division of Oporalional Events Assessment (Post 070411) 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp 46895 1 18 48 895 215 

0903160427 NRC fnfo NoliCQ 09 031, "Swollmg A Cracking of Hafnium Control RoiJs” 
Svc lisl end 

ROSSI.CE Division of Operational Events Assossmoni (Post 070411) 89/03/S2 
Consolidated Edison Co oi Now York, fne 102pp 48986 081 -48986 103 

6903170419 NRC Info Notice 89 032, "Siirvoillance Testing of Low Temp Overprossuro 
Protection Sys ** Svc lisl oncI 

ROSSI.CE Division of Operational Evonis Assossmoni {Post 070411) 89/03/23 
ConsolidalQd Edison Co or Now York, Inc I04pp 46992 044 40002 147 


R Periodic operating reporte & related correspondence 


6903090407 Forwards "Ninlh Ouarlerly Repl • Soismic Monitoring Network, Oct-Dec 
1980 " Info re continued operation ol network through at least 1989 also end 
KAPLAN, A Commonwealth Edison Co 69/02/27 Documonl Control Branch (Docu- 
menl Gonirol Desk) 2pp 46799 032-46799 060, 

- S903090410 “Ninlh Quarlofly Repl of Soismte Moniloring Nelwofk Ocl-Doc 1988." 

' Weslon Geophysical COfp 69/02/28 27pp 40799 034 48799 060 


V. Operator Examinations 


8903080240 Requests end lisl of ref matl at least 60 days prior to requallftcation pro- 
gram evaluation scheduled for 890626 

WRIGHT.GC Retjion 3, Ofe of the DIrocIo/ 88/02/27 KAPLAN. A Cleveland Electric 
lltummalinp Co 8pp 48743 226 48743 235 

8983220159 Genabc Ltr 09 03 to all power reader licensees & applicants for OL re op- 
erator licensing nail exam schedule Svc list end 

VARGA, S A Associate Director for Projects (Post 870411), 89/03/24 Consolidated 
Edison Co of New York, Inc 64pp 49005 001-40005 066 


DOCKET 50-443 SEABROOK NUCLEAR STATION. UNIT 1 


E, NRC Safely Evaluation Report (SER), suppis & correspondence 

0983200307 Discusses complelion of licensing issues & confirmation of commitmenls in 
3ER & SSERs Issues include .contain ment sys, control room habilabitily, radiation data 
mat sys, new fuel storage & handling & fire protection 

NERSES.V FfOiecl Direclorflto 1-3, 89/03/13 QROWN.E, Public Service Co of New 
Hampshire 5pp 48908 354-46968 358 


F. Security, medical, emergency & fire prolection plans 

0811140376 Notification of 861113 lire protection meeting w/ulil In Bethesda.Md to dis 
cuss revised fire hazards analysis performed on charcoal fillers 
NERSES.V. PWR Project Directorate 5 86/11/06 NOONAN.VS, PWR Project Direc- 
torate 6 5pp 36604,072-38604.076. 

8903170397 Advises that 800120 Hr referred to ASLB for onsilG proceeding which has 
[urisdictlon over sirens within EPZ Served on B0O2O2 

SMITH, I W Atomic Safety and Licensing Board Panel #180 7976 89/02/01. 
AN PER SON, F. Ideas a Information, Inc Ip 48878 231-48878-242 

-8903170413 Discusses two llrs sent to State of NH & Governor J Gregg as result of 
Slate of NH Issuing emergency plan info calendar m late Dec as part of radiological 
emergency response plan for plant Calendar (Hied w/errors & Inconsistencies 
ANDERSON.F, Ideas & InlormatiOn, Inc 69/01/20 SMITH.IW Atomic Safely and Li- 
censing Board Panel. lipp 48078 232 46876 242 


8903060166 Forwards draft EHCI R/G& 76, "Soabrook Stalion Site Spocihe Ofisilo Radi 
ological Emnrgoncy ProparGdnL»<5s Alert & Nolificalion Sys OA Vcnlicahon " Sys on 
hancomcnls remain to bo completed m Now Hampshire 

NERSES.V Project Diroctoralo 1-3 89/02/02 BROWN, E Public Service Co of New 
Hampshire 3pp 48734 198 4 0735 090 

-8902020304 Forwafd<5 preliminary draft repl assessing adequacy of siren coverage as 
presented in plant alert & notilication ropt Alerting coverage dotorminod as 
adequate W/o end 

KRIMM.RW Fe derat Emergoncy Managomoni Agency 69/01/23 CONGEL.FJ Divi 
Sion of Radiation Proloclion & Emergoncy Preparedness (Post 870411) Ip 
4 8734 201 46734 201 

-0903069174 Draft "Soabrook Station Stlo-Specilic Offsite fladiofogical Emergency Pro 
pared ness Alert & Notilication Sys QA Verification '' 

* ERG International. Inc * Federal Emergoncy Management Agency ERCI-R/06-76 
DRFT 86/11/17 249pp 48734 202 46735 090 

0903030302 Forwards Safely Insp Repl 50 443/B9 02 on 690130 0203 No violations or 
dovialions noted 

BELLAMY.RR Region 1, Ofc of the Director 69/0-2/23 BROWN, E A Public Service 
Co of Now Hampshire 3pp 46692 007 48692 015 

-6903030365 Emergoncy Preparedness Insp Repl 50 443/69-02 on 090130- 0203 No 
deviations noted Major areas inspected licensee action on previously identified 
(lems.ennofgency response facilities & equipment & mgt control & organization 
FOX.EF. LAZARUS,WJ Region I, Ofc of the Director 69/02/22 6pp 46692 010- 
48692 015 

8903130205 Forwards for filing In proceeding.applicanl Inal brief re Soabrook plan for 
Commonwealth of MA Communities & rebuttal testimonies W/o brief Related corre 
spondenco 

DIGNAN.T G Public Sen/ice Co of New Hampshire DIGNAN,T G Ropes & Gray 
#109 0226 89/02/28 Dockoiing & Services Branch 3pp 48723 144 48727 204 

-8903130212 Applicant Rebuttal Testimony 6 (protective actions for particular popula 
lions) * Supporting documontalion end Related correspondence 
BOYD,R , CALLENDRELLO.A . SINCLAIR.M C Public Service Co of Now Hampshire 
60/02/26 256pp 48723 147-40724 044 

-0903130227 Applicant Rebuttal Testimony 7 (preomergoncy public info) * Supporting 
documentalion oncI Related correspondence 

CALLENDRELLO.A . MILETI.DS Public Service Co of Now Hampshire MILETI.DS 
Colorado Slate Unlv , Fort Collins, CO 89/02/20 37pp 48724 045-40724 081 

-8903130269 Applicant rebuttal Testimony 8 (transport a lion resourcos) * Supporting 
documentalion end Related correspondence 

BOYD.R , CAaeNDRELLO,A , CATAPANO.G J Public Service Co of New Hamp- 
shire 09/02/20 53pp 48724 082-40724 134 

-0903130293 Applicant rebuttal Testimony 9 (traffic mgt & evacuation of special popula- 
tions) • Supporting documentation end Related correspondence 
0ALDACCLSM, CALLENDRELLO,A , LIEBERMAN.E B Public Service Co of Now 
Hampshire 89/02/20 162pp 46724 135-48724 296 

-8903130312 Applicant rebuttal Testimony 10 (offsite response organization stalling) * 
Support ingdocumenlatlon end Rdaled correspondence 

CALLENDRELLOcA . ELLIS.SJ, FRANK.C M Public SorvfCQ Co of New Hampshire 
89/02/28 9Bpp 48724 297 48725 034 

-0903130331 Applicant rebuttal Testimony 11 (protective action recommendation gen 
a/ation) " Supporling Info end Related correspondence 

CALLENDneLLO,A , LITTLEFIELD.P Public Service Co of New Hampshire 

LinLEFIELD.P Yankee Atomic Electric Co 89/02/28 50pp 48725 036 48725 084 

-0903130380 Applicant rebuttal Tealimony 13 (radwaste handling & disposal)/ Support- 
ing Info end Related correspondence 

CALLENDRELLO.A , LITTLEFIELD.P. Public Service Co of Now Hampshire 

LITTLEFIELD.P Yankee Atomic Electric Co 89/02/20 Opp 48725 102-40725 110 

-8903130399 Applicant rebuttal Testimony 14 (effects of strike by members of New 
Hampshire Yanxee offsite response organization) * Supporting info one] Related corre- 
spondence 

CfALLENDRELLO,A . ELLIS.SJ. FRANK.C M Public Service Co of New Hampshire 
89/02/28 14pp 40725111-48726124 

-0903130415 Applicant Rebuttal Testimony 15 (liability & response of members of New 

S shire Yankee offsite response organization) * Supporting documentation & Cer- 
} of Svc end.Relatad correspondence 

MILETI.O S Public Service Co of New Hampshire MILETI.D S Colorado Slate Univ , 
Fort Collins, CO 89/02/28, 670pp 40725’ 125-48727 204 

0903170012 Commonwealth of MA Ally General JM Shannon opposition to applicant 
motion for sanctions & cross motion for particular relief * No violation of protective 
order occurred & motion should be denied In entirely 

TRAFICONTE,J Massachusetts, Commonwealth of #189 8241 89/03/06 Atomic 
Safety and Licensing Board Panel 15pp 40812 197-48812 304. 

-8903170037 Forwards new firsl page to applicant answer In opposition to Common- 
wealth of MA atty general motion to compel answers to Commonwealth of MA second 
set of Interrogatories Supporting documentation & Certlhcate of Svc end 
SELLECK,K A Public Service Co of New Hampshire ELLECK,K A Ropes & Gray 
88/11/30 SMITH.!., HARBOUR^., LINENBER(3ER,G Alomic Safely and Licensing 
Board Panel 22pp 4881 2’28 3-4801 2, 304 

0903170191 Applicant supplemental answers to Interveners interrogatories re Iranspor- 
tallon resources * Supporting info & Certificate of Svc end Related correspondence 
FEIGENBAUM.TC, SELLECK.K A Public Service Co of New Hampshire 
SELLECK,K,A, Ropes & Gray. #189 0269 89/03/07 Massachusetts, Commonwealth 
of 19pp 48011*054-46811 072 

6903230173 Forwards Revs 43 & 44 to station emergency response procedures 
THOMA3,GS Public Service Co, of New Hamp^ire 89/03/16, Document Control 
Branch {Document Control Desk) Ip 49024 086 49024 277 
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-8903230175 Rqv *14 to '‘Production tmcrgoncy rtesponsp iManual 
MACDONALD.J A Public Service Co of Now Hampshiro 09/03/03 tt7pp 49024 087- 
49024 169 

-8903230178 Rev 43 to “Produrlion Emorgcncy Responso Manual ” 

MACDONALDjJ A Pubtic Service Co of Now Hcimpshiro 09/02/18 106pp 

49024 170 49024 277 

8903230131 NRC Staff further supplemcnlaf fospQnsD to town of Hampton lirsi set o1 
intorrociatoriQS & roquost for production ot documents to NRC Staif on 880628 20 ex- 
ercise (OKOrciso) * Cortilicate of Sve end Rotated correspondence 
CHAN.E I Assistant General Counsel <or Hearings //189 8321 89/03/16 Hampton. 
NH 14pp 48888 211 48QQG 224 

8903290122 Soacoast Anti Pallulion league molion for extension of record of liliqation 
re State of NH radiological emorgoncy rosponae ptan notice o1 appeal ‘ AddI two 
pages roquestod W/ supporlinq documonlaiion & Sve list 

BACKUS, R A Sencoasi Anti Pollution League BACKUS, R A Backus, Moyer & Soto 
mon //189 8343 69/03/21 Atomic Satoty and Licensing Appeal Panol 6pp 
49001 118-49001 123 

8903290141 Seacoasl Anti^Pollution League brief on appeal of partial initial decision on 
Stale of NH Radiological Emorgoncy Response Plan LBP 88 32 * Sve list & support- 
ing documentation end 

0ACKUS.R A Soacoast Anti Pollution League BACKUS, R A Backus. Meyer & Solo 
mon //t89 8345 69/03/21 Atomic Sntety and Liconsing Appeal Panel Q2pp 
40999 201-48999 282 


G Adjudicatory corrcapondonce 

69031001 83 NRC Staff response to Soacoast Anti Pollution League (SAPL) motion to 
accept late-fited contention on financial qualification in response to NRC Order CLI- 
80-10 * SAPL molion should be denied W7Cortiticato of Sve 
BERRY.G A Assistant General Counsel for Hearings //189 8195 89/02/10 Atomic 
Safety and Licensing Board Panel 23pp 48699 145 48699 167 

8903010078 Response of FEMA to Sencoasi Anti Pollution League request for admis 
sions to FEMA re graded exerclso issues * Related correspondenco 
FLYNN, HJ Federal Emerger\cy Management Agency //1 80 8082 09/02/14 Atomic 
Safety and Licensing Board Panol 12pp 40565 272-40565 308 

-8903010085 FEMA responses to town of Hampton first set of IntojrogaloriDD & request 
for production of documonls to FEMA on 800628 29 oxerciso * W/Certificale of 
Sve Related correspondence 

FLYNN, HJ Federal Emergency Management Agency 60/02/21 Hampton, NH 
25pp 48565 204 48565 300 

8903010144 Seacoasl Anti Pollution loague (SAPL) trial brief on Soabrook Plan for 
Commonwealth of MA Communities (SF^C) * SAPL Intends to show means for han 
dling waste water & contaminated malts W/Svc list 

BACKUS, R A Soacoast Anil Pollution League BACKUS, R A Backus, Moyer & Solo- 
mon f^/169 8081 89/02/20 Atomic Safety and Licensing Board Panel Spp 
46565 357-48565 361 

8903100010 NRC Staff response to Commonwealth of MA ally general polition lor 
waiver of or exception to flnandal qualification rules lor full power operation * Petition 
should be dismissed Cortificale of Sve end 

BERRY, G A Assistant General Counsel for Hearings /y 189 0187 89/02/21 Atomic 
Safely and Licensing Board Panel 20pp. 48702 040-48702 067 

8903100284 Joint stipulation ro status of certain Salisbury contentions * Certiticato of 
Sve end 

GRAHAM, CP Salisbury, MA GRAHAM.CP Murphy & Graham TROUT, JP Public 
Service Co of New Hampshire //1 80 8199 89/02/22 6pp 48702 042-40702 047 

8903010137 Notice of hearing ' Evidentiary hearing \n proceeding will resume 
890321 W/Certlficale of Sve 

SMITII.IW Atomic Safely and Licensing Board Panol //109 BOBS 09/02/23 6pp 
46565 351 48565 356 

8903010162 Joint stipulation re ovacuaticn time estimate Issues * Commonwealth of MA 
a((y general agrees that fntervenors wiff not appeal portions of board partial initial 
doclalon w/ Certllicate of Sve 

GREER, L Massachusetts, Commonwealth ol SMITHJB Public Service Co of New 
Hampshire. SMITH, JB Ropes & Gray //1 09 0066 89/02/23 9pp 4B566 040- 
48566 048 

8903100130 Applicant motion for sanctions In response to Commonwealth of MA atty 
general deliberate misuse ol protected info * Relief sought by applicant should bo 
granledjn ful/ Ceriihcate of Sve onci 

TROUT ,J P Public Service Co of New Hampshire TROUT.JP. Ropes & Gray //1 89 
8215 89/02/23 Atomic Safely and Licensing Board Panol I3pp 48702 096 
46702 110, 

8903100315 Addition to app of S Moriearty Jl 46 * Certificate ot Svc end Related corro 
spondenco 

TALBOT.P Massachusetts. Commonwealth of #189 8201 09/02/23 7pp 

48701,323 48701.329 

B9031O0323 Errata sheet re trial brief ot Commonwealth of MA ally general on Joint 
Inten/enor contentions on Seahrook plan for Commonwealth of MA communities ‘ 
TALBOT ,P. Massachusetts, Commonweallh of #189 6202 69/02/23 3pp 

48701 161-48701 234 

-egos 100330 Trial brief of Commonwealth of MA ally general on Joint Intervener con 
tendons on Seabrook plan for Commonwealth ot MA commumties * Certiflcato ol Svc 
end 

TALBOT, P Massachusetts, Commonwealth of 89/02/21 Atomic Safely and Licens- 
ing Board Panol 7tpp 48701 164-48701 234 

8903010030 Motion for expedited review of LBP-8a-32 re ALAB 905 issue * Appeal 
Board should accept enci brief In support of reversal of LBP 88 32 in light ol ALAB- 
905, w/o prejudice to filing of further brief by 690324 Svc list end 
BACKUS, R A Soacoast AnU-Pollullon League BACKUS, R A Backus, Meyer & Solo- 
mon #189 8090 89/02/24. Atomic Safety and Licensing Appeal Panel 5pp 
48566 049 48566 053 


8903010170 Brief of Soacoast Anii-Pollution Leaguo in support of roveraal of LBP 66 32 
in lighi ol ALAB 905 * CerUheate ol Svc enci 

BACKUS, R A Seacoasl Anti Pollution Leaguo BACKUS, R A Backus, Meyer & Solo 
inon #189 8069 69/02/24 Alonruc Safety and Licensing Appeal Panel 41pp 
46565 142 48565 182 


8903100353 Motion lor expedited review of LBP 68-32 re ALAB 905 issue ’ Domed bv 
Board on 890228 Certihcato of Svc onci 

* Seacoasl Anti Pollution Leaguo If 189 6200 60/02/2-1 Alomic Saloly and Licensing 
Appeal Panel Spp 48701 238 48701 242 

8903170130 Joint Mipulation re Joint Intorvonor (Jl) Conienlion GO * Withdraws Jl Con 
tonhon fiO.por applicant agreement to add more iraMic cones as required S to roflec 
torize all cones for night visibility W/ Certificate ot Svc 

HILL WHILTON.R West Newbury. MA HILL-WHtLTOM.R Lagoulis, Clark. Hill Whilton 
& McGuire TROUT, J P Public Service Co ot New Hampshiro #189 8233 B0/O2/24 
5pp 46611 181 48611 185 

8903010114 Commonwealth of MA ally general molion for direcled certification of LBP- 
89 6 * Ally general requests permission to file memorandum in support of motion sot- 
ting forth in detail further grounds on 890301 W/Cerlilicate of Svc 
TRAFI CONTE, J Massachusetts, Commonwealth of //109 8093 89/02/27 Atomic 
Safety and Licensing Appeal Panel 5pp 46566 001-48566 005 

8903010123 NBC staff respo-nse to applicant mohon to strike reply of Commonwealth of 
MA ally general to responses of applicant & staff to Commonwealth of MA atty gener- 
al motion lor reconsideralion of C LI-88- tO • W/Carlificate of Svc 
BERRY, Q A Assistant General Counsol for Hearings //169 8004 09/02/27 Commis 
Sioners 8pp 48566 032 48566 039 

8903010131 NRC staff rosponso to Joir^t fntorvanors application tor stay Of LBP-&9 04 
pending appoal * Commission should deny Joint Intorvenors stay application W/Cortifi 
cafe of Sirc 

BERRY.G A, REIS.E J Assistant Genoral Counsel for Hoanngs #189 6095 69/02/ 
27 Commissioners 20pp 48666 012-48566 031 

8903100061 Motion of Seacoasl Anli Poltuilon Leaguo (SAPL) & Commonwealth ol MA 
attv General for roconaideralton of denial of SAPL 090224 motion for expedited rovfow 
of LBP 86 32 re ALAB 005 * Domed by Board on 890301 

'* Soacoast Anii-Pollutlon Loague * Massachusetts, Commonwealth ol //1 89 0204 
89/02/28 Alomic Safely and Licensing Appeal Panel 5pp 46702 070 48702 074 

8903180099 Motion of Soacoast Ar^tl Pollution Loaguo (SAPL) & Commowoalth ot MA 
ally general for reconMdcration of denial of SAPL 090224 motion for expedited review 
of LBP 88 32 re ALAB 905 ‘ W/Cerlificato of Svc Related info end 
BACKUS.B Soacoast Anti-Pollulion Loaguo BACKUS, B Backus, Moyer & Solomon 
TRAFICONTE.J Massachusolls, Commonwaalth of #169 8206 89/02/26 Atomic 
Safoty and Licensing Appeal Panol t25pp 40700054-40700 178 

8903100140 Applicant cross-ref to Joint Intorvonor cor^tentlonB & applicant rebuttal los 
limony * Corlificato of Svc end Rotated correspondence 

• Public Service Co of Mew Hampshire #109 0224 00/02/20 t4pp 48702113 
40702 126 

8903100148 Applicant Inal bnet as to first filing phase ol litigation as to Soabrook plan 
for Commonweafth of MA communiltea A exercise contentions ' Cortificato of Svc 
onci 

DIGNAN.T G Public Service Co of Now Hampshire DIGNAN.TG Ropes & Gray 
#189 0223 89/02/28 Atomic Safety and Licensing Board Panol 113pp 46700 347- 
48701 099 


B90310029G Applicant supplomanlal answers to Intervonor expert wilnoss Interrogato 
nos * Cortificato of Svc ericl Related correspondence 

FEIGENBAUM.TC , SELUECK,K A Public Sorvico Co of Now Hampshiro 
SELLECK.K A Ropoa & Gray #180 8225 89/02/28 New England Coalition on Nu 
clear Pollution 7gpp 48701243 48701 322 

8903170121 Joint Stipulation re Joint Inlervenor (Jt) Contenlion 8 * Withdraws Jl Con 
tantlon 6, par applicant agrooment to includo listed addi Info in emergency broadcast 
sys messages to bo broadcast during ovacuation W/Cortificato of Svc 
FIERCE, A R Massachusetts, Commonweallh of MIZNERJH Woal Nowbury, MA 
TROUT, J P Pubtic Service Co -of Now Hampshire, #fC9 0232 09/02/28. 5pp, 
4881 f 20 f 48811205 


8903100243 Memorandum of Commonwealth of MA ally general In support of Q90227 
motion (or directed cortdication of LQP-00 00 * Board should grant molion, lake Inlor- 
locutory rovlow of LBP 89 08 & rovorso rulings Cortilicalo of Svc & Info end 
TRAFluONTE.J Massachusolts, Commonwealth of y/109 8210 89/03/01 Alomic 
Safely and Licensing Appeal Panel 200pp 48690* 172-48700 032 

8903170057 Forwards corredod cerlificate of svc CQitificale of Svc ancIRolatod oerro 
spondenco 

DIGNAN.TG Public Servico Co of Now Hampshire DIGNAN.TG Ropes & Gray 
#109 8230 89/03/01 Docketing a Sorvicos Branch Opp 40012137 48812 146 

8903100125 Memorandum ^ Advises that Soacoast Ar>ti Pollution Loague will have to 
includo argument based on ALAB-905 In brief duo on 800324, per 890226 denial of 
motion & tneroforo acconnpanying brioLW/CortlficalG of Svc Served on 890303 
TOMPKINS.BA Atomic Safely and Liconsing Appeal Panel #f69 0208 80/03/02 
5pp 40700 033 46700 037 

8903170151 Second motion for roconsidoralior^ of CLl-OO-IO ' Commission bhoufd re 
consider Gtl 66-10 & admit contenUor^s dealing w/ cost & avaitabllily of low levof 
waste disposal for litigation W/supporting info & Oorlificafa of Svc 
TRAFICONTE.J Mas3achu5Btl&, uommonwealth of #180 6235 89/03/03 Commis- 
sioners 15pp 48011 106-40611 200 

6903170189 Commonwaalfh of MA aMy general application for deposition subpoena 
duces iGcum ‘ Requests thal Board Issue subpoena for T Monahan for doposillon on 
800313 In Pqrtsmouth,NH Notice of deposition end Related correspondenco 
BROCK.M Massachusolts. Commonwealth of #189 8236 89/03/03 Alomte Safoty 
and Licensing Board Panel 6pp 40812,149 48812169 
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-8903170217 Commonwealth of WA ally general applicallon for (feposillon subpoena 
Puces tecurn * Issuance o1 (feposhtton subpoena duces tecum lor appearance of N 
Katner on 990313 in Portsmouth.MH requested Notice ol appearance er\cl Related 
correspondence 

BROCK, M Massaehusalts, Commonwealth of 89/03/03 Atomic Safely and l-icens 
ing Board Panel 8pp 40B12.155-4B812 160 

-890317022^4 Co nn<m on wealth of MA ally general applicaNon for deposition subpoena 
duces tecum ‘ Requests that Beard issue deposition subpoena duces for appearance 
of W Clancy on 990313 in Portsmouth, NH W/Gertificate of Sve Related correspond 
enco 

BROCK, M Massachusetts. Commonwealth of 89/03/93 Atomic Safety and Licens- 
ing Board Panel 9pp 48912 161-48812,169. 

9903170241 Advises that due date (or filing applicant brief on appoal of ED Weinhofd of 
LBP-a9 03 should be 89031 4, per 890302 Itr 

CHO.J Atomic Safety and Licensing Appeal Panel #189 8237 89/03/03 
DIGNAN.TQ Public Service Co of New Hampshire DIGNAN,! G Ropes & Gray Ip 

48811 209 48811 206 

8903230009 Memorandum & order (summary disposition) ^ Applicant motion for summa 
ry disposition of all emergency planning contentions grantad in part Certifilcate of Sve 
end Served on 890306 

6L0CH,PB, LUEBKE,EA, HARBOUR,J Atomic Safely and Licensing Board Panel 
#169 8281 89/03/Q3 Public Service Co oi New Hampshire 43pp 48889 081- 
49889 123 

691)3170006 Memorandum & order * Demos Seacoast Anti-Poilutiorv League, Now Eng- 
land Coalition on Nuclear Pollution & Commonwealth of MA Joint motion (or directed 
certjficaion W/Cer1i(icale of Sve Served on 890306. 

CHILK.SJ Offece of Iho Secretary of the Cornmissiort #109 8239, 69/03/06 Sea- 
coast Anil Pcllutiort League. 6pp 48812 181-48812 186 

8993170008 Memorandum & order CLI 89 04 * Denies Commonwealth of MA.Naw Eng- 
land Coallionon Nuclear Pollution & Seacoast Pollution League Joint motion (or direct- 
ed certification W/ Cerlihcale of Sve Re-served on 890309 

CHILK.S J Office of the Secretary of the Commission #189 824D 89/03/06 Sea- 
coast Anti Pollulton League 10pp 48612 167-46B 12 196 

B9 03 170012 Commonwealth, of MA AUy General JM Shannon opposition to applicant 
motion for aanctions & cross motion for particular rolteL* No violation of proiective 
order occurred & motion shoutd be denied in entirety 

TRAFICONTE.J Massachusetts, Commonwealth of #189 6241. 89/03/06 Atomic 
Safety and Licensing Board Panel ISpp 46812*197-48812 304 

-8903170019 Affidavit Of SC Poitrasi * Oiscusaos telephone survey ol individuals that 
pfant owners relying on to be faus/van dirivers.lraffic guides or frefd monitors in event 
of erriBrgenw.W/Certificate of Sve 

POITRAST.S.C Massachusetts. Commonwealth of. 89/03/06 7pp. 48812 212- 
48B12 233 

-890317Q024 Affidavit of JC Traficonle ^ Advises that Commonwealth of MA received 
answers to interrogatories under protective order & did not disclose any mfo to 
public Info used only to further facts & Info to support I if ig alive process 
TRAFICONTE.J C Massachusotts, Commonwealth of 89/03/06 30pp 48812 234- 

488 12 263 

-8903170031 Applicant answer In opposlllon to Commonwealth of MA ally general (AG) 
motion 1o compel answers to Commonwealth of MA AG second set of Interrogalo- 
rifls ’ 

TROUT, JP Public Service Co of New Hampshire. TROUT, JP Ropes & Gray 88/ 
11/29 Atomic Safety and Lfeensing Board Panel 19pp 48812 264-48812 282 

-8903170037 Forwards new first page to applicant answer fn opposition lo Common 
wealth of MA ally general motion to compel answers to Commonwealth of MA second 
set of interrogatories Supporting documentation & Certificate of Sve end 
SELLECK.KA Public Service Co of Now Hanmshire ELLECK.KA Ropes & Gray 
88/11/30 SMITH.I, HARBOUR, J., LINEN8ERGER.Q Atomic Safety and Licensing 
Board Panel 22pp 48812 283-46812 304 

8903170025 Memorandum & order,* Advises that Commission adheres to views ex- 
pressed fn Cl 1-68- 10 re pending financial qualification & decommissioning cost mat- 
ters In proceeding. W/Certificate ol Sve Served on 690306 Re-served on 890307 
CHILK,S J Office of Ihe Socrolary of the Commission #189 8220. 89/03/06 Offme 
of the General Counsel 1 7pp 466 1 2.1 20-468 1 2, 1 3&, 

6903230023 Memorandum & order (correcting error) ‘ Erroneous docket numbers & 
capfion noted on 890303 Order LBP 69-09 should be changed as noted W/Cerlificate 
Of Sve Served on 690307, 

BLOCH, P B. Atomic Safety and Licensing Board Panel. #189 8263 69/03/06 4pp 
48689 066-48089,069. 

B903 170181 Applicant notice re addl exhibits * Advises that applicant intends to mark & 
offer Seabrook plan (or Commonwealth of MA communities as amended through Page 
Amend 6 as Exhibit 42 & FEMA Dec 1988 lindings as Exhibit 43 W/Certificale of Sve 
DIGNAN.T.G. Public Service Co. of New Hampshire DIQNAN.T.G Ropes & Gray 
#189 8268 89/03/07. 6pp 48811 227-4801 1,232, 

8903170191 Applicant supplemental answers lo Intervenors interrogatories re transpor- 
tallon resources.* Supportlr>g Info & Certificate of Sve end, Related correspondence 
FEIGENBAUM,T.C . SELLECK.K A Public Service Co, of New Hampshire. 
SELLECK.K A. Ropes & Gray. #189 8259, 09/03/07 Massachusetts, Commonwealth 
of. 19pp. 48811 054-48811.072 

6903170193 Applicant response lo notice of appeal from decision of ASLB in menHordn* 
dum & order did 690138 & realaled ft served on 890216 & further restated & served 
on 800222 as provided by 1QCFR2.714(a).* Cerflffcate of SvoencI 
DIGNAN,T.G. Public Service Co of New Hampshire DIGNAN.T.G, Ropes & Gray 
#109 8260 69/03/07, Atomic Safely and Licensing Appeal Panel 20pp, 48811,207- 
46811 226. 

6903170293 Prelnal brief of FEMA on Seabrook plan for Commonwealth of MA commu- 
nities * Lists areas where FEMA will not offer testimony, including implementabllity of 
Seabrook plan, evacuation time esllmales & other legal Issues, 

FLYNN, KJ , MCPHET6RS,L.H. Federal Emergency Manage men! Agency. #189 8245, 
69/03/07 Atomic Safety and Licensing Board Panel. 9pp, 4681 1:1 13 4881 1'128 


-8903170301 Forwards LH McPhelers notice of appearance for plant offsite planning 
hearing Cerliftcato of Sve end 

FLYNN.HJ Federal Emergency Management Agency 89/03/07 SMITH.I W, 
COLE.R F , MCCOLLOM.K A Atomic Safety and Licensing Board Panel 7pp 
48611 122 40811 128 

8903220036 NRG Slaff pre trial brief on contentions concerning Seabrook plan tor Com 
monwealih of MA communities (SPMC) * NRC accepts & relies upon FEMA 801214 
repl, “Review & Evaluation of SPMC,” re adequacy of SPMC Certificate of Sve end 
CHAN.EI , TURK.S E Assistant General Counsel for Hearings #169 8276 89/03/07 
Atomic Safely and Licensing Board Panel 6pp 48872 251-40872 256 

8903230016 ALAB-909 * Advises that lime in which Commisafon may acl to review 
AIABQ09 has expired Commission declined review, Decision became final agency 
action on 890227 Cortificate of Sve end Served on 800307 

CHILK.S J, Office of the Secretary of the Commission #189 8282. 89/03/07, Atomic 
Safely and Licensing Board Panel 3pp. 45889 077-48889 080 

0903170079 Memorandum & order (rulings on motions by Seacoast Anti- Pollution 
League (SAPL) & Commonwealth ol MA ally general re waiver of Commission finan 
dal quaBificalion rules) * SAPL 690125 motion denied W/Cerlificale of Svc.Served on 
890309 

SMITH.LW Alomic Safely and Licensing Board Panel #189 0251, 89/03/08, Sea- 
coasl Anil Poflulion League lOpp 48811 076 40811 094. 

8903220124 NRC S1af( supplemental response to town of Amesbury first set of inlorrog- 
alories & request for produclion of documerls to NRC on Seabrook plan for Common- 
wealth of MA communities (SPMC) * W/Cerlificate of Sve Related correspondence 
TURK.S E. Assislanl General Counsel for Hearings #189 8272 89/03/08 Amesbury, 
MA 5pp 48872137-46872*141 

0903220146 Motion of Commonweallh of MA atty general to extend due date for Itling 
testimony on MAG EX- 19 due to NRC Slaff failure lo respond promptly lo Informd 
discovery roquesls * Corliflcalo of Sve end. 

TRAFICONTE,J Massachusetls. Commonwealth of #189 8266 09/03/00 Atomic 
Safety and Licensing Board Panel 13pp 4B872 102-48872 1 14, 

8903220089 Applicant response to Commonwealth of MA atty general motion for direct- 
ed corlificalion of LBP-e9-8.* Motion for directed certificallon should be 
denied Cortificate of Sve end 

DIGNAN.T.G Public Service Co of New Hampshire OIQNAN.T G Ropes & Gray 
#189 8262 89/03/09 Atomic Safely and Licensing Appeal Panel. 26pp 48872* 176- 
48872 200 

S903220026 NRC Slaff supplemenial response to town of Hampton first set of interrog- 
alories & request for production of documents lo NRC Staff on 660626-29 exerefso * 
W/Cerliflcate of Sve Related correspondence 

CHAN, El Assistant General Counsel for Hearings. #189 6280 89/03/10 Hampton, 
NK 148pp. 48872 257-48873 046 

8903220002 Applicant supplemenlal certificale of sve,* Supplemental certificate neces- 
sitated by virtue of fact thaUn error, ED Weinhold not served stated “Applicant Re- 
sponse to Notice of Appeal ” on 890307 Cortificate of Sve end, 

DIGNAN.T.G Public Service Co. of New Hampshire DIQNANJ G, Ropes & Gray. 
#169 0263, 89/03/10 5pp 45672 205-48872*209, 

8903220102 On appeal from docisfon of ASLB LGP-89-04 Issued on 890130 brief of 
applicant * Decision of ASLB should be affirmed Certificale of Sve end. 

DfQNANJ G Public Service Co of New Hampshire. DIGNAN,T G Ropes & Gray 
#160 6261. 69/03/10. Atomic Safely and Licensing Appeal Panel, 32pp, 48B72 142- 
48872 173 

8903220160 NRC Slaff response lo applicant molion for sanctions in response to Com- 
monwealth of MA ally general deliberate misuse of protected info & cross motion for 
particular relief * Applicant request opposed W/Certiflcate of Svo 
TURK.S E. Assislanl General Counsel for Hearings. #189 8267, 89/03/10 Atomic 
Safely and Licensing Board Panel. 8pp 48672.094 48072:101. 

8903220172 Forwards insp Repts 50-443/66 18 & 50-44 4/86- 18, per telcon Repts not 
responsive lo any of Commonwealth of MA ally general Informal interrogatories bul 
contains previous NRC evaluation of METPAC procedures Related correspondence 
CHAN.EI Assistant General Counsel for Heanngs. #189 8268 89/03/10 FIERCE, A. 
Massachusetts, Commonwealth of 35pp 48872 059-40872 093. 

0903230058 Applicant response to second motion for reconsideration of CLI 88-10.* 
Ally general of Commonweallh of MA 890303 molion for recon slderal Ion of Commis- 
sion 851221 decision should be denied Affidavit of GS Thomas end.W /Certificate of 
Sve 

DIGNAN.T.G. Pubife Service Co of New Hampshire. DIGNAN.T.G, Ropes & Gray. 
#169 8285 69/03/13 Commissioners. 21pp, 46889 021-48889,052. 

-B903230071 Affidavit Of GS Thomas.* Discusses CLI 88-10 re temporary onsite stor- 
age of decommissioning of low level waste containers W/Certificale of Sve. 
THOMAS.GS. Public Service Co of New Hampshire 69/03/10, lipp 48069.042- 
4BB69.052 

8903230274 Applicant motion to dismiss cerlain Seabrook plan for Commonwealth of 
MA communliies conlenlions * Board should dismiss Joint intervenor Contentions 
15,69 & 34 Basis E on basis of abandonment. Certificate of Sve end. 

COOK.G.C, Public Service Co ol New Hampshire. COOK.Q.C, Ropes & Gray. #189 
8305. 89/03/13. Atomic Safety and Licensing Board Panel, 1lpp 48880:011- 
48600:021 ■ 

0903230266 Request for depositions * Discusses what atty general seeks to question 
NRC witnesses on re June 1 988 plant graded exercise, W/CertifIcate ol SvoiRelated 
correspondence , 

FIERCE, A, R. Massachusetls, Commonweallh of. #189 8301 80/03/14, TURK.S As- 
sistant General Counsel for Hearings. 7pp 468801042-48886:046. 

8903230115 NRC Slaff response fn opposition lo Joint Intervenors appeal of LBP-eo- 
04,* Appeal should be denied & LBP'89-04 affirmed on basis, that required to meet 
slds of 10CFR2,714 before admillance.W/Cortilioale of Svo. j > i 
BERRY, Q. A. Assistant General Counsel for Hearings. #,189' 831 3, 89/03/18, Alomic 
Safety and Licensing Appeal Panel. 23pp. 46888*241 -4 8880:284 1 
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8903230060 Applicant response to Commonweatlh ot MA ally general cross motion lor 
particular relief * Cross-motion should be denied 

TROUT, J P Public Service Co of New Marnpshiro TROUT, J P Ropes & Gray 
8319 89/03/16 Aloinic Safety arid Licensmq Board Panel 9pp 486QQ344- 

48889 020 

«-B903230073 Forwards affidavits of nondisclosuro re redacted Info protoctivo 
order Certificate ol Sve onci 

TRAFICONTE.J Massachusetts, Gommonweallh ol QB/03/08 SMITH,IW Atomic 
Safety and Liconsing Board Panel t4pp 48008 353 40809 006 

-6903230076 Affidavit ol WJ Daloy * Supports apphcanl response to Commonwealth of 
MA atty general cross molion for particular roliof 

DALEY, WJ Public SorviCG Co of Now Hampshire DALEY .WJ Yankee Atomic Elec 
me Co 09/03/13 5pp 40889 007-40009 011 

••69D323D085 Affidavit of JP Trout * Discussos discovery disputes between parlies 
TROUT, J P Public Sofvico Co of New Hampshire TROUT, J P Ropes & Gray 89/ 
03/10 5pp 40009 012-48009 0t6 

-6903230097 Affidavit of JB Smith ‘ Discusses 801205 meeting w/ Commonwealth of 
MA re dicovery disputes 

SMITH, J B Public Service Go of Now Hampshire SMITH, J B Ropes & Gray 60/03/ 
16 4pp 40009 017 40009 020 

8903230131 NRC Staff further supplemontat response to town of Hamplori first set of 
interrog atones & roquosl for produciioa of documents to NRC Staff on 080628-29 ox- 
ercisQ (exorcise) * Ccrtificale of Sve one) RQialed correspondence 
CHAN, El Assislanl General Counsel for Hearings ^189 8321 89/03/16 Hampton, 
NH 14pp 48800 211 48000 224 

6903230280 Commonwoalth of MA alty general motion for teavo to file appeal brief m 
excess of 70 pages * Loavo to filo brief noi to exceed 110 pages roquosied W/Corldi- 
cafe of Sve 

TRAFIC0N1E,J Massachusolls, Commonwealth of f/189 0306 09/03/16 Atomic 
Safoly and Licensing Appeal Panel 7pp 4QQ00 004 480QD010 

8903230294 Avdises that parties agreed lo begin hearings next wk w/ conlenlions ro 
adequacy of Soabrook plan for Commonwoallh of MA communities traffic mgt 
plan Sequence listed 

TRAFICONTE,J Massachusetts, Commonwealth of //189 0307 09/03/16 

SMITH,1 W Atomic Safely and Licensing Board Panel 2pp 40888 002-40060 003 

8903230299 Confirms lhat author will depose N Pishon.omployoo of Slate of NH.on 
B90320 al Stale of NH ofc Related correspondence 

BROCK, M Massachusetts, Commonwoallh ol /if 189 8300 09/03/16 

HURINQTON.G New Hamp-shiro, Stale of. Ip 48008 001-40088 001 

8903230034 NRC Staff motion (or leave to Mo out of lime* Certificate of Sve 
end Served on 690321 Granted for ASLAQ on 090320 

BERRY, G A Assistant General Counsel for Hearings //189 8309 69/03/17 Atomic 
Safely and Licensing Appeal Panel 5pp 46009 057-48089 001 

8903230128 NRC opposition to Gommonweallh of MA ally general motion for directed 
certidcalo of LBP-u9 08 * Motion should be denied due lo intorvenor not showing that 
order dismissing Conlenlions Ji 44A & 440 Incoffocl W/Corllficato of Sve 
REIS,EJ Assistant General Counsel for Hearings #169 0314 09/03/17 Atomic 
Safety and Liconsing Appeal Panel 14pp 40800 225 4Q80G 238 

8603230186 Forwards documents,dtd Oct 1001 - Oct 1 907, w/ relevant statements re 
proceeding & other documents on denial of Senator G Humphrey petition to partici 
ate under 10CFR2 715(c) W/o slated ends. 

URK.SE Assistant General Counsel for Hearings #109 0317 89/03/17 

SM1TH,I W , MCCOLLOM,K A , COLE,R F Atomic Safoly and Licensing Board Panel 
Ip 4B080128 48000 120 

890323021 S Advises ol Appeal Board intention to hoar orat argument on Interveners 

g ending appeal from L0POSQ4 on 890421 in Bethosda.MD W/Cerflficate of 
VC Served on 0903 f 7. 

TOMPKINS, BA Atomic Safely and Licensing Appeal Panel #109 8297. 89/03/17 
TRAFICONTE.J MassachusoUs, Commonwoatlh of DIGNAN.TG Ropes & Gray 
BERRY.Q A Assistant General Counsel for Hearings 4pp 40000 102-40008 105 

6603230222 Advises that NRC has understanding lhat Commonwealth of MA ally gen- 
eral has authority to represent commonwealth In proceeding w/o request by governor 
or executive dept of common wealth, per 860317 telcon Related correspondence 
TURK,SE Assistant General Counsol for Hearings #109 8327. 89/03/17 
TRAFICONTE.J. Mass ao huso tie, Gommonweallh of Ip, 48800.101 40888 101 

8903230241 Order.* Grants Commonwealth of MA ally general 890318 molion for leave 
lo file brief In excess of 7O-pag0 limit In part. Ally general may file brief not to exceed 
90 pages W/ Certificate of Svc.Senred on 090317 

TOMF^INS.BA Atomic Safely and Licensing Appeal Panel #109 0299 09/03/17 
Massachusetts. Commonwealth of 4pp 40008 090 48060 093 

8903230264 NRC Staff motion for leave to file out of time * Appeal Board should grant 
NRC request for leave lo file out of flme response lo ED Weinhotd 800227 appeal of 
IBP-B9 03 

BERRY, G A Assistant General Counsel for Hearings #109 8303 89/03/17, Atomic 
Safety and Licensing Appeal Panel 2pp 488B8 049 48808*070. 

-8903230258 NRC Staff response In opposition lo ED Weinhold appeal of LBP 09 03 * 
Appeal Board should deny ED Weinhold appeal & affirm LBP-89 03 Cerlilicate of Sve 
end 

BERRY.GA Assistant General Counsel for Hearings 89/03/17 Atomic Safely and 
Licensing Appeal Panel 16pp 48888 051 -4QB88 070 

8903270113 NRC Staff motion for leave to file out ol lima,* Certificate of Sve 
and Served on 690321 .Re-served on 890322 Granted for Appeal Board on 090320 
BERRY.GA Assistant General Counsel for Hearings #189 0332 89/03/1? Atomic 
Safoly and Licensing Appeal Pane! 9pp. 46968 024-48960 032 

8903270163 Supplemental response to Commonwealth of MA etty general Informal re- 
quest lor production of documents re 1 900 Seabrook graded exercise * W/o slated 
exercise evaluation documents .Certificate of Sve end Rmaled correspondence 
FLYNN.HJ Federal Emergency Management Agency #109 0334, 69/03/17 
TRAFICONTE.J M a ssachu sells, uommon wealth of 7pp 4696&'064 -40968 070 


8903230161 Discusses 090315 conversation fe appearance of NRC witnesses during 
exerciso phase of upcoming evidentiary hearings Momorandum under preparation re 
questing waiver of stated IMRC policy to retain Perrofti appearance Related rorre 
spondcnco 

TURK.SE Assistant General Courksel for Hearings //180 0324 89/03/20 

FIERCE.AR Massachusetts. Commonwealth of Ip 48808 182 4BBDQ 182 

8903230193 NRC Staff response to Inlervonors second motion for reconsideration of 
CLI 88 to * Motion should bo denied on basis that IntorverAors have made no showing 
that funding would be insufficient W/Coflificale of Sve 

BACHMANN.RG Assistant General Counsel for Hearings #109 8318 89/03/20 
Commissioners IGpp 48888 118-48880 t27 

8903230207 Forwards corrected cover page & Page t of NRC Staff response In oppoal 
bon to ED Weinhold appeal of LBP 89 03 filed on 89031/ Grief should reflect filing in 
'‘oWsrle” dockflf 

BERRY.GA Assistant General Gounsal (or Hearings #109 8326 09/03/20 
TOMPKINS, BA Atomic Safety and Licensing Appeal Panel 3pp 40008 106- 
40008 108 


0903270073 Seacoasl Anli-Pollulion League notice of appeal of Board memorandum & 
order of 690308 re waiver of Commission financial qualification rules * Sve list end 
BACKUS, R A Seacoast An u Pollution League BACKUS.R A Backus, Moyer & Solo 
mon #109 8336 89/03/20 4pp 48968 001 48960 004 

6903230225 Forwards corrected first page to NRC Staff motion for leave to Me out of 
tlme.fded on 090317 Corrected mation should reflecl filing in “otiBifo'’ docket 
BERRY.GA Assislanl General Counsel for Hearings #109 0328 89/03/21 
TOMPKINS.BA Atomic Safety and Licensing Appeal Panel 2pp 48000 094 
4B006 005 

8993230243 FR nouco (ovidenliaiy hearing) * Notifies that public evidentiary hearing ro 
Gmorgoncy planning aafoty issues will be hold on 090502 05 in Boston. MA CorMicate 
of Sve end Soa/go on 090321 

BLOCH, PB Atomic Safoly and Licensing Board Panel //109 8330 89/03/21 4pp 
4Q88B 086 48888 089 

8903290122 Soacoast Anti Rollulion Loague motion for oxtcnslon of record of litigation 
re Slate of NH radiological omergency response plan nolico of appeal ‘ AddI two 
pages roquosfodW/ supporting documonfefion & Sve fist 

BACKUS.R A Seacoast Ann Poltutior^ Loaguo BACKUS.R A Backus, Moyer 8 Solo 
mon #188 8343 80/03/21 Atomic Safely and Licensing Appeal Panel 6pp 
49001 110 40001 123 


8903290141 Seacoast AnU Pollution Loaguo brio! on appeal of partial initial decision on 
Stale, of NH Radiological Emargency Roaponao Plan LBP BB-32 * Svo list & support 
Ing documentation end 

BACKUS.R A Soacoast Ami PoltuUor^ Loaguo BACKUS.R A Backus. Moyer & Solo- 
mon #189 8345 69/03/21 Atomic Safety and Liconsing Appaa! Panol 82pp 
40099 201-40999 282 


0903290231 Applicant molion to compal production of ctocurnents withheld by Common 
wealth of MA Ally Genorat (AG) J Shannor^ & to pormil furthor document discovery * 
Since AG has roviewett dqcumonls.documenls should bo produced W/Cortificate of 
Sve 

TROUT, J P Public Sorvico Co, of Now Hampshire TROUT, JP Ropes 8 Gray #109 
6358 09/03/21 Atomic Safoly and Liconsing Board Panel 17pp 48999 069 
40099 006 

8903270141 Order * Stay applications should be litoif w/Ccmmlsslon within 5 days from 
date following sve of any Staff notice Stay opposhlor^s should bo filod within 4 days 
from SVC of application (or slay W/Gortificato of Sve Served on B90322 
CHILK.S J OMtco of the Socrotary of fho Commission #169 8340 89/03/22 Office 
of Iho General Counsel 5pp 48968 033-40068 037 

0903290109 NRC Staff response to Gommonwoalth of MA atlv general motion for leave 
to filo appeal brief in oxcoas ol 70 pagoa * Motion should be dented duo to failure of 
ally oonoral lo cJemonstralQ good cause W/Cortificalo of Sve 
BERGQUISr.S A. Assistant General Counsol for Hearings #180 8342 89/03/22 
Atomic Safety and Licensing Appeal Panel Opp 49001 124 49001 131 

8903290192 NoUco of appeal * Advises that Commonwealth of MA alty general app 
peals form Momorandum & Order LBP 09 lO ruling on motions by Seacoast Ant) Pol 
fution League & Commonwealth re waiver of financial quolificatons rule W/ Certificate 
of Sve 

TRAFICONTE.J Massachuaalts, Commonwealth of #180 8362. 09/03/22 4pp. 
48999 133 48990 136 

6903290153 Memorandum & order (orror in transcript).* Advisos lhat word "scceptabll' 
It/’ should bo changed lo *’accoasiblllly'’ In transcript of 690320 prehearing 
conference W/Cortificate of Sve Served on 090324 

BLOCH, P.Q Atomic Safely and Llcenaing Board Panel #189 8346 80/03/23 Office 
of the General Counsel 4pp 49001 052-40001 055 

8903200178 Expresses coricern that language in documentation ro CLI 68-10 unduly 
limita obligations of applicant A bonding company In evont that application for full 
power OL withdrawn or not granied ReJftled corrospondonce 
TRAFICONTE.J Massachusetts, Commonwealth of #169 6347 09/03/23 BERRY, G 
Assistant General Counsel (or Hearings. Ip. 40990 105-48099 1D5 

8903200145 Applicant voluntary rosponsos to CommonwQallh of MA atty general (nler- 
rogatorles & request for production of documents that pertain to exercise areas requir- 
ing corrective * W/Certiflcofe Of Sve Rotated correspondence, 

FIEQENBAUM.TC,, COOK.G C Public Service Co ol New Hampshire COOK.GC. 
Ropes & Gray #109 6357 89/03/24 MassachuseiiB, Commonwealth of, 18pp 
49001072 4S0O1 089 

8903290151 Applicant voluntary responaes to Commonwealth ol MA ally general re- 
quests for documents & Info on exarclao * W/ Certificate of Sve. Rotated correspond- 
ence 

TMOMAS.G S , COOK,G C Public Service Co. of Now Hampshire COOK.QC Ropes 
& Gray #160 0358 69/03/24 Massachusetts, Commonwealth of. 16pp 40001 050- 
49001 071 
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8903290174 fnformal discovery requcsl re MAG EX- 19 ‘ Requests that NRC provide 
Commonwoahh oJ MA w/lisled addi info re June 1988 exercise Common wealUi does 
wani lo question Perrotli by deposilion or cross ojcaminalion Related corrospondonce 
flERCE.AR Massachjsons. Commonweallh of tflOg 0351 89/03/24 TURK.S . 
CHAN.E Assistant Goneral Cotinsel for Hearings 2pp 49001 045 49001 046 

8903290177 Advtce to Commission * Informs Commission that Stale of NH domed 
access lo Beally at 890316 hearing, per 890323 lotcon w/LC Slosky W/Cerlificale of 
Svc 

JONAS, S A Wa ssachu sells, Commonweal Ih of 1 89 8360 89/03/24 Commission 
ers 5pp 48999 196 48999 200 

8903290201 Co mm on weal ll> oi MA ally general brief on appeal of partial initial decision 
on Slate of NH Radiofogical Emergency Response Plan LBP-a8 32* Decision should 
bo reversed Exhibits & Certificate of Svc encl 

TRAFICONTE.J Massachusetts, Commonweafth of f/t89 8364 89/03/24 Atomic 
Safely and Licensing Appeal Panel 450pp 48999 283'49001 044 

8903290209 New England Coalition on Nuclear Pollution brief in support of fniervenors 
appeal of L6P-Q0 32 ' Partial inbttat decision should be reversed & remanded to Li 
censing Board for further hearings Svc list end 

CURRAN, D New England Coalition on Nuclear Poltulion CURRAN.O Harmon, Curran 
& Tousley tf189 8353 89/03/24 Atomic Safety and Licensing Appeal Panel 47pp 
48999086-40999 132 


H. General correspondence 

8612210306 Responds to 681103 Itr to Chairman Zech requesting reply to constituent 
RJ Perry concern re safely slds for licensing of nuefoar power plants Seabrook plant 
Will nol commence operation unlil NRC fully satisfied that stds mol 
STELLO.V Ofc of Ihe Executive Director for Operations 68/12/12 HUMPHREY.G J 
Senate 6pp 47681 0D3 47881 012 

99036802S2 Comment opposing proposed ruTo 10CFR50 ro main! programs for nuclear 
power plants Ulif endorses comments filed by NUMARC & Nuclear IJlil Backfilting & 
Reform Group Rule fails to provide basis for delermining effective rrainl program 
EDWARDS,DW Yankoo Atomic EJeclncCo 89/02/27 Docketing & Son/Ices Branch 
3pp 48745 320 48745 322 


J Insurance & fndeinnity Information 

8903240184 Forwards info assuring decommissioning funding Applicant entered into 
fant preoparaliona! decommissioning trust agreement & obtained Issuance of surely 
ond 

BROWNIE A Public Service Co of New Hampshire 89/03/20 Document Control 
Branch <Docu men! Control Desk) 67pp 49034 307-46035 013 


P, Operating license stage documents & correspondence 

9903130041 FOJA request for documenis re contacts w/NRC on subj of target schedule 
for final initial decision in matter of licensee 

DOUGHTY J Seacoast Anti Pollution Loagiro 89/02/09 Office of Admfnisiralton 
{Post 890205) 2pp 46875 046 40875 047 

8903010242 Responds to Generic Ltr 88-14, “Instrument Air Supply Sys Problems A(« 
fectlng Safely Relaled Equipment “ Safely class equipment list developed to identify 
all essential aclrvo equipmem required lo mitigate shutdown following DBA 
THOMAS, GS Public Service Co of Now Hampshire. 09/02/21. Documervl Control 
Branch (Document Control Desk) 4pp 46651 023 46651 026 

6903140065 Forwards proprietary & nonproprietary WCAP-12151 & WCAP-12152. **As- 
sessmont of Thermal Stratification “ rospeclively.m response lo NRC 8ulletln 08- 
01 1 Proprietary rept withheld (rof 10CFn2 790) W/one oversize drawing 
THOMAS, GS Public Soivrce Co. of New Hampshire 89/03/07 Document Control 
Branch (Documonf Control Desk) 5pp 48684 148 46884 177 

“8903140071 Nonpropriolary “Assessment of Thermal StralSfication for Seabrook Unit 1 
Pressurizer Surge Lins " 

CHANQ.KC, SWAMY.SA, ELLIS, GR Westinghouse Electric Corp WCAP-12152 
89/02/28 23pp 40884 165 46884 177 

“B903140077 Requests that propria lary WCAP-12151, "Assessmenf of Thermal Stratifl- 
calion for Seabook Unit 1 Pressunzor Surge Line,*’ be withheld from public disclosure 
(ref 10CFR2 790) 

WIESE MANN*R A Westinghouse Electric Corp. 69/02/27. Office of Nuclear Reactor 
Regulation, Director (Post 87041 1} 10pp. 48684 176 46884 167 

6903220191 Provides add I info ro facility ATWS miligalion sys & clarifies fnfo previously 
provided In 881215 ltr, per 890216 requasL 

THOMAS.G S public Service Co of Now Hampshire 89/03/15 Document Control 
Brancb(DocumentQonlrolOesk) 4pp 4902135649021 .359 

6983270307 Comments on util 090103 responso lo Generic Ur 86-17 for expeditious 
loss of DHR NRC Intends to audit util f©spor»se to expeditious actions & programmed 
enhancements 

NERSES, V Project Directorate 1-3 69/03/20 BROWN, E Public Service Co of New 
Hampshire 5pp 49054 026-49054 032 

6903290019 Advises that WCAP-121S1, ‘’Assessment of Thermal Slralification for Sea 
brook Unit 1 Pressurizer Surge Line" will be withhold from public disclosure (ref 
10CFR2 70O).per 890307 request 

NERSES.V Project Directorate 1-3 89/03/20 BROWN. E, Public Service Co, of New 
Hampshire 4pp. 49074.144 49074 147 

690-3160296 Generic Ltr 89 02 to all holders of OLs & CPs for nuclear power reactors re 
actions to Improve detection of counterfeit & fraudulently marketed products Svc list 
encl, 

VARGA.SA Associate Oireclor for Projects (Post 870411), 89/03/21 Consolidated 
Edison Co. of New York, I no 57 pp 48960.001-46960.057. 

69032B006B Forwards safety evaluation accepting util 681116 submittal on Isolation 
devices License Condition 7 5 2 2 satisfied 

NERSES.V Project Dlreclorala 1-3 89/03/21 BROWN, E Public Service Co of New 
Hampshire Ip 49074,135 49074 t39 


-6909200060 Safety ovsiualion accepting util 801 118 submittal on isolation devices 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 89/03/21 4pp 
49074 138 49074 139 


Q. Inspection reports, IE Bulletins & correspondence 


8903030382 Forwards Safety fnsp Rept 50 443/80 02 on 090130 0203 No violations or 
deviations noted 

BELLAMY,RR Region 1. Ofc of the Director 89/02/23 BROWN.E A Public Service 
Co of New Hampshire 3pp 48692 007-48692 015 

--8903O3O385 Emergency Preparedness Insp Rept 50 443/89 02 on 090130- 0203 No 
deviations noted Major areas inspected licensee action on previously identified 
(terns, emergency response facilities & equipment & mgt control & organization 
FOX.EF, LAZARUS, WJ Region 1, Ofc of the Director 89/02/22 6pp 46692 010- 
18692 015 


99021701 12 NRC Info Notice 89 020, “Weld Failures in Pump of Byron-Jackson 
Design “ Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York, Inc lOBpp 40572 043 40572 148 

6 90221 0351 Supp1 1 to NRC Info Notice 08 073, "Direction Dependent Leak Character- 
istics of Containment Purge Valves " Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/02/27 
Consolidated Edison Co of New York, fne 102pp 48509 001 48589 110 

8902210864 NRC Info Notice 89 021, “Changes in Performance Charade ns tics of 
Molded-Case Circuit Breakers '*■ Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 69/02/27 
Consolidated Edison Co of New York. Inc 104pp 46578 O32-4B570 137 

8902270168 NRC Info Notice 89 022, “Questionable Certilication of Fastenors “ Svc fist 
end 

ROSSI.CE Division of Operaliona! Events Assessment (Post 870411) 69/03/03 
Consolidated Edison Co of New York, Inc 105pp 48732 001-48732 106 

8902280104 NRC (nfo Notice 89-023, “Environ Qualification of Litton-Voam CIR Series 
Electrical Connectors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 69/03/03 
Consolldaled Edison Co of New York. Inc 106pp 46723’038-4B723.143 

8902280162 NRC Info Notice 89 024, "Nuclear Crilicalily Safely." Svc list encl 
GUNNING HAM, R E Division o1 Industrial & Medical Nuclear Safely (Post 070729) 
69/03/06 Consolidated Edison Co of New York, Inc 96pp 48700 232-46700 346 

8903010207 NRC info Notice 89 026, “Instrument Air Supply lo Safely-R elated Equip 
meni '* Svc list enc). 

ROSSI.CE Division of Oporalional Events Assessment (Post 070411) 89/03/07 
Consolldaled Edison Co of New York, Inc. 105pp 40741 053 4B741’158 

8D03020165 NRC Info Notice 69-027, "Limitations on Use of Waste Forms & High In 
tegrily Containers for Disposal of Low Level Radwaste." Svc list end. 

GREEVES.J T Division of Low Level Waste Management & Decommissioning (Post 
870413) 69/03/08, Consolidated Edison Co of New York. Inc 117pp 40790’114- 
48798 231 


8903220172 Forwards Insp flepls 50-443/06- 18 & 50*444/86 16, per telcon Repts not 
responsive lo any of Commonwealtfi of MA ally general informal inlerrogatorlos but 
contains previous NRC evaluation of METPAC procedures.Ralated correspondence 
CHAN.Ef Assistant General Counsel for Hearings //1 09 8268. 09/03/10 FIERCE. A. 
Massachusetts. Gommonweallh of 35pp 40872 069*4 8 072 ’093 

8903080372 NRC Info Notice 09 026, "Weight & Cir of Gravity Discrepancies for Copos- 
Vutcan Afr»Oporaled Valves." Svc fist encl 

ROSSI.CE Division of Oporalional Events Assessment (Post 070411) 09/03/14 
Cof>solidaled Edison Co of Now York, Inc 107pp 48695 001-48095 109, 

8903090021 NRC Info Notice 89-029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event." Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/15 
Consolidated Edison Co. of New York, Inc. 106pp 48870 053-48070:169 

8903090133 NRC Info Notice 69-030, "High Temp Environs at Nuclear Power Plants." 
Svc list encl 

ROSSI,GE Division of Operational Events Assessment (Post 870411). 89/03/16 
Consolidated Edison Co of New York. Inc 106pp 48805 1 10-48896 215 

B9031 60427 NRC Info Notice 89*031, “Swelling & Cracking of Hafnium Control Rods " 
Svo list encl 

ROSSI.CE Division of Operational Events Assessment (Post 970411). 99/03/22 
Consolidated Edison Co, of New York, Inc, 102pp 40986 001-48966 103, 

S003170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys *’ Svc list encl 

ROSSI,CE Diviston of Operational Events Assessment (Post 570411). 09/03/23 
Consolidated Edison Co of New York, Inc, 104pp 48992 044-48992 147 


R. Periodic operating reports & related correspondence 


8903210339 Monthly operating ropt for Feb 1989 for Seabrook Nuclear Station Unit 
1 W/B90314 Ur 

NARDONE.P, THOMAS.G S Public Service Co of New Hampshire 09/02/28 6pd. 
46993 107-409 93' 1 12 r kk 


B903100198 Forwards "1OCFR60 59 Safety Evaluations Quarterly Rept, Ocl-Dec 1988 " 
THOMAS.G S Public Sen/ica Co of New Hampshire. 09/03/01, Document Control 
Branch (Document Control Desk), 7pp 40602 328-46802 334 
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S, Reportable occurrences, LERs & related correspondence 

$902200284 lER 09 001 00 on Q901 2 1, automatic isolation of control room ventilation 
sys VI occurred which rosultod in transfer of sy% from normal mode of operalion to 
recirculation mode Caused by iailuro of radiation detector W/a90221 Ur 
PUCKO.T G . THOMAS.G S Public Servtcp Co of New Hampshire 89/02/21 3pp 
49627 313 48627 315 

8903150142 LER 89 002 00 on 890203.doterminGd portable cooling lowor makeup 
pump required by Tech Spec 3 7 5. “UHS;* stored contrary to roquiroments of subi 
spec Caused by inadequate survoillanco procedures W/890306 Ur 
BELANGER, R , THOMAS.G S Public Service Co of Now Hampshire 89/03/06 3pp 
48871 323-46071 325 

8903150306 LER BB 005 02 on 680427, supply breaker trorn MCCE515 to emergency 
feedwater pump turbino fachomotor not idonlifiod as requiring survoitlanco lestfng per 
Tech Spec 3 0 4 2 Gauged by personnel error Solpoint changed W/Q90306 llr 
BELANGER.H . THOMAS.G S Public Service Co of Now Hampshire 89/03/06 5pp 
48876273-48076 277 

8903210139 LER 88 006 01 on 87051 4, discovered that certain procedures do not fully 
test components required to maintain RCS cold overpressure mitigation sys 
operable Inslrumonfalion surveillance procedures revised W/880307 Ur 
BEl ANGER, R, fHOMAS.G S Public Service Co of Nevir Hampshire 89/03/07 4pp 
48984 064-48984 057 

6903230041 LER 89 003 00 on 8902i4.aulomaUc isolation of control room ventilation 
sys occurred, resulting in transfer of sys from normal to recirculation mode Caused by 
spurious high signal from west air intake radiation monitor W/B90316 Itf 
PUCKO.T G, THOMAS.G S Public Service Co of Now Hampshire 09/03/16 4pp 
49029 355 40029 358 


T- Hearing transcripts on non-antitruat mailers 

8903130208 Forwards for filing in procaoding applicant trial brief ro Soabrook plan for 
Commonwoallh of MA Communities & rebuttal testimonies W/o brief Rolatca coire 
spondence 

DIGNANJ G Public Service Co ol Now Hampshire DIQNANJ G Ropes & Gray 
#189 8226. 89/02/28 Docketing & Services Branch 3pp 48723 144-40727 204 

-8903130212 Applicant Rebuttal Testimony 6 (protoclive actions for particular popula- 
tions) * Supporting documentation end Related correspondence 
GOYD.R , CALLENDRELLO.A , SINCLAIR, M C Public Service Co ol New Hampshire 
89/02/28 2B6pp 48723 147-40724 044 

-6903130227 Applicant Rebuttal Testimony 7 (proemorgoncy public info) * Supporting 
documentation end Retatod corrospondenco. 

CALLENDRELLO,A . MILETI.D S tolic Service Co of New Hampshire MILETi.D S 
Colorado Stale Umv. Fort Collins, CO QD/02/2Q 37pp 48724 045 48724.081- 

-8903130269 Applicant TObullat Testimony 8 {transportation resources).* Supporllr^g 
documentation end Related correipondence 

BOYD.R . CALLENDRELLO,A . C/VTAPANO,G J Public Service Co of New Homp 
Shtre 89/02/28 53pp 4B724 002-48724 134. 

-6903130293 Applicant rebullal Testimony 0 {traffic mgt & evacuation of special popula- 
lions) • Supporting documentation end Ratalod correspondonco 
BALDACCI.S M , CALLENDRELLO.A . LIEBERMAN.E 0 Public Service Co, of Now 
Hampshire 89/02/28. ie2pp 48724 135-48724 296 

-8903130312 Applicant rebuttal Testimony to (offsito response organ Izatron stalling) * 
Supporting documentation encL Rotated correspondenca 

CALLENDRELLO.A . ELLIS, S J . FRANK.C M Public Service Co of New Hampshire 
89/02/28. 9Bpp 487?4-297-48725 034 

-6903130331 Applicant rebuttal Testimony 11 (protective action rocommendalion gen- 
eration) * Supporting Info end Related corrospondenco 

CALLEN0BELL0,A , LfTTLEFIELD.P Public Service Co. of New Hampshire 

LITTLEFIELD, P Yankee Atomic Electric Co 89/02/28 50pp 48725 035 48725 0B4 

-8903130349 Applicant rebuttal Testimony 12 (commercial telephone sys)* Related 
corre^ondence 

CALLENDRELLO.A, CATAPANO.GJ Public Service Co. of New Hampshire 

CATAPAN0,6J AllComm. Inc 89/02/28 17pp 46725 085-48725101. 

-8903130380 Applicant rebullal Testimony 13 (radwaste handling & disposal) * Support- 
ing Info encLRelated correspondence 

CALLENDRELLO.A , LITTLEFIELD, P Public Service Co. of New Hampshire 

LITTLEFIELD, P Yankee Atomic Electric Co. 89/02/26 9pp 48725 102 48725 110 

-6903130399 Applicant rebuttal Testimony 14 (effocls of strike by members of Now 
Hampshire YanKeo offsite response organization) * Supporting Info end Rolateit corre- 
spondence 

CAULENDRGLL0,A., ELLIS^S j , FRANK, C M Pubitc Service Co of Now Hampshire. 
BQ/02/28 14pp 48726 11 1-4B725'124 

-8903130416 Applicant Rebuttal Testimony 15 (liability & response of members of New 
Hampshire Yankee offsite response organization] * Supporting documentation & Cer- 
tificate of Sve end Related correspondence 

MILETI.D 5 Public Service Co of New Hampshire MILETI.D S Colorado State Unrv , 
Fort Collins. CO 89/02/28 670pp 48725 125-48727 204 

8903100466 Transenpt of S90301 prehearing tetcon m Bethesda,MD re lolnt stipulation 
concerning evacuation time estimates Pp 15,757-1 5,81 1 

* Atomic Safety and Licensing Board Panel 69/03/01 57pp 48822 073 48822 129. 

6903170111 Preliled testlomny of RW Donovan on behalf of FEMA on Seabrook plan 
for Commonwealth of MA communities * Donovan prof qualifications & Corliticato of 
Sve enci Belated correspondence 

DONOVAN, RW Federal Emergency Management Agency #169 6244 09/03/07 
9pp 48812 170 48812 178. 

6903200244 Transcript of ASLB 890309 teleconference in Bethesda.MD re olfslle emer- 
gency planning Pp 15,812-15.843 

^ Atomic Safety and Licensing Board Panel 89/03/09 34pp 48959.030 48959 063 


8903200029 Transcript of 890313 ovKlenliary hearing m Bethesda.MD Pp 15,844- 
15.97/ 

* Atomic Safely and Licensing Board Panel 89/03/13 tOOpp 48965 179 48965 314. 

8903220129 TosUmorry of T Urbanik on behalf of NRG Staff on Joint Inlorvenor Conlon 
lions 4 & 7A (Seabrook plan for Commonwealtfi of MA communities) * Related corre 
spondence 

URQANIK.T OKico of Iho General Counsel URQANIK.T Texas A&M Umv , College 
Slalion, TX #109 0277 09/03/13 22pp 48872 115 48872 136 

8903200065 Transcript of 890315 prehoarmg lelcon m Bethesda.MD Pp 15,978-16.026 

* Atomic Safely and Licensing Board Panel 89/03/15 51pp 48965^329 48966 019 

8903210329 Transcript ol ASLb 890320 prehearing lelcon m Bethesda.MD re onsite 
emergency planning & safely issues Pp 1-15 

■ Atomic Safely and Licensing Board Panel 89/03/20 18pp 48981 001-48961 017 

8903240171 Transcript of 690321 evidentiary tiearmg in Boston, MA re offsite emergen 
cy planning Pp 16,027-16,254 

‘ Atomic Safety and Licensing Board Panel 89/03/2 1 230pp 4 9034 .07 7-4 9034 306 

89 03290218 Forwards for fiUng.lislod d ecu mo nls, consist mg of applicant ob|eclion lo por- 
lions of profiled testimony or TJ Adler, F Beevers.MA Cronin, FE O’Connor, J Games & 
(owns of West Newbury & Newbury 

TROUT, JP Public Service Co ol Now Hampshire TROUT, JP Ropes A Gray #189 
6354 89/03/21 Oockoting & Services Branch Zpp 48999 001-40999 030 

-8003290222 Applicant ob|oc1ion In nature of motion in timine to podion of prefilod les 
limony of TJ Adler ‘ Question 21 re Coniention JI-4 A answer should be excluded 
TROUT, J P Public Service Co of New Hampshire. TROUT ,J,P Ropes a Gray 89/ 
03/21. Atomic Safely and Licensing Board Panol 2pp 48909 003 48099 Q04 

-8903290227 ^pticant obfeclion in nature of motion in Itmino to portions of profiled 
testimony ol F Qeevers * Noted portions of Boever testimony not mail or relevant to 
any issue presently before Board A should be excluded 

TROUT. J P Pubfic Service Co of Now Hampshire TROUT, J P Ropes & Gray 89/ 
03/2 1 Atomic Safety and Licensing Board Panel 3pp 48099 005-48999 007 

-8903290234 Apijlicant objection in nature ol motioni In limino to portions of profiled 
tosiimony of MA Cronin • Sections of testimony not mall or relevant to any issue pres- 
ently before Board Noted portions of tosiimony should be excluded 
TROUT, J P Public Sorvico Co of Now hlampshfre TROUT, J P Rones A Gray 89/ 
03/21 Atomic Safely and Licensing Board Panel 6pp 48999 008 48999 012 

-6903260241 /^jpllcant objection in nature of motion in timine to portions of profited 
testimony of Ft O’Connor “ Noted portions of tosliniDny not mall or relevant to any 
issue before Board & should be excluded 

TROUT.JP Public Service Co ol New Hampshire TROUT, JP Ropes A Gray 69/ 
03/21 Atomic Safety and Licensing Board Panel 5pp 46999 013 48909 017. 

-8903290244 Applicant obiecUon in naturo of motion in fimino to portions of prefiied 
testimony of EJ Gaines * U^lod portions ol testimony should be excluded as IrfOlavanl 
A immalorial 

TROUT, J.P Public Sorvico Co o( Now Hampshiro TROUT.JP. Ropes A Gray. 89/ 
03/21 Atomic Safety and Uconsing Board Pa hot. 2 pp. 48099 016 48009 019 

-8903290251 Applicant obloctiori in nature of moliof^ In limine to profiled testimony of 
town of West Newbury * Document should be excluded as testimony since document 
merely lawyer brief 

TROUT.JP Public Service Co ol Now Hampshire TROUT,JP Ropea & Gray 69/ 
03/21 Atomic Safely and Llconsing Board Panel. 2pp 46999.020 48999.021 

-B903290254 Applicant objection m nature ol motion in limine to profiled testimony of 
town of Nowbury * Noted portions of testimony not mall or relevant to any Issua pres- 
ently before Board & stiould be excluded W/Ceriificate of Sve 
TROUT. J.P Public SarvJc© Co of Now Hampshire. TROUT, J P. Ropes & Gray 89/ 
03/21 Atomic Safety and Licensing Board Panel Dpp 48900 022 48099030. 

8903280309 Trfinscript of QQQ323 evldontiary fiearlng In Boston, MA re offsite emergen- 
cy ptannIngPp 16,530 1 6,720 Witnesses Saint Andre, TrouLChan.Cole A McColtom 

* Atomic Safety and Licensing Beard Panel 89/03/23 200pp 49065^001 49065.210 


U Congresslonat/Exoculive Correspondence 

6903230120 Forwards NRC 38th quarterly status ropt on emergency preparedness lor 
nuclear power plants for Oct-Doc 1 908. 

ZECH,L w Commissioners 80/03/09, BREAUX. J.B Senate, Environmeril & Public 
Works 5pp 40020 057 4 0D29 061 

8903230279 Forwards NRC quarterly status ropt covering fourth quarter of CYBB 
ZECH.LW. Commissioners 89/03/09 BEVILL.T. House of Rep, Appropriations 
12pp 49029' 106 40029 119 


V. Operator Examinations 


8903220159 Qonoric Ltr GO 03 to all power reactor licensees A applicants lor OL re op- 
erator licensing nail exam schedule. Sve list and 

VARQA.SA Associate Director lor Prof eels (Post 87041 1). 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001.49005 056, 


DOCKET 50-444 SEABROOK NUCLEAR STATkON, UNIT 2 


A. Applicatfon/constructlon stage document s & correspondence 

8903130041 FOIA request for documents re contacts w/NRC on aubj ol target schedule 
for final initial decision in matter of licensee, 

pOUGHTY,J. Seacoast Anti -Poll ul Ion Loague, 80/02/09. Office of Administration 
(Post 800205) 2pp, 48375 04B 48876 047 
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89031602 9 & Generic Llr 69 02 to all holders of OLs & CPs for nucloar power reactors re 
acllons to improve detection of counterfoil & fraudiMonlly marketed products Sve list 
end 

VAFIGrt.SA Associate Director for Projects (Post 870411) B9/83/21 Consolidatsd 
EdiSOrtCo of New Vork. Inc 57pp 48968001*48960 057 


F, Security, metffcal, emergency' k «re protection plans 

8903170397 Advises that 890120 Itr referred to ASLB for onsite proceeding which has 
iunsdiction over sirens within EPZ Served on 090202 

SMITH.IW Atomic Safely and Licensing Board Panel 7976 89/02/01 

ANDERSON.F Ideas A Information, fnc Ip 48870 231*48878 242 

-*8903170413 Discusses two ftrs sent to Slate of NH & Governor J Gregg as result of 
Stale of NH issuing ernergency plan info calendar m late Dec as part of radiological 
emorgancy response plan for pJanl Calendar filled w/errors A inconsistencies 
ANDERSON.F Ideas A Information. Inc 89/01/20 SWITH,LW Atomic Safety and LI 
censing Board Pane) I1pp 4887G 232 4B878 242 

6903060166 Forwards draft ERCI R/68-76, "Seabrook Station Sde Specific Offsite Radi* 
ologicat Emergency Preparedness Alert A Notification Sys QA Verification'’ Sya en 
hancements remain to bo compleled in New Hampshire 

NERSES.V Projacl Dircclorate I 3 89/02/02 BROWN,E Public Service Co of Nevr 
Hampshire, 3pp 48734 198 48735090 

•*&9 02 020304 Forwards preliminary draft repi assessing adequacy of siion cove/ege as 
presented in plant alert A nolificalion rept. Alerting coverage detcrminea as 
adequate W/o and 

KFIImM.RW Federal Emergency Wanagement Agency 89/01/23 GONGEL.FJ Divi 
Sion of Radiation Protecllon & Emergency Proparedao&s (Post 870411) Ip 
48734 20) 48734 201 

-8903060174 Draft "Seabroak Station Site Specific Offsife Radiological Emergency Pre* 
paredness Alert A Notification Sys OA Verificatron ” 

^ ERG fnler national, Inc * Federal Emergency Management Agency ERCI R/08-76 
DRFT 86/1 1/17 249pp 4 8 73 4 '202* 4873 5 090, 

8903130205 Forwards for filing fn proceoding^applicant trial brief re Seabrook plan for 
Commonwealth of MA Communities & rabullal lesti monies W/o brief Related corre- 
sponefenco. 

DIGNANJG Public Service Co of Now Hampshire #189 8226 89/02/20 Dockelmg 
A Sen/icos Branch 3pp 48723 144*48727 204 

-8903130212 Applicant Rebuttal Teslfmony 6 (protective actions for particular popula* 
tions) ' Supporting documentation end Related correspondence 
BOYD,R . MILETI.DS Public Service Co of New Hampshire. SINCUIH.MG Aldikoff 
Associates, Inc 89/02/28 256pp 48723 147 48724 044 

-8903130227 Applicant Rebuttal Testimony 7 (preemergency public Info)* Supporting 
doc umenta lion enci Related correspondence 

CALLENDRELLO.A Public Service Co of New Hampshire 89/02/28 37pp 
48724.045 48724,081 

-8903130269 AppJicanl rebuttal Testimony 8 (transporiation resources)* Supporting 
documentation end Related corrpspon dance 

aOYD,H, RENZ,WF, Public Service Co of New Hampshire, CATAPANO.CJ. All* 
Commjnc. 89/02/28 53pp 4B724 002 48724 134 

-8903130293 Applicant rebuttal Testimony 0 (traffic mgt & evacuation of special popula* 
tions)*Supporiingdocumentalionencl.Mefatedcorrospondenc0 
8ALbACCl.S M , MILETI.D S Public Service Co. of New Hampshire. LIEBERMAM.E B 
KLO Associates, rnc 89/02/28 ie2pp 40724.135 48724 290 

-9903130312 Applicant rebuttal Testimony 10 (offsite response organization staffing) * 
Supportingdocumenfaliononcl Relatedcorrespondence. 

CALLeNDRELLO,A, GREW.TF PubJic Service Co of New Hampshire FRANK,CM. 
ImpellCoxp 89/02/29, 98pp 48724 297*48725034 

-8993130331 Apphcan) rebuttal Testimony 11 (prolecliva action recommendation gen* 
era! ion) * Supporting Info end Related correspondence 

CALLENDRELLO.A. BISSON. J. Public Service Co of New Hampshire BISSON.J 
ImpellCofp 09/02/28 50pp, 48725 035 40725>0a4, 

-8903130360 ^plicanl rebuttal Testimony 13 (radwaste handling & disposal) * Support* 
jng info end Refaied correspondence 

CALLENDRELLO,A. BISSON,/ Public Service Co of New Hampshire BISSON,/ 
fmpell Corp. 89/02/28 9pp 4B72S.102>4d725 110 

-6903139399 Applicant rebuttal Testimony 14 (effects of stake by members of New 
Hampshire Yankee offsite response organization),* Supporting info end Related corre* 
spondence. 

CALLENDRELLO,A Public Service Co of New Hampshire FRANK, CM fmpelf Corp 
S9/02/28 14pp 48725 111*48725 124 

-6903130415 Applicant Rebuttal Toslimony 35 (fiability & response of members of New 
Hampshire Yanxee oifsiie response organization) * Supporting documeniaiion 6- Cer* 
tificaid of Svo end Related correspondence 

MILETI.D S, Public Service Co of New Hampshire 89/02/25 670pp 48725<125* 
46727 204, 

6693170012 Commonwealth of MA Alty General JM Shannon opposition to applicant 
motion for sanction a & cross motion for particular relief * No violalfon of proiaclive 
order occurred & molfon should be denied In entirety 

TRAFICONTE.J Massachusetts, Commonwealth of #189 8241. 89/03/06 Atomic 
Safely and Licensing Board Panel. IGpp 40812:167*48812^304, 

-6903170037 Forwards new first page to applicant answer In opposition to Common* 
wealth of MA atty general motion to compel answers to Commonwealth of MA second 
set of interrogatories Supporting documenielion Certificate of Sve end 
SELLECK,KA Public Service Co of New Hampshire 68/11/30. SMfTH.I Atomic 
Safety and Licensing Board Panel, 22pp 48012 283 48012 304 

8603170191 Applicant supplemental answers to Intervenora interrogatories re transpor- 
tation resources * S^portfng Info & Certificate of Sve end Related correspondance 
FEIGENBAUM.T.C rtjblic Service Co of New Hampshire #109 8259. 69/03/07 
Massachusalts, Commonwealth of IBpp 408 11 '054*408 11,072 


8903230131 NRC Staff further supplemental response to lown of Hampton first set of 
interrogatories & request for production of documents 1o NRC Staff on BBO620-26 ex- 
ercise (exerciiso) * Certificate of Sve end Related correspondence 
CHAN.E I Assistant General Counsel for Hearings #10!) 8321 89/03/16 Hampton, 
NH t4pp 48888 211-40888 224 

8903290122 Seacoast Anil Pollution Loague motion for extension of record of litigation 
re Stale of NH radiological emergency response plan notice of appeal * AddI two 
pages requested W/ supporting documentation & Sve list 

BACKUS.RA Seacoast Anil Poliulion League //1 89 8343 89/03/21 Atomic Safely 
and Licensing Appeal Panel 6pp 49001 118 49001 123 

8903290141 Seacoast Anti Potfulion Loague brief on appeal of partial initial decision on 
Stale of NH Radiological Emergency Response Plan L8P*8Q-32 * Sve fist & support* 
rng documoolation end 

BACKUS,RA Seacoast Anil Pollulfon League #189 0346 09/03/21 Atomic Safely 
and Licensing Appeal Panel 82pp 48909 201*48999 282 


Q. Adjudicatory correspondence 

0903100133 NRC Staff response to Seacoast Anti Pollution League (SAPL) motion to 
accept late-filed contention on hnancia! qualification in response to NRC Order CLI- 
80 10 * SAPL motion should be denied W/Cerjificate of Sve 

BERRY, G A Assistant General Counsel for Hearings, #189 8195 89/02/10 Atomic 
Safely and Licensing Board Panel 23pp 48699 145-48699 167 

8903010070 Response of FEMA to Seacoast Anlt Pollution League request for admis 
sions to FEMA re graded exercise Issues * Related correspondence 
FLYNN.HJ Federal Emergency Management Agency #189 0082 89/02/14 Atomic 
Safely and Licensing Board Pane) 12pp 46565 272 48565 308 

—69030 19035 FEMA responses to town of Hampton first sot of Interrogatories & request 
for production of documents to FEMA on 8B0626 29 exercise * W/Certifjcate of 
Sve Related correspondotvee 

FLYNN,HJ Federal Emergency Management Agency 89/02/21 Hampton, NH 
25pp 48S65'204*4C585 308 

B9D3010144 Seacoast Anti-Pollulion League (SAPL) Inal brief on Saabrook Plan for 
Commonwealth of MA Communities (SF^C) ' SAPL intends to show means for han 
dilng waste water & contaminated mails W/Svc list 

BACKUS.R A Seacoast Anti Pollution League BACKUS.R A. Backus, Meyer & Solo- 
mon #189 8061 09/02/20. Atomic Safety and Licensing Board Panel 5pp 

40565 357 46565.361 

8903100010 NRC Staff response to Commonwealth of MA ally general petllion for 
wafver of or exception to financial qualification rules for full power operation * Petition 
should be dismissed Certificate of Sve end 

BERRY, G A Assistant General Counsel for Hearings #189 8187, 89/02/21. Atomic 
Safely and Licensing Board Panel 20pp 48702 048 40702 067 

8903100284 Joint stipulation re status of certain Salisbury contentions * Certificate of 
Sve end 

GRAHAM.CP Salisbury. MA GRAHAM.C P Murphy & Graham TROUT.J.P Public 
Service Co of New Hampshire //1 89 8199 09/02/22 Gpp 48702 042 48702 047 

B 9030 101 37 Notice of hearing * Evidentiary hearing in proceeding will resume 
890321 W/CertdKiale o( Sve 

SMITH,! W Atomic Safely and Licensing Board Panel #189 8006 89/02/23 6pp 
48565’351 *48565 356 

8903010162 Joint stipulation re evacuation time estimate issues * Commonwealth of MA 
ally general agrees that fniervenora will not appeal portions of board partial Initial 
decisTon.W/ Cerlificate of Sve 

GHEER.L Massachusetts, Commonwealth of SMITH, J B Public Service Co of New 
Hampshire 5MITH.JB Ropes & Gray #169 8006 69/02/23 9pp. 46566 040 
46566 040 

8903100130 Applicant motion lor sanctions fn response to Commonwealth of MA ally 
general deliberate misuse of protected Info,* Relief sought by applicant should be 
granted, in full Certificate of Sve end 

TROUT, J P, Public Service Co of New Hampshire TROUT. J P Ropes & Gray, #189 
0215, 89/02/23 Atomic Safety and Licensing Board Panel I3pp 40702 098* 
40702 110 

8903100315 Addition to app of S Morfearly Jl 40.* Cerlificate of Sve encI Related corre- 
spondence 

TALBOT, P, Massachusetts. Commonwealth of #189 8201 89/02/23 7pp 

48701:323-48701-329. 

8903100323 Errata sheet re trial brief of Commonwealth of MA atty general on Joint 
intervener contentions on Seabrook plan (or Commonwealth of MA communities.* 
TALBOT, P. Massachusetts, Commonwealth of #189 8202 89/02/23 3pp 

4B701. 161-48701 -234 

-8903100330 Trial brief of Commonwealth of MA ally general on Joint intervenor con- 
tontfons on Seabrook plan for Commonwealth of MA communities.* Certificate of Sve 
end, 

TALBOT.P Massachusells, Commonwealth of 89/02/21, Atomic Safety and Llcens* 
Ing Board Panel 71 pp 48701 164 4B70V234 

6903010030 Motion for expedited review of LBP-8a-32 re ALA0-9O5 Issue,* Appeal 
Board should accept end brief fn support of reversal of LBP-B8 32 In light of ALAB- 
905,w/o prejudfee to filing of further brief by 8fi0324.Svc list end. 

BACKUS.R A Seacoast Anti Pollutfon League BACKUS.R A Backus, Meyer & Solo- 
mon, #109 8090 89/02/24 Atomic Safely and Licensing Appeal Panel. 6pp. 
48560-049-40566 063, 

B903010170 Bnef of Seacoast AnII-Pollutlon League In support of reversal of LBP-86'd2 
fn light of ALA0-9O5 * Certificate of Sve end 

BACKUS,R A Seacoast Anti- Pollutfon League. BACKUS.R A. Backus, Meyer & Solo- 
mon #189 6089. 09/02/24 Atomic Safety and Licensing Appeal Panel. 4lpp 
48565142-48565-102, 
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6903100353 Motion for OKpedlled rovlew of LBP 8B-32 re ALA6-905 issue * Denied by 
Board on B9 02 2 8. Certificate of Svc enci 

* Seacoast Anti-Pollution League, 8200 60/02/2^ Atomic Safety and Licensing 
Appeal Panel Spp 4B701 238 48701 242 

8903170130 Joint stipulation re Joint Intervenor (Jl) Contention 60 * Withdraws Jl Con- 
tention 80, per applicant agreement to add more traffic cones as required & to rofloc- 
tonze all cones mr night visibility W/Cerbficate of Svo 

HILL-WHILTON.R West Newbury. MA HILL-WHILTON.R Lagoulis, Clark. Hill-WJiillon 
& McGuire TROUT, J P Public Service Co of New Hampshire. #189 8233 89/02/24 
5pp 4B81 1-1 81*48811 185 

8903010114 Commonweallh of MA ally general motion for directed certification of LBP- 
89-8 * Atly general requests permission to fite memorandum in support of motion sal- 
ting forth in detail further grounds on 890301.W/Gertificate of Svc 
TRAFICONTE,J Maasactiusetls. Commonwealth of. #189 8093 89/02/27 Atomic 
Safety and Licensing Appeal Panel Spp 48566.001*48566 005 

8903010123 NRC staff response to applicant motion to strike reply of Commonwealth of 
MA atty general to responses of applicant & staff to Commonwealth of MA atly gener- 
al motion for reconsideration of CU-88-10 * W/Certificale of Svc 
BERRY ,G A Assistant General Counsel for Hearings #189 8094 e9/0'2/27 Commis- 
sioners Spp 4856S 032 48566.039, 

8903010131 NRC Staff response to Join! Intorvenors application for stay of L8P-89 04 
pending appeal,* Commission should deny Joint fntervenors stay application W/Cerljli- 
oate 0/ Svc, 

BERRY, Q A , REIS.E.J. Assistant General Counsel for Hearings #189 00D5 89/02/ 
27 Commissioners. 20pp 48566:012-48566 031 

8903100061 Motion of Seacoast Anti Pollution League <SAPL) & Commonwealth of MA 
ally general for reconsideration of denial of SAPL 890224 motion for expedited review 
of LBP-08-32 re ALAB-905 * Der»led by Board on 890301, 

* Seacoast Anti-Pollution League. ^ Massachusetts, Commonwealth of. #189 6204 
89/02/28. Atomic Safety and Licensing Appeal Panel 6pp. 46702070-48702 074 

8903100099 Motion of Seacoast Anti Pollution League (SAPL) & Commoweallh of MA 
atty general for reconsideration of denial of SAPL 690224 motion for expedited review 
of LBP-08 32 re ALAB-906 * W/Certillcale of Svc Related Info end, 

BACKUS, B Seacoast Anil Pollution League. BACKUS.B Backus, Meyer & Solomon 
TRAFICONTE.J Massachusetts, Commonwealth ol #189 8206, 89/02/28 Atomic 
Safety and Licensing Appeal Panel. 12Spp. 48700 054-48700.178 

B903100140 Applicant cross ref to Joint Intervenor contentions & applicant rebuttal tes- 
timony * Certificate of Svc end Related correspondence. 

* Public Sen/Ice Go of New Hampshire. #189 8224 69/02/28 14pp. 48702.113- 
48702.126 

8903100148 Applicant trial brief as to first filing phase of litigation as to SeabrooK plan 
for Commonwealth of MA communities & exercise contentions,* Certificate of Svc 
oncl. 

DIGNANJ.G, Public Service Co. of New Hampshire, DIGNANJ.Q Ropes & Gray 
#169 8223 89/02/28. Atomic Safely and Licensing Board Panel. 113pp. 48700*347- 
48701*099. 

8903100296 Applicant supplemental answers to intervenor expert witness Interrogato- 
ries * CertifIcaW of Svc encI.Related correapondance. 

FEIGENBAUM.T C , SELLECK.K A Public Service Co of New Hampshire 
SELLECK.K A Ropes & Gray #189 6225 89/02/26. New England CoalUion on Nu- 
clear Pollution. 79pp. 48701 243-48701,322 

6903170121 Joint stipulation re Joint Intervenor (Jl) Contention 8.* Withdraws Jl Con- 
tention 8, per applicant agreement to include listed addi info in emergency broadcast 
sys messages to be broadcast dufir\g evacuation .W/Cerllficato of Svc 
FIERCE, A.R. Massachusetts, Commonwealth of. MI2NER,JH, West Newbury, MA 
TROUT, JP Public Service Co. of New Hampshire. #189 8232. 89/02/28 Spp. 
48811 201 -4681 1r20S 

8903100243 Memorandum of Commonwealth of MA atly general in support of 890227 
motion for directed certification of LBP-89-06 * Board should grant motion, lake inter- 
locutory review ol LBP-89-06 & reverse rulings.Cerllficate of Svo & Info end. 
TRAFICONTE.J. Maasachusetts, Commonwealth of. #189 8210, 89/03/01. Atomic 
Safety and Licensing Appeal Panel. 200pp 48699 172-46700 032. 

6903170057 Forwards corrected certificate of svo.Certlficate of Svc enct.Retaled ocrre- 
Mondenco 

DIQNAN.T.Q. Public Service Co. of New Hampshire DIQNANJ Q Ropes & Gray, 
#189 8230. 69/03/01. Docketing & Services Branch. 9pp 48812-137-48612:145 

8903100125 Memorandum * Advisee that Seacoast Anti-Pollution League will have to 
Include argument based on ALAB-OOS In brief due on 890324,per 690228 denial ol 
motion & therefore accompanying brief. W^Certfflcata of Svo Served on 890303. 
T0MPKINS,B.A. Atomic Safely and Licensing Appeal Panel. #189 8208. 80/03/02. 
6pp. 48700.033-40700.037. 

8903170151 Second motion for reconsideration of CLI 86-10.* Commission should re- 
consider GLI-B8-10 6k admit contentions dealing w/ cost A availability of low-leyel 
waste disposal for litigation .W/supporting Info A Certificate of Svc, 

TRAFICONTE,J. Ma&saohusetle, t5ommonwealth of. #189 8235, 89/03/03. Commis- 
sioners 15pp. 48811:186.48811:200, 

8903170189 Commonwealth of MA ally general application for deposition autMxmna 
duces tecum.* Requests that Board issue subpoena for T Monahan lor deposition on 
890313 In Portsmouth, NH, Notice of deposition encI.Related correspondence. 

BROCK, M. Massachusetts^ Commonwealth of. #169 8236. 89/03/03. Atomic Safely 
and Licensing Board Panel, 6pp. 46612.149-48812,169 

-B9031 70217 Commonwealth of MA atty general application for deposition subpoena 
duces tecum.* Issuance of deposition subpoena duces tecum for appearance of N 
Katner on 890313 In Portsmouth, NH requested. Notice of appearance enoLRelated 
correspondence. 

BROCK, M Massachusetts, Commonwealth of, B9/03/Q3. Atomic Safety and Licens- 
ing Board Panel 6pp, 468121165-48612:160. 


-*3903170224 Commonwealth of MA atty gonemt application lor deposition subpoena 
duces tecum * Requests that Board Issue deposition subpoena due os for appearance 
of W Clancy on 090313 in Portsmouth.NH.W/Cemficate of Svc Related correspond- 
ence 

BROCK, M MasaBchusalls, Commonwealth of 89/03/03 Atomic Safely and Licens- 
ing Board Panel Spp 4B812 161-48812 169 

8903170241 Advises that due dale for filing applicant brief on appeal of ED Wolnhold of 
L0P-89-O3 should be 8903 14, per 890302 Ur 

GHO.J. Atomic Safety and Licensing Appeal Panel #189 6237. 09/03/03 
DIGNANJ G, Public Service Co of New Hampahlro DIGNAN.T G Ropos A Gray Ip 
49811:206-46811 206 

8903230Q09 Memorandum A order (summary disposition) * Applicant motion for summa- 
ry dl^osltlon ol all emergency planning contentions granled In part Cor lifi cate of Svc 
end Served on 890306 

BLOCH.PB, LUEBKE.EA, HARBOUR.J Atomic Safely and Llconsing Board Panel 
#189 8281 69/03/03. Public Service Co, of New Hampshire 43pp, 48080 081- 
46660*123. 

6903170006 Memorandum A order.^ Denies Seacoast Anti Polfution League, New Eng- 
land Coalition on Nuclear Pollution & Commonwealth of MA |oint molion for dlrocled 
certification. W/Certificate of Svc Served on 890306 

CHILK.SJ Office of the Secretary of the CommisMon #189 0239 80/03/06 Sea 
coast Anti Pollmion League. 6pp 4^8012:181-48812 166. 

6903170008 Memorandum A order CLI-a9 04 * Denies Commonwealth of MA.New Eng- 
land Coallion on Nuclear Pollution A Seacoast Pollullon League Joint motion for direct- 
ed cerlilication W/ Certiflcato of Svc.Re-served on 890309 

CHILK.SJ Office of the Secretary of the Commission #180 8240 89/03/06 Sea 
coast Anti-Pollution League 1 0 pp 488 1 2 1 87-48 B1 2* 1 96 

6903170012 Cornmonwealth ol MA Atly General JM Shannon opposition to applicant 
motion for sanctions A cross motion lor particular relief,* No violation of protective 
order occurred A motion should be denied in entirety 

TRAFICONTEJ Massachu setts, Commonweallh of #109 6241 89/03/06 Atomic 
Safety and Licensing Board Panel t5pp, 46812.197-48012 304 

-6903176019 Alfidavil of SC Poilrasl.* Discusses telephone survey of Individuals that 
plant owners relying on to be bus/van dnvers.trafilc guides or field monitors In event 
of emergency.W/CerWIcale of Svc 

POITRAST.SC Massachusetts, Commonweallh of 89/03/06 7pp 48818 212- 
48812*233. 

-8903170024 Alfidavil of JC Traficonle,* Advises that Commonwealth of MA received 
answers to Interrogatories under protective order A did not disclose any Info lo 
public Info used only to further facts A Info to support litigative process 
TRAFICONT£,JC. Massachusatts, Commonwealth ol 89/03/06. 30pp, 46812 234- 
48812*263. 

-8903170031 Applicant answer In opposition to Commonwealth of MA atty general (AG) 
motion to compel answers to Commonweallh of MA AG second set of Interrogato- 

TROUTJ.P, Public Service Co of New Hampshire. TROUT ,J P, Ropes A Gray 06/ 
11/29. Atomic Safety end Licensing Board Panel 19pp 46812 2&4-486t2 282 

-8903170037 Forwards new llrsl page to applicant answer In opposlllcn to Common- 
wealth of MA ally general molion lo compel answers lo Commonwealth of MA second 
set of Interrogalorlos.Supporting documentation A Certificate ol Svc end. 

SELLECK.K A. Public Service Co. of New Hernpshire. ELLECK.KA Hopes A Gray 
88/11/30 SMITH.I, HARBOUR.J., LINENBERGEr.Q. Atomic Safely and Licensing 
Board Panel. 22pp. 40612*283-48812.304 

6903170025 Memorandum A order * Adviees that Commission adhores to views ex- 
pressod in CLt-88-10 re pending financial qualilicaiion A decommissioning cost mat- 
ters In proceeding W/Certificala of Svc Served on 890306 Re served on 890307. 
CHILK.SJ, Office of the Secretary of the Commission #189 8229 89/03/06, Office 
of the General Counsel, I7pp. 48612.120-48812 136. 

8903230023 Memorandum A order (correcting error) * Erroneous docket numbers A 
caption noted on 890303 Order LBP 89 09 should bo changed as noted W/Certilicate 
of Svc Served on 090307 

BLOCH.PB Atomic Safety and Licensing Board Panel #169 8203. 69/03/08. 4pp 
48669 066 46880.069. 

8903170181 Applicant notice re addI exhiblis.* Advises that applicant Intends to mark A 
offer Seabrook plan (or Commonwealth of MA communities as amended through Page 
Amend 6 as Exhibit 42 A FEMA Dec 1988 findings as Exhibit 43.W/Certificate of Svc. 
DIGNAN.T.Q, Public Service Co. ol New Hampshire, DIQNAN.T.Q . Ropes A Gray 
#189 8256. 69/03/07. 6pp. 40011:227-48811.232. 

8903170191 Applicant supplemental answers to Intervenors Interrogatories re transpor- 
tation resources,* Supporting Info A Certificate ol Svc end, Related correspondence. 
FEIGENBAUM.T C., SELLKK.K.A Public Service Co. of New Hampshire. 
SELLECK,KA. Ropes A Gray #169 8259. 89/03/07 Massachusette, Commonweallh 
of, 19pp. 40611;O54-46B11:O72 

8903170193 Applicant response to notice of appeal from decision ol ASLB In memoran 
dum A order did 890130 & restated A served on 890216 A lurther restated A served 
on 690222 ss provided by 10CFR2,714(a).* Certilieete of Svc erK:l, 

DIGNANfTQ, Public Service Go, of New Hampshire. DIGNANJ.G, Ropes A Gray. 
#169 8260. 09/03/07. Atomic Safety and Licensing Appeal Panel 20pp. 46811:207- 
48811:226. 

8903170293 Pretrial briet ol FEMA on Seabrook plan for Commonwealth of MA commu- 
nities.* LlsU areas where FEMA will not offer testimony, Including Implemantablllly ol 
Seabrook plen.evacuaiion time estimates A other legal Issues 
FLYNN, HJ., MCPHETERS,L.H. Federal Emergency Management Agency. #169 8245. 
89/03/07. Atomic Salety and Licensing Boaro Panel 8pp- 486 1 1 :1 la-40B1 1 *128 

-8003170301 Forwards LH McPhelers notice ol appearance for plant offsite planning 
hearing, Certificate of Svc end, 

FLYNN, H.J. Federal Emergency Management Agency 89/03/07. SMITH, I.W.. 
COLE,R,F.. MCCOLLOMiK.A AtomlQ Safety and Llcer>sing Board Panel. 7pp. 
48611:12248811:126. 
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890^170419 NRC Info Notice 89-032, "Surveillance Tssling of Low Temp Overpressure 
Protection Sys " Svc lisi end 

ROSSI, CE Division of Operational Events Assessment {Post 870411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 48992 044-4B992’147, 


-8903290222 Applicant objection In nature of motion in limine to portion of profiled tes- 
timony of TJ Adler* Question 21 re Contention Jl 4 & answer should be excluded 
TROUTJ P Public Service Co of New Hampshire TROUT, J P Ropes & Gray 89/ 
03/21 Atomic Safety and Licensing Board Panel 2pp 40999 003-4B999'004 


I. Hearing tranacrlpls on non-antllruat matters 


8903 130205 Forwards for filing In proceeding, applicant trial brief re Seabrook plan for 
Commonwealih of MA Communities rebuttal lesllmonies W/o brief Related corre- 
spondence. 

DIQNANJQ Public Service Co of Now Hampshire DIGNAN.T G Ropes & Gray 
#189 8226 89/02/28 Docketing & Services Branch 3pp 40723.144-48727 204. 

-8903130212 Applicant Rebuttal Testimony 6 (protective actions for particular popula- 
tions) * Supporting documentation enci, Related correspondence 
BOVb.R , CALLENDRELLO,A , SINCLAtR.MC PubBic Service Co of New Hampshire 
89/02/28. 25epp 48723.147 48724 044 


-0903130227 Applicant Rebuttal Testimony 7 fpreamorgency public Snfo)/ Supporting 
documentationencIRolatadcorrespondenc© 

CALLENDRELLO.A . MILETI,DS. Public Service Co of New Hampahire. MILETI.OS 
Colorado State Univ , Fort Collins, CO. 89/02/26 37pp, 4B724 045 48724 081 


-0903 130259 Applicant rebutlal Testimony 8 (transportation resources)* Supporting 
documenlation end Related correspondence 

0OYD.R. CALLENDRELLO.A, C/VTAPANO.QJ Public Service Co. of New Hamp 
shira. 89/02/28. 53pp 48724.082-48724^134 

-8903130293 Applicant rebuttal Teatimony 9 (traffic mgt & evacuation of special popula- 
tions), *Supportingd(K;umentationencl,Helat6dcorrespondence 
BALOACCLSM, CALLENDRELLO,A * LIEBERMAN,ES. Public Service Co ol New 
Hampshire 89/02/28 162pp 48724 135-48724,296 

-8903130312 Applicant rebuttal Testimony tO (offsite response organization slaffing).* 
Supporting documental Ion encL Related correspondence. 

CALLENDRELLO.A, ELLIS, SJ„ PRANK, CM Public Service Co of New Hampshire 
89/02/28 9Bpp 48724-297-48725 034 


-8903130331 Applicant rebuttal Testimony 11 (protective action recommendation gen- 
eration).* Supporting info end, Related correspondence, 

CALLENORELLO.A. LITTLE FI EL D,P. Public Service Co. of Now Hampshire. 
LITTLEFfELO.P. Yankee Atomic Electric Co. 89/02/28 50pp. 40725 035-40725 084 


-8903130349 Applicant rebuttal Testimony 12 (commercial lefephone ays) * Related 
correspondence 

CALLENDRELLO,A. CATAPANO.G J Public Service Co of New Hampshire. 
CATAPANO.GJ AllComm, Inc 89/02/28. 17pp 48725 08S 40726 101. 


-09O313O3SO j^plicanl rebuttal Testimony 13 (radwaste handling & disposal) * Support- 
ing info and Ftalated correspondence. 

CALLeNDRELLO,A, LITTLEFIELD.P Public Service Co of New Hampshire. 
LITTLEFIELD.P. Yarvkea Atomic Efectric Co 89/02/28 9pp. 40725.102*48726.1 10. 


-0903130399 Applicant rebutlal Testimony 14 (effects of strike by members of New 
Hampshire Yankee offsite response organization) * Supporting Info end Related corre- 
spondence. ... 

CALLENDRELLO.A , ELLfS.SJ, FRANK.C M. Public Service Co of New Hampshire 
8 9/02/aa 14pp. 48725' 1 1 1 -4 8 725. 1 24, 

-8903130415 Applicant Rebuild Testimony 15 (liability & response of members of New 
Hampshire Yankee offsile response organization). * Supporting documentation & Cer- 
tificate of Svc end Refalad correspondence 

MILETLDS Public Servico Co of New Hampshire. MfLETLDS. Colorado Stale Unlv., 
Fort Collins, CO 69/02/28. 070pp. 48725*1 25.48727-204 

0983100466 Transcript ol 890301 prehearing telcon in Bethesda.MD re Joint stipulation 
concerning evacuation Hme estimates. Pp 15,757-15,011. 

* Atomic Safety and Licensing Board Panel 89/03/01 57pp. 40822 073*48822 129 


89'03 170111 Profiled tesliomny of RW Donovan on behalf of FEW A on Seabrook plan 
for Commonwealth of MA communlliea/ Donovan prof guafificalions & Certificate of 
Svc end Ralaled correspondence 

DONOVAN,RW. Federal Emergency Management Agency. #109 8244 89/03/07. 
9pp. 48812.170 48812,178 


0903200244 Transcript of ASLB 800309 teleconference In Bothe&da.MD re offsite emer- 
gency planning Pp 16,812-15,049. 

^ Atomic Safely and Llcen&inig Board Panel 69/03/09 34pp. 48959,039«48969.063 


6903200029 Transcript of 690313 evidentiary hearing in Bethe3da,MD. Pp 15,044- 
15,977 

• Atomre Safely and Licensing Board Panel. 89/03/13 iDOpp 48965 179-40965.314 

6903220129 Testimony of T Urbanlk on behalf of NRC Staff on Joint Intervener Conten- 
lions 4 & 7A (Seabrook plan for Commonwealth of MA communities) * Related corre- 

9F?BAN^K?f. Office of the General Counsel. URBAN1K,T, Texas ASM Unlv„ College 
Station, TX #100 0277. 89/03/13 22pp. 48872.115-48872 136 


8903200065 Transcript of 890315 prehearing lefcon In 8elho$da.MD. Pp 15,978-18,026 
* Atomic Safety and Licensing Board Panel 89/03/15 51pp. 48965 329 48966.019 


8903210329 Transcrfpt of ASLB 080320 prehearing fefcon In Bethesda,M0 re onsite 
emergency planning & safely Issues Pp 1-15 

* Atomic Safety and Licensing Board Panel. 89/03/20 18pp 48981 001 -48981 ;0i 7, 


6903240171 Transcript of 890321 evidentiary hearing In Boston, MA re offsite emergen- 
cy pttnnlng Pp 16,827-18.254 

* Atomic safety and Licensing Board Panel 89/03/21, 230pp. 49034‘077-4&034|306. 


6903290216 Forwards for filing, listed documents .consisting ol applicant objaotlan lo por- 
tions of profited leslimony of TJ Adler, F Beevars.MA Crenin.Ft O’Connor.J Gaines & 
towns ol West Newbury a Newbury 

TROUT, JP. Public Service Co. of New Hampshire TROUT, JP. Ropes & Gray. #189 
8354. 89/03/21. Oockeling A Services Branch Zpp. 48999 001*48999.030 


-6903290227 Applicant objection rn nature of motion in limine to porlions of profiled 
testimony of F Beavers * Noted portions of Beever testimony not mail or relevant to 
any issue presently before Board & should be excluded 

TROUT, J P Public Service Co of New Hampshire TROUT.J P Ropes A Gray 89/ 
03/21 Atomic Safety and Licensing Board Panel 3pp 48999 005 48909 007, 

-8903290234 Applicant objection in nature of motion in limine to portions of prefiled 
testimony of MA Cronin * Sections of testimony not mall or relevant lo any Issue pres- 
ently before Board Noted portions of leslimony should be excluded 
TROUT, JP Public Service Co of New Hampshire, TROUT.J P Ropes A Gray 89/ 
03/21 Atomic Safely and Licensing Board Panel 5pp 40999.008-48909,012 

-0903290241 AjMlicant objection In nature of motion in limine lo porlions of prefiled 
leslimony of pE O’Connor * Noted portions of testimony not mail or relevant to any 
Issue before Board A should be exctuded 

TROUT.J p. Public Service Co. of New Hampshire TROUT.J P. Ropes A Gray. 09/ 
09/21 Atomic Safety and Licensing Board Panel 6pp 40999 013 40999 017 

-8903290244 Applicant objection in nature of motion In limine to portions of prefiled 
testimony of EJ Gaines * Llatad portions of testimony should be excluded as Irrelevant 
A Immaterial 

TROUT.J.P Public Service Co of New Hampshire TROUT.J.P Ropes A Gray 89/ 
03/21 Atomic Safely and Licensing Board Panel Zpp 48999'0t8-48999 019 


-8903290251 Applicant objection In nature of motion in limine to profiled testimony of 
lown of West Newbury • Document should be excluded as testimony since document 
meiety lawyer brief 

TROUT.J P. Public Service Co of New Hampshire TROUT.J P Ropes A Gray 69/ 
03/21 Atomic Safety and Licensing Board Penal Zpp 48999 020-4 8999 ’0Z1. 


-8903290254 Applicant objection fn nature of motion in limine to profiled testimony of 
town of Newbury * Noted portions of testimony not mall or relevant to any issue pres- 
ently before Board A should be excluded W/Certificate of Svc. 

TROUT.J P. Public Service Co of New Hampshire TROUT.J P Ropes A Gray 89/ 
03/2 1 Atomic Safety and Licensing Board Pane! 9pp 48999,022-40999.030. 


8903280309 Transcnpl of 890323 evidentiary hearing In BostoniMA re offsite emergen- 
cy planninaPp 10,539 16,729 WrtnesSBs Saint Ana re.Trou I, Chan, Cole A McCollom. 

* Atomic Safely and Licensing Board Panel 89/03/23 200pp. 49065.00 1-49065’Z1 9 


U. Congressional /Executive Correspondence 


8903230120 Forwards NRC 38lh quarterly status rept on emergency preparedness for 
nuclear power plants for Oct Dec 1 988 

zeCH.L W. Commissioners. 89/03/09, BREAUX.J B Senate, Environment A Public 
Works 5pp 49029 057-49029 061. 

8003230279 Forwards NRC quarterly status rept covering fourth quarter of CY80 
ZECH.L W. Commissioners 89/03/09. BEVILL.T House of Rep, Appropriations 
12PP 49029' 108 49028.119 


V. Operator Examinations 


8903220159 Generic Ltr 09 03 to all power reactor licensees A applicants for OL re op- 
erator licensing naif exam schedule. Svc list end 

VARGA, S. A toociate Director lor Projects (Post 870411). 89/03/24. Consolidated 
edison Co of New Yorit, Inc 64pp, 49005 001-49005 056 


DOCKET 60-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Appllcatlon/conatructfon stage documents A corrsapondencs 

8902240169 Forwards addi Info re FSAR review of 3 11, per 881116 request 
CAHILL, WJ TU Electric (formerly Texas Utilities Generating Co.) 09/02/17, Docu- 
ment Control Branch (Document Control Desk), lipp 40580 079-48580 089. 

6902230268 Notification of B90222 meeting w/utll In Rockville, MD to resolve staff com- 
ments on radiofogical effluent Tech Specs for Unit 1. 

MALLOY.M Comanche Peak Project Oivrsfon 89/02/06 GRIMES, C.l. Comanche 
Peak Project Division 4pp, 48576 238-485 78 ‘241, 

6002240200 Forwards request for addi Info re FSAR Chapter 7 Issues A Rev 2 to Reg 
Guide 1 97 re manual design factor for pumps A manual override design control fea- 
ture 

GBIMES,C,I Comanche Peak Project Division. 89/02/06 CAHILL, W.J Texas Ulilitles 
Co 7pp 48576.269 48676‘299 

-8902090324 ’’Conformance to Reg Guide 1 97;Comanche Peak -1/-2." technical eval- 
uation repi, 

UDY.A C EGAG Idaho, Inc (subs, of EQAQ. fno ). FIN A.6493 EGQ-NTA-8Z87. 88/ 
12/31. NRC • No Detailed Affiliation Given 25pp 48576.276-48576:299. 

89022402D6 Forwards request for addI info re FSAR Chapter fl review.lnfo requested by 
890317 

GRIMESAL Comanche Peak Project Division. 89/02/16. CAHILL, WJ TU Electric 
(formerly Texas Utilities Generating Co,) 5pp 48576.250-48576:262 

8902230575 Ojscusses status to resolv-o recommendations in NUREG-1267, "Coman- 
che Peak Rept Review Group.'' Sufficent resources committed to ensure completion 
of three remaining review group recommendations by mW-1989. 

STELLO,V. Ofc of the Executive Director for Operations, 89/02/17. 2ECH Commis- 
sioners 19pp 48569 248-46569.266. 
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8903020503 Forwards proprietary draft WCAP* 12171, ''Evaluation of Thermal Stratifica- 
tion ol Surgo Lino & RHR Lino for Comancho Peak Unit 1,” as presentation over- 
heads for 090221 meeting w/NRC Draft rept withheld (rol 10CFR2 790) 

WOODLAN,D R TU Eloctric (formerly Texas Utilities Generalmg Co) 89/02/21 Doc- 
ument Control Branch (Document Control Desk) 2pp 4Q67G 257 40673 258 

69030B0036 Provides revised response to util 070213 response to certain action items 
& rept on current status of items re oporabilily/rellability of emergency diesel genera- 
tors Monthly lubo oil analysis performed including forrographlc 
CAHILL, WJ Tennessee valley Authonty 89/02/24 Document Control Branch (Docu- 
ment Control Desk) 6pp 4876 0 258 40768 263 

8903008229 Forwards safety evatuation for proposed liconse conditions for handling & 
storage of fresh fuel, per discussion w/0 McCaughey 

ROUSE, LC Fuel Cycle Safely Branch 89/02/24 WILSON.JH Assistant Director for 
ProloclS ip 48800 304 48800 306 

.-8903090262 Safety evaluation concluding that stated 10CFR70 license conditions 
should be incorporated into 10CFR50 license 

MCCAUGHEY,DA Fuel Cycle Safety Branch 8Q/02/24 2pp 48000 305 4BB00 306 

8903100083 Forwards revs to draft technical requirements manual, including contain 
menl isolation valve & snubber requirements 

CAHILL.WJ TU Eloctric (formerly Texas Utilities Generalmg Co) 89/02/24 Docu 
ment Control Branch (Document Ciontro! Desk) 40pp 48803 200 4B608 239 

8903130412 Forwards revised proposed changes to NRC proof & review Tech Specs 3/ 
4 4,5 2, "Operational Leakage,*' 3/4 6 12, "Containment Leakage," 3/4 81, "AC 
Sources" 8 5 3 2, "Conirol Rod Assemblies," per WJ Cahill 090124 Itr 
CAHILL, WJ TU Electric (formerly Texas Utilities Generating Co) 09/02/24 Docu- 
ment Conirol Branch (Document Conirol Desk) lOpp 48820 337.48829 346 

B903060349 Lists changes to FSAR Table 6 24 2 re containment isolation valve loaK- 
rate testing to verify compliance w/10CFR50,App J 

CAHILL,WJ TU Electric (formerly Texas Uldilies Generating Co) 89/02/28 Docu- 
ment Control Branch (Documonl Conirol Desk) I7pp 48779 001 48770 017. 


-69Q3230275 ‘ Documented Rcqijosi for Action Unit 1 1962 RCS Primary Cold Hydro 
sialic Tesl" 

GARDE, B P Cilizens Association for Sound Energy GARDE, 0 P Garde, BP 89/03/ 
13 16pp 49028 005-49028 010 

8903220276 Responds to BS0214 re-quest re review ol Tech Spec 7 1 Advises that util 
will develop program to monitor arfdl fahguo significant transients m accordance w/ 
industry guidance to assure cyclic stress timils are not exceeded 
CAHILl.WJ TU Electric (formerly Texas Utilities Generalmg Co) 89/03/15 Docu 
ment Control Branch (Document Control Desk) 2pp 46007 114-49007 1 15 

8903220284 Forwards Rov 2 to ER-MEOI, "RCS Cold Hydrostatic Test Rapt," for In 
corporation into original repl submiUod w/ 800617 Itr 

CAHILL,WJ TU Electric (formerly Texas Ulililios Generating Co) 89/03/15 Docu 
mont Co-r^trol Branch (Document Control Desk) 2pp 49007 104 49G07 209 

-8903220291 Rev 2 to "RCS Cotd Hydroslalic Tesl Rept ’* 

SKAGgS.M TU Eloctric (formerly Texas Utilities Generating Co ) ER-MEOt R02 09/ 
02/24 1 4pp. -4 9007 196-49007 209 

8903230336 Forwards addi info re FSAR Chapter 8 review .per 890216 request 
CAHllL.WJ TU Eloctric (formerly Texas Utilities Generating Co) 69/03/17 Docu 
ment Control Branch (Document Control Desk) 4pp 49030 069 49030 072 

8903230338 Rosponds to Special Prolocls Licensing Branch 061116 request for addI 
info re FSAR Sections 113 8 1A(6) re ir^ place testing of HEPA & charcoal filters (fol 
lowing painting, fire or chemical roloase) 

CAHILL, WJ TU Electric (formarly Texas Ulililios Generating Co) 60/03/17 Docu 
ment Control Branch (Documonl Control Desk) 3pp 4904B 189-49048 lot 

8903230341 Submits addi info re SPLB FSAR Section 85 & 1A(B) review, per 881106 
request In place testing of HEPA &. charcoal filters foilowing painting, fire or chemical 
release discussed 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 09/03/17 Docu 
mont Control Branch (Document Control Desk) 3pp 49039073 40039075 


8903210461 Forwards advanced future FSAR amend consisting of marked up FSAR 
pagQ8,providing update to doscripllon of toxic chemicals at plants 
CAHILC.WJ *nJ Electric (formerly Texas Ulililies Generalmg Co) 89/03/01. Docu 
menl Conirol Branch (Document Conirol Desk) 12pp 48984 016 4B9B4 027 

8903030210 Fonvards Rev 0 to "Offsite Dose Calculation Manual for TU Electric Co- 
mancho Peak Slonm Electric Station " Rev Incorporates procedural details from radio 
logical effluent Tech Specs 

CAHILL, WJ TU Electric (formerly Texes UlilitiQs Generating Co) 09/03/02 Docu- 
ment Control Branch (Document Control Desk) 2pp 4D693 001-40693 194 

-8603030219 Rev 0 lo "Offsilo Dose Calculation Manual for TU Eloctric Comanche 
Peak Sfoam Electric Station 

• TU Electric (formerly Texas Ulllilles Generating Co) 00/03/31 250pp 4860 3 003 
48693 194 


8903130139 Forwards Rev 2 to "Inservice Tostmg Program Plan for Pumps & Valves " 
Rov Incorporates or provides clarification in response lo NRC 850B06 safety evalua- 
tion 

CAHILL, W J TU Electric (formerly Texas Utlllllos Generating Co ) 89/03/03 Docu- 
ment Control Branch (Document Control Desk) 2pp 48819 001 4BB19 150 

-8903130151 Rev 2 lo "Inservice Testing Program Plan for Pumps & Valvos" 

• Texas UlihliGS Co 08/12/09 161pp 40019 003-48819 150. 


8903200223 Forwards communications ropts associatad w/corrocUve action programs 
for plant independont assossmehl program phases 

WILLIAMS.NH Citizens Association for Sound Energy 89/03/06 ELLISJ CYGNA 
Energy Services. 16pp 48969 246 4B959 261 


8903 IS0 195 Forwards util response lo NRC questions re plant FSAR, Chapter 1? 
CAHILL, WJ TU Eloctric (formerly Texas Ulililios Generating Co ) 09/03/08, Docu 
ment Control Branch (Document Conirol Desk) 7pp 48058 100 4805B 205 


8903170268 Forwards Info on primary plant ventilation sys nogative pressure 
requirements .per recent discussion on util intent to meet PSAR & FSAR iiconslng 
commlfments 

CAHILL, WJ TU Electric (formerly Texas Ulililios Generating Co) 89/03/10 Docu- 
ment Control Branch (Document Conirol Desk) 4pp 40000 308 48900 309 

8903210195 Forwards proposed changes lo Tech Spec for plant & revised figures for 
heatup & cooldown limit curves & PORV setpoints for overpressure mitigation curves 
CAHILL.WJ TU Eloctric (formerly Texas Ulililios Generating Co) 89/03/13 Docu 
mont Conirol Branch (Documenl Control Desk) 9pp 48900 341-40990 349 

8903220023 Roquosls exemption from App J Type C leak rate tosling roquiremonis for 
penetrations MS-1 through 4 (conlainment recirculation sump supply lo RHR pumps & 
containment spray pumps) 

GAHILL.WJ. TU Electric (tormorly Texas Utilities Generating Co) 89/03/13 Docu 
ment Control Branch (Document Control Oosk) 3pp 40005*329 49005 331 

6903220166 Forwards •'Technical Evaluation of Comancho Peak Steam Eloctric Station 
1902 Hydro Tost & ASME Section XI VT 2 Tost." 

ELLIS J Citizens Association for Sound Energy 89/03/13 MURLEY.T Office of Nu- 
clear Reactor Rogulallon, Director (Post 870411) 2pp 40004 325 49004 345 

-8903220195 "Technical Evaluation ol Comancho Peak Steam Electric Slalion 1902 
Hydro Test & ASMS Sectfon Xf VT-2 Tesl *' 

DOYLE, J Cilizens Association for Sound Energy 89/03/13 tSpp 40004 327- 
49004 345 


8903230090 Notification ol 890317 meeting w/utll in Da1la5,TX to review room & area 
turnover8,includin9 util commllmonls for turnover Insps & when lurnovor from const to 
opera Irons wril lake place 

WABNICK.R F Assislam Director for Inspection Programs. 09/03/13 Assistant Direc- 
tor lor Inspection Programs 4pp 49029*1 63-48029 166, 

8903230272 Submits first formal request for NRC action re Unit 1 1902 RCS primary 
cold hydrostatic test, per 800630 joint stipulation among CASE, util & NRC Documenlod 
request for action end 

Ellis, J Citizens Association for Sound Energy. 89/03/13 MURLEY.T Office ol Nu 
clear Reactor Regulation, Director (Post 870411) 4pp 49026 001 49028,019, 


69D32400 23 Forwards propriotaiy WCAP 12171 8 nonproprlolary WCAP-12172, "Eval- 
uation of Thornnal Stralificallon of Surgo Lina for Comancho Peak UnU I Presonla 
lion Overheads lor 899221 Util/NRC Meeting" WCAP 12171 withhold (rol 
10CFH2 790) 

CAHILL.WJ TU Etoctfic (former^ Texas Ulililm Gonerallng Co) BQ/03/17 Docu 
mont Conirol Branch (Documonl Control Desk) 2pp 49044 301i 49045 957 

-8003240026 Requests that pfoprietary WCAP-12171, "Evaluation of Thermal Slralifica 
lion of Surgo Lino 8 RHR Linos for Comanche Peak Unit t.PrasenlalLon Overheads 
for 000221 Util/NRC Meeting," bo withhold from public disclosure (rol 10CFR2 780) 
WIESEMANN,R A Wostinghouso Electric Corp 00/03/07 MURLEY.T Office of Nu 
ctoar RoactOf Regulation, Director (Post 070411) lOpp 49044 303-49044 312 

-8903240030 Nonpropnot&ry "Evaluation ol Thermal St raid tea lion of Surgo Lino & RHR 
Linos for Comancho Peak Unit 1 - Prosantalion Ovorhoads for Q90221 TU Eloclric/ 
NRC Mooting " 

CHANG,KC, COSLOW.BJ. DAMFORD.WH Weslinghouso Electric Corp WCAP 
12172,80/03/31 105pp 49044 313 49015 057 

090 3270271 Forwards for roviow.linal draft Tech Specs far Unit 1 & requests cortifica 
tion by 090414 that final draft occuratoly reflects as built plant & FSAR 
GRIMES.CI Comancha Peak Project Division 69/03/17 CAHILL.WJ. TU Eloctric 
(formorly Texas Uhlilios Generating Co) 224pp 49051 189 40052 185, 

8903180296 (3lonarlc Ltr 89 02 to all holders of OLs & CPs for nuclear power roactors ro 
acllons lo Improve dotoction of counterfeit & fraudulontly marketed products Sve list 
end 

VARGA, S A Associate Director for Projecla (Post 870411) 09/03/21 Consolidated 
Edison Co of Now York. Inc 57pp. 40960 001 40060 057. 


E. NRC Safety Evaluation Report (SER), supple & correspond once 

0902240182 Forwards "Teal Repl Demonslrallon of 1 E lo Non IE tsolallon lor RS 232C 
Sorial Data Pert," por &SER 12 Appendod to end teal rept aro Rev 2 to provlously 
aubmitted lest procedure 8t supporting documontation. 

QECK.JW., CAHILL.WJ TU Elocinc (formerly Texas Ulililios Gonorallng Co) 89/02/ 
17 Documonl Control Branch (Documonl Control Desk) ip 48579 004 40579 130 

-8902240278 Rov 1 lo "Tesl Ropt Demonstration of IE to Non IE Isolation for RS 232C 
Sorial Data Port *’ 

• Whillaker Corp Tn8822 ROt 80/01/11 49pp. 48579,085-40570 130 


F. Security, medical, emergency & fire proleclion plans 

6902200294 RevSsod omergency plan implomenling pro cod uros .including Rev 0 to EPP 
902, "Emergency Preparedness Train! ng/D nils & Exorclsas," Rov 9 lo EPP 304, "Pro 
tocUve Action Guides" & Rov 4 lo EPP-20 1 W/000220 Hr 

CAH1LL.WJ. WQODLAN.DR TU Eloctric (formerly Texas Ulililios Gonorallng Co) 
00/02/20 61pp 40633 330-4B634 035 


8903030192 Forwards NRC commonts on plant omorgency action tovol & classification 
schoma conlain<Jd in Rev 10 to omorgoncy plan & Pfocaduro EPP 201 Several dilfor- 
oncos notnd betwoen implamontatlon procedure & App 1 to NUREG 0654. 

GRIMES.CI Comanche peak Projecl Division 89/02/21. CAHILL.WJ. TU Eleclrlc 
(lormerly Texas Utilities Qoneraling Co ) 17pp 4B6D4 233-40694 250. 

8903000040 Responds to NRC concerns re Rove 9 & 10 to plant omergoncy plan & 
related unresolved action Items, per 600123 meeting Shill auporvlsor responsible lor 
emergency direclion & control until roliovsd.per Table 1 1 ol omorgency plan. 
CAHILUWJ TU EloGlrit (formerly Taxas Ulllitles Goneralinn Co), 09/02/27. Docu- 
ment Control Branch (Document Conirol Desk) 10pp. 4B735 253 40735,262. 

8903060083 Provides clardication re use of ASTM E-1 10 tomp limit fire teat acceptance 
criteria (or unexposed surfaces of non-load bearing walls & partitions Util applies 
ASTM E-1 19 using listed lemp limit acceplance criteria for non bearing walls 
CAHILL.WJ. TU Etgctnc ((ormerly Texas Ulilitles Qoneraling Co). 69/02/27 Docu- 
ment Conirol Granch (Document uontrot Desk). 3pp. 4 8700' 358-48700 300. 
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8903060132 Notjficat'ion of 690310 rriGGIing w/ulil m Glen RoseJX lo discuss EPP-201, 
"Emarfloncy Ac lion Levels “ 

WILSON JH Comfincho Peak Piojaci Division 89/02/27 GRIMES, Cl Comanche 
Peak Project Division *lpp 48736 131-48736 134 


0 Adjudicalory correapondence 


S61205022B Molion to compel answers to CASE 860915 17 discovery requests (Sets 3- 
7) ra adequacy of Comanche Peak response team program plan W/Cerlificate of Sve 
GARDE, B P Citizens Association tor Sound Energy GARDE.BP Trial Lawyers lor 
Public Justice. PC //4(i6 1728 66/11/28 Atomic Safety a ad Licensing Board Panel 
40pp 38835 286-38635 326 

6903170027 Ack recoipl of inquiries from Ole of General Counsel re disposition of 
881215 kling of SM Kohn as counsel for J Macklal Any appropriate action should bo 
taken by Commission Certificate of Sve end Served on 890309 
QLOCH.PB Atomic Safety and Licensing Board Panel //IBQ 8248 89/02/08 
CHILK.S J Office of the Secretary of Iho Commission 7pp 4881 1 102 40811 108 

8903230019 Advises that JJ Macktal 881215 malion for timiled Intervention & 881230 
molion for reconsideration of CLf-8B-12 may bo dispositioned by Commission or re 
terred to ASU0 W/CertificalQ of Sve Served on 8903 1 5 

CHILK.S J Ofiico of the Secretary of the Commisston #169 8268 09/03/15 Atomic 
Safely and licensing Board Panel 7pp 48889 070-48809 076 


M Antitrust correspondence 

6903210284 SuppI to comments & reply comments of Cap Rock Electric 
Cooperative, Inc fnfo re util need for antilrusl review at OL stage one! 

ADRAGNAJ M Cap Rock Electric Cooperative, Inc ADRAGNA.JM Miller, Belis fi 
O'Neil 89/03/10 9lpp 43989 255-48989 345 


Q, Inspection reports* IE Bulletins & correspondence 

6902230585 Submits revs to responses to NRC Design Validation Program inspsC^en 
items re civil /structural Issues completed Mechanical/ fluid sys issues, except for r 33 
& F'37,will bo completed by 890626 

CAHILUW J , WALKER, R D TU EfeGtric (formerly Texas Utirilies Generating Co ) 89/ 
02/15 Document Control Branch (Document Control Desk) 2pp 48555 105 
46555 196 

690224Q196 Provides final responso to NRC Bulletin 66 061, "Defects in Wostinhouso 
Circuit Breakers” Alignment chock specified in 67t201 submittal salisfaclonly per- 
formed during installation of replace irtont pole shaft fn breakers 
CAHILL, WJ TU Electric (formerly Texas Utililies Generating Co) 89/02/17 Docu 
ment Control Branch (Document Control Desk) 3pp 48583 348-49583 350 

8903020322 Forwards lnsj> Repts 50 445/89 03 & 50-446/89 03 on 890111- 0207 & 
notice of violation 

WARNICK,R F Assistant Diraclor for Inspection Programs. 89/02/22 CAHILL.WJ 
TU Eleclnc (formerly Texas Utilities Generating Co ) 6pp 48673 314-48673 337 

-8903020327 Notice of violation from insp on 890111-0207 Violation noted wrong pro- 
cedure followed re required evaluatron for reporiability of each deficiency found In 
design & const of plant No evidence of such evaluations being performed found 
WARNICK.RF Asslstanl Director for Inspection Programs 89/02/22 2pp 
48673 320-48673 321 

-B903020329 Insp RepIS 50 445/69-03 & 50 446/89 03 on 090111-0207 VIofallonS 
noted Major areas Inspocled resident safety insp of applicant actions on previous insp 
findings.uso of clarification memo S package closure review 
HAL^CJ, LIVERM-CRE.H H Office of Nuclear Reactor Rogulation, Director (Post 
070411). 89/02/22 16pp 48673.322-48673 337. 

8903010041 Forwards Insp Repis 50 445/89 05 & 50-446/89 05 on 890111-0207 No 
viofallons or deviations noted 

WARNICK.RF. Assistant Director for Inspeclion Programs 89/02/23 CAHILL.WJ 
TU Eleclnc (formerly Texas Ulilities Generating Co ) 4pp 40643 271-40843 291. 

-6903010051 Insp Repts 50-445/89-05 & 50-446/89 05 on 890 11 1-0207 No violalions 
noted Major areas Inspected applicant actions on previous insp (fndin98,follovir up on 
viola tions/doviatl on s, action on fOCFRSO 55{e) deficiencies & plant tours 
RUNYAN. M F.. LIVERWORE.H H Office of Nuclear Reader Regulation, Director (Post 
870411) 89/02/23 17pp. 4B643 276-48043 291. 

8902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-Jackson 
Design ” Sve list end 

ROSSI,CE Dwisloji of Operational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York, fno 106pp 46572 043 4S572 148 

S9D3080090 Responds to NRC 890125 Itr ra violations noted fn Insp Repts 59-44S/8B- 
82 & 50 446/ea 76 Corrective actions. DCA 648.Rav 6 issued on 890207 to correct as- 
bulfl wefd sizes shown & sample of 16 other DCAs reviewed 

CAHILL, W.J. TU ElecUfc (formerly Texas Utilities Gerveraling Co) 89/02/24 Docu- 
ment Control Branch (Document Control Desk) 3pp. 48767 358-48767.360. 

8902210351 SuppI 1 10 NRC Into Notice 08 073, "Direction Dependent Leak Character- 
istics of Containment Purges Valves.” Sve list eric I 

ROSS1,C E Division of Operational Events Assessment (Post 870411) 69/02/27 
Consolidated Edison Co of New York, Inc 102pp. 485B9.001-48589‘1 10, 

8902210594 NRC fnfo Notice 89 021, "Changes in Performance Characteristics of 
Molded-Case Circuit Breakers ” Sve list end 

ROSSI, CE. Division of Operational Evenis Assessment (Post 870411) 09/02/27 
Consolidated Edison Co of New York, Inc 104pp 48578 032 48578:137 

8903080534 Provides addi response re violatlorts noted fn Insp Repl 60-445/88-71 Cor- 
rective actions taken test program completed to provide data for evaluation of swing 
angle Interference Impact on other structural configuration 

MWSHALI.JS TU Electric (loimerly Texas Utilities Generating CoJ. 69/02/28. Doc- 
umeni Control Branch (Document Control Desk) 2pp 48741 359-48741:360 


8903090036 Discussos expiration of CP CPPR-126 & forwards notico of violaiion Involv 
ing failure to submit timely appitcatton for extension of permit 

CRUTCH FIELD.D Associate Director for Special Projocls (Post 890101) 89/02/28 
CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 4pp 48801 034 
48801 039 

-8903090040 Notice of violation from discussions on 860120 Violation noted applicant 
failed to file tirnoty request for extension of GPPR 126.pOf 10CFR2 109 
CRUTCHFIELD.D Associate Director for Special Projects (Post 890101) 89/02/20 
2pp 48801 036-40801 039 

89030903S9 Forwards Insp Repis 50 445/09 06 & 50 446/09 06 on 090111-0207 & 
notico of violation 

WARNICK.RF Assistant Director for Inspection Programs 89/02/28 CAHILL.WJ 
TU Electric (formerly Texas Utilities Generating Co ) 6pp 48783 096 48783 127 

-8903090363 Notice of violation from insp on 8901 1 1-0207 Violation noted unauthorized 
work or inadequate insp by QC resulted in pipe support deviating from design docu- 
mentation roquiroments 

WARNICK.R F Assistant Director for Inspeclion Programs 89/02/28 2pp 
48783 102-48783 103 

-8903090367 Insp Repis 50 445/09 06 & 50 446/89 06 on 890111 0207 Violations 
noted Major areas Inspected applicant actions on previous Insp findings, followup on 
vrolations/deviations.mgt meetings & corrective action program 
LIVERMORe,HH Olfice of Nuclear Reactor Regulation, Director (Post 870411) 09/ 
02/28 24 pp 48783 104 40703 127 

8903090469 Forwards Insp Repts 50-445/09-02 & 50 446/89 02 on 890111- 0207 No 
nolico of violation being issued since action had been taken to correct & prevent vio- 
lation 

WARNICK.RF Assistant Oireclor for Inspection Programs 89/03/01 CAHILL.WJ 
TU Electric (formerly Texas Utilities Generating Co ) 6pp 48807 274 48807 300 

-8903090472 Safely Insp Repis 50 445/89 02 & 50 446/09 02 on 890111- 0207 No 
significant weaknesses noted Major aroas inspected actions on previous rnsp 
(jndings.ft>llowup on violations/ deviations, NRC bullolins & maint program Implemonta 
lion 

BITTER, S D , BURRIS.SP , WIEBEJ S Office of Nuclear Reactor Regulation, Director 
(Post 870411) 89/02/28 21pp 48807 280 40007 300 

8903130521 Forwards fnsp Repts 50 445/89 04 & 50-446/89 04 on 090111-0207 No 
violations or deviations nofed 

WARNICK.R F Assistant Director for Inspection Programs 89/03/01 CAHILL, W J 
TU Electric (formerly Texas Utilities Generating Co ) 4pp 48820 260-48B20 30J 

-8903130531 Insp Roots 50 445/89 04 & 50 446/69-04 on 090111 0207 No Violations 
or deviations noted Major areas inspected, applicant actions on previous Insp 
findings, followup on viofalions/devialions & action on SO 55(e) deficiencies 
LATTA.RM, LIVERMORE.H H Assistant Director for Inspection Programs 89/03/01. 
lepp 48620 264-46020 201 

-6903130542 Rov 0 to project technical rept, "Application of Kapton Cable Insulation " 
HILAMAN.S , KHANNA.K N , PARKER, WJ S(one & Webster Engineoring Corp PTR- 
04 ROO 89/02/09 22pp 48820 262-40620 303 

8903140069 Forwards Insp Repts 50 445/89 01 & 50 446/89 01 on 890111- 0207 No 
violations or deviations noted 

WARNICK.RF Assistant Director for Inspeclion Programs 89/03/02 CAHILL.WJ 
TU Ejeclfic (formerly Texas UtilitlGS Generating Co ) 4pp 48054 237-48854 255 

-8903140075 Safety insp Repis 50 445/89 01 & 50-446/89 01 on 090111- 0207 No 
violations or deviations noted.Major areas inspected actions on previous insp 
findin9S,followup on viofalions/devations & const deficiency repts 
PHILL IPS, HS. LIVERMORE, H.H. Office of Nuclear Reactor Regulation. Oireclor (Post 
870411) 89/03/02 16pp. 4aB54’24 1-40854 255 

8902270158 NRC info Notice 89 022, "Questionable Certification of Fasteners ” Sve list 
end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411} 89/03/03. 
Consolidaled Edison Co of New York, fnc 105pp. 48732 001-46732 100 

8902280104 NRC Info NoUca 89-023, "Environ Qualificalion of Lillon-Veam CIR Senes 
Electrical Connectors " Sve fist end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, fnc 106pp 48723 03B-48723 143 

8903130341 Informs that schedule submitted to NRC in B50715 Ur consistent w/lurbine 
vendor recommendations for turbine disk Insps Prior to exceeding 25,000 operating 
hour5.both low pressure & turbine rotors will be inspected volumetricalty 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co) 89/03/03 Docu- 
ment Control Branch (Document Control Desk) 2pp 48821 347-48821 '348 

8902280162 NRC Info Notice 89 024, "Nuclear Criticality Safely " Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post B70729) 
89/03/06, Consolidated Edison Co of New York, Inc 96pp 48700 2 5 2-4 8700 ’34 6. 

8903010207 NRC Info Nolice 89-026, "Instrument Air Supply to Safely- Related Equip- 
ment *' Sve list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co. of New York, Inc 105pp 48741 053-48741.1 58. 

8903020165 NRC Info Notice 89-027. "Limitations on Use of Waste Forms & High In- 
tegrity Containers for Disposal of Low Level Radwaste " Sve list end 
GREEVES,J,T Division of Low Level Waste Management & Decommissioning (Post 
870413) 89/03/08. Consolidated Edison Co of Kew York, Inc 117pp 48798,114- 
46796 231, 

B9C 3200230 Advfses that schedule for completion of evaluations required by NRC Bulle- 
tin 86-004 re potential safety related pump loss extended until 890426 
WOODLAN,D fl , CAHILL,W.J TU ^eclrlc (formerly Texas Utilities Generating Co ) 
B9/03/13. Document Control Branch (Document Control Desk) 2pp 48964 052- 
4B064 053 
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8903230090 Notificalion of 890317 meeting w/ulil m Dallas, TX to review room & area 
turn overs .including uli) commilmonls for turnover msps & when turnover from const to 
operations will take place 

WARNICK.R F Assislanl Oirector for Inspection Programs 89/03/13 Assislant Direc- 
tor for Inspection Programs 4pp 49020 153 40029 166 

8903080372 NRG fnfo Notice 89 028, “Weight & Ctr of Gravity Discrepancies for Copes 
Vulcan Air Operated Valves “ Svc list encT 

ROSSI, CE Division of Operational Events Assessment (Posl 8704 11) 89/03/ f 4 
Consolidaled Edison Co of New York, Inc 107pp 46895 001-48895 109 

8903230045 Forwards Insp Repls 50 445/89-10 & 50 446/89-10 on 890208 0307 No 
violations or doviations noted, 

WARNICK.RF Assislant DirocTor for Inspection Programs 89/03/14 CAHILUWJ 
TU Electric (formerly Texas Ulilitles Generating Co) 4pp 49030 097-49030 110 

-8903230066 Insp Repls 50 445/69 10 & 50 446/89 10 on 890200 0307 No vmlaltons 
or deviations noted, Maier aroas Inspected applicant actions on previous insp 
findings, design changes & mods & engineering functional evaluation 
HAUE.CJ, LIVERMORE.HH Oflico ol Nuclear RGactor Regulation, Director (Post 
870411) 89/03/14 tOpp 49030 101-49030 110 

8903090021 NRC Into NoHce 09-029, “Potential Failure of ASEA Brown Boved Circuit 
Breakers During Seismic Event Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/15 
Consolidated Edison Co of New York. Inc tOGpp 48670 053 48070 169 

8903090133 NRC Info Notice 69-030. “High Temp Environs at Nuclear Power Plants “ 
Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Posl 870411) 89/03/15 
Consolidated Edison Co of Now York, Inc 106pp. 4B895 1 10-40895 215 

8903220356 Forwards revised response to Unresolved Item 50 445/80 24-U 03 to pro- 
vide required clarification & rolled laiosl rev & transmittals ot assoclateci Engineering 
Rept ER ME 01, “Roador Coolant Sys Cold Hydrostatic *' 

CAHIUUW J TU Electric (formerly Texas Ulilillos Generating Co) 89/03/16 Docu 
manl Control Branch (Document Control Desk) 5pp 49Q20 170 49020 174 

6903230054 Forwards tnsp Repts 60-445/60 08 S 50 446/69 00 on 690206-0307 No 
violations or deviations noted 

WARNICK.RF Assistant Director for Inspection Programs 89/03/15 CAHILL, WJ 
TU Electric (formerly Texas Ulitities Gonorallng Co) 4pp 49030 166 49030 176 

-B90323D069 Insp Repts 50 445/89 00 & 50 446/06-08 on 800208-0307 No violations 
noted Major areas inspected applicants action on NRC bullQlins,1DCFR50,55(o) defi- 
ciency rept & followup on auxiliary feedwator pump motor violations 
PHILLIPS, H S Oflico o! Nuclear Reactor Ronulalion, Director (Post 670411) 69/03/ 
15 9pp 49030 170-40030 176 

8903200199 Responds to NBC 890222 Itr re viofations noted In Insp Repls 60 445/89 
03 & 60 446/80-78 Corrodive actions Procedure AAP-16 1 revised to require that non- 
conformance repts be Initiated for deficiencies Idenlllied 

CAHILL, W J TU Electric (formerly Texas UliHtios Generating Co ) 69/03/21 Docu- 
ment Control Branch (Document Control Desk). 3pp 49074 148 49074 160 

6903160427 NRC Info Notice 80 031, "Swelling & Cracking of Hafnium Control Rods" 
Svc kat end 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 69/03/22 
Consolidated Edison Co of New York, Inc 102pp 40986 001-48986.103 

8903170419 NRC Info Notice 80 032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys “ Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411). 89/03/23 
Consolidated Edison Co of Now York. Inc 104pp 4Q902 044 48902 147 


S. Reportable occurrences, LERs 6, related correspondence 

6903010240 Supplemental Deflcioncy Ropt GP-OO-sg re valve position Indication on 
RHR HX outlet valve Initially foportod on 881221 Util wilt modify passive valve features 
In Westinghouse design Item not reportable per 10CFR2t 

CAHILUWJ TU Electric (formerly Texas Ulikties Generating Co) 69/02/13 Docu- 
ment Control Branch (Document Control Desk) 2pp 40822 0u3 46822 004 

6903010254 Interim Deficiency Ropt CP 86 41 ro evaluation of effocl of small break 
LOCA during Mode 4 opera lion Inilially reported on 860528 Wostinghouso Owners 
Group will determine failure rate of largo piping for Modes 3 & 4 Noxt ropt by 890814 
CAHILUWJ. TU Electric (formerly Texas Utilllios Generating Co) 89/02/13 Docu 
men! Control Branch (Documont Control Desk) Ip 48647 184-48647 164. 

8903010270 Supplemental Deficiency Rept CP-BO-IQ re containment spray ays chemical 
additive tank Identified as being ctoslgnod & fabricated from mall not providing speci- 
fied design life Initially reportooon 8801 19 Lab teets conducted 
BECK.Jw TU Electric (formerly Texas Utilities Gonorallng Co) 89/01/11 Document 
Control Branch (Document Control Desk). 2pp 48644 071-48644 072 

8903010281 Final Deficiency Rept CP 86-43 re instrument installation Initially reported 
on 881221 Util determined Issue not reportable under 10CFR60 55(e). 

WOODLAN.D R TU Electric (formerly Texas Utilities Generating Co) 69/02/13 Doc- 
ument Control Branch (Document Control Desk) 2pp, 40644 03B 46644*037 

6903030497 Supplemental Deficiency Rept CP-B5-27 re seismic gap Inltialty reported 
on 851217 Corrective actions rescheduled lor completion by 800426 
CAHILL.WJ TU Electric (formerly Texas Utilities Qanerallng CoJ, 89/02/23 Docu- 
ment Control Branch (Document Control Desk) Ip 49690 350 40690 350 

690308017B Supplemonlol & Interim Dsflciency Rept CP-80-34 re RHR HX supporl 
design Initially reported on 861006 Closure of documentalion for Unit 1 RHR HX sup- 
port mods not complete Noxt ropt will be submitted by 890517 
CAHILUWJ TU Eleclric (formerly Texas UUlitios Gonerating Co) 89/02/24 Docu- 
ment Control Branch (Document Control Oosk) Ip 40736*261-40739 261 

6903060218 Interim Dellclency Rept CP -08-40 re NPS Industries, Inc (NPS) away strut 
design Initially reported on 890103 NPS requested to evaluate potential for violation of 
sway strut specified degree of freedom, Next rept will be submitted by 090505 
CAHILL.W J TU Electric (formerly Texas Utilities Generating Co ). 89/02/24 Docu- 
ment Control Branch (Document Control Desk) 2pp 4B740 l5l 4S740 122 


6903070044 Part 21 & InlorIm Deficiency Rept CP 89 002 re IMO Dolava! fuel Inieclion 
pump Initially reporlod on 8901 25 Spare pumps m warehouse wJI bo disassembled & 
oxaminod Next rept will bo submitted by 690531 

CAHILL.W J TU Electric (formerly Texas Utilities Generating Co) 89/02/24 Docu- 
ment Control Brartch (Document Control Desk) 2pp 4 0763" 180-48763 101 

8903080100 Interim Deficiertcy Rept CP 60 26 re cracks m intorndl racfii & wall thickness 
undersize m tube steel utilized for pipe supports Initially reDorlod on 880314 Metalluri- 

S cat oxam & losling of lube steel comploto Next rept sen,t by 800327 
AHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 69/02/27 Docu- 
ment Control Branch (Documonl Control Desk) Ip 4 8736 109-48736 109 

6903090018 Supplemental Deficiency Rept CP 87.127 re overstresssd platform & sup- 

E ort structure aeslgn Initially reported on 860 10 6 Corrective action comptetion dale for 
Fnil 1 rescheduled So 69073 1 Unti 2 schodula unchanged 
CAHILL.W J, MARSHALL.JS TU Electric (formerly Texas Utilitios Generating Co) 
89/02/28 Documonl Control Branch (Document Control Desk) ip 48780 009- 

48780009 

8903100516 Interim Deficiency Rept CP 86 46 re adequacy ot nonconformance rept 
dispositions Initiallly reported on 860615 Evaluation continuing Submission ot nexl rept 
by 890426 anticipated 

CAHILLWJ. MARSHALL.JS TU Electric (formerly Texas UtililiQs Genaraling Co) 
09/02/28 Document Control Branch (Documonl Conlrol Desk) ip 4B8t0 017- 

49B10017 

8903140028 Supplomental Deficiency Rapt CP-69 021 re olfocl of thormotag on derat- 
ing factors Initially reported on 871223 Unit t corrective actions rescheduled for com 
plelion by 890226 Schedule for Unit 2 remains unchanged 

CAHILL,WJ, MARSHALL.JS TU Electric (formerly Texas Ulilities Geno/ating Co) 
89/02/28 Oocumanl Conlrol Branch (Document Control Desk) Ip 48Q<ia215 

46B48 215 

6903090127 Supplemental Dolicloncy Rept CP 65 052 ro cable tray hangor rovorifica- 
tion program Initially roporled on 851220 Estimated completion date for mods re- 

g uired as result of validation/ Insp of cable (ray hangers changed lo 800721 
AHILL.WJ TU Eloclric (formerly Toxos Utilities Goneraling Co) 89/03/01 Docu- 
ment Control Branch (Documonl Cortlrol Desk), Ip 40784 070 48784 070 

8903090131 Supplemental Deficiency Rept CP-Be 53 ro seismic design of 

conduits Initially reported on 861021 Complotlor date tor Unit t corrective actions re- 
scheduled for 090631 Schedule for Unit 2 unchanged 

CAHILL.W J TU Electric (formerly Texas Utilities Generating Co) 89/03/01 Docu 
iTiont Conlrol Branch (Document Control Desk) Ip 48704 069-48704 009 

69Q30901BO Supplemonlal Deficiency Ropt CP-85‘50 re cable tray too fillings Inlilally ro- 

; }orled on 071 130 Engineering evaluation discussed (n TXX-8BB08 continuing & identi- 
led need for field mods Mods scheduled for complolion by 690530 
CAHILLWJ TU Electric (formerly Texas UlitillDS Genorating Co) 89/03/01 Docu- 
ment Conlrol Branch (Document Conlrol Desk) Ip 48760 166-48700*165 

6903090169 Supplemental Deficiency Rept CP 88-27 re quality code downgrade of 
Weslinghouso 7300 sys printed circuit cards Replacement of cards ongoing for Unit 
1 Now ealimatod completion schedule will bo addrossaad In 600426 rept, 

CAHILL.W J TU Electric (formerly Texas Utllillos Gonoralmg Co) 69/03/01 Docu- 
ment Conlrol Branch (Document Conlrol Desk) Ip 48780 04/.48700047. 

8903090200 Supptomenlal Deficiency Ropt CP 67-131 tg sloam oonsralof cubicle sloe) 
platform framing & prossunzer support slab Initially reported on B81005 AddI analysis 
on prossunzer surge tino completed Next rept will bo submitted by 89D42Q 
CAHILL.W J TU electric (formerly Texas UIiIiIIqs Genarating Co) 69/03/01 Docu 
mont Conlrol Branch (Document Conlrol Desk) tp, 48780 066.48780068 

8903090270 Supplemental Deficiency Ropi CP-67- 101 ro Class IE cable 
arrangemontlnilielly reported on 8801 1 1 Corrective action concerning nonconfor- 
manco rept documentation rescheduled for completion by 690601 Unit 2 schedule re 
mams unchanged. 

CAHILL.W J. TU Electric (formarly Texas Ulllitios Gonorallng Co). 60/03/01 Docu- 
ment Control Branch (Document Control Desk). Ip 48001*155-48601 155 

8903140S57 Supplemental DofiNency Rept CP-06-29 ro feedwater splil-llow bypass 
valves design mod not incorporated into FSAR Chapter 15 analysis Initially reported 
on 860422. Qualification datos tor valves for holh units slated. 

CAHILL.W J TU Electric (formerly Texas Utilities Generating Co.) 89/03/03. Docu- 
ment Control Branch (Document Control Desk), Ip 46633 323-40633,323 

8903150020 Interim Deficiency Rept CP.06 41 ro W 2 typo colt switches Initially report- 
ed on 881202 Util continuing evaluation of reporlabllity Nexl rept will be submitted by 
890410 

CAHILL.W J TU Electric (formerly Toxas Utilities Generating Co.). 69/03/06. Docu- 
ment Control Branch (Oocument Control Desk), ip 4606 1 '028 46B61 026 

89031 50 S3S Supplementat Daflciency Rept CP-85-054 re discrepancies in supplier pro 
vlded HVAC supporl documents Estimaleci date for completion ol QC Insps of Unit 1 
HVAC supports reschoduled lo 09073 1.Unll 2 schedule remains unchanged 
CAHILL.W J TU Electric (forn^orly Toxas Utilities Generating Co) 09/03/06. Docu 
ment Control Branch (Oocument Control Desk) ip 48850 0-67-4 8859,067 

8903170246 Supplemenlal Deficiency Ropt CP*87‘t20 re containment spray sys 
pH.lniliatly reported on 860106 Reovaluation of Hern ongoing Next repi will be submit- 
ted no later than 090411 Schedule (or Unit 2 remains unchanged 
CAHILL.W J , WOODLAND, DR. TU Eloctrlo (formerly Texas Utilities Genoraling Co.). 
89/03/10 Oocument Control Branch (Documonl Control Desk}. Ip 46894 318* 
40894*318 

8903170255 Supplmenlal Deficiency Rept CR-87-126 re emergency diesel generator 
autostart circuiliy toss of control power Indication Initially reported on 880108 Nexl 
rept will be submitted by 696502, 

CAHILL,W.J. TU Eloolric (formerly Toxas Utilities Generating Co), 89/03/10 Docu- 
ment Conlrol Branch (Documonl Control Desk) ip 46893:216 46893 218 

6903220279 Supplomental Oeficiency Rept CP 66-25 re design ol auxiliary feedwater 
pump turbine control panel which could Impair sys ability to provide omergency Iced- 
water to steam generators Initially reported on 880129 Next ropt by 890524 
WOOOLAN,DR, CAHILL.W J TU Electric (formerly Texas UMitles Genoraling Co) 
89/03/14 Document Control Branch (Document Control Desk) 5pp 40OO4‘O39- 
49004.043 
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S9QS2202G8 Intorim DGliciency Repi CP'88 37 ro dGfoclivo solenoid coil leads Irtilially 
rapofled on 861114 EvaEuaUon to datormine extent o1 deficiency continuing & next 
rapt will bo sui^nmlCed by 8D0-G3Q 

CAHILL, WJ TU Eleclnc (formerly Texas Ulilitios Generating Co) 89/03/15 Docu 
msnt Control Branch (Document Control Desk) Ip 49003 316 49003 316 

B903 230484 Supplementary Deficiency Rept CP-a7-36 re possible excessive current 
damage to annunciator circuitry in printed circuit boards for fire dolection sys initially 
reported on 870715 Changes maoo to drawings to specify use of DIALCO sockets 
CAHILL.WJ TU Electric (formerly Texas Ulifilies Generating Co) B9/03/16 Docu 
manl Conirol Branch (Document Control Desk) Ip 49032063 49032 063 

8903230452 (ntofim Deficiency Rept CP 89 003 ro Gamma^Melncs supplied cable as 
semhiios ior post-accidenl neutron flux monHors Initially reported on 090215 Gamma 
Metrics issued 10CFR2t notification Next rept will be issued by Q90602 
WOODLAN.DR TU Electric (formerly Texas Uftlilies Gonoiating Co ) 89/03/17 Doc* 
umani Contro! Branch (Document Conirol Desk) Ip 49030 140 4B030 140 

8903270329 Inlerim Deficiency Rept CP 89 004 ro rotational parts of auxiliary (eedwater 
flow orifice assembly Initially reported on 890217 Flow testing of auxiliary pump indi 
cates that min flow onfico passing greater flow than design flow 
CAHiLUW J . WALKER, R D TU Etaclric (formerly Texas Utilities Generating Co) 09/ 
03/20 Documen! Conirol Branch (Document Control Desk) Ip 49110 050 
49110 050 

B903270412 Supplemental Deficfency Rept CP'87*03 re Instalfalion of safety related 6 9 
kV switchgear on structural embedments not level Initially reported on 87Q316 Testing 
rescheduled for completion by 890901 for Unil 1 

CAHILL, WJ. TU Efectric (formerly Texas Ulililics Generating Co) 69/03/20 Docu* 
meni Control Branch (Documonl Conlrof Dask) Ip 49110 037-491 10 037 


U. Congresslonal/Execulfve Correspondence 

8903230279 Forwards NRC quarterly status rept -covering fourth quarter of CY88 
ZECH,LW Commission-ers 89/03/09 BEVILL,! l-louse of Rap, Appropnations 
12pp 49029108 49029 119. 


V. Operator Examinations 

8903220159 Generic LIr 09 03 to all power reactor licensees & applicants for OL re op* 
era tor f icon sing nail exam schedule Sve list end 

VARGA, S A Assedale Director for Proiecls (Post 870411) 09/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005001-49005 056 


DOCKET 50*446 COMANCHE PEAK STEAM ELECTRIC STATfON, UNIT 2 


8903150195 Forwards util response to NRG questions re plant FSAR, Chapter 12 
CAHILL.WJ TU Electric (formerly Texas Utilities Goneraling Co) 89/03/00 Docu 
ment Conirol Branch (Document uontfol Desk) 7pp 48058 199 48858 205 

0903170268 Forwards info on primary plant ventilation sys negative pressure 
reqgifomGnts.por recent discussion on util intent to meet PSAR 8 FSAR licensing 
commilments 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/03/10 Docu- 
ment Control Branch (Document Conirol Desk) 4pp 40900 306 48900 309 

0903220023 Requests exemption from App J Typo C teak rate testing requirements for 
penetrations MS 1 through 4 (containment recirculation sump supply to RHR pumps & 
containment spray pumps) 

CAHILL,WJ TU Electric (formerly Texas Utilities Generating Co) 89/03/13 Docu 
ment Control Branch (Document (Control Desk] 3pp 49005 320 40005 331 

8903220284 Forwards Rev 2 to ER ME-01. "RCS Cold Hydrostatic Test Rept," for in 
corporation into original rept submitted w/ 880617 Itr 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/03/15 Docu 
ment Corttrol Branch (Document Corilrol Desk) 2pp 49007 194-49007 209 

“6903220291 Rov 2 to "RCS Cold Hydroalatic Test Repl " 

SKAGGS.M TU Eloclrlc (formerly Texas Ulifitfes Generating Co) ER-ME 01 R02 89/ 
02/24 14pp 49007 196 40007 209 

8903230336 Forwards addi Info re FSAR Chapter S review.per 890216 request 
CAHILL.WJ TU Electric (former^ Texas Utilities Generating Co) 89/03/17 Docu- 
ment Conirol Branch (Document C;ontrol Desk) 4pp 49030 069*49030 072 

8903230338 Responds to Special Projects Licensing Branch 681116 request for addI 
info ro FSAR Sections 11 3 & 1A(Q) re in place testing of HEPA & charcoal filters (fol 
lowing paSnIing Jire or chemical release) 

CAHILLW J TU Electric (formerly Texas Utilities Generating Co ) 89/03/ 1 7 Docu 
ment Control Branch (Document C;ontrol Desk) 3pp 49048 189*40048 191 

800323D341 Submits add) Info re SPLB FSAR Section 65 & 1A(B) review, per 801106 
request In place testing of HEPA & charcoal fillers loflowing painting.fire or chemical 
release discussed. 

CAHILL.WJ TU Eleclnc (formerly Texas Utilities Generating Co) 09/03/17 Docu- 
ment Control Branch (Documonl (Jontrol Desk) 3pp 49030 073*49030 075 

8903160296 Generic Ur 09 02 to all holders of OLs & CPs for nuclear power reactors re 
actions t-o improve detection of counterfoil & fraudulently marketed products Sve list 
end 

VARGA,S.A Associate Director for Projects (Post 870411) 89/03/21 Consolidated 
Edison Co. of New York, Inc. 57pp 40960 001-48960 057. 


A Application /construe (Ion stage documenia & correspondence 

8902240189 Forwards addi info re FSAR review of 3.1 1, per 881116 request 
CAHILL.WJ TU ElecIfJc (formerly Texas Utililios Goneralmg Co) 89/02/17 Docu 
ment Conirol Branch (Document (Jontro) Desk) 1 1pp 4B580 079 48560 089 

8902240200 Forwards request for add! Info re FSAR Chapter 7 issues & Rev 2 to Reg 
Guide 1 97 re manual design laclor for pumps & manual override design conlrof foa 
(uro 

GRIMES, Cl Comanche Peak Project Division 89/02/06 CAHILL, WJ Texas UHliliea 
Co 7pp 46576 269 48576 2S 9 

“8902090324 "ConformancQ t-o Reg Guido 1 97 Comanche Peak *1 /-2/' technical eval- 
uation rept 

UDY.AC EG&G Idaho, Inc (subs of EGSG, Inc) FIN A-6493 EGQ.NTA-8287. 88/ 
12/31 NRG No Detailed Affiliation Given 25pp. 48576 276 46576 299 

8902240208 Forwards request for add! info re FSAR Chapter 8 review Info requested by 
690317 

GRIMES.CI Comanche Peak Projecl Division 89/02/16 CAHILL.WJ, TU Electric 
(formerly Texas Utilities Generating Co ) 5pp 48576 258 48576 262 

0902230575 Discusses stales to resolve rocommenda lions in NUHEQ-1257, "Coman* 
Clio Peak Repl Review Group " Sufficent resources committed to ensure completion 
of Ihreo remaining review group re comm end a lions by mid-1969 
STELLO.V, Ofc of the Executive Director for Operations 89/02/17 ZECH Commis- 
sioners 19pp 48569,248*48569 266 

8903000036 Provides reidsed response to utit 070213 response to certain action items 
& rept on current status of items re operability/ reliability of emergency diesel genera- 
tors Monthly lube oil analysis performed including ferrographic 
CAHILL, W J, Tennessee Valley Aulhonty. 89/02/24. Document Control Branch (Oocu- 
menl Control Desk} 6pp, 4876S.258*4876B'263. 

0903660349 Lists changes to FSAR Table 6 2 4-2 re containment isofalion valve leak- 
rate testing 1o verify compliance w/16CFR50,App J 

CAHILL.WJ. TU dectnc {formerly Texas UUliifes Generating Co). 89/02/26. Docu- 
n> 0 nt Conirol Branch (Document Conirol Desk) 17pp 46779 5oi -46779 017 

0903210461 Forwards advanced future FSAR amend consisting ol marked-up FSAR 
pages,provldir^ update to description of toxic chemicals at plants 
CAHILL, WJ TU Electric (formerly Texas Ulililles Generaling Co) 89/03/01 Docu- 
ment Control Branch (Document Control Desk) 12pp. 48064 01 6-4 8904*027 

8903030216 Forwards Rev 0 (o "Offsite Dose Calculation Manual for TU Electric Co- 
manche Peak Steam Electric Station " Rev incorporates procedural details from radio 
logical effluent Tech Specs 

CAHILL,WJ TU Electric (formerly Texas Utilities Generating Co.). 89/03/02 Docu- 
ment Control Branch (Document Conirol Desk) 2pp. 48693.001*48693 194, 

-•890'3030219 Rev 0 to "Offsite Dose Calculation Manual for TU Eleclno Comanche 
Peak Steam Eleclnc Stallon." 

* TU Electric (formerly Texas Utilities Generating Co) 89/03/31. 250pp 40693 003- 
40893:194. 

0903200223 Forwards communications repts associated w/correclive action programs 
for plant independent assessment pro grain phases 

WILLIAMS, N.H Citizens Association tor Sound Energy 89/03/06 ELLIS,J CYGNA 
Energy Services 16pp 48959 246-48959 261. 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

8902240182 Forwards "Test Repl Demonstration of IE to Non-IE Isofalion for RS-232C 
Serial Data Port," per SSER 12 Appended to end test rept are Rev 2 to previously 
submitted test procedure & supporting documentation. 

BECK.JW, CAHILL, W,J TU Electric (formerly Texas Utilities Generating Co). 89/02/ 
17 Document Control Branch (Document Control Desk) Ip 40579*084 48579 138 

“8902240278 Rev 1 to 'Test Rept Demonstration of IE to Non IE tsofatfon for RS 232C 
Serial Data Port '* 

* WhitlakOf Cofp TR0822 R01. 89/01/11 49pp 48579 085-48579*138 


F. Security, medical, emergency 8 fire protection plans 


6902280294 Revised emergency plan implamanlingprocedures.incfudlng Rev 0 to EPP- 
902, "Emergency Preparedness Training /Drills & Exercises," Rev 9 to EPP-304, "Pro- 
tective Action Guides" & Rev 4 to EPP-201 W/e90220 Itr. 

CAHILL.WJ, WOODLAN,OR TU Electric (formerly Texas Utilities Generating Co). 
89/82/20 61pp 40633.336-48634 035 


0903030192 Forwards NRC comments on plant emergency action level & classification 
scheme contained In Rev 10 to emergency plan & Procedure EPP-201. Severe I differ- 
ences noted between Implementation procedure & App I to NUREG-0654. 

GRIMES.CI Comanche Peak Projecl Division 89/02/21 CAHILL.WJ TU Electric 
(formerly Texas UhlHIes Generating Co ) 1 7pp 4B694 233-40694*250. 

6903060040 Responds to NRC concerns re Revs 9 & 10 to plant emergency plan & 
related unresolved action llem5,pef 890123 meeting. Shift supervisor responsible for 
emergency direction & control until relieved, per Table 1.1 of emergency plan. 

CAHILL, WJ TU Electric (formerly Texas Utilities Generating Co,) 89/02/27 Docu- 
ment Control Branch (Document Control Desk). lOpp 48735 253-48735 262. 

0903060063 Provides clarification re use of ASTM E-119 temp limit fire test acceptance 
criteria for unexposed surfaces ol non load bearing waits & partitions Util applies 
ASTM E-1 10 using listed temp limit acceptance criteria for non-bearing walls. 
CAHILL.WJ TU Electric (formerly Texas UIKities Generating Co.). 89/02/27 Docu- 
ment Control Branch (Oocumant Control Desk) 3pp. 48709 358 48709 360. 


8903060132 Notification of 890310 meeting w/util In Glen Rose.TX to discuss EPp.201, 
"Emerqancy Action Levels." 

WILSC5N,J.H Comanche Peak Project Division. 89/02/27 GRIMES.CI. Comanche 
Peak Project Division. 4pp. 48736 131-48736.134 


Q. Adjudicatory correspondence 

B6120S0226 Motion to compel answers to CASE 860915-17 discovery requests (Sets 3- 
7) fa adequaw of Comanche Peak response team program plan.W/(^rtlficale of Sve. 
GAROE.B.P Citizens Association for Sound Energy GARDE.B.P. Trial Lawyers for 
Public Justice, PC #486 1728, 86/11/28 Atomic Safely and Licensing Board Panel 
40pp 30835 266-30835:326. 

8903170027 Ack receipt of inquiries from Ofc of General Counsel re disposition of 
881215 filing of SM Kohn as counsel for J Macktat Any appropriate action should be 
taken by Commission Certificate of Sve end Served on 890309 
BLOCH, PB Atomic Safety and Licensing Board Panel )|f189 8248 89/02/08 
GHILK.S J. Office of the Secretary of the Commission 7pp. 4681 1*102-48811,106 
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8903230019 Advisos thai JJ Macktal flai2Ki motion tor limilDcl mlervonlion & 661230 
motion (or reconsideration of CLI Bu 12 niny bo disposit toned by Commission or re 
lerred to ASLB W/Certilicale o1 Sve Served on 800315 

CHILK.Svj Office of the Secretary of iho Commission //ISO 0208 69/03/15 Atomic 
Safety and Licensing Board Panel /pp 48689 070 48889 076 


M Anlitruai corrospondertco 

0903210284 Suppf to comments & roply comments ol Cap Rock Electric 
Cooperative, Inc Info re ulit need for anlilrusl review at OL slaqe end 
ADRAGNaJ M Cap Rock Electric, Cooperative, Inc ADRAgna.J M Miller, Balis & 
O’Neil 89/03/10 91 pp 46909 255 4QU09 345 


Q. Inspection reports, IE Butlotlns & correspondcncje 

8902230585 Submits revs to responsos to NRC Design Validation Program inspsOpon 
Items re civil/slructural issues compteled Mochanical/ftuid sys issues, except lor F 33 
& F 37,wili be completed by 890628 

CAHILL.W J , WALKER, R D TU Etoctric (formorty Texas Utilities Generating Co) 89/ 
02/15 Document Control Branch {Document Control Desk) 2pp 48555 195 
40555 t06 

8902240196 Provides final response to NRC Bulletin 66 001, ''Defects m Wcslmhouso 
Circuit Breakers" Aiignmoni cliock specified in B71201 submillol satisfactorily per 
formed during mstallation of roplacomonl polo shaft in breakers 
CAHfLL,WJ TU Elocinc fformorly Texas Utilities Generating Co) 69/02/17 Docu- 
ment Control Brandi (Document Control Desk) 3pp 4D563 348 46563 350 

8903020322 Forwards Insp Repls 50 445/89 03 & 50 446/89 03 on 890111- 0207 & 
notice of violation 

WAHNICK.R F Assistant Director for Inspection Programs 89/02/22 CAHILL,WJ 
TU Electric {formerly Texas Utiltlios Generating Co ) 6pp 46673 314 40673 337 

*-6903020327 Noiico Of violation from Insp on 8901 1 1-0207 Violation noted wrong pro 
cQdure followed re required ovalwntion for roporlabllily of each doltcioncy found in 
design & const ol plant No ovidonce of such evaluations being performed found 
WARNICK.R F, Assistant Diroclor for Inspection Programs 89/02/22 2pp 
48673 320 48673 321 

-6903020329 Insp Repls 50 445/09 03 & 50-446/89 03 on 890111 0207 Violations 
noted Major areas inspected resident safety insp of applicant actions on previous insp 
findings, use of clarification memo & package ctosuro review 
HAL^CJ, LIVERMORE, H H Offico of Nuclear Reactor Regulation, Diroclor (Post 
070411) 89/02/22 16pp 40673 322 40Q73 337 

8903010041 Forwards Insp Ropts 50 445/09-05 & 50 446/89 05 on 8001 1 1 *0207 No 
violations or deviations noted 

VVARNICK,R F Assistant Director for Inspection Programs 09/02/23 CAHILUWJ 
TU Electric {(ormorly Texas Utilities Genoralinq Co ) 4pp 4B643 271*40643 201 

>•6903010051 Insp Ropts 50 445/89 05 & 50 446/89 05 on Q00111 0207 No violations 
noted Major areas Inspocled applicant actions on provkous insn IlnrJmgs, follow up on 
violations /dev lotions, action on 10CFR50 55{f}) dollcionclos & plant tours 
RUNYAN.M F , LIVERMORE.H H Office of Nuclear Reactor Regulatkon, Director <Posl 
870411) 09/02/23 17pp 40643 275-48643 291 

8902170112 NRC Into Notice 69 020, "Weld Failures In Pump of Byron-Jackaon 
DesfflO " Sve f/sl end 

ROSSI,CE Division of Operational Events Assossmont (Post 870411) 99/02/24. 
Consolidated Edison Co of Now York, fnc 106pp 48572 043 40572 148 

090306Q090 Responds to NRC 090125 Itr ro violations r\otod in Insp Ropts 50 446/00 
82 & 50-446/08-78 Corrective actions DCA 5 40, Rev 6 Issued on 890207 to correct as- 
bullt weld sizes shown & sample of 15 other DCAs rovioweU 
CAHiLL,WJ TU Eleclnc (foimorly Texas Utilities Gonoraling Co) 09/02/24 Docu- 
ment Control Branch {Document Control Desk) 3pp 40767 358 40767 360 

8902210351 Suppt 1 to NRC Info Notice 98 073, "Direction-Dependent Loak Character- 
istics of Containment Purge Valves " Sve list enct 

ROSSI, CE Division of Operational Events Assessment {Post 070411) 89/02/27 
Consolidated Edison Co of Now York. Inc 102pp 48509 001-48503 110 

69022 10S64 NRC Into Notico 89 021, "Changes in Performance Characlonsiics ol 
Molded Case Circuit Breakers " Sve list end 

ROSSI, CE Division of Operational Events Assossment (Post 870411). 09/02/27 
Consolidated Edison Co of Now 'York, Inc 104pp 48578 032*48578 137 

8903090369 Forwards Insp Ropts 60 445/89 06 & 50*446/89 06 on 890111-0207 & 
notice of violation 

WARNICK,RF Assistant Director for Inspection Programs 89/02/26 CAHILL.W J 
TU Electric (formerly Texas Utilities Generating Co ), 6pp 40783 096 4B783 127 

-8903090367 Insp Repts 50 445/69 06 & 50 440/89 00 on 89011 1 0207 Violations 
noted Major areas inspected applicant actions on provlous insp findings, followup on 
vlolations/devlations,mgt moetinns & corrective action program 
LIVERMORE, H.H Office of Nuclear Reactor Regulation, Director (Post 070411) 09/ 
02/28 24pp. 40783 104 48783 127 

8903090469 Forwards Insp Ropts 50*445/09 02 & 50 446/09 02 on 090111* 0207 No 
notice of violation being Issued since action had been taken to correct & prevent vio- 
lation 

WARNICK,R F Assistant Director for Inspection Programs 89/03/01 CAHILL,W J 
TU Electric (formerly Texas Utilities Generating Co ), 6pp 48807 274 4BB07 300 

**6903090472 Safety Insp Ropts 50 445/89*02 & 50-446/89 02 on 090111- 0207 No 
significant weaknesses noted Major areas Inspocled actions on previous insp 
hndings,followup on violations/ dsviations.NRC bulletins & malnl program Implementa- 
tion 

BITTER, S D . BURRIS, S P , WtE0E,J S Office of Nuclear Reactor Regulation, Director 
(Post 870411) 09/02/28 21 pp 48807-280-48807 300 

8903130521 Forwards Insp Hopts 50 445/89-04 & 60 446/89 04 on 890111 0207 No 
violations or deviations noted 

WARNtCK.RF Assistant Director for Inspection Programs 09/03/01 CAHILL.W J 
TU Electric (formerly Texas Utilities Generating Co) 4pp 48020 260 46B20 303, 


-*8903130531 tnsp Ropts 50 445/89 04 & 50 446/89 04 on BOOtll 0207 No violations 
or doviahons noled Major areas inspected applicant actions on previous insp 
firidings.lollowup on violations/ deviations & action on 50 55(c) doliciencios 
LATTA.RM , LIVERMORE.H H Assistant Director for Inspection Programs 89/03/01 
I8pp 48820 264 4B020 281 

8903140069 Forwards Insp Repts 50 445/89 01 & 50-446/89 01 on 890111 0207 No 
violations or deviations noted 

WARNICK.R F Assistant Director for Inspection Programs 09/03/02 CAHILL.W J 
TU Electric (formejty Texas Utilities Generating Co ) 4pp 48B54 237-40854 255 

- 8903140075 Safety Insp Repls 50 445/89-01 & 50 446/89 01 on 890111- 0207 No 
violations or dovlalions noted Major areas inspected actions on previous insp 
findings.followup on violaitons/dovalions & const dotictoncy ropts 
PHIL LIPS, H S , LIVCRMORE.H H Otfico of Nuclear Roaclor Regulation, Director (Post 
870411) 80/03/02 I5pp 40854 241 48B54 255 

8902270150 NRC tnfo Nolico 89 022. "Quoslionablo Ceilificolion of Fasioners " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Cor^solidaled Ecfison Co of Now York, Inc I05pp 48732 001 40732 106 

8902280104 NRC Info Notice 89 023, "Environ Qualification of litlon Veam CIR Senes 
Elecincal Connectors " Sve list end 

ROSSI.C E Division of Oporational Events Assossmont (Post 070111} 69/03/03 
Consolidfllod Edison Co of New York, Inc 106pp 48723 038-40723 143 

8903130341 Informs that schedule submillod lo NRC In 850715 Hr consislonl w/turbme 
vencTor rccommondafions for turbine cisk msps Prior to excaeding 25,000 operating 
hours.both low pressure & turbine rotors will bo Inspected volumoUtcalLy 
CAHILL.W J TU Electric (formerly Texas Utilities Generating Co) 89/03/03, Docu- 
ment Control Branch (Document Control Desk) 2pp 48821 347 48621 348 

0902880162 NRC Info Notice 09-024, "Nuclaar Crittcality Safely " Sve lisi end 
CUNNINGHAM.R E Division of Industrial & Medical Nucloar Safety (Post 870729) 
69/03/06 Consolidated Edison Co of Now York. Inc 96pp 40700 252 48700 346. 

8903010207 NRC Info Nolico 09 026, "Instrumont Air Supply to Safely Related Equip 
mont Sve fist oncf 

ROSS1.CE Division ol Oporational Events Assessmonl (Post 870411) 89/03/07 
Consolidaiod Edison Co of Now York, Inc 105pp 40741 053 48741 158 

60030 20 16B NRC Info Notice 69 027, "LImiialions on Use of Waslo Forms & High In- 
to gntyCenlnmers for Disposal ol Low Lovol Radwaalo" Sve list end 
GREtVES.JT Division of Low Level Waste Managemonf & Decommissioning (Posf 
070413) 09/03/08 ConsolldalQcl Edison Co of New York, Inc 117pp 48798.114- 
40700 231 

8903200230 Advises that schedule for complotLon of evaluations required by NRC Bulto* 
tin DO 004 ro potential aafoty-rolalocl pump loss oxlendod until 890428 
WQODLAN.OR, CAHILL.W J TLf Efoctric (formerly toxas Utlfitios Generating Go) 
60/03/13 Document Control Branch (Oocumoal Control Desk) 2pp 48964 062* 
40964 053 

0903080372 NRC tnfo Notico 69 028, "Weight & Clr of Qrovlty Discrepancies (or Oopes- 
Vulcan Air Operated Valves ’’ Sve list oncT 

HOSSI.CE Division of Opeialionnl Events Assossmont (Post 670411) 09/03/14 
Consolidaiod Edison Co of Now York, tne 107pp 40695 001*46895 100 

0903230045 Forwards Insp Ropis 50 445/80*10 & 60 446/80*10 on 890208 030? No 
violations or deviations nolod 

WARNtCK.RF Asslslant Director for Inspection Programs 89/03/14 CAHILL.W J 
TU Elocinc (fornnerty Texas Uliliiios Gonoraling Co ) 4pp 49030 097«49030'1 10. 

•*8003230066 Insp Ropts 50 445/&9-10 & 50 446/89-10 on GQ020B 0307 No violations 
or doviaitons noted Major aroas inspQclod applicant actions on provfous fnsp 
findings, design changos & mods & eneinesring functional ovaluallon. 

HALE.CJ, LIVERMORE.H H Offico of Nuclear Roaclor Rcgulallon, Diroclor (Post 
B70411) 80/03/14. lOpp 40030 101*49030 110 

8003090021 NRC Info Notico 60 020, "Potonttal Failure ol ASEA Grown Boveri Circuit 
Broakora During Sofsmlc Evont" Sve list enef 

ROSSI.CE Division of Operalional Events Assossmont (Post 670411) 69/03/16 
Consolidalod EdkSonCo or New York, Inc 106pp 48070053*48870 169, 

8903090133 NRC Info Nolico 89 030. "High Temp Environs at Nuclear Power Plants” 
Sve list end 

ROSSI.CE Division of Oporationat Events Assossmont (Post 870411) 89/03/15 
Consolidated Edison Co. or Now York, Inc tOOpp 4&895;t 10 40805 215 

89032203 SB Forwards revised rasponso to Unresolved Horn 6O*445/0B 24 U 03 lo pro* 
vide required clarification & reflect latest rev S transmittals ol associated Engineering 
Rept ER ME 01, "Reactor Coolant Sys Cold Hydrostailc ” 

CAHILL.W J TU Etoctric (formerly Texas Ulilftlos Gonorating Co). 80/03/15 Docu 
menl Control Bronch (Document uor>lrol Dask) 5pp 49020 1/0 49020.174. 

8903230054 Forwards Insp Ropts 50-445/69 08 & 50-448/89 08 on 60O2OO'O3O7.No 
violations or deviations noted 

WARNICK.R F. Assistant Director for Inspoctlon Programs 89/03/15. CAHILL.W J 
TU Eloctric (formerly Texas Utilities Gonoraling Co.) 4pp 49030 166 40030.176. 

-8093230059 Insp Repls 50 445/89 08 & 50*446/08 08 on 890208-0307 No violations 
noted Major areas inspected applicants action on NRC bultotlns,10CFR50.55(o) defi- 
ciency ropt & followup on auxiliary loadwater pump motor violations 
PHILLIP^HS. Office of Nuclear Roaclor Rogulatlon, Diroclor (Posl 870411). 89/03/ 
16 Opp 49030 170 49030 178 

6903280199 Responds to NRC 090222 Ur re vlolalions noted In Insp Repis 60-445/89* 
03 & 50 446/08-78 Cor re dive actions Procedure AAP.16 1 revised lo require that non 
conformance repts be Inlllatod for deftciendes tdonlifiod 

OAHILLWJ TU Electric (f ormorly Toxas Utllitios Qoneraling Co). 89/03/21. Docu- 
ment Control Branch (Document Control Desk) 3pp 49074.148-40074 150 

6903160427 NRC Info Notice 69-031, "Swelling & Cracking of Hafnium Control Rods." 
Sve list end 

ROSSI.CE Division of Operational Events ABsessmenl (Post 670411). 80/03/22. 
Consolidated Edison Co, of Now York, Inc 102pp. 469B0 001*40986 103. 
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C903 170419 NRC Info Notice 69-032. “Surveilianco Tesling or Low Temp Overpressure 
Pfoteclion Sys ■' Svc IhSl end 

ROSSI, CE Division of Operalconal Events Assessment {Post 870*1111 89/03/23 
Consofidaled Edison Co Of New York, Inc I04pp 48992 044 •4899'2 147 


S. Reportable occurrences, LERs & related correspondence 

8903010240 Supplemenlal Deficiency Rept CP 88-39 re valve posilion indicateon or» 
RHR HX outlet valve fniUall/ reported on fiS 1 221 Ulil will modify passive valve loalures 
m Weslingbouse design Hem nol reportable per 10CFR2t 

CAHILL, WJ TU Electric (formerly Texas Ulihlles Generating Ca). Q9/02/13 Docu 
menl Ccnlrof Branch (Document Control Desk) 2pp 48822 003-48822 004 

890301 D2S4 Inlerim Deficiency Rept CP-86 41 re evaluation of elfect of small break 
LCKIA during Mode 4 operation I m Hally reported on 660528 Woslinghouso Owners 
Group w;ll determine failtiio rale of large piping for Modes 3 8 4 Next rept by B90814. 
CAHILL, WJ TU Electric (formerly Texas Utilities Genoraling Co) 89/02/13 Docu 
ment Control Branch (Document control Desk). Ip 48647.164-46647,164 

6903010270 Supplemental Deticiency Rept CP-08- 16 re containment spray sys chemical 
additive lank identified as being desiignad & fabricated from mall not providing sped 
had dasign life Initially raportecT on 8B01 19 Lab tests conducted 
0ECK,J W TU Elecinc (formerly Texas Utilities Generating Co ) 89/01/11 Document 
Control Branch (Document Control Desk) 2pp 48644 071 48644 072. 

3903030497 Supplemental Deficiency Rept CP 85 27 re seismic gap Initially reported 
on 851 217 Corrective actions rescheduled lor complollon by 890426 
CAHlU.WJ TU Eloclnc (formerly Texas Uhlilies Generating Co) 09/02/23 Docu 
menl Control Branch (Document Control Desk) Ip 46690 350 40600 350 

8903060178 Supplemental & Inlenm Deficiency Rept CP-8e 34 re RHR HX support 
design Initially reported on. 681 006 Closure of documentation for Unit 1 RHR HX sup 
port mods not compfele. Next rept will be submitted by 990517 
CAHltl.WJ TU Electric (formerly Texas UtiliUes Generating Co) 09/02/24 Oocu 
menl Control Branch (DocumonI ConIroJ Desk) Ip 4B739 261-48739 261 

6903060210 fnterim Deficiency Rept CP 86-40 ro NPS Indusines.inc (NPS) sway strut 
design Initially reported on 890109 NPS requested lo evaluate potonhal for violation of 
sway strut specified degree of freedom Next rept wjII be submitted by 890505 
CAHILL, WJ TU Elecmc (formerly Texas Ulitilces Generating Co) 89/02/24 Docu- 
ment Control Branch (Document control Desk) 2pp 48740 121 48740 122 

8903070044 Pari 21 & Inlonm Deficiency Rept CP 69 002 re IMO Dofaval fuel Injection 
pump Initially reported on 890125 Spare pumps m warehouse will bo disassembled & 
examined Next rept will be submitted by 690531. 

CAHILL, WJ TU Efecfrlc (formerly Texas Utilities Generaling Co) 09/02/24 Docu- 
msnl Conlrol Branch (Document Control Desk) 2pp 48763 100 48763 IBl 

6903060100 Interim Deficiency Rept GP-8B-2B re cracks in internal radii & wall ihtcknoss 
undersize In tube sleol utilized for pipe supportsfnilially reported on 880314 MolalfurJ- 
gjcal exam & testing of lube steel complete Next rept sent by 090327 
CAHILL, WJ. TU Cleclfic (formerly Texas Utilities Generating CoJ 09/02/27. Docu- 
ment Control Branch (Documenl conlrol Desk) Ip 4B736 109-48736 109 

8903090818 Supplemental Deficiency Ropl CP-87- 127 ro overslressed platform & sup- 
port structure design Initially reported on 860 108 Corrective action compfalion dale for 
UrII 1 reschedulecf 10 800731 Unit 2 schedule unchanged 
CAHILL.WJ, marshall, JS TU Electric ( form erJy Texas Uldilies Generating Co) 
89/02/2B Document Conlrol Branch (Document Control Desk) Ip 48760 000 
46780 009 

6903100516 Interim Deficiency Rept CP 60 46 ro adequacy of nonconformance rept 
dispositions Initially reported on 860615 Evaluation continuing Submisston of next rept 
by 890428 a nticipaiaa 

CAHILL.WJ, MARSHALL, JS TU Electric (formerly Texas Utilities Generating Co) 
89/02/28 Document Control Branch (Document ControP Desk). Ip 48840 017- 
4B810 017 

8903140026 Supplemenlal Deficiency Repi CP 89 021 re offect of ihermolag on derat- 
ing factors I mil ally reported on 071223 Unit 1 corrective acllons rescheduled for com 
pletlon by B90228 Schedule for Unit 2 remains unchanged 

CAHILL.WJ, MARSHAL1.,JS TU Eloclnc (forrnorly Texas Utilities Generaling Co) 
89/02/28 Document Control Branch (Document Control Desk). Ip 48648 21S- 
43846 215 

9903090160 Supplemental Deficiency Rept CP 85 50 re cable tray tee fittings Imtially re 
ported on aTliao.Engineonng evaluation discussed In TXX-88aOB conllnoing A. idenll 
fled need for field mods Mods scheduled for comp lei bn by 690530 
CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/03/01. Docu 
ment Conlrol Branch (Document Control Desk) Ip 48780 165 48760 165 

9903090169 Supplemenlal Deficiency Rept CP 88-27 re quality code downgrade of 
Westmghousa 7300 sys printed circuit cards. Replacement cf cards ongoing For Unit 
1 New estimated completion schedule will bo addresssed in 690426 rent 
CAHILL.WJ TU Electric (formerly Texas Utlklies Generating Co) 88/03/01. Docu- 
ment Conlrol Branch (Documenl Conlrol Desk) Ip 48780 047 48780 047 

8903090200 Supplemental Deficiency Rept CP-87-131 re sleam generator cubicfe steel 
plalfojm framing & pressurizer support slab Initially reported on 681005 AddI analysis 
on pressurizer surge line completed Next rept will be submitted by 890428 
CAHILLiWJ TU Gleclric (formerly Texas Utilities Generating Co) 69/03/01. Docu- 
ment Conlrol Branch (Document (Jonlrol Desk) 1p 48780068-48780 068 

9903060270 Supplemenlal Deficiency Rept CP*a7-10l re Class IE cable 
arrangement Initially reported on 8601 1 1 Corrective action concerning nonconlor- 
mance rept documentation rescheduled lor completion by 690501 Unit 2 schedule re- 
maps unchanged 

CAHILL.WJ iU Etaclnc (formerly Texas Ulllllies Generating Co) 80/03/01 Docu- 
ment Conlrol Branch (Documenl Control Desk) Ip 48601, f55-48BOVI65 

8903140557 Supplemental Deficiency Rept CP-86 29 re feedwater split Now bypass 
valves design mod not incorporated into FSAR Chapter 15 analysis Initially reported 
on 680422 QualiKcatlon dates for valves lor both unite slated. 

CAHILL,WJ. TU Electric (formerN Texas Utilities Qenerahng Co) 89/03/03. Docu 
ment Conlrol Branch (DocumonI CJonlrol Desk) Ip 4B833 323-4e833‘323 


B90315053S Supplomontal Doficioncy Ropl CP 85 054 re discrepancies In supplier pro 
vided HVAC supprvl documents Eslimaled date for completion of QG msps of Unit 1 
HVAC supports rescheduled to 890731 Unit 2 schedule remains unchanged 
CAHILL. WJ TU Electric (formerly Texas UHlilies Generating Co) 89/03/08 Docu 
menl Control Branch (Document Conlrol Desk) Ip 48659 087 48859 007 

8903170248 Supplemenlal Deficiency Rept CPD7-12D re containment spray sys 
pH Initially reported on 860106 Reevaluation of item ongoing Next rept will bo submit 
tod no later than 89041 1 Schedule for Unit 2 remains unchanged 
CAHILUWJ, WOODLAND, DR TU Electric (formerly Texas Utilllies Generating Co) 
89/03/10 Documenl Control Branch (Document Control Desk) Ip, 48894 318 
48094 310 

8903170255 Suppimental Deficiency Repl CP-87- 128 re emergency diesel generator 
autostart circuitry loss of control power indication Initially reported on 860106 Next 
ropl will be submitted by 890502 

CAHILL, WJ TU Elecbc (formeriy Texas Ulililios Generating Co) 89/03/10 Docu 
menl Conlrol Branch (Documenl Control Desk) Ip 48893 216 48B93 216 

8903220279 Supplemental Deficiency Repl CP-80-25 re design of auxiliary feodwaler 
pump turbine conlrol panel which could impair sys abifily to provide emergency feed 
water (o steam generators Initially reported on 880129 Next rept by 890524 
WOODLAN.DR, CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 
89/03/14. Documenl Control Branch (Document Conlrol Desk) 5pp 49004 039 
49004 043 

8903220268 interim Deficiency Rept CP-88 37 re defective solenoid coil leads Initially 
reported on 881114 Evaluation lo determine extent of deficiency continuing & next 
ropl will be submitted by 890630 

CAHILL.WJ TU Electric (formerly Texas Utilities Generaling Co) 89/03/15 Docu 
ment Conlrol Branch (Documenl Conlrol Desk) Ip 49003 316-49003 316 

8903230484 Supplementary Deficiency Rept CP-07-30 ro possible excessive current 
damage to annunciator circuitry In printeo circuit boards for fire detection sys Initially 
reported on 070715 Changes made lo drawings lo specify us© of DIALCO sockets, 
CAhILL,WJ TU Eloclnc (formerly Texas Utilities Generating Co) 89/03/16 Docu- 
ment Control Branch (Document Control Desk) Ip 49032 063-49032 063, 

8903230452 Interim Deficiency Rept CP-e9 003 re Gamma-Metncs supplied cable as- 
semblies for post accident neutron flux monitors Initially reported on 890215 Gamma- 
Metrics issued 10CFR2t notification Next repl will be issued by 090602 
WOODLAN.DR TU Electric (formerly Texas Utilities Generating Co). 89/03/17 Doc 
umont Coniro) Branch (Document Control Desk) Ip 49030 140 49030 140 

8903270329 interim Deficiency Ropl CP-89 004 re rotational parts of auxiliary feedwater 
flow orifice assembly Initially reported on 890217 Flow testing of auxiliary pump indi- 
cates lhat min flow onfice passing greater flow than design Now 
CAHILL.W J„ WALKER, R D TU Electric (formerly Texas Utilities Generating Co ) 09/ 
03/20, Document Control Branch (Document Control Desk) Ip 49110 050- 
49110 050 

8903270412 Supplemental Deficiency Rept CP-87 03 re Installation of safety-related 6 9 
kV switchgear on structural embeoments not level Initially reported on 870316 Testing 
rescheduled for complelion by 890901 for Unit 1 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/03/20 Docu 
ment Conlrol Branch (Document Conlrol Desk) Ip 49110 037-491 10 037 


U. Congresslonal/Executlve Correspondence 


8903230279 Forwards NRC quarterly status r^t covering fourth quarter of CY88 
ZECH.LW. Commissioners 89/03/09 BEVILL.T. House of Rep, Ap propria I Ions 
12pp 49029 108-49020,1 19 


V« Operator Examinations 


6903220159 Generic Ltr 69 03 to all power reactor licensees & applicants for OL re op 
orator licensing nalt exam schedule Svc list end 

VARGA.SA Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co. of New York, Inc 54pp 49005 001-49005 056 


DOCKET STN-50-447 GESSAR-230 


At Appllcation/conetructlon stage documents & correspondence 


8903070205 Notification of 890307 meeting w/BWR Owners Group in Rockville, MD to 
discuss Items of current interest Agenda end 

SHAO.LC Division of Engineering & Systems Technology (Post 870411) 89/02/28 
MIRAGLIA.FJ Associate Dfrector for Inspection & Technical Assessment (Post 
870411) 8pp 48763 023 48763 030. 


J. Insurance & Indemnity Information 


8902270401 Forwards Enderaaments 141 & 142 to NELIA Policy NF-1. Endorsemenls 
44 & 45 lo MAELU Policy MF-95 & Endorsemenls 5 to NELIA Policy NW-1 & MAELU 
Policy MW-66 

FARRELL, E Marsh & McLennan, Inc. 89/01/17 DINITZ.I Office of Nuclear Reactor 
Regulation, Director (Post 870411). 7pp 48584,175-48584 181 


Q. Inspection reports, IE Bulletins & correspondence 


S9O3O0OOB2 Responds lo NRC Bultatfn 88 010, 'Test Program.*' Recommends that 
temp tesi be permJIted as alternate lo mlllivoll drop/ pole resistance 
HEERLEIN.W'J General Electric Co. 09/02/25. BRACH,W Vendor Inspection 
Branch. 2pp 48765 031-48765 092 
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DOCKET STN-50»454 BYRON STATION, UNIT 1 


F Seourily. medical, emergency & fire protocUon plana 

6903140027 Rev 5 to EPIP EG 10, "Offsito Personnel & Vehicle Conlanninalion Monitor' 
ing al Relocation Ctrs for Nucloar Station Evacuees." 

GOLDEN. JC Commonwealth Edison Co 69/01/31 9pp 48657 202-48067 290 

6903130332 Forwards Safely Insp Repis 50 454/09 02 & 50 455/09 02 on 090123 
0200 No violations noted 

COOPER, R W Region 3, 01c Of the Director 09/03/02 REED,G Commonwealth 
Edison Co 2pp 4B829 264-48829 276 

-8903130330 Inap Repts 50 454/09 02 & 50'45&/6D 02 on B90123 0206 No violations 
noted Major areas inspected implemenlalion of firo protection program Weaknesses 
noted m control of transient combustible mails & control of llammable liquids 
HOLMES.J, GARDNER, H N Region 3, Ole of the Director 89/03/02 lipp 
4BB29 266'4B82g 276 

8903140236 Final response to FOIA request lor documents Forwards App A 
documents Aop A documents also available in PDR 

GRIMSLEY.D H Document Control Branch (Document Control Desk) 89/03/09 
HAWKINS.M ImpellCorp 2pp 48875 092-4Q875 0D3 

-6903140279 Informs that Region III required to parliapaio in emergoncy response ex- 
ercises on quarterly basis Approved exorcises lor FY89 listed 
NORELIUS.C E Region 3, Ofc of the Director 08/08/15 Region 3, Ofc of tho Direc 
tor 5pp 48876108-48875 112 

8903210347 Revised emorgoncy plan implemenlinn procedures, including Rev 1 to B2P 
100-T9.Rev 8 lo BZP 310 4. Rev 10 to B2P 310 B.Rev 3 to BZP 320 I.Rov 2 to BZP 
320 3, Rev 3 lo BZP 320 4, Rev 1 lo BZP 320 5.Rev 7 to BZP 380 3 & Rev 4 to BZP 
300 6 

* Commonwoalth Edison Co 09/03/10 46pp 40992 149 48992 194 


J. Insurance & Indemnity Information 

8903160140 Informs of onsite properly damage Insurance In force at plants 
RICHTER, M H Commonwealih Edison Co 89/03/09 Document Control Branch (Doc- 
ument Control Desk), tp 48671 345 40871 345 


P. Operating license stage documents & correspondence 

9902240147 Application for amends to Ucensos NPF 37,NPF.66.NPF.72 & NPF-77.fe 
vising administrative Section 6 0 to include removal of organizational <iguros.por Ge- 
neric Ltr 08 06 

CHRZANOWSKLR Commonwealih Edison Co 89/02/17 MULLER.D. Oftlco ol Nu- 
clear Reactor Regulation, Director (Post 87041 1) 2pp 48500 000-46580,136 

-8902240161 Proposed Tech Specs.changing administrative controls Soclion 60 to In 
etude removal of organization a) rigures, portion change from radiation chemistry tech- 
nician lo radiation protection technician, per Gonenc Ltr 80-06 
* Commonwealth Edison Co 89/02/17 44pp 48580 092-48560 135 

8002260361 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
trative controls Section 6 Request being withdrawn due to finalization of malor roorga- 
nizalion 

CHRZANOWSKLR. Commonwealih Edison Co. 69/02/21. MURLEY.T E Office of Nu- 
clear Reactor Regulation, Director (Post 870411), 2pp 48633 227-46633 228 

8903030267 Advises that docision on 000302 proposed amend to licenses re contoi 
ment tendon design stress being deferred Requests addi data from future insp to 
assess actual rale of relaxation of tendon strength during plant lifo 
OLSHAN.L N. Project Diroclorate 1)1-2. 89/02/23 BUISS^H E Commonwealth Edison 
Co 4pp 46692.287-48602 290 

6903140418 Requests that 800531 application (or amends to Licenses NPF-72,NPF- 
77,NPF-37 & NPF 66 be withdrawn since util finds aligning essential sve water SX sys 
to duplicate max rated load during iB-monih surveillance not feasible 
CHRZANOWSKl.R. CommonweaTlh Edison Co. 89/02/23 MULLER.D Prolecl Direc- 
torate 111-2, 1p 48854.230 48654 230 

8903100119 Forwards corrected Rev 64 to Topical Repl CE-1-A, *’QA Program for Nu 
clear Generating Stations,” incorporating Pages 1-38 & 1-44. 

RICHTER, M H Commonwealth Edison Co 89/03/01 Documenl Control Branch (Doc- 
ument Control Desk) 1p, 4QBOa'252-406O8 253 

-8903100138 Corrected Rev 64 to "QA Program for Nuclear Generating Stations/' in 
corporaling Pages 1-38 & 1 -44. 

SHEWSKWJ Commonwealth Edison Co 89/01/27 lOpp, 48808 254-40806 263, 

6903200269 Comments on licensee response lo Generic Ltr 88-17 re expeditious ac- 
tions for loss of DHR Advises that licensee may wish to consider several observations 
In order to assure that actions adequately addressed 

OLSHAN.LN Project Directorate 111-2 89/03/01. BLISS, HE. Commonwealih Edison 
Co 6pp 40971:100 48971:105. 

8903090137 Forwards operating Hmits repl for fixed Fxy lirYtits,per 881212 application for 
amends to Licenses NPF-37,NPF-66, NPF-72 & NPF-77 Braldwood repts will be sub 
milted following first refueling outage for units 

CHRZANOWSKI.R. Commonwealth Edison Co 89/03/02. MURLEY.T.E Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 7pp 46601.137 48801 143 

6903240261 Confirms 890323 meeting in Glen EKyn.lL to discuss util quality verification 
program, per 890210 Hr. 

GREENMAN.EQ Region 3, Ofc of Ihe Director 69/03/03, REED.C Commonwealih 
Edison Co. 3pp 49039 043-49039*045 

6903160058 Ack receipt ol 690127 submittal of Rev 54 lo QA Topical Repl CE-1- 
A Program continues lo satisfy requirements of 10CFR&0,App B & acceptable, 
WRIQHT.GC Region 3, Ofc of the Director 89/03/07. REED.C Commonwealih 
Edison Co. 2pp 48093 10B.4&893 109 


8903200299 Notice of issuance ol amends to Licenses NPF 37, NPF 66. NPF-72 & NPF 
77.cbangmg Section 6 of Tech Specs to remove organizational Nguros & changing po- 
^iltort tiUo lo radiation protection technician, per Genoric Ltr 0Q 06 
SANDS.SP. OLSHAN.LN Projocl Directorate 111-2 89/03/09 9pp 46959 001- 
18959 009 

6903200314 Notice of issuance of environ assessment & finding of no significant Impact 
ra Liconses NPF-37 & NPF 66 

MILLER.DR Proloct Directoralo III 2 89/03/09 5pp 4B965 170 46965 174 

8903210013 Forwards environ assessment & finding of no signKicant impact re ulll re 
quests for amend to Tech Specs concerning proposed spent fuat poof expansion 
DLSHAN.L N Project Diroctorala 111-2 89/03/09 BLISS, H L Commonwealih Edison 
Co 4pp 48963 345-48083 35Q 

-8903210019 Environ assessment & finding of no signilicanl impact re util requests to 
amend Tech Specs to allow expansion ol spent fuel pool capacity 
' Project Directorate Iff 2 69/03/09 lOpp 40983 349 46903 360 

8903240270 Requests rosponsa to end summary ol allegation ro fitnoss for duly issue 
within 45 days ol ltr receipt End withhold (ref 10CFR2 790} 

NORELIUS.C E Region 3. Ofc of the Dirocior 89/03/10 REED.C Commonwealth 
Edison Co 2pp 49044 206-49044 207 

8903240975 Notice of conslderalior) o! issuance of Amend 25 to Licenses NPF 37 & 
NPF 66 Amonds Increase capacity of Spent fuel pool from 1,060 fuel assemblies to 
2,B70 fuel assemblies 

MULLER.D R Project Direclorato III-2 89/03/17 3pp 49038 333 49038 335 

8903160296 Gonoric Ltr 89 02 lo oil holders of OLs & CPs for nuclear power reactors re 
actions lo improve deioclion ol counlorfeil & fraudulontly marketed products Sve list 
onci 

VARGA, 8 A Associate Dirocior for Projects (Post 870411) 89/03/21 Consolidated 
Edison Co, of New York, Inc 57pp 40960 001-48060 057 


Q. It^Bpeclion reports, IE Bulletins & correspondence 

8902280231 Supplo mental rosponsa lo NRC Bulletin 08 004 Rospor^sas from pump sup 
ptiers & review of pump vibration data discussed in 080711 Hr provide assurance that 
operation of safety- related pums at low flow will not cause pump damage 
RICHTER, M,H Commonwealth Edison Co 00/02/21 Document Control Brandt (Doc- 
ument Conlrol Desk). 2pp. 40626 099 40626 100 

8902170112 NRC Info Notice 69 020, "Weld Failures In Pump of Byron Jackson 
Design *’ Sve list end, 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 60/02/24 
Consolidated Edison Co of Now York, Inc 100pp 40572 043 46572-148 

6902210351 Suppl 1 to NRC Info Notice 08-073, “Direction Depondenl Leak Character- 
istics of Confafnment Porno Valves " Sve fist end 

ROSSI, CE. Division of Operalional Events Assessment (Post 670411) 09/02/27 
Consolidated Edison Co of New York. Inc 102pp 46589 001 46589-110 

B602210564 NRC Info Nolica 89-021, "Changes fn Performance Character la tics of 
Molded Case Orcort Qroakors '* Sve fist end 

ROSSI.CE Division of Operalional Events Assessment (Post 670411) 69/02/27 
Consolidated Edison Co oi New York, Inc I04pp. 46570 032-46570 137 

8903080246 Responds to concern ro housekeeping noted in SALP a Repts 50 454/66- 
12 & 60-455/80-12 Resident inspector concurs that plant did not miss surveillance 
during SALP period & equ(pman( quafiricatron Issues discussed w/region 
DELQEORGE.LO. Commonwoalth Edison Co 89/02/27, DAVIS, A^ Region 3, 0(c 
of the Director 2pp 4876? 252 48767,253. 

8903090378 Forwards Safety Insp Repts 50-454/69 01 & 60-455/69 01 on 690101- 
0216 Violation noted Violation was llconsee identified item,thorforo no notice ol viola- 
tion wilf be issued 

FORNEY, WL. Region 9, Ofc of the Director. 69/03/01. REED.C Commonwealth 
Edison Co 2pp 48702 338-48762 353 

-6903090381 Safety Insp Repts 50 464/89-01 & 50 455/66 01 on 890101- 0210 Major 
areas Inspecfed licensee action on previous insp rmdfng3,opora(fonaf safety, event fol- 
lowup & refueiing & spent fuel pit activities Util I dentifieo violation noted 
HINDS, J M Region 3, Ofc of the Dirocior. 09/02/26. t4pp, 46702-340 48702 353 

8903130332 Forwards Safety Insp Repts 50 454/89-02 & 50-455/69 02 on 690123 
0206 No viofatfons noted 

COOPER, RW, Region 3, Ofc of the Director 89/03/02. REED.C Commonwealth 
Edison Co 2pp, 48329 2a4-40B29;276 

-9903100338 Ihsp RepIS SO-454/B0-O2 & 50 455/89>02 on 090123 0203 No violations 
noted Major areas inspected {mplemonlallon of ffre proloction program.Woakno 8 S 0 s 
noted In conlrol of translont combustible malls conlrol of llammabre liquids. 
HOLMES.J., QARONER.R.N Region 3, Ofc ol the Dlreclor 8B/03/02. 11pp. 
46629 266-46629 276. 

$902270156 NRC Info Notice 69 022, “Questionable Certification ol Faslonora ” Sve iisl 
end. 

ROSSI, CE Division ot Operational Events Assessment (Post 870411). 89/03/03 
Consolidated Edison Co of New York, Inc 105pp 46732 001-48732.106. 

8902260104 NRC Info Notice 69 023, “Environ Qualiiicatlon of LiUon Veam CIR Series 
Electrical Connectors ” Svo hat end. 

ROSSI, CE. Division ol Operational Events Asseasmenl (Post 670411) 69/03/03 
Conaolidated Edison Co. of New York. Inc 106pp. 48723.038 48723.143. 

8902280162 NRC Into Notice 89-024, "Nuclear Criticality Safety " Sve list onci. 
CUNNINGMAM.R E Divlelon of Industrial & Medical Nuclear Safely (Post 070729) 
69/03/06. Consolidated Edison Co of New York, tnc, 96pp 46700:262 4B700 346. 

8903010207 NRC Info Noilce QO-026, "Inatrumant Air Supply to Safety-Relaled Equip 
ment.*' Sve M end, 

ROSSt.CE. Division of Operational Events Assessment (Post 870411). 60/03/07. 
Consolidated Edison Co of New York, Inc 105pp, 46741 653 46741:158 
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09031504781 R&sponds 1o NRC Bulletin 88 011 re prassunzer surgo line thermal 
slraldicalion Uld is participating in program for partial resolulion d1 issue through Wes- 
linghouse Owners Group {WOG) Objectives of wOG program listed 
FIICHTER.W H Commonwealth Edison Co B9/03/&7 Document Control Branch (Doc 
umenl Control Desk> 4pp 46873 356 4B873 359 

8903020165 NRC tnfo Notice 89'027, “Limitalions on Use of Waste Forms & High In 
tegriiy Containers for Disposal of Low Level Radwaslo" Svc list end 
GREEVES.J T Division of Low Level Waste Management & Docom missioning (Post 
870413) 89703/08 Consolidated Edison Co of New York, Inc 1t7pp 48798 114 
48790 231 

6903080372 NRC Into Notice 89 028, “Weight & Ctr of Gravity Discrepancies for Copes 
Vulcan Air Operated Valves Svc Hat oncT 

ROSSI.CE Division of Operational Events Assessment (Post Q70411) B9/03/14 
Consolidated Edison Co of New York, Inc I07pp 48895 001 48B95 109 

6903090021 NRC Info NoUco 09^029, ''Potential Faituro of ASEA Brown Bovori Circuit 
ereakers During Seismtc Event ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/15 
Consolidated Edison Co of New York, (nc 106pp 48870 053 48870 169 

8903098133 NRC Info Notice 89 030, "High Temp Enviror^s at Nuclear Power Plants" 
Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 670411) 89/03/15 
Consolidated Edison Co of New York, Inc lOBpp 4889 5 110 40695 215 

S903 160427 NRC Info Notice 69 031, "Swelfing & Cracking of Hafnium Control Rods" 
Svc list end 

ROSSI.CE Division of Oporallonal Events Assessment (Post 670411) 89/03/22 
Con so fida ted Edison Co of New York, Inc 102pp 48986 001 48966103 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Pfoleclion Sys ’’ Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co of New York, (nc 104pp 48992 044-48992 147 


8903130332 Forwards Safety Insp Repls 50 454/89 02 & 50 455/09 02 on 890123 
0206 No violations noted 

COOPER.RW Region 3, Otc of the Director 69/03/02 REED,C Commonwealth 
Edison Co 2pp 48629 264-48029 276 

-8903130338 Insp Repls 50 454/89 02 & 50 455/89 02 on 890123 0206 No Violations 
noted Major areas inspectod implemonlalion of flro protection program Weaknesses 
noted In control of transient combustible mails & control of flammabfe liquids 
HOLMES, J Region 3, Ofc of the Director 89/03/02 1 1pp 48829 266 48829 276 

8903140236 Final response to FOlA request for documents Forwards App A 
documents App A documents also available in PDR 

GRIMSLEY,DH Document Control Branch (Document Control Desk) 09/03/09 
HAWKINS, M Impell Corp 2pp 48875 082 40875 083 

“8903140279 Informs lhai Region III required to participate in emergency response ex- 
ercises on quarlorly basis Approved exercises for FY89 listed 
NORELIUS.CE Region 3, Ofc of tho Director 88/08/16 Region 3, Ofc of the Direc- 
tor 5pp 48875108 48675112 

8903210347 Revised emergent plan implementing procedures, in eluding flev 1 to BZP 
100-T9.Rev 8 to BZP 3 10-4, Rev 10 to BZP 3 10-5, Rev 3 to 8ZP 320 I.Rev 2 to B2P 
320-3, Rev 3 to BZP 320 4,Rev 1 to BZP 320 5, Rev 7 to BZP 380 3 & Rev 4 to BZP 
380-6 

* Commonwealth Edison Co 89/03/10 46pp 48992 149 48992 194 


J. Insuranoe & Indemnity Information 

B9031S0140 Informs of onsite property damage Insurance fn force at plants 
RICHTER.M H Commonwealth Edison Co 80/03/09 Document Control Branch (Doc- 
ument Control Desk) Ip 48871 345-46871 345 


P. Operating tlconse stage documents & correspondence 


R, Periodic operating reports ft related correspondence 

8803070004 "Effluent & Waste Disposal Semrannuat Repi for Jul Dec 1688 " W/800222 
Itr, 

PLENIEWiCZ.R Commonwealth Edison Co 68/12/31 16pp 46763 156 48763 171 


8902240147 Application for amends to Licenses NPF.37.NPF-66,NPF-72 & NPF-77, re- 
vising administrative Section 6 0 to include removal of organizational figures, per Go- 
neac Ltr 88 06 

CHRZANOWSKI.R, Commonwealth Edison Co 89/02/17 MULLER.D Offtce of Nu 
clear Reactor Regulation, Director (Post 67041 1) 2pp 48580 090-46580 135 


8903230309 "Annual 10CFR50 69 Rent 1968 " W/890307 ltr 
PLeNIEW(CZ,R Commonwealth Edison Co 88/12/31 45pp 49037 047 49037 091 

8903020808 Forwards monthly operating rapt for Jan 1968 for Byron Nuclear Generat- 
ing SWlion Units 1 & 2 & corrected monthly operaling reel for Deo 1988 
PLENIEWiCZ,R Commonweallh Edison Co 89/02/10 Document Conlfol Branch 
(Document Control Desk) Ip 40671 001-48671 017 

-8902150532 Monthly operating ropl for Jan 1989 for Byron Nuclear Generating Station 
Units 1 & 2 

SPITZER.OJ Commonwealth Edison Co 89/01/31. 13pp 48671;002-48671 013 

-8903020625 Cor/octed Monthly operating repi for Dec 1908 for Byron Nuclear Gener- 
ating Station Units 1 & 2 

* Commonweallh Edison Co 86/12/31 3pp 48671.014-48671:017. 

89Q31404SO Forwards occupational radiahon exposure portions of plants operating repls 
for 1988, per Red Guide 1 16, 

RESCEK.F. Commonwealth Edison Co 69/02/22. DAVIS,AB Region 3, Ofc of the 
Director tp, 48853 210 48853.243 

-8903 140475 Forwards occupational radiation exposure rept for 198B,p6r Reg Guide 
1 16 

PLENIEWICZ,R Commonwealth Edison Co 69/02/14. DAVIS, A B Region 3, Ofc of 
the Director Ip 48053 224-46653 227. 

*<8903140478 "Occupational Personnel Radiation Doses Rept for 1968" 

' Commonweallh Edison Co 86/12/31 3pp 48053*225 46053 227. 

89032 1033B Monthly operaling rapts for Feb 1989 for Byron Units 1 & 2. W/89(J310 ltr 
SPJT2ER,DJ, PLENIEWICZ.R Commonweallh Edison Co 89/02/28. 14pp. 

48989 172 4B9B9 185 


S, Reportable occurrences, LERs A related correspondence 

0903100242 LER 89 002-00 on 690131 .reactor manually (tipped when positioner arm on 
feedwater regulating valve disengaged Caused by intormillenl oscillalions In 
valve Positioner reconnocled using LocMilo ft star washer W/89030 1 Ur. 

SCHROCK.J . PLENIEWICZ.R. Commonwealth Edison Co 09/03/01 4pp 40809 081- 
48309 084, 

8903240187 LEB 66-005-0 1‘on 080604, two stability trip enable annunciators actuated 
simultaneously in mair> control room & output breakers opened Caused by rfiicrowavo 
noise on circuit communicating grid status Power restrict edW/890d 15 ltr 
TULON.r, PLENlEW(CZ.n CominonweaUh Edison Co, 89/03/16 4pp 49038.323- 
49038 826 


V. Operator Ex amlna lions 


-8902240151 Proposed Tech Specs, changing administrative controls Section 6 0 to in- 
clude removal of organizational figures, posit ion change from radiation chemistry tech- 
nician to radiation protection technician, per Generic Ltr 80-06 
* Commonweallh Edison Co 89/02/17 44pp. 48580 092 48580 135, 

09O228O3S1 Advises of withdrawal of 601005 proposed amend to Tech Spec adminis 
irative controls Section 6 Request being withdrawn due to finalization of major reorga 
nizatlon 

CHRZANOWSKI.R Commonwealth Edison Co 89/02/21 MURLEY,T.E Office of Nu- 
clear Reactor Regulation, Director (Post 870411), 2pp 40633.227-48633 228 

0903030267 Advises that decision on 660302 proposed amend to licenses re conlai- 
menl tendon design stress being deferred Requests addi data from future insp to 
assess actual rate of relaxation or tendon strength during plant life 
OLSHAN.L N Project Directorate III-2 69/02/23 BLISS.H E. Commonweallh Edison 
Co 4pp, 46692 287 48692 290 

0903140418 Requesle that 880531 application for amends to Licenses NPF-72, NPF- 
77, NPF-9 7 & NPF-66 be withdrawn since util finds aligning essential svc water SX sys 
to duplicate max rated load during Id month surveillance not feasible 
CHRZANOWSKI.R Commonwealth Edison Co 89/02/23 MULLER.D. Projecl Direc- 
torato 111 2 Ip 48854 230-48654 230 


8903100497 Fonvards proprietary Wyle Labs Tost Repi 17040-1 re Bunker Ramo Instru 
men! Penetration Assemblies (50027267. 7B1 113-1 04/60027267-06,78091 1-1 -OD.per 
881102 meeting .Rept withheld (ref 10CFR2 790), 

HUNSADER,SG Commonwealth Edison Co. 89/02/24 MURLEY.T.E Office of Nu- 
clear Reactor Regulaliorr, Director (Post 870411), 3pp 48857 064-48857 066. 


0903100119 Forwards corrected Rev 54 to Topical Rept CE-1-A, "QA Program fdr Nu- 
clear Generating Stallone," incorporating Pages 1-38 & 1-44 
RICHTER.M H Commonwaallh Edison Co 89/03/01 Document Control Branch (Doc- 
ument Control Desk). Ip. 48808 252-4BB06 253 


-8903100138 Coweoted Rev 54 to "QA Program for Nuclear Generating Stations" In 
corporaling Pages 1-38 & 1-44. 

SHEWSKliwJ Commonweallh Edison Co 89/01/27 10pp. 48808 254.48a08-263. 


6903200269 Comments on licensee rosponse to Generic Lir 88-17 re expeditious ac- 
tions for loss of DHR Advises that licensee may wish to consider several observations 
in order to assure that actions adequately addressed 

OLSHAN,L N Project Directorate llt-2. 89/03/01 BLISS.H E Commonweallh Edison 
Co 6pp 40971-100 48971-105. 

6903090137 Forwards operating limits repi for fixed Fxy limits, per 891212 application for 
amends to Licenses NPF-37,NPF-68, NPF-72 & NPF-77 Braldwood repts will be sub- 
mitted following first refueling outage for units. 

CHRZANOWSKI,R Commonwealth Edison Co 89/03/02 MURLEY.T E Office of Nu- 
efear Reactor Reguiatfon, Director (Post 870411). 7pp 48801-137-48801:143 


6903220159 Generic Lir 80 03 to all power reactor licensees A applicants for OL re op 
e/alor licensing nalt exam schedufe Svc list end 

VARGA.SA Associate Director for Projects (Post 870411) 80/03/24. Consolidated 
Edison Co. of New York, fno 54pp 490{)5 001-49005056 


DOCKET STN*60*456 BYRON STATION, UNIT 2 


F. Securltyj medical, emergency A fire protecllon plans 

6903140027 Rev 6 to EPIP EG-10, "Offsite Personnel & Vehicle Contamination Monitor- 
ing at Relocation Ctra for Nuclear Slation Evacuees/' 

GOLDEN.J.C, Commonwealth Edison Co 69/01/31 9pp. 46857,282-48857 29€ 


89031 40288 Requests NRC complete review of Bunker Ramo Instrumentation penetra- 
tion modufe equipment qualification testing to support restart schedule 
HUNSADER.S.C Commonwealth Edison Co. 89/03/03 MURLEY.T.E Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1) Ip 48858:088-48858 088 

8903240261 Confirms 690323 meeling in Glen Ellyn, IL to discuss util quality verification 
program, per 890210 Ur. 

GREGNMAN.e G. Region 3, Ofc of the Director 89/03/03. REED.C, Commonweallh 
Edison Co. 3pp 49039.043-49039 045 

0903160056 Ack receJpt of 890127 submillal of Rev 54 to QA Topical Rept CE-1- 
A Program continues \o satisfy requirements of 10CFR50,App 0 A acceptable 
WRIGhT.GC Region 3, Dfc of the Director. 89/03/07 REED.C, Commonwealth 
Edison Co 2pp 40893108 46893-109. 
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■B90320029& NoUce o1 issuance aJ amonds lo Liconsos NPF-37.NPF 66, NPF 72 & NPF- 
77, changing Section 6 of Tech Specs to remove organizatior^al ftguros & changing po 
sition title to radiation protection technician, por Gonorio Ur 60 06 
SANDS.SP, OLSHAN,LN PfO|ect Directorate 1112 89/03/09 9pp ^6959 001* 
46959 009 

6903200314 Notice of issuance of environ assessment & finding of no significant impact 
re Licenses NPF-37 & NPF 66 

MILLER, D R Pfolecl Diroctorato III-2 89/03/09 5pp 48966 170 46965 174 

8903210013 Forwards environ assessment & finding of no significant impact ro ulil ro 
quests for amend to Tech Specs concerning proposed spent fuel pool expansion 
OLSMAN.L N Project Diractoralo ltl-2 89/03/09 BLISS.H L Cominonwoallh Edison 
Co 4pp 48983 345*48903 358 

-8903210019 Environ assessment & finding of no significant impact re util roquesis to 
amend Tech Specs to allow expansion of spent fuel pool capacity, 

• Project Directorate IH*2 89/03/09 lOpp 48983 349 40983'356 

B003240270 Requests response to one! summary of allegation ro fitness- for duty issue 
within 45 days of Hr receipt Enel withheld (ref 10CFn2 790) 

NQRELILIS,CE Region 3, Ofc of the Director 89/03/10 REED.C Commonwealth 
Edison Co 2pp 49044*286 49044 287 

890324007S Notice of considoroffor^ of issuance of Amond 25 to Licenses MPF-37 & 
NPF-66 Amonds increase capacity of spent fuel pool from 1.060 fuel assemblies to 
2,870 fuel assembitoa 

MULLER, DR PfOjGGl Directorate 111.2 89/03/17 3pp 40036 333.49038 335 

8903180206 Generic Ltr 60 02 to all holders of OLs & CPs for nuclear power reactors ro 
actions to Improve detection of counterfeit & froudulenily marketed products Sve list 
end 

VARGA, S A Associate Director for Projects (Post 07041 D 69/03/21 Consolidated 
Edison Co of Now York. Inc 57pp 48960 001 48960 057 


Q. Inspection reports, IE Bulletins & correspondence 

8902280231 Supplemental response to NRC Bulletin 88 004 Responses from pump sup. 
pliers & review of pump vibration data discussed in 880711 ltr provide assurance that 
operation ol safety, relatod pums at low flow will not cause pump damage 
RICHTER, M.H. Commonwealth Edison Co 09/02/21 Document Control Branch {Doc* 
ument Control Desk) 2pp 46626 099.48620 100 

8902170112 NRC Info Notice 89.020, *'We!d Failures in Pump of Byron-Jacksort 
□esfgn '* Sve ffst end 

ROSSI,C.E Division of Operational Events Assessment (Post 670411) 09/02/24. 
Gonsolidaied Edison Co of Now York, Inc t06pp 48572 043.48572 140 

8902210381 Suppl 1 to NRC Info Notice 88 073, "Dlroctlon-Dependent Loak Cbarader- 
isllcs of Containment Purge Valves.” Sve list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 102pp 46500 001.48569.1 10 

8902210584 NRC Info Notlco 89.021, "Changes In Performance Characteristics of 
Molded-Case Circuit Breakers '* Sve list end, 

ROSSI, CE Division o( Operational Events Assessment (Post 070411). 09/02/27 
Consolidated Edison Co oINew York, Inc. 104pp 40570 032 40570 137 

89030B0246 Responds to concern ro housekoeplng noted in SALP 0 Ropts 50 454/80. 
12 & 50 455/80 12 Rosident inspector concurs that plant did not miss surveillance 
during SALP period & equipment qualification issues discussed w/roglon 
DELGEQRGE,LO Commonwealth Edison Co 89/02/27 DAVIS,A0 Region 3, Ofc 
of the Director 2pp 40767 262.46767 253 

8903030510 Forwards Safely Insp Rapt 50 455/00 03 on 000118,24.26,31 0 
0207,09,15 & 10.No violations noted 

COOPER, RW. Region 3, Ofc of tho Director. 89/02/28 REED,C Commonwealth 
Edison Qo. 2pp 40692' 195 40692 201. 

-8903030513 insp Rept 50.455/89.03 on 890118,24.26,31 & 0207.09,16 & 16 No vio* 
latlons or deviations noted Major areas inspectod insorvlco Insp activities, Including 
prog ram 8, procedures, observation of work activities & data review 
WARD.KD, DANIELSON, O.H Region 3. Ofc of the Director 89/02/27. 6pp. 
48692*197.46692 201 

8903090378 Forwards Safely Insp Repts 60.454/00 01 & 60 465/89 01 on 890101- 
0216 Violation noted Violation was licensee identified Item.lherfore no notice ol viola- 
ffon wiff be Issued 

FORNEY, WL. Region 3, Ofc of iho Director 09/03/01. REED.C Commonweallh 
Edison Co 2pp. 40702.338.46702'353 

-8903090381 Safely Inep Repts 60 454/89 01 & 50 456/89 01 on 890101. 0216.Maior 
areas Inspected licensee action on previous insp findings, operational safety, event foL 
lowup & refueling & spent fuel pit aclivilios.Util ideniided violallon noted 
HINt5s.J M. Region 3, Ofc of the Director. 89/02/28 14pp 40782 340-40702 363. 

8903130332 Forwards Safety Insp Repts SO 454/89 02 & 50 455/89.02 on 880123- 
0206 No violations noted 

COOPER, R.W Region 3, Otc of the Director 89/03/02 REED,C Commonwealth 
Edison Co 2pp 48029 264 40829 276. 

-8903130338 Insp Repts 50 454/09 02 & 50-455/89 02 on 890123.0206.No violations 
noted Major areas Inspectod implement at! on ol fire protection program Weaknesses 
noted In control of transient combustible mails & control of flammable liquids. 
HOLMES, J, QARDNER.R.N Region 3, Ofc of the Director. 89/03/02, lipp 
48829 260.48829 270. 

8902270158 NRC Info Notice 89 022, "Questionable Certification of Fasteners” Sve list 
end 

ROSSI, CE. Division of Operational Events Assessment (Post 070411). 89/03/03 
Consolidated Edison Co. of New York, Inc. 105pp. 40732 001.48732 106 

B902280104 NRC Into Notice 89*023, '"Environ Qualification ol Litton Veam CIR Series 
Electrical Connectors.” Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/03/03. 
Consolidated Edison Co of New York, Inc 106pp 40723 030-40723:143 


8902280182 NRC Info Notice 09-024, "Nuclear Criticality Safety” Sve list end 
CUNNINGMAM.R E Division of Industrial Medical Nuclear Safely (Post 070729) 
09/03/06 Consolidated Edison Co of Now York, Inc 06pp 40700 252 48700 346 

8903010207 NRC Info Notice 89 026, " Instrument Air Supply to Safely Related Equip 
mont ” Sve list end 

ROSSI.CE Division of Operational Events AssObsment (Post 070411) 89/03/07 
Consolidated Edison Co of Nevv York, Inc 105pp 48741 053 4674 1 15B 

8903150478 Respond's to NRC Bulletin 68 011 re pres’iunzor surge line thermal 
airalificahon Dili Is participating in program tor partial resolution of issue through Wos 
tinghouao Owners Group (WOG) Obioctivos ol WOG program fisted 
RICHTER, M H Commonwealth Edison Co 89/03/07 DocumonI Control (Jranch (Doc- 
ument Control Desk) 4pp 48073 356 4BB73 359 

6903020165 NRC Info Notice 69 027, "Limitations on Use of Waste Forms & High In 
legnly Containers lor Disposal ot Low Level Radwasto ” Sve list end 
G'REEVES.JT Division ol Low Level Waste Mananemenl & Decommissioning (Post 
670413) 89/03/08 Consolidated Edison Co ol New York. Inc 117pp 48790114 
4B79B 231 

6903980372 NRC Cnfo Notice 00 020, "Weight £ Clr of Gravity Discrepancies for Cepes- 
Vulcan Air Operated Valves ” Sve list encT 

ROSSI.CE Division of Operational Evante Assessment (Post 070411) 89/03/ 14 
Consolidated Edison Co of New York, Inc I07pp 48D0S 001-40B95 109 

8903090021 NRC Info Notice 89 029, " Potential Failure of ASEA Brown Qoverl Circuit 
Broakers During Seismic Event " Svo list end 

ROSSI.CE Division of Oporalional Events Assessment (Post 870411) 09/03/15 
Consolidated Edison Co of Now York, Inc 106pp 48870 053 40870 169 

8903090133 NRC Info Nottco 09 030, "High Temp Environs at Nuclear Power Plants ’’ 
€vc list one! 

ROSSI.CE Division of Operational Events Assessment (Post 870411} 89/03/15 
Gonsolidaied Edison Co of Now York, Inc 106pp 40895.110 40895 215 

8903210424 Submits doiails of tneoro ihimblo tube Insp program & results of Insps per. 
formed during first refueling outage 

RICHTER, M.rl Commonwoalih wison Co 89/03/ 17 Document Control Branch (Doc- 
ument Control Desk) 2pp 48902 33 1 40992 332 

8903160427 NRC Into Notice 09 031, "Swelling & Cracking of Hafnium Conlrot Rods" 
Sve list end 

ROSSI.CE Division ol Operational Evanis Assessment (Post 870411) 89/03/22 
Consolitlatcd Edison Co of New York, Inc 102pp 48986001-48086 103 

6903170419 NRG Info Notice 89 032, "Survolllanco Testing of Low Tomp Overpressure 
Protection Sys ” Sve list end 

ROSSI.CE Division of Operational Evonis Assessment (Post 870411) 09/03/23 
Oonsolideted Edison Co ol New York, Inc 104pp 46902 044-4QD92 147 


R, Periodic operating reports & related correspondence 

8993070004 "EfIluent & Wasto Disposal SomI annual Rept for Jul Doc 1088 ” W/Q90222 
ltr, 

PLENIEWICZ.R. Commonwealth Edison Co 88/12/31 16pp 48763*166-48763 171 

8993238309 "Annual 10CFR50 69 Ropt 1900 ” W/600307 Hr 
PLEN1EWICZ,R Commonwealth Edison Co CB/12/31. 45pp 40037 047.49037 091 

8903020606 Forwards monthly operating ropt for Jan 1008 for Qyron Nuclear General 
ing Station Units 1 & 2 & correclod monlhly oporaling root (or Dec 1 988 
PLENIEWJCZ.R. Commonwealth Edison Co 09/02/10 DocumonI Control Branch 
(Document Control Desk). Ip. 40671*001-40671 017, 

-8002150532 Monthly oporaling rept for Jan 1989 for Byron Nucloar Generating Station 
Units 1 & 2 

SPITZEfl.D J. CommonweaUh Edison Co. 89/01/31 13pp 486/V002 48671 013 

-6903020626 Coffoctod Monlhly Operating ropt for Dec 1908 lor Byron Nuclear Goner 
at ing Station Units 1 £ 2. 

* CommonweaUh Edison Co 88/12/31. Opp 48671 014 40671 017 

8903140450 Forwards occupational radiation oxposure portions of plants operating repts 
for 1808, per Reg Guide 116. 

RESCEK.F CommonweaUh Edison Co. 09/02/22 DAVIS, A B Region 3, Ofc of Iho 
Director. Ip 48853 218 48853 243. 

-8903140476 Forwards occupational radiation exposure rept for 1988, por Rog Guido 
1-16. 

PLENIEWICZ.R. Commonwoalih Edison Co 80/02/14 DAVIS.AB Region 3, Ofc of 
the Director. Ip 48853 224 48853*227. 

-8903140478 ‘’Occupalional Poraonnet Radiation Doses Rept for 1988 ” 

* CommonweBlth Edison Co. 88/12/31 3pp. 48853*225 48863 227. 

9903210336 Monthly oporaling repts (or Feb 1086 for Byron Units 1 £ 2 W/6d0310 Ur 
SPITZER.DJ, PLENIEWICZ.R, Commonwoalih Edison Co. 89/02/28 t4pp 
48980,172.48989:185. 


S. Reportable occurrencoa, LER& £ related correspondence 

8903210170 LER 89 001-00, on &Q0211,lnadvorlent safety Injection actuation ol Trains A 
& B equipment occurred during perlormanco ol diosol generator operability survell- 
lance. Caused by procedural inadequacy W/ 890309 ltr 

FLAHIVE.R . PLENIEWICZ.R Commonwealth Edison Co 89/03/00 6pp 49020 043- 
49020.040 

8903230497 RO.on 890305, moderator temp cootllclenl determined to be more posliwo 
than allowed by Tech Spec 3. 1.1, 3 a £ limiting condition lor operation entered Control 
rods maintained within new withdrawal limits until core burnup reached. 
PLENIEWICZ.R Commonwealth Edison Co 60/03/10, DAVIS, A 8. Region 3, Ofc of 
the Director 2pp 49026;142.49026,143 
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V. Oporntor Ei*amlnatlon& 

Gofiofic Ur e9>-oa 10 ati power reaclor licerrsees S applrcanls Jof OL ro op 
nail exam schedule Svdislcncl 

« Associale Director for PioJecls (Post a70<t11) a9/03/24 Consofidaleti: 

taison Co or Now YorJ^, tne 54pp 43005 OOV4DOO& 056 

DOCKET STN-S0.45e BRAIDWOOD STATION, UNIT 1 


F. Sciciirlly, medlcaP, emergency & fire protection plans 

^ EPIP EG to, ''Offsite Personne! & Vehicle Contaminalion Monitor' 
Nticfear Station Evacuees'* 

GULDEN. JC Comnn on wearth Edison Co 89/01/31 Dpp 48857 282-48857 290 

fto^visecf emorgency pfani implemeniting procedures incfuding.Rev 4 to 
RWZP too 9, Rev A io BW2P 100 9A1 a Rev Q to 8WZP I00.t5 
Gomnnonwoolth Edison Co 89/02/09 I3pp 48646 i7l 40646.183 

8003000122 RoviSGd EPIPs, in eluding Rev 3 to BwZP 090 1, Rev 1 to BwZP 090- 
« ^ *o Bw 2P 090 1A2.Rev 2 to BwZP 090 1A3 & BwZP 090'1A4 ,Rbv 4 to 

OwZP oao- 1 A5 & Rev 5 to BwZP 090-1 A7 
CommortwoQlth Edison Co 89/02/17 tBpp 48780050 48780 067 

6003060217 Rev 1 to EPIP BwZP 300 12A1, "App A. Command & Control Transfer 
F ^n> W/C90224 title index Page 2 

Common^oailh Edison Co 89/02/21 5pp 40736161 48738 185 

6903270054 Ack receipt of 690207 Itr re allegations perlaining lo fitness for duly of 
mombor of aocuniy force at plant NRC found investigation to be suffictont to support 
Ana add I questions rsaui/ed 

NORELIUS.C E Rogjo/i 3, Ofc of the Director 89/03/17 REED.C Commonwealth 
Edison Co 2pp 4D055 051 -49055 052 


Insurance & Indemnity rnforoiatlon 

B093 160 1*10 Informs of onsite property damage insurance rn force at plants 
niCHTER.M H CommonwealLh Edison Co 60/03/09 Document Conirol Branch (Doc- 
urnonl Control Desk), tp 46871.345 48871 345 


P. Oporallng license stage documents & correspondence 

8002230264 ScippComonlal applfcalion (or amends lo Licenses NPF-72 & NPF-77,revi8- 
\nq Tocti Spoo Pago 5*5 to relfecl correct storage capacity as 2870 fuel assemblies & 
correcting on at -west ctr to ctr distance between fuel assembljes 
IIUNSADEB.S.C Commonwealth Edison Co 89/02/10 WURLEY.T E Office of Nu 
clonr Ponctor Rogulallen. Director (Post 070411) Ip 48622 150 40622 151 

*>8902230313 Corroded proposed Tech Specs Page 5-5, revised (o reflect storage ca- 
nacily as 2070 fual assemblies & changed to reflect correct east west ctr to ctr cfis- 


lanca bolwoon fuel assemblies placed In Region 1 spent fuel racks 

* Commonwoatth Edison Co, 89/02/10 ip 48622 151-48622 151 

8002240147 Applicatiort for amends to Ucenses NPF-37.NPF-60,NPF.72 & NPF.77,re 
vlBing adminisiraLlivo Section 6 0 to include removal of organizational rigures,per Ge 
noric LIr BQ 00. 

CHnZANOWSKI.R Commonwealth Edison Co 89/02/17 MULLER.O Office of Nu- 
Cloor Ronctor Roguta1ion„ Direclor (Post 87041 1 ) 2pp 48580.090-48580135, 

*•8902240161 Proposed Tech Specs,c hanging administralive controls Section 6 0 to in 
cludo ram oval of orQdnizatronal figures, position change from radialion chemistry tech- 
nician lo radlntlon protecti-on technician, per Generic Ltr 88 06 

* Commonwealth Edison Co 89/02/17 44pp 48580 092 48560135 

a9l}22003$1 Advises of withdrawal of 881005 proposed amend to Tech Spec adminis- 
Iralivo conlrofa Sect Ion 6 Request being withdrawn due to finalization of major reorga- 

CH?]hANOWSKI,H Commonwealth Edison Co, 89/02/21 MURLEYJ E Office of Nu- 
Cloor Roactor R-ogulation, Director (Post 870411) 2pp 46633 227-4B633 228 

8903070072 Hoquosls analysis of Allegation Rlll-BB-A 9147 described in Enel I re fit- 
rwaa for duly iasuo within 45 days of Ur receipt End withheld (ref 10CFR2 790) 
MOFIELIUS C E, Region 3. Ofe of the Director. 89/02/22 REED.C Commonwealth 
RUI son Co. 2pp. 48 74 1 001-48741 002 

8903D30267 Advises that decision on 880302 proposed amend to licenses re conlai- 
moDl london design stress being deferred Requests addi data from future insp lo 
Aflaass actual rate of relaxation of tendon strength during pfanl fife 
OLSIfAMLM Projoct Directorate III 2 80/02/23 BLISS,H E. Commonwealth Edison 
Co. 4pp. 48602 287-40692 299 

89031410418 Requests that 680631 application lor amends lo Licenses NPF-72,NPF- 
77 NPF-37 & NPF-66 bo withdrawn since util finds aligning essential sve water SX sys 
In rlLir^licalo max rated load during 18-monlh surveillance not feasible 
niin2AN^SKI.R. Commonwealth Edison Co 69/02/23 MULLER. D Project Direc 
liraio Ilf-2 ip 40854 230-48854:230. 

AfiOavoOSBI Forwards Amend 14 lo License NPF.72 & safely evaluation Amend 
cjTanflos Tech Specs to allow extension for diesel generator aurveiKance testing inter- 
Will trt ifi mnnlhB or until first refuehng Quiage.whichever cornea first 
ftAUDS S P Proleci Oirectorate 111-2 09/02/28 BLISS, H,E Commonwealib Edison 
3pp 40800 306-46969 308 

Amend 14 to License NPF-72, changing Tech Specs lo permit exienslon 
fnr hTosqI floneratar surveiJ lance (esUng Interval to 35 months from 31 months.or until 
fS«i fnfuollna outage, whichever comes lirsl 

Ktuu^aOR Projecl Dfreclorale III 2 89/02/28 4pp 48969 309.48969 312 

. aani^nniPT gafetv ©VAluatiOin supporting Amend 14 to License NPF-72 

* Office of Nticlaar Reaclor Regulation, Director (Post 870411). 89/02/28 3pp 
46060131 if '46969 316, 


8903100119 Forwards corrected Rov 54 to Topical Rept CE-1-A, "QA Program for Nu- 
clear Generating Stations," incorporating Pages 1 38 & 1-44 

RICHTER.M H Commonwoalth Edison Co 89/03/01 Document ControJ Branch (Doc- 
ument Conirol Desk) 1p 48800 252 45008 253 

-8903100136 Corrected Rev 54 lo "OA Program for Nuclear Generating Stations/* in- 
corporating Pages 1 3B & 1 44 

SHEWSKliWJ Commonwealth Edison Co 89/01/27 lOpp 40508 254 48808 263 

8903200269 Co-mmenls on licensee response lo Generic Ltr 58-17 re expeditious ac- 
tions (or loss of DHR Advises that licensee may wish to consider several observations 
in order to assure that actions adequately addressed 

OLSHAM,L N Project Directorate lit 2 59/03/01 BLISS.H E Commonwealth Edison 
Co 6pp 48971 100 45971 105 

8903090137 Forwards operating timila rept for fixed Fxy flmlts.per 881212 application for 
amends to Licenses WPF-37,NPF 66, NPF-72 8 NPF-77 Braidwood ropis will be sub- 
mitted following first refueling outage for units 

CHRZANOWSKI.R Commonwealth Edison Co 89/03/02 MURLEY.T E Office o1 Nu- 
clear Reactor Regulation, Director (Post 57041 1) 7pp 40801 137-48801 143 

6903240261 Confirms 890323 meeting in Glen Ellyn, IL to discuss util quality verification 
programmer 590210 Ur 

GREENMAN.E G Region 3. Ofc of the Director 09/03/03 REED,C Commonweallli 
Edison Co 3pp 49039 043 49039 045 

6903160058 Ack receipt of 890127 submittal of Rev 54 to QA Topical Rept CE-1- 
A Program continues lo satisfy requirements of 10CFn50,App B & acceptable 
WRIGHT^GC Region 3, Ofc of the Director 89/03/07 REED,C Commonwealth 
Edison Co 2pp 48893 108 48893*109 

6903200299 Notice of issuance of amends lo Licenses NPF-37.NPF-66, NPF-72 & NPF 
77.changing Section 6 of Tech Specs to remove organizational figures & changing po 
sitton title to radiation protection technicfan.per Generic Ltr 08 06 
SANDS.SP, OLSHAN.LN Project Directorate 111-2 89/03/09 9pp 40959.001- 
48959 009 

6903240256 Advises that 680407 samples mistakenly discarded before analyses for 
t>aturally occurring radionuclides in Ra 226 & Ra 228 senes performed Analyses ro 
suits of radloactivUy levels In well wafers end 

PAPERIELLO.CJ Region 3, Ofc of the Direclor 89/03/17 CORBIN, TL Affiliation 
Not Assigned Opp 49044 276-49044 277 

8903270054 Ack receipt of 690207 ltr re allegations pertaining to fitness for duty of 
member of secunly force at pfanl NRC founcT Investigation to be sufficient lo support 
util conclusions & no add! questions required 

NORELIUS.C.E Region 3, Ofc of the Director. 69/03/17 REED.C, Commonwealth 
Edison Co 2pp 40055 051-49055 052 

8903160296 Generic Llr (39-02 lo all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of courderfeit & fraudutently marketed products Sve list 
end 

VARGA, S A Associate Director for Projects (Post 870411) 89/03/21 Consolidated 
Edison Co of New York, Inc 57pp 48960 001-48960 057 


Q. Inapecllon reports, IE Bulletins & correspondence 

8902280231 Supplamentat response lo NRC Bulletin 88-004 Responses from pump sup- 
pliers & review of pump vibration data discussed in 88071 1 ltr provide assurance that 
operation of safely- related pums at low flow will not cause pump damago 
RICHTER.M H Commonweallh Edison Co. 89/02/21 Document Conirol Branch (Doc 
ument Conirol Desk) 2pp. 46626 099 48626 1 00 

8903060211 Forwards Insp Repls 50-456/89.04 & 50 457/89 04 on 8901 10-13 6 18 
20 No violations noted 

GREGER.LR Region 3, Ofc of the Direclor. 89/02/21. REED.C, Commonwealth 
Edison Co 2pp 48740*045-48740 060. 

-8903060215 Insp Repls 50 456/89 04 & 60 457/09 04 on 890110-13 & 18-20 No Vio- 
lations noted Major areas Inspected .chemistry program, fncluding 
procedureSiOrganlzation & training.primary & secondary sys water QC programs & OA 

HOLTZMAN.R 8 , HOUSE.J E.. SCHUMACHER.M. Region 3, Ofc of the Direclor 89/ 
02/17 14 pp 46740 047-48740 060. 

8902170112 NRC (nfo Notice 89 020. "Weld Failures in Pump of Byron-Jackson 
Oesfgn " Sve list end 

ROSSi.CE Division of Operational Events Assessment (Post 870411) 89/02/24. 
Consolidated Edison Co of New York, Inc 106pp. 48572 043-48572 140 

8902210351 SuppI 1 to NRC info Notice 88 073, "Direction Dependent Leak Character- 
istics of Containment Purge Valves Sve list end 

ROSSI.CE Division of DperaKonal Events Assessment {Post 870411) 89/02/27. 
Consolidated Edison Co. of New YorJ<, Inc t02pp 48509 001-48509.1 10. 

6902210564 NRC Info Notice 89-021, "Changes in Performance Characteristics of 
Molded Case CircuH Breakers " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/02/27 
Consolidated Edison Co of New York, Ino 104pp 48578 032-48678 137 

6902270156 NRC Info Notice 89 022. "Questionable Certification of Fasteners " Sve lisi 

RO&I.CE Division of Operallonat Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co of New York, Inc 105pp 48732 001 48732,106 

6902260104 NRC Info Notice 69-023, "Environ Qualification of Lltton-Veam CIR Senes 
Electrical Connectors," Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidated Edison Co. of New York. Inc 106pp 40723 038 48723.143 

8902260162 NRC Info Notice 69 024, "Nudear Cnlicality Safely " Svc list end, 
CUNNINQHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729). 
00/03/06 Consolidated Edison Co of New York, Inc 96pp 48700:262-48700 346. 
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0903010207 NRC Inlo Notice BO 026, "Inslrumont Air Supply lo Safely Relaicfl Equip 
merit Svc list end 

ROSSI.C/E Division of Oporalional Events Assessment (Post 070*111) 00/03/07 
Consoittlaled Edison Co o( Now York Inc t05pp *10741 053 4B741 15B 

890315047Q Rospondb to NRC Butlelm 88 011 ro pressurtzor suirjc line thermal 
stratification Util is participating in program (or partial resotulion of issue through Wes 
tinnhouso Owners Group (WOG) Objectives of WOG program listed 
RICHTER, MH Commonwoatth Edison Co 89/03/07 Document Control Branch (DoC' 
umonl Control Desk) 4pp 40873 356 40D73 359 

0903020165 NRC Info Nolico 09 027, "Limitations on. Use of Waslo Forms & High In 
tegriiy Containors for Disposal of Low Level Radwasle" Svc list end 
GREEVFS,JT Division of Low Levo! Waslo Managomenl a Decommissioninn (Post 
870413) 09/03/08 Consolidated Edison Co of New York, Inc n7pn 40798 114 
40798 231 

S903080372 NRC Info Notice 09 028. "Weight & Ctr of Gravity Discrepancies for Copes 
Vulcan Air Oporatod Valves " Svc list enci 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/03/14 
Consolidated Edison Co of Now York, Inc I07pp 40095 001-4BQ95 109 


8903060090 LER 00 0210100 880926,von1iGd that monthly largei axial flux surveil 
lance not perloronod Caused by personnol error & lack of adminislralivo 
controls Reduced power to less than 90% & calculated now largol values for Delia 
IW/Bfl0222 Itr 

SCHLItSSMANN.H . QUEflIO.B E Connmanweallh Edison Co 09/02/24 7pp 
4073 B 169 40730 166 

6903130893 LER 09*001 00 on 090206, momentary loss of output voltage on inslrumont 
inverter 112 caused reactor trip signal duo lo intermediate range high flux bistable 
liom channel N36 rovorlmg to ESF safe configuration W/ 090303 Itr 
DOYLE, J , OUERIO.RE Commonwealth Edison Co 09/02/2? 4pp 4BB21 356- 
48821 359 


V. Operator Examinations 

8903220159 Gonottc LIr 89 03 to all power reactor liconsoes & applicants for OL re op- 
erator licensing nail exam schoduio Svc list end 

VARGAS A Associate Director for Projects (Post 870411) 89/03/24 Corisofidaled 
Edison Co of Now York. Inc 54pp 49005 001 49005 056 


8903090021 NRC Info Notice B9 029, "Polenllal Failure oi ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/03/15 
Consolidated Edison Co of New York. Inc 106pp 40070 053 4flD70 169 

6903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants" 
Svc list onci 

ROSSLCE Division of Operational Events Assessmonl (Post 0704 U), 09/03/15 
Consolidated Edison Co of New York, Inc 106pp 40B95 tio 48895 215 

6903240312 Forwards Safely Insp Fepts 50 456/89-06 & 50-457/09-06 on 090214 17 
& notice of viofation 

GREGEr,LR Region 3, Ofc Ql the Director 09/03/15 REED.C Commonwealth 
Edison Co 2pp 49110 026-49110 036 

-8903240313 Notice of violation from Insp on 690214*17 Violation noted on &80720,in 
dividual working In radioactive rnetls area did not receive bloassay following work as 
siQ^nmonl & exception not granted 

GREGER.LR Region 3, Olc of the Director 69/03/15 Ip 49110 026 49110 028 

”6903240315 Insp Repls 50 456/89-06 & 50 457/69 06 on 090214*17 Violations 
noted Malor areas Inspected changes In personnel, audits & appraisals, planning & 
prep a ratio n.oxternal & internal exposure controls & control of radioactive malts 
KUNOWSKI.M A . CANIANO.R J . SCHUMACHER, M C Region 3. Ole of tho Director 
00/03/ f 4 Opp A911002B ID ffO 038 

8003270334 Forwards corrected table & revised descriptive text, Section 2c ol Insp 
Repfs 50 456/09-04 & 50 457/09 04 

GREGER.LR Region 3, Ofc of Iho OiroclOf 89/03/17 REED.C Commonwealth 
Edison Co 2pp 46055 261*49055 284 

”8903270360 Corrected Table 2 & revised doscriplive text to Insp Ropts 60 456/69 04 
& 50 457/69 04, correcting licensee Fe-55 value 
’ Region 2, Ofc of the Director 89/03/17 2pp, 49055 263-40056 284 

890316D427 NRC Info Nollce 09 031, "Swelling & Cracking of Hafnium ConUol Rods" 
Svc list end 

ROSSLCE Division of Operational Events Assaasmem (Post 67041 n 60/03/22 
Consolidated Edison Co of Now York, Irit, 102pp 46906 001*46968 103 

8903170419 NRC Info Notice 89-032, "Survoillanco Testing ot Low Temp Overpressure 
Protection Sys/’ Svc list end 

ROSSI.CE Division of Operational Evenls Assessment (Post 670411) 89/03/23 
Consolidated Edison Co of Now York, Inc. 104pp 48992 044*48992 147 


DOCKET STN-50-457 BRAIDWOOO STATION, UNIT 2 


F Security, medical, emergency & lire protection plans 

8903140027 Rov 5 to EPIP EG -10. "Ofisiie Personnel & Vehicle Conlamlnalton Manllor- 
ing at Retocaiion Ctrs for Nuclear Station Evacuees " 

GOLDEN, JC Commonwealth Edison Co 69/01/31 9pp 48657 282 48857 290 

09 930 103© B Revised emergency plan implemonting procedures Including.Rov 4 lo 
&WZP 100 9,Hev 4 Jo BWZP 100 9A1 & Rev D Jo bMp 100-16 
* Commonwoaltli Edison Co 69/02/09 t3pp 48646 171-40646 1-03 

6903090122 Rovisod EPIPs.Including Rev 3 to BwZP 090 I.Rov t to BwZP 090 
lAl.Rov 2 lo BwZP 090 lAZ.ROv 2 to BwZP 090 1A3 & BwZP 090 1A4.Rev 4 lo 
BwZP QDO 1A5 & Rov 5 to BwZP 090 1A7 

' Commonwealth Edison Co 69/02/17 18pp 46780 050 40780.067 

0903060217 Rov 1 to EPIP BwZP 300 12A1, "App A,CommantJ & Conlrol Transfer 
Form ’’ W/800224 tillo Index Pag© 2 
Commonwealth Edison Co 89/02/21 5pp 40736 1B1-48738 185 

6903 270054 Ack roceipl of 890207 Hr re allegations pertaining to fitness for duly of 
member ol Security lore© at plar^lNRC found invesHgalion lo do sufficionl to support 
util conclusions & no addl questions required 

NOREUUS.CE Region 3. Ofc of the Director 89/03/17 REED.C CommonwooUh 
Edison Co ?pp 4 0 056 0 51-4 0055 052 


J. Insurance & IndomnUy Inlormatlon 

0903150140 Informs ol onsite property damage Insurance in force at plants 
RICHTER, MH Commonwealth Edison Co 69/03/09 Document Conlrol Branch (Doc 
umenl Control Desk) ip 40071 345*40071 345 


P Opornting license stage documents & correspondonce 

8902230254 SiipplGmental application for amends lo Llconsos NPF 72 & NPr»77,r0vls 
ing Tech Spoc Pago 5 5 to roifoct correct storage capacity as 2870 fuel assemblies & 
corfoctmg east-west ctr lo ctr distance belwoon fuel assombltas 
HUNSADER.SC Cornmonweallh Edison Co 89/02/10 MURLEY.TE Qffico of Nu- 
clear Roaclor Regulation, Director (Post 670411) Ip 48622-160 4Q622 151 


R, Periodic operating reports & related correspondence 

8903060124 "Semiannual Effluont Ropt for Jul Doc 1966" \A//090210 Hr 
QUERIO.RE Commonwealth Edison Co. 06/12/31 t5pp 46738-205 48736 210 

6902240300 Mohlhly operating repls for Jan 1989 for Braidwood Nuclear Power Station 
Units 1 & 2.W/090210 Itr, 

PETERSON, M , QUERtO,R E, Commonwealth Edison Co 89/01/31 14pp 
46576 300 46576 313 


”0902230313 Corrected proposed Toch Specs Page 5 5,roviso(l to relloct storage ca 
pBCIly as 2870 fuel essombtlos & changed to reject correct east west ctr to ctr dis- 
tance between fuel assemblies placed in Region I spent luel racks 
' Comraonweallh Edison Co flO/02/10 ip 4D622 151 48622.151 

8902240147 Application for amends lo Licenses NPF-37,NPF 66,NPF*72 & NPF.77,re 
vising administrative Section 6 0 to include removal of organizational figures, per Ge- 
noffo Ur 88 06 

CHRHANOWSKLB, Cornmonweallh Edison Co 00/02/17 MULLER.D, Oflic© of Nu 
clear Reactor Regulation, Director (Post Q7041 1) 2pp 48560 090 4B5BO 135 


8903140460 Forwards occupational radiation exposure portions ol plants operating rents 
(or 1986, per Reg Guide 1 18 

RESCEK.F Commonwealth Edison Co. 69/02/22 DAVIS, A B Region 3, Ole of the 
Director tp 486 5 3'2 18-48 853 243 


”8902240151 Proposed Toch Specs, dianglirg atfmfnfsfralfvo conKols SecJlon 6 0 to In- 
clude removal of organizational figures, position change from radiation chomislry tech- 
nician to fodlaUon protection technician, per Generic Ltr 06 OB, 

* Commonwealth Edison Co 69/02/ 17 44pp 40560 002-48580 135 


”6603140488 Fonvards occupational radiation exposures rept for lOBB.per Reg Guide 
1 16 

OUERIO.R E Commonwealth Edison Co 69/01/27 DAVIS, A 0, Region 3. Ofc of Iho 
Director Ip 46853:220 40053 223 


8902280351 Advises ol withdrawal ol 861005 proposed amend to Tech §pec admlnls- 
ualiva controls Section 6 Request being withdrawn due to fmalizallon of major reorga- 
nteahon 

CHR2ANOWSKI.R Commonwealth Edison Co 89/02/21. MURLEY.T E Olfice of Nu- 
clear Reactor Rogulalion, Director (Post 870411) 2pp. 46633 227 4B633 228 


”8903140472 "Occupational Personnel Radiation Doses Rept for 1988 " 

* Commonwealth Edison Co 88/12/31. 3pp. 48853 22l 48853.223 

8903130127 Forwards Part 3 Of plant operating rept. reporting restilts ol environ radio- 
logical & meteorological monitoring.W/o end 

QUERIO.n E Commonwealth Edison Co 89/02/88. Document Control Branch (Docu* 
menl Control Desk) 3pp 468(8 257-48810.259 


S. Reportable occurrences, LERe & related correspondence 


8903070072 Requests analysis of Allegation R II 1-88 A 0147 described in Ericl 1 re fit- 
ness for duly issue withlr\ 46 days of Hr receipt End withheld (ral lOCFRa 790). 
NORELIUS.GE Region 3, 0(c of tho Director. 69/02/22 REED.C Commonwealth 
Edison Co 2pp 48741 001^48741002 

8903030267 Advises that decisron on 680302 proposed amend to licenses re cor\lal- 
monl tendon design stress being dalorred Requests addi data from future Insp lo 
assess actual rate ol relaxation ol tendon slrenotfi during plant life 
OLSHAN.LN Project Directorale 1IU2 89/02/23. BLISS, H E Commonwealth Edison 
Co 4pp 4 6692 287-4B692 290 


8903060183 LER 66 002-01. On 8601 25, reactor trip & safety injection generated during 
performance ol instrument surveillance analog operational test & channot verification/ 
callbr Caused by personnol error.Test rept revised.W/flaoat? Ur 
RAMOS.F, QUERIO.RE. Commonwealth Edison Co 89/02/10 5pp. 40735 248 
46735 262 


6903140418 Requests lhat 800531 application for amends to Licenses NPF.72,NPF- 
77.NPF-37 & NPF 66 bo withdrawn sinco ulil finds aligning essential svc water SX sys 
to duplicate max rated load during 18 month survoillanco not feasible 
CHRZANOWSKI.R, Commonwealth Edison Co 89/02/23 MULLER.D Project Direc- 
torate 111-2 Ip 48854 230*48854 230 



230 DOCKETED ITEMS 


890310^97 Forwards propriQtary Wyle Labs Tesl Repl 17040 1 to Bunker Bamo Inslru- 
menl Poneiralfon Assombfios (50027287, 761113 1*04/50027267*06,76091 1-1 OlLper 
601102 mootina Repl wit li hold M 10CFH2 790) 

HUN^OER.SC CommonweaHh Edison Co 09/02/24 MURLEY.TE Office of Nu 
clear ReacLor Rogulation. Di/octor (Post 6704 11) 3pp 40657 064 48B57 066 

8903100119 Forwards correclod Rav 54 lo Topical Ropl CE-1-A, ’’OA Program for Nu- 
oloar QGneraling Slations," Incomorailng Pages 1*38 & 1 44 
RICHTER.M H CommonwaallH Edison Co G0/O3/C1 Document Control Branch (Doc- 
umenl Control Desk) Ip 48806 252 4660 Q 253 

—8903100138 Correclod Rov 64 lo "QA Program for Nuclear Goneratinn Stations,” ir>- 
corporoting Pages 1 36 & 1 44 

SHfcWSKliW J Commonweallh Edison Co 89/01/27 lOpp, 4 6 608 254 46808 263 

6903200269 Commonls on liconsea rasponsa lo Generic Llr 06-17 ra expeditious ac* 
iions for loss of OHR Advises that licensee may wish lo consider several observations 
in order (o assuro Ihat ac lions Ecfeouately addressed 

OLSHAN.LN, Project OirocloralQ III 2 69/03/01. BLISS, H E. Commonwoallh Edison 
Co 6pp 46971 100 48971 105. 

6903090137 Forwards operating limits repl for fixed Fxy limits-par 081212 application lor 
amends to Llcer^ses NPF-37,NPF 66. NPF-72 & NPF-77 Braidwood repts will bs sub- 
mitted following first refueting outagd for units 

CHR^ANOWSRl.R Commonwealih Edison Co 69/03/02 MURLEY.TE Olhco of Nu- 
clear Reactor Regulation, Director (Post 870411) 7pp 48801 137-48801 143 

6903140288 Rociuests NRC complole review of Bunker Ramo Instrumentation penetra 
lion module equipment qualification testing to support restart schedule 
HUNSADER.SC Commonwealth Edison Co- 69/03/03 MURIEVJE Ollico of Nu- 
clear Reactor Regulation, Director (Post 870411) Ip 40858 008-48658 088 

0903240261 Confirms 800323 meeting In Glen Ellyn, IL to discuss util ouaMy verification 
prog^ram.por 8&D210 Hr 

GBEENMAN.EQ Region 3, Ofe of the Director 89/03/03 REED.C Commonwealth 
Edison Co 3pp 49039 043 49039 045 

8903160058 Ach roceipl of 890127 submittal of Rev 54 to QA Topical Repl CE-1- 
A Pfogrom conllnuoa to satisfy requiramonts of 10CFR50,App B & acceptable 
WRIQHT.QC Ramon 3, Ofc ol the Director 89/03/07 REEO.C Commonwealth 
Edison Co. 2pp 48693 108 4G893 109 

8903200289 Notice ol issuance of amends lo Licenses NPF-37.NPF-66, NPF72 A NPF- 
77, changing Soclion 6 of Tech Specs lo removo organizational figures & changing po 
sit Ion title to radiation protection tech nlclar>, per Generic ttr 88 06 
SANDS, ap Project Directorate til 2 89/03/09. Opp 48959 001-48959 009 

8903220121 Advisos that licGir>80 condition re qualification of Bunker Ramo efecirical 
poAol rations aatisfled since testing of equipment w/supportlng anafysls was provided 
A did not show equipment to be qualified 

MULLER, DR Project Dir octorale IN 2 89/03/16 BLISS, HE Commonwealih Edison 
Co. 3pp 49003 368 49003 356. 

6903240266 Advises that 860407 samples mistakenly discarded before analyses for 
naturally occurrlnfl radionuclides In Ra226 A Ra-228 series performed Analyses re 
stills of radloaclMty fovels In well waters encF. 

PAPERIEl.LO,C.J. Region 3, Ofc of the Director. 89/03/17 CORBIN, T.L Alfillation 
Not Assigned 3pp 4 9044' 275 49044 277 

6903270064 Ack recelpl of 090207 llr re allegallons pertaining to fitness for duty of 
member of socudty force at plant NRC found investigation to oe sufficient to support 
U1II conclusions A no addi questions required 

NORELIUS,G,E. Region S, Ofc of the Director 89/03/17. REEO.C. Commonwealth 
Edison Co. 2pp 40055*05 1-49055 052 

6903160206 Generic Llr 60-02 (o all hoCdera of OLe 8 CPs for nuclear power reactors re 
ncllons to improve detection of counterfoil A fraudulently marketed products Sve list 
end 

VARGA,SA Associate Director for Projects (Post 670411) 89/03/21. Consolidated 
Edison Co. of New York, Inc. 67pp. 48960 001 •48960.057. 


Q. Inspeotlon reports, IE Bullet [ne & correspondence 

8602360231 Supplemental response to NRC Bulletin 88 004 Responses from pump sup- 
pliers A review of pump vibration data discussed In 880711 llr provide assurance that 
operation of safety- related puma at low How will not cause pump damage 
RICHTER, M H, Commonwealth Edison Co, 89/02/21. Documanl Conlrol Branch (Doc- 
ument Control Desk). 2pp. 48626 099-46623:100. 

8903060211 Forwards fnsp Ropta 50 456/89-04 A 50-457/89-04 on 890110-13 A 16- 
20 No violations noted. 

QREQER.LR. Region 3, Ofc of the Director 89/02/21, HEED,C. Commonwealth 
Edison Co. 2pp. 40 74 0,04 5 •40740. 060. 


6002270168 NRC Info Notice 89 022, "Questionable Cerlificalion of Fasteners ” Sve lisl 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) B9/O3/03. 
Consolidated Edison Co of Now York. Inc 105pp 48732 001-48732 100 

6902280104 NRC Info Nolice 89 023, "Environ Qudlificallon of Litton-Veam CIR Series 
Efecirical Connectors " Sve lisl end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Ir^c 106pp 48723 038 40723 143 

8902280162 NRC Info Notice 89-024, "Nuclear Cnlicallty Safety ” Sve fist end 
CUNNINGHAM.B E. Division of Industrial A Medical Nuclear Safety (Post 870729). 
89/03/06 Consolidated Edison Co of New York, Inc 9Bpp 40700 252-4a700'346 

8903010207 NRC Info Notice 89 026, 'Instrument Air Supply to Safety Related Equip- 
ment ’■ Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of Now York, Inc 105pp 48741 053 40741 158 

8903150476 Responds to NRC Bulletin 88 011 re pressurizer surge line thermal 
stratificahon Ufil is parliclpating In program for partial resolution of Issue through Wes- 
tinghouse Owners Group (WOG) Objectives of WOG program listed 
RICHTER, M H, Commonwealth Edison Co 89/03/07 Document Control Branch (Doc- 
ument Control Desk) 4pp 48873 356 48873 359 

B903020185 NRC Info Notice 89 027, "Limitations on Use of Waste Forms A High In- 
leonty Containers for Disposal of Low Level Radwaste " Sve list end 
GREEVES,J T Division of Low Level Waste Management A Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of Now York, Inc 117pp 48798 1U- 
48798 231. 

8903060372 NRC (nfo NoUce 89 026, "Weight A Ctr of Gravity Discrepancies for Copes- 
Vulcan Afr-Operated Valves ” Sve list encT. 

ROSSI, CE Division of Operational Events Assessmenl (Post 070411). 80/03/14 
Consolidated Edlsonr Co of New York, Inc 107pp 4B895 001 48895,109 

8903090021 NRC Info Nolice 89-029, "Potential Failure of ASEA Brown Boverl Circuit 
Breakers During Seismic Event ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/16. 
Consolidated Edison Co of New York, Inc lOepp 48870.053 48870,169. 

8903090133 NRC Info Nolice 89-030, "High Temp Environs at Nuclear Power Plants" 
Sve list end. 

ROSSI, C.E Division ol Operational Events Assessment (Post 870411) 89/03/15, 
Consolidated Edison Co of Naw York, (nc 106pp 48805* 1 10-48895 215. 

6903240312 Forwards Safety Jnsp Repls 50 456/89 06 A 50 457/89-06 on 800214-17 
A notice of violation. 

GREGER.LR. Region 3, Ofc of lb© Director. 89/03/16, REED,C. Commonwealth 
Edison Co 2pp 49110026-49110 036, 

-8903240313 Notice of violation from Insp on 890214-17 Violation noted on B80720,in- 
dividual working In radioactive mails area did not receive bfoassay following work as- 
signment A exception nol granted 

GREQER.LR Region 3, Olc of the Director. 09/03/15. Ip. 49110.028 491 10 028 

-9903240316 Insp Repls 50-456/89 06 A 60-457/89 06 on 890214-17 Viotaliona 
noted Major areas inspected changes in personnel, audits A appraisals, planning A 
preparation, external A internal exposure controls A control of radioactive matis, 
kUNOWSKI,M.A., CANIANO.R J , SCHUMACHER, M C Region 3, Ofc of the Director. 
69/03/14 8pp 49110 029-49110 036 

6003270334 Fonvards corrected lebfe A revised descriptive text,Section 2o of Insp 
Ropts 50 456/89-04 A 50 457/89 04 

QREGER.iR. Region 3, Ofc of the Director 89/03/17 REED,G Commonwealth 
Edison Co. 2pp. 49055.261 49055.284 

-6903270350 Corrected Table 2 A revised descriptive (ext lo Insp Repts 50-456/89 04 
A 50 457/09 04, correcting licensee F© 66 value 
* Region 2, Ofc of th© Director. 69/03/17. 2pp 49055.263 40055.284. 

8903160427 NRC Info Nolfce 89-031, "Swelling A Cracking of Hafrilum Control Rods '* 
Sve fist end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/22. 
Consolidated Edison Co of New York, fnc. 102pp. 48906'OO1 •48986*103. 

6903170419 NRC Info Notice 09-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys " Sve list end 

ROSSf.CE Division of Operational Events Assessment (Post 8704 11). 89/03/23. 
Consolidated Edison Co. of New York, inc, 104pp. 46992,044-48992:147. 


R. Periodic operating reporte A related correspondence 


-0903069216 Insp pepts 60-456/89-04 A 50*457/89 04 on 8901 19 13 A 18-20 No vio- 
lations noted Major area© Inspected chemistry program. Including 
proceduroa,organlzallon A tralning.prinnary A secondary sys water QC programs A OA 
in lab. 

HOLTZMAN,aB., HOUSE, J E , SCHUMACHER.M, Region 3, Ofc of the Director 89/ 
02/17 14pp 4 6740:047-4 8740.090. 


0903170112 NRC Info Nolice 89-020, "Weld Failures in Pump of Byron Jackson 


Design " Svo list and. 

ROSSI, CE- Division of Operalional Events Assessment (Post 870411), 89/02/24. 
Consolidate Edison Co. of New York, Inc. 106pp 48572 043-48572*140, 


8902210361 Supp1 1 to NRC Info Notice 86 073, "Direction-Dependent Leak Character- 
latics of Containment Purge Valves " Sve list end 

R08SI,C.E. Division ol Operational Events Assessment (Post 870411), 89/02/27 
Consofidatad Edison Co of Naw York, fno. 102pp. 48589.001-48589*110. 


/York, fno. 102pp. 48589.001.48589*110. 


6902210664 NRC Info Notice 89-021. "Changes (n Performance Characlertatlcs of 
Molded Case Cfrcuit Breakers " Sve list end 

ROS9f.CE. Division of Operational Events Assessment (Post 070411) 89/02/27 
Consollrialad Edison Co. of New York, Inc 104pp. 40578 032'4e578:1 37. 


8903060124 "Semiannual Effluent Rept for Juf-Dec 1988." W/e90210 llr 
QU£RIO,ft,E Commonwealth Edison Co. 88/12/31, 15pp 48738*205 48738*219. 

8902240306 Monthly operating repts for Jan 1989 for Braidwood Nuclear Power Station 
Units 1 A2W/89021Ollr 

PETERSON.M W., QUERIO, R.E. Commonwealth Edison Co 69/01/31 14pp. 

48576*300-48576*313, 

&903140450 Forwards occupational radiation exposure portions of plants operating repts 
for 1968, per Reg Guide 1.16. 

RESCEK,F Commonwealth Edison Co 89/02/22. DAVIS, A B Region 3. Ofc of the 
Director. Ip. 40053.218-48853 243. 

-8903140466 Forwards occupational radiation exposures rept for I98a,per Reg Guide 
1 16, 

QUERIO, R E. Commonwealth Edison Co. 89/01/27 DA VIS, A 8 Region 3, Ofc of the 
Director. Ip 48853*220-48853,223, 

-0903140472 "Occupational Personnel Radiation Doses Repl for 1968." 

• Commonwealth Edison Co 88/12/31 3pp 40853:221-46853:223 



DOCKETED ITEMS 231 


B903130127 Forwards Pari 3 of plani operaiiny rcpt roporlmg results of environ raiito 
logical & moleorological monitonnq W/o end 

OUERIO.R E Commonwoallh Edison Co 09/02/26 Document Control Branch (Docu 
menl Control Desk) 3pp 46619 257 48610 259 


S Reportable occurrences, LERs & relatod correspondence 

8903080231 Withdraws LER 80 011 01 re reactor shutdown as result of valve 
2SI090B9B declared inoperable duo to non environ qualified motor AddI inlo submitted 
proved motor was environ qualified to required stds & no shutdown required 
QUERIO,R E Commonwealth Edison Co 89/02/17 Document Control Branch (Docu 
monl Control Desk) Ip 48748 356 48746 358 

B0030600S3 LER 68 025 01 on 060926 verified that monthly target axial flux difference 
surveillance not performed Caused by porsonnel error Calculated new target values 
for Della 1, updated curve book & processed computer W/890222 Itr 
SCHLIESSMANN.n . QUERIO.RE Commonwealth Edison Co 69/02/24 7pp 
48715 355 48715 361. 


V Operator Examinations 

8903220159 Generic LIr 89 03 to all power reactor licensoes & applicants for OL ro op 
erator hcensinq natl exam schedule Sve fist end 

VARGA.SA Associato Director for Proiecls (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, fnc 54pp 40005 001-49005 056 


DOCKET 50-456 RIVER BEND STATION. UNIT 1 


F. Security, medical, emergency & fire protection plana 

8903090161 Forwards objeclivos to bo fulfilled during facility omergency planning 
exercise Scenario package will be provided 45 days prior to exerciso date 
BOOKER, J e Gull Slates Utiliiios Co 86/12/15 MARTIN.R Region 4. Ofc of Iha Di- 
rector 3pp 40786 353-40766-355 

0903270406 Forwards draft “River Bend Station 1980 Emergency Proparednoss Evalu 
atod Exercise" Util requests that end info be limited to only Ihose NRC evaluators 
observing exercise 

BOOKER, JE Gull Slates Utililios Co Q9/0I/13 Document Control Branch (Docu* 
mont Control Desk) 2pp 40052 1Q6 49053 276 

"8903270407 Draft “River Bend Station Emorooncy Preparednoss Evaluated Exercise/* 

• Gulf States Utilities Co 80/03/01. 447pp 49052 166 49053 276 

6903030067 Revised emergency plan lor River Bend Station W/690222 Itr 
BOOKER, JE Gulf StatQS Utilities Co 69/01/31 346pp 46717 021 46716 013 

8902280376 Responds to SALP Ihsp Ropt 50 458/87-32 covering Apr 1987 - Sepl 
1988 Corrective actions In depth assessment of security, utilizing outside individuals w/ 
nuclear security expertmeJnitlated & security equipment will be repaired 
DEDDENS.JC Gulf Stales Ulilllies Co G9/02/l() MARTIN.R 0 Region 4. Ofc of the 
Director 2pp 46625 120 48625121 

6902260328 Forwards Insp Ropt 50 456/80*29 on 601212*16 No violations or devi* 
allons noted Two open items identified in Paragraphs 4 & 5 of end Review of ro* 
sponse to Violalion 50 458/80*14 revealed that addl corrective action nooded 
^LLAN,L J Region 4, Ofc of the Director 09/02/16 OEDDENS.J.G Gulf States Util- 
ities Co 2pp 48627 001 46027.003 

"8902280334 Partially withhold Insp Rapt 50 458/08 29 on 061812 16 (ref 
10CFR73 21), No viotations or deviations noted Mafor areas inspected physical security 
program inctuded met support, security program plans, audits & records & repls 
keLLY,J A, EVERETT.R J. Region 4. Ofc of the Director 89/01/31 Ip 40627 003* 
46627 003 

6903030456 Rov 6 to EPIP EIP*2*007, "Protective Action Recommendation Guldelinos " 
W/e90222 Hr 

DEDDENS.JC, BOOKERJ E Gulf States Utilities Co 09/02/22 22pp 48692 339 
46692360 

6903060186 Forwards Insp Ropt 50 468/69 05 on 690101*31 No violations or devi 
atlons noted 

CALUN.L J Region 4, Ofc of the Director 69/02/27 OEDDENS,J C Gull Stales Util 
itlesCo 2pp 46705 342 48705 353 

"8903060192 Insp Repl 50>45fl/8'9*05 on 690101*31 No violations noted Mafor areas 
mspected.operalionai safety vordication. radiological protection, security, surveillance 
test observation & mainl observation. 

CONSTABLE.G L . FORD.EJ Region 4. Ofc of the Director 89/02/24 lOpp 
48705.344 40705 353 

8903060498 Advises that 68 1229 Rev 5 to safeguards contingency plan consistent w/ 
provisions of 10CFR50 54(p) & acceptable 

CALLAN.LJ. Region 4. Ofc of the Director 69/02/28 DEDDENS.JC Gull Stalos Uhl 
itIesCo 2pp 46768 358*40766 360 

8903060527 Advises that 690210 Rev 6 to security training & qualification plan consist- 
ent w/i0CFR5O.54(p) & acceptable. 

CALLAN.LJ Region 4. Ofc of the Director 89/02/28 DEDDENS,JC, Gulf Stales Ulil- 
Itiea Co 2pp. 48742 203 40742.205 

6903230216 Revises response to violations noted in Insp Ropt 50*458/88*08 Corrective 
actions. 100% review of 3l high temp leak detcclion alarms performed & errors idenli- 
Ued A correcied, 

DEDDENS.J C. Gulf States Utilities Co 09/03/06 Document Control Branch (Docu 
ment Control Desk) 5pp. 49022 335 49022 339 

8903200199 Forwards final SALP Rept 50*460/07-32 for Apr 1987 . Sopl 1988 Corroc* 
live actions considered responsive to NRC concerns & recommendations 
MARTIN.R D. Region 4. Ofc of the Director 89/03/09. DEDDENS.J.C Gulf States 
Utilities Co 3pp 46965 063 46965140 

"8903200204 Final SALP Rept 50 458/87*32 SALP 690111 meeting summary, fist of at 
tendees & handouts end 

* Region 4, Ofc of the Director 09/03/09. 60pp 48965 086 46965 140 


8903230209 Rev 7 to EPIP EIP-2*102, "TraininG. Drills a Exorcise " W/8g03l6 Itf 
CADWALLADER.J . ODELL, W A . BOOKER.J E Gull Stales Ulililios Co 89/03/16 
16pp 49023 040 49023 055 


H General correspondence 

89013080235 Commoni on proposed rule 10CFR50 ro ensuring olfectivenoss of maint 
programs for nuclear power plants New rules will divert resources & attention from on- 
going improvements rosuftmg from existing fOCFRSO 65(b)(t) (t6j initiatives 
BOOKER.J E Gulf Slates Utilities Co 09/02/23 Office of the Secretary of the Com- 
mission 2pp 4B74S 312 40745 313 


J. Insurance & indemnity Information 

8902270394 Forwards Endorsements 31 6 32 & Endorsements 6 & 3 to NELIA Policy 
NF-2fl6 a Cortificalos N*100 & NW-1 70, respectively & Endorsements 23 & 24 & En- 
dorsements G & 33 to MAELU Poltcy MF-116 & Certificates M tOO & MW* 1 78,re5poc- 
livcty 

SAMUELS, JL Marsh & McLennan. Inc 69/01/11 OINITZJ Olfice of Nuclear Reac 
tor Regulation, Director (Post 8704 1 1 ) 9pp 46621 323 46621 331 


P. Operating license stage documents A correspondence 

69CI3C 90296 Requests notification within 30 days of Itr date should util anticipate prob 
lems in accommodating non*Region iV parse nnol in abbroviatad site access program 
VANDELL.LA Bogion 4, Ofc of the Director 89/02/02 DEDDENS.JC Gull Slates 
Ulilllies Co 2pp 48783 355-40763 356 

8902240244 Responds to Gonoric Llr 6B 14, “Instrument Air Supply Sys Problems Af- 
focting Safety Rolaied Equipmer^t " Startup testing ensured that olr operated compo* 
nonti failod as designed on loss of instrument olr 

BOOKER.J E Gulf States Ulititios Co 89/02/16 Document Control Branch (Docu- 
ment Control DosV) 5pp 40583 290 4B503 304 

0903010296 Forwards safely evaluation approving alternate method for complying w/ 
tDCFR50 55a for main steam positive leakage control sys valve 
CALVO.JA Proieci Direcioralo IV 89/02/21 DEDDENS.JC Gull Stales Utilities Co 
4pp 46046 200 46646 205 

"B903010302 Safely ovaluahon approving alternata method for complying w/ 
tOCPRSOSGa for main steam positive leakage control sys valve 

* Ojfico of Nucloar Reactor Regulation, Director (Post 870411) 89/02/21. 2pp 
48646 204 46646 205 

8903060406 Forwards Amend 34 lo Llcer^so NPF 47.9afoty ovatuation & FR 
r^olico Amend deletes LiconiSa Condition 2 C (4) .Attach mont 2, item 1 requiroment to 
Install addl brace on conlrol rod hydraulic units as usod in qualification testing 
PAUISON.WA Project Dlraclorate IV 89/02/22 DEDDENS.JC Gulf States Utilities 
Co 3pp 48765 010 48705 020 

"6903080496 Amend 34 to Ltcanso NPF 47,clololmg License Condition 
2 G (4), Attachment 2,Mom 1 roquirement to install addl brace on conlrol rod hydraulic 
units as used In qualification testing 

CALVO.JA Projecl Oireclorato IV 09/02/22, 3pp 40765019 48765021 

"8903080503 Safoly evaluation st^porling Amend 34 to License NPF-47 
‘ Office of Nuclear Reactor Regulation, Director (Post 870411) 89/02/22 5pp 
40 765 022 40765 026 

--8903090028 Notice of issuance of Amend 34 to Liconso NPF-47 Amend dolslos Li- 
cense Condition 2 C(4),Altachnnonl 2, Item 1 roquirement to Install addl braco on con- 
trol rod hydraulic units as usod In qualification testing 
PAULSON, W A Project Directorate IV 89/02/22 2pp 48765 027-48765 028 

8903090248 Provides supplementary Info on roofing program, as committed In util 
QQ1202 Itr Purpose of built up roofing le to provido drainago.watcrtighlness.lnataltatlon 
& proloclion of access openings 

BOOKER.J E Gull Stales UttTities Co. 89/02/28 Documonl Control Branch (Docu 
mont Control Desk) 2pp 48783 346*48783 349 

8903100556 Forwards response to verbal request for supplemental info re 860805 appli- 
cation lor amend to Liconso NPr-47 Amend request allows plant oporation In event 
that feedwater heaters become Inoperablo 

BOOKER.JE Gulf Slates Utilities Go 89/02/26 Document Control Branch (Docu 
ment Control Desk) 6pp 4B004 060 40604 065 

8003130363 Special rent on 890204,lQmp in main steam tunnel rose above Tech Spoc 
3/4 7 0 limit of 135 F Caused by packing loak from ponetralion leakage conlrol ays 
valve Valve packing will bo repo [rod at rioxi available oulego of aulficienl duration. 
BOOKER, Jfc Quir States Uhlltlos Co 0Q/O2/2B Document Conlrol Branch (Docu- 
ment Control Desk) 2pp 40621 321 48621 322 

8903140162 Forwards Amend 35 to License NPF-47 & safoly evaluation Amend revises 
Tech Specs to allow porlormance of limited number of Typo C loak rale tests of liquid 
filled lines during retuellno aciivilios & incroaso decay time 

PAULSON, W A Project Direcioralo IV 89/03/03 DEDDENS.JC Gulf Slates Utilities 
Co 4pp 49855 051*48655 072 

"8903140170 Amend 35 to License NPF-47, revising Tech Specs lo allow performance 
of limited number of Typo C leak rates tests of liquid filled lines during refueling aclivi* 
ties & increasing decay time renuirod lor irradiated fuel 
CALVO.J A. Proloct Director ato IV 89/03/03 1 tpp 46855 055-46856 065 

"0903140179 Safoly evaluation supporting Amend 35 lo License NPF 47 

* Office of Nucloar Reactor Rogulahon, Direclor (Post 670411) 89/03/03 5pp 
40855 006 40055 070 

"8903140187 Notice of Issuance of Amend 35 to License NPF* 47 .revising Tech Specs 
lo allow performance of limited number of Typo C loak rate tests of liquid niled fines 
during reiueling activities & Increaso decay lime. 

PAULSON.W/S Project Dirac lorato IV. 89/03/03 2pp 48855 071 48855 072 
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&90a 150136 Forwards Amentl 36 lo License NPF-47 & safely evatualion Amend per- 
mils one-Ume exomplion lo Tech Spec 3 04 lo allow entry into specified operational 
conditions w/o meeting limiting conditions for operation 

PAULSON.WA Projocl Oirectoralo tv 89/03/03 DEDDENS.JC Gulf States UlilUles 
Co 3pp 40860 239-10860 256 

“8903150141 Amend 36 to LicensG NPF-47, modifying Tech Spec 304 lo allow ontry 
ir^to speckfied operaiional conditions w/o meoling limiting condition for 
operation, provided requirements of associated action statements met 
GALVOJA Proioct Directorate IV flO/OG/Oa flpp 46860 242-46060 2-19 

“8903150 14 S Safety evaluation supporting Amend 36 to- License NPF 47 

• Office of Nuclear Reactor Fegulatioa Diroclor (Post 870411) 89/03/03 7pp 
40860250 46860256 

8903220288 Forwards request for add! info ro util 880721 response to Generic Llr 68- 
01, ”NRC Position on IGSCC in BWR Austenitic Stainless Steel Piping” Response 
requested within 60 days of Itr receipt 

PAULSON.WA Project Directorate IV. 89/03/08 DEDDENS.JC Gulf Stales Utilities 
Co 12pp 49008073 49003 084. 

8903160296 Generic Ur 80 02 lo all holders of OLs & CPs for nuclear powor reactors re 
actions to improve deleclcon of counterfeit & fraudulently marketed products Svc list 
end 

VARGA.SA Associate Director for Projects (Post 870411) 69/03/21 Consolidated 
Edison Co of New York, Inc 67pp 48960 00 1-4 G 960 057 


Q. Inspection reports, IE Bulletins & correspondence 

890302071B Corroded response lo violations noted in Insp Repl 60 453/88-22 on 
860829-091 6 Correch VO actions operations has Implemented control board waikdown 
checklist for unit operator to use as guide during shift turnover 
BOOKER J E Gulf Slates UliMiea Co. 80/12/15 Document Control Branch (Oocu 
moni Control Desk) 7pp 48074 094 4B674.100 

8902280376 Responds lo SALP Insp Repl 60 456/07-32 covering Apr 1987 - Sept 
1088 Goirective actions in depth assessmoni of security, utilizing outside individuals w/ 
nuclear security expertise .initiated &. security equipment will be repaired 
DEDDENS.J.C Gulf Slates UtilltJes Co. 89/02/10. MARTtN.R D Region 4, Ofc of Ihs 
Di rec tor 2pp 466 25' 1 20 4 B6 25. 1 2 1 

8902280323 Forwards Insp Repl 50 453/38 29 on 681212-16 No violations or devi 
aliens noledTwo open items Identified In Paragraphs 4 & 5 of end Review of re- 
sponse to Violation 50 458/68-14 revealed that addi correclltve action needed 
CALLAN,LJ Region 4, Ofc ef the Director 89/02/16 DEDDENS.JC Gull Stales Util 
ities Go 2pp, 46627.001-48627 003 

-8902280334 Partially withheld Insp Repl 50 456/88 29 on 0B1212-16 (ref 
10CFR73 21) No violations or deviations noted Major areas Inspected physical security 
program included mgt support, security program plans.audits & records & ropts, 
KELLY,JA, EVERETT, RJ Rogron 4, Ofc o( ihe Director 89/01/31 Ip 46627 003- 
43627003 

8903020360 Ack receipt of 881215 llr informing NRC of steps taken to correcl violations 
noted In Insp Repl 50 45 Q/OB-22 

CALLAN.LJ, Region 4, Ofc of the Director 89/02/23 OEDDENS.J C Gulf Stales Utif 
ities Co 2pp 48B69r235 43669 243 

8903020365 Informs that Insp 50-458/60 03 cancelled No (nsp rept will be issued for 
sut>J rept number. 

CALLAN.L J Region 4, Ofc of the Director 89/02/23 OEDDENS.J C Gulf Slates Util 
i«e8 Co 2pp. 48674 359-40674 360 

B902170112 NRC Info Notice 69 020, "Weld Failures in Pump of Byron-J’ackson 
Design " Svc list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York, Inc lOGpp 48572 043-48572 148 

8903010106 Grants enforcement discretion from Tech Spec 3 6 23 re drywell air 
locks Facility permitted lo remain in hot standby (Mode 3) for addi 4B h beyond time 
period allowed by action requirements 

CALLAN.l J Region 4, Ofc of Ihe Director 69/02/24, DEDDENS.JC Gull Slates Util- 
ities Co 2pp. 48848 033-46648,089 

0902210361 SuppI 1 to NRC Info Notice 68 073, "DIroction-Oependent Leak Character- 
istics of Containment Purge Valves.'* Svc list end 

ROSSLCE Division of Operational Evenis Assessment (Post 870411), 39/02/27 
Consolidated Edison Co of New York. Inc. 102pp 48589,001-48509.110 

8902210564 NRC Info Notice 69 02f, "Changes in Performanco Charactenstlcs of 
Molded-Case Circuit Breakers/' Svc list end 

ROSS!,CE Division of Operational Events Assessment (Post 870411) 69/02/27 
Consolidated Edison Co. of New York, Inc 104pp. 48578 032-48678-137 

8903060166 Forwards Insp Repl 50-458/69 05 on 690tOt-3t.No violations or devi- 
ations noted 

CALLAN.l J Region 4, Ofc of the Director. 69/82/27 DEDDENS,J C. Gulf Stales Util 
ltpesCo,2pp 48705 34 2-48705-3 53. 

“8903060192 Insp Repl 60-450/60 05 on 890 1 01 -31. No violations noted Major areas 
Inspected operaiional safely verificatloh, radiological prolecllon, security, sujveilfance 
lest observation & mafni observation 

CONSTABLE.G L , FORD.E J Region 4, Ofc of Ihe Director. 39/02/24 10pp. 
48705 344-48705.353. 

8903990107 Forwards supplemental response lo notice of violation from Insp Rept 50- 
456/68 OO.Current status on util corrective acllon taken on Hem 6309-01, "Assess 
merit Aids” provided Response wilhhald (ref 10CFR73 21). 

DEDDENS,J C. Gulf States U till lies Co, 69/02/28. Office of Nuclear Reactor Reoufa 
lion, Director (Post 87041 1) Ip. 48783 310 48783'310, 

8902270156 NRC Inlo Notice 89-022* "Queslfonable Certification of Fasteners " Svc list 
end. 

ROSSI*CE, Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co. of New York. Inc 105pp, 48732 001 48732i10e 


8902200104 NBC Into Notice 89 023, "Environ Qualification of LiUon-Voam CIR Series 
Electrical Connectors ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidalod Edison Co of New York. Inc t06pp 40723 033-40723 143 

8903140264 Responds lo administrative order issued on 690131 re violation of min pH 
limitations in Outfall 001 on 880917 duo to rainwater from acid storage lank contain 
ment being transferred rapidly into cooling sys flume 

DEDDEN5JC Gulf Stales UlilitiQS Co 89/03/03 KNUDSON.MO Environmental 
Protection Agency 2pp 48858 160-48650 161 

8903140272 Responds to NRC Bulletin flB 007, SuppI 1, "Power Oscillations In BWRs " 
All appropriate operating procedures revised & currently implemented 
BOOKER, J E Gulf Stales Utilities Co 89/03/03 Document Control Branch (Docu 
ment Control Desk) 4pp 48634 057-48034 060 

6902260182 NRC Info Notice 09 024, "Nuclear Criticality Safety ” Svc list end 
CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/03/06 Consolidated Edison Co of New York, Inc 96pp 48700 252-48700.346 

8903230216 Revises response to violations noted tn tnsp Rept 50 458/83 08 Corrective 
actions 100% review of 31 high temp leak detection alarms performod & errors idenli 
fled & corrected 

DEDDENS.JC Gulf Stales Utilities Co 89/03/06 Document Control Branch (Docu 
ment Control Desk) 5pp 49022 336-49022 339 

8903010207 NRC Info Notice 89 026, "Irstrumanl Air Supply to Safely Rotated Equip 
ment " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of New York. Inc 105pp 48741 053 48741 158 

8903160466 Forwards mlnulos of 890227 enforcement conference in Region IV ofc ro 
Insp Repl 50 458/88-26 on 881201-31 Agenda items Include review of RCIC turbine 
dowel pin 6 review of very high radiation doors List of attendees & agenda end 
CALIAN.L J Region 4. Ofc of the Director. 89/03/07 OEDDENS.J C Gulf Stales Ulil 
Ities Co 24pp 48892 354 48893 017 

8903020165 NRC Info Notice 89 027, "Limitations on Use of Waste Forms & High In 
tegnty Containers lor Disposal of Low Level Radwaste " Svc list end 
GREEVES,JT Division of Low Level Waste Management & Decommissioning (Post 
870413) 09/03/08 Consolidated Edison Co of Now York, Inc. 117pp 48708.114- 
48798 231 

8903200199 Fonvards final SALP Rept 60-458/87-32 for Apr 1937 - Sept 1908 Correc- 
tive actions considered responsive lo NRC concerns & recommendations 
MARTIN,RO Region 4, Ofc of the Director 89/03/09 DEDDENS.JC Gulf States 
Utilities Co 3pp 48965 003-48965,140 

“0903200204 Final SALP Rept 50-458/87-32 SALP 000111 meeting summary, list ol at 
tendoes & handouls end 

* Region 4, Ofc of the Director. 89/03/09 60pp 48965 086-4e965- 140 

8903220345 Forwards Insp Rept 50 458/89-08 on 890206-10 No violations or dovi 
atlons noted 

CALLAN.L J Region 4, Ofc of the Director 89/03/09 OEDDENS.J C Gulf States UIH 
Ities Co. 2pp 49006 232-49008 237 

“0903220346 Insp Rept 50 458/89 06 on 890206-10 No violations or deviations 
noted Major areas inspected Inservice testing program for pumps & valves 
STEWART.R C, BARNES,! Region 4, Ofc of the Director 89/03/08 4pp 49008-234 
49008 237 

8903080372 NRC Info Notice 89-028, "Weight & Ctr of Gravity Discrepancies for Copes 
Vufean Air Operated Valves " Svc list encT 

ROSSLCE Division of Operational Evenis Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, Inc, 107pp. 48895 001-48895 109, 

6903210478 Forwards Insp Repl 50-458/89 08 on 890213-17 No violalions or clavi 
alions noted, 

CALLAN.LJ Reoion 4, Ofc of the Director. 89/03/14 DEDDENS.J.C Gulf States Util 
Itlea Co. 2pp. 48962 04 4-48982 050 

“0903210485 (nsp Ropl 50-450/09-08 on B90Zt3-17.No violations or deviations 
noted Major areas inspected calibr program, emergency diesel fuel oil program inlo 
OA program & receipt, storage & handling of diesel generator fuel oil 
SINGH, A, STETKA.T.F Region 4. Ofc of the Director 89/03/10, 6pp. 48982 046- 
46982 050. 

8903090021 NRC Info Notice 89 029, "Potential Failure of ASEA Brown Bover) Circuit 
Breakers During Seismic Event " Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 070411). 89/03/15 
Consolldaled Edison Co, of New York, Inc 106pp 4 8870' 05 3 -4 88 70 169 

6903090133 NRC Info Notice 09-030, "High Temp Environs al Nuclear Power Plants." 
Svc list end 

ROSSLCE, Division of Operational Events Assessment (Post 870411) 89/03/15. 
Consolidated Edison Co. of New York, fnc, 106pp. 48695:1 10-46895 215. 

8903160427 NRC Info Notice 89-031, "Swelling & Cracking of Hafnium Control Rods " 
Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411), 89/03/22. 
Consolidated Edison Co, of New York, Inc 102pp 46906,001-48986' 103 

8903280007 Ack receipt of 8901 06 response to violalions noted In Insp Repl 50-458/ 

CALLAN.LJ, Region 4. Ofc of the Director 89/03/22 DEDDENS.J C Gull States Util- 
ities Co. 2pp 49074'060-49074:067. 

6903250010 Forwards Exam Rept 60-468/01-09-01 administered during wks of 890213 
& 20 

CALUN.L J Region 4. Ofc of the Director. 89/03/22. DEDDENS,J C, Gulf States Util- 
ities Co Zpp 49073-265-49073.369. 

"8903280011 Exam Rept 50-458/OL-89-01 on 890214^7 & 22.23.Exam results ati 13 
candidates passed alt portions of exams & issued appropriate license. 

GRAVES ,0,N„ PELLET.J.L, Region 4, Ofc of the Director, 89/03/20 93pp. 
49073'2 07-49073 359 , 
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8903170419 NRC Info Notice Q9 032, “Surveillance Tosting of Low Temp Overpressure 
Protoclion Sys Svc lisl onci 

ROSSI, CE Division of Oporational Events Assossmenl (Post B70411) B9/03/23 
Consolidated Edison Co of Now York, Inc i04pp 40992 044-48992 147 


R. Periodic operating reports & related correspondence 

8903130657 "River Bond Station,LJnil 1, Semiannual Radioactive Eflluonl Retease 
Repl,Ju1 Dec 198G ■' W/89022e Itr 

FANTACCl.CL, CARGILL.E M , BOOKER.J E Gull Slates Utilities Co 88/12/31 
23lpp 48829 032'4fl82fl, 203 

8903030022 Monthly operatinp rept for dan 1989 (or Rivor Bond Station Unit 1 W/ 
090210 Ur 

COLE.RE, BOOKER.JE Gulf States UHlilies Co 00/01/31 5pp 48692 238 

4B692 242 

6903230080 Monthly operating rept for Feb 1909 for River Bend Station Ur^ii 1 W/ 
890315 Itr 

COLE.RE, BOOKER.JE Gull States UtilUies Co 89/02/28 5pp 49029 044- 

49029 048 


S, Reportable occurrences, LERs & related correspondence 

8903030086 LER 69 002 00 on 8901 12, isolation of RWCU duo to (omp spike from ther- 
mocouple servicing temp (rip unit fE3t-N62208 occurred.Caused by malfunction of 
shutoff adaptor allowing formation of steam plume ESP sys performed W/B90209 Itr 
ENGLAND.LA. BOOKER.JE Gull States Utilities Co 89/02/09 4pp 48716007- 
40716.010 

8902280115 LER 88-011-12 on DOOSOS.conlalnment isolation valve discovered to be in- 
operable due to torque arm key falling out of keyway Root cause not determined Key 
replaced in koyway & limit switch aottings verified W/090 222 Ur 
ENGLAND.L A , BOOKER.J E Gulf States Utilities Co 09/02/22 5pp 48624 298 
48624 302 

8902280246 Forwards LER 87-01 4, Rev 1. correcting date of oocurrenco from 870707 to 
870704 

BOOKER.J E Gulf States Utilities Co 69/02/22 Document Control Branch (Oocu 
ment Control Desk) Ip 48633 008 48633,011 

-8902260101 LER 67-014 01, on 870704,MSIV isolation occurred due to failed 
mill iamme tor Caused by procedural inadequacy Survolllance tost procedures re lost 
ing of MSIV revised to require technician monitor status lights & mllllammetora 
ENGLAND.LA Gulf Stales Util iti os Co 00/02/22 3pp 46633 000 48633 011. 

6903140013 LER 88-012 01 Oh 660& 17, inadequate Inataliation of concrete roof plugs on 
roof of auxiliary bldg Identified Caused by missing rolontlon hardware Idem IfiocT roof 
plugs secured via installing 11 nuts on auxiliary bldg roof W/ 890228 Ur 
ENGLAND.LA. BOOKER.JE Gulf Stales Utilities Co 89/02/28 9pp 48853'.351- 
48853 359 

8903090091 PNO IV-89 O14'on 090301, util announced reorganization of physical socuri- 
ty program at plant involving utii security dept & Burns imT Announced changes result- 
ed from util & Burns Inll audita of operations at silo 

BANGART.R L Region 4, Ofc of tho Olreclof 89/ 03/02 2pp 48000:268 40800.269 

6903140654 LER 89 004 00 On 600210,ESF actuation occurred when Inslrumentation & 
controls technician incorrectly took voltago reading on Instrument trip unit Caused by 
personnel error Technician recaived counseling W/690302 Itr 
ENGLAND.l A. BOOKER.JE Guff Sfates iJtfMfes Co 89/03/02 4pp 40853 3(7- 
48863.320 

890321 0089 LER 60*003-00 on 090205.diacovered that surveillance roquiromonts lor ac 
clfcuUa inside containment not properly performed for ell circuits Caused by Inad- 
equate procedure development Tost procedure revised W/Q90306 Hr 
ENGLAND.LA, BOOKER.JE Gulf States Ulllillas Co B9/03/06 4pp 40980 106- 
489Q0 109 

8903220366 LER 89 006 OO’on 6902 17. reactor protection sya actuallon due to signate 
from Intermediate range monitor Caused by personnel error Operator counsoled & pro- 
cedures reviewed W/090310 Itr 

ENGLAND.LA. BOOKER.JE Gulf States Utilities Co. 09/03/10 4pp 40007.331- 
49007 334 

8903230028 NPDES noncomptionce notification on B90309,8amplo collected contained 
0 6 mg/1 total residual chlorine at Oullall 004 Caused by inability to adjust clilorine 
dosage w/lluclualing flow & variable qualily.Engineeririg study underway 
BOOKER. J E. Gulf States Utilities Co B9/03/14, O'NEILL, M Louisiana, Slate of. 2pp, 
49026:136-49026-137 

6903240060 LER 89-005-00 oh 89021 4;Vold identified in fire seal penetration located on 
wall separating cable chase 1 from chiller room on 08 ft elevation of conirol 
bldg Caused by poor Insp technique Firewaich posted W/a90316 itr 
ENGLAND.LA. BOOKER.JE Gulf Slates Utilitlas Co 89/03/16 4pp 49038 303- 
49038 305 

8903280158 NPDES nancompliance notlficatlon.on 800316.sample coltecled exceeded 
effluent limitations for total residual chlorine Caused by inability to adjust chlorine 
dosage w/ellluant of fluctuating flow, Long-term solution In progress 
DEDDENS.JC. Gull Slates Utilities Co 09/03/21. O'NElLL.M. Louisiana, State ol. 
2pp 49062-358 40062 359 


V. Operator Examlnatlona 

8903160225 Notifies of 690321 mealing In Region IV ofc to discuss changes In recentty 
Issued Rev 5 to NUREG-1021 olher pending Issues re operator licensing exam 
CALLAN.L J. Region 4, Ofc of Ihe Director 89/03/03 DEODENS.J C Guff Slates UUI- 
fties Co 4pp 46093,067-48893 060 

8903200199 Forwards jinai SALP Rept 60 45B/87-32 lor Apr 1987 * Sept 1988 Correc- 
tive actions considered responsive to NRC concerns & recommendations 
MARTIN.RD Region 4. Ofc of the Director 89/03/09 DEDDENS.JC. Gulf Slates 
Utilities Co 3pp. 48965 083 48966 140 


-8903200204 Final SALP Rept 50 450/B7-32 SALP 8901 11 meeting summary, list of at- 
tandoes & handouts end 

* Region 4, Ofc of the Director 89/03/09 60pp 48965086 48965 140 

8903280010 Forwards Exam Rept 50 45B/OL-89 01 administered during wks ef 890213 
& SO 

CALLAN.L J Region 4, Ofc of the Director 69/03/22 DEDDENS.JC Gulf Slates Ulil- 
IliQS Co 2pp 49073 265 49073 359 

-8903280011 Exam Rept 50-458/OL 89 01 on 890214-17 & 22-23 Exam results all 13 
candidates passed all portions of exams & issued appropriate license 
GRAVES.ON, PELLET.JL Region 4. Ofc of the Director 69/03/20 93np 
49073 267-49073 350 


8903220159 Genonc LIr 09 03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule Svc list end 

VARGA, S A Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co ol New York, Inc 54pp 49005 001-49005.056 


DOCKET 60-460 WPP8S NUCLEAR PROJECT, UNIT 1 


A. Appllcation/conatructlon stage documents & correspondence 


0903160296 Genoric LIr 89 02 to all holders ol OLs & CPs for nuclear power reactors ro 
aclions to Improve detection of counterfoil & Iraudulonlly marketed products Svc list 
©nc) 

VARGA, S A Associate Director lor Projocts {Post 070411) 80/03/21 Consolidated 
Edison Co of Nev/ York, Inc 57pp 48960001-48960057 


H. General corrospondence 


B903 130392 Informs that mailing label for NRC info notices should bo changed as 
listed 

DYEKMAN.G.K Washington Public Power Supply System 89/02/27 Document Con- 
trol Branch (Document Control Desk) Ip 4082 1 323-4B821 323 


V. Operator Exam Ina lions 


8903220159 Generic LIr 89 03 to all power reactor licensees & applicants for OL re op 
orator llconsing natl exam schedule Svc list oncI 

VARGA.SA Associate Oiroclor lor Projects (Post 070411) 00/03/24 Consolidated 
Edison Co. of Now York, Inc 64pp 490(>5 00 1 -49005 056 


DOCKET 80.481 CLINTON POWER STATION, UNIT 1 


F. SecurUy. medfoal, emergency & ffre protectfon plans 


6903D1Q002 Forwards Safety Inap Rept SO 461/88 30 on 881206 090127 & notice of 
violation 

KNOP.R C Region 3, Ofc of tho Director, 89/02/15 QERSTNER.WC Illinois Power 
Co.2pp 46653 215 48653 233 

-0903910003 Notico of violabori irom insp on 861200 8901 27.Vlolation noted on 
881 111, 1C diesel generator was inoporabto because it did not meet design basis, per 
10CFR50.APP R.GDC 2 

KNOP.aC Region 0, Ofc oHho Olroctor 09/02/15 Ip 48653 217-46653 217 

8903130666 Rov 3 to EPIP RA‘17, "Radiological ConUoi of EOF" "Implemenling Pro 
codure Sfalus Rept " 

‘ Illinois Power Co 69/02/17 19pp 48820 034-48820 052 

8903070049 Ack receipt of 09O1 18 Ur responding to allegation re fitness (or duty Issuos 
Involving Pinkerton employee InvostlgaUon ropl & aupporling documentation request- 
ed within 10 days of Ur receipt 

GREGER.LR. Region 3. Ofc of the Director, 09/02/21 QERSTNER.WC. lllmolB 
Power Co. 2pp, 40763 353-48703 3S6 

-0903070051 Respor^ds to 081219 lelcon w/NRC re allegation concerning Illness tor 
duty ol Pinkertor^ ©mployoo No evidonco to substantiate allegation found during inves- 
floailon 

I^LTZSCHER.D L. Illinois Power Co. 80/01/18, DAVIS, A B. Region 3. Ofc of Iho Di- 
rector 2pp. 46763,355 48763-356 

0903070144 Ack rocolpl of 800203 Itr rosponding to allogatlohs le loss of cooling for 
security computer & nonemorgency communlcallons for control room.Ulil corrective 
actions will be tracked under Open (tom 481/89004 01 

GREGER.LR. Rogion 3. Ofc of Iho Dlreclor 69/02/21, GERSTNER.WC Illinois 
Power Co. app. 48703-017-48763.022 

-8903070147 Responds to NRC 881229 Ur forwarding Allegation RIII-08-A-16O re loss 
of cooling tor securUy computer Results of util Investigation and. 

HOLTZSCKER.D L Illinois Power Co. 69/02/03 DAVIS.A B Rogion 3, Ofc of Ihe Di- 
rector, 4pp 40763.019-40783.022, 


H. General corroapondenoo 


8903070055 Bubmlts Info on status ol posUion of corporate heallh physicist Util intends 
lo maintain position, vr/responslbilities unchanged 

HOLTZSGHER.DL Illinois Power Co, 89/02/17 DAV18.A.B Region 3, Ofc of the DI 
rector Ip. 46762.300 48762 300. 
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J Insurance A Indemnlly fnrormatlon 

B903010276 Forwards Endorsemenls 36,37,3 D & 39 lo NELIA Policy NF 261, Endorse* 
men IS 17,16,19 & 20 to MAELU Policy MF 121, Endofsomonts ^ a. 5 lo NELIA Policy 
N-65 a MAELU Policy M B5 A Endforsomer^ls 1,2.3 & 4 lo NELIA Ce/lificato NW'156 
TURNER.CL Iflinols Power Co 09/02/22 DINJTZ,* Office of Nuclear peactor Regu* 
iQtion, Direci or (Post 87041 1L 39pp 48647 338-48646 016 

9903160014 Provides plant properly damage insurance coverage jpar 10CFR50 54(w)(2) 
HOLTZSCHER,D L Illinois Power Co 09/03yo& Document Control Brancli (Docu 
meni Contro} Desk] Ip 48079 320-46079 320 


K. Ulillly Final Safety Analysis Report (FSAR) & amends 

9903100578 Forwards replacement Figures 6 2*143 through 6 2*147 tiomVol 7, Section 
6 of plant updated 8AR, 

* Illinois Power Co 89/03/03 NRC * No Detailed Affitiallon Given 2pp 48813 207- 
48813 226 

-9903100581 fteplacemeni Figures 6 2-143 Ihrough 6 2*147 from Vol 7, Section 6 of 
updated SAR 

Mllinois Power Co 89/03/03 1flpp 48013 209-40013 228 


P. Operatfng license stage docuonenls & correspondence 

8902230605 Forwards variance lo NPDES permit, per Section 3 2 of environ proloclion 
plan 

HOLT2SCHER,DX Illinois Power Co 89/02/17 Documont Control Branch (Docu 
manl Control Desk) 21 pp 48570 1 19 48570 139 

8903 079049 Ack receipt of 890118 hr responding to allegation re fitness for duly issues 
involving Pinkerton employee frvvesligaHon ropi & supporting documenlalioni requesl- 
od within 10 days of Itr receipt 

GREGER.LR Region 3, Ofe of lha Direclor 89/02/21 GERSTNER.WC Illinois 
Power Co 2pp 48763 353-48763 356 

-8903070051 Responds to 861219 telcon w/NRC re allegation concerning fitness for 
duly ol Pinkerton employee No ev/donce to substantiate allegallon found during Inves* 
tigalion 

iTolTZSCHER.DL lllmois Power Co 89/01 /IB DAVIS.A B. Region 3, Ofc of the Di- 
rector 2pp. 48763 355 48763 356 

8903030230 Requests FR publication of notice of issuance of Amend 19 to License 
NPF-62 Amend will achieve consistency w/proviously approved char^ges & clarify ox* 
is ling requirements 

HICKMAN, JB Project Directorate l|j*2 89/02/22. NRC • No Detailed Affiliation Given 
4pp 48694.312*49694 315 

8903030240 Forwards Amend 19 lo License NPF-62 & safety evaluation Amend revises 
Tech Specs Sections 6 3,04,682 A 663c to clarify existing requirements for con- 
sistency 

HICKMAN, JB. Project DiroCloralo 111-2 89/02/22 HOLTZSCHEH.DL Illinois Power 
Co 4pp 46692 Q68 4B692 083. 

-9903030245 Amend 19 to License NPF 62,fevising Tech Specs to achieve consistency 
w/ previously approved changes & to clarify existing requirements 
MULLER, DR Pro(GCt Directorate 111 2. 69/02/22 6pp 48692 072*46692 070 

-*9903030248 Safety ovalualfon smiporting Amend 19 to License NPF-62 

• Office of Nuclear Reactor Regulalton, Director (Post 670411), 89/02/22, 4pp 
48692 080-46692 083 

9903030418 Forwards revised Pa^e 5 of license & Tech Spec Page 3/4 6-17 to License 
NPF 62 Enel fnadverfenUy ommilled from amend revising Tech Specs lo soppport first 
refueling of reactor issued on 890131 

HICKMAN.J.0 Project Directorate III 2 89/02/23 HOLTZSCHER.DL, Illinois Power 
Co 3pp 48703 348 43703 352 

-69030 3 0062 Errata to Amend IS lo License NPF-62, consisting of revised Page 5 to 
fScense & Tech Spec Page 3/4 6 17 

* NRG * No Detailed Affiliation Given, 80/02/23 2pp 48703 351-46703 352 

9903010321 Forwards 890214 Rev 19 to licensee “Nuclear Program OA Program 
Manua V per 1 0CFR 50 64 (aK3)(il) 

HOLTZSCHER.D L Illinois Power Co 89/02/24 Document Control Branch f Docu- 
ment Control Desk)* Ip 48651 052-46651-190 

•*8903010324 Rev 19 to "Nuclear Program QA Manual “ 

* Illinois Power Co 89/02/14 139pp 46651.053-46651-190 

9903060196 Forwards corrected Tech Spec Pago 3/4 3*18 
HiCKMANJ B Pfolecl Direclorato 111*2 89/02/27. HOLT2SCHBRAL Illinois Power 
Co 4pp 48739 227-4873 9 '231 

—9903060199 Correefed Tech Spec Page 3/4 3*10 re cenfamment & reactor vessel Iso* 
ration control sys instrumentation 

• Illinois Power Co 89/02/27 Ip, 48739 231-48739 231. 

6963100552 Provides periodic survey update Fn fulfillment of license condition Update 
reevaluates risks thai flammabre & toxic hazards associated w/rail transportation pasi 
plant poses (o plant, 

HOLT2SCHER,D L Illinois Power Co. 89/03/01. Document Control Branch {Docu- 
ment Contra! Desk) 4pp 48802 348-48802 351 

8903140174 Summary of 690216 meelirig w/Devonrue re BWR 6 alternate ac approach 
to Batisfy station blackout rule Attendance list S handout mall end 
TAM,PS. Project Drectorale M. 89/03/02 Project aVeclorale 1*4 34pp. 46834-155* 
46834:188. 

89031703S5 Forwards responses to comments provided by EGRG fdahojnc In NBC 
080906 Itr re ODCM Resolution of comments & further program Improvemenls may be 
seen in enct Rev 5 to OOCM* 

HOLTZSCHER,0 L. Illinois Power Co 89/03/07* Document Control Branch (Docu- 
ment Contro! Desk), 9pp 4 8889 ’124-46889^333, 


**8903170357 Rev 5 lo “ODCM “ 

• lllmois Power Co 89/02/28 202pp 48QB9 133 40889 333 

8903220450 Ack receipt of Rev 19 to Operattons OA Manual & advises that revised 
program accoplable per 10CFR60,App B 

WniGHT.GC Region 3. Ofc of the Director 89/03/17 GERSTNER.WC Illinois 
Power Co 2pp 49020 100 49020 161 

8003280162 Forwards requested info re reliability irrprovemonts on foddwator control 
sys failure, per License Condition 2 C(4} 

HOLTZSCHER.D JIfinois Power Co 80/03/20 Document Control Branch (Document 
Control Desk). 4pp 49074 263-49074 266 

8D031 60296 Generic Ur 89 02 to ell holders of OLs & CPs (or nuclear power reactors r© 
actions lo Improve detection of counterfeit & fraudulently marketed products Sve hsl 
enc! 

VARGA, S A Associate Direclor for Projects (Post 870411) 09/03/21 Consolitfaied 
Edison Co of Now York. Inc 57pp 48960 001 40960 057 


Q, Inspection reporls. IE Bulletins & correspondence 

B 9030100 02 Forwards Safely Insp Rept 60-461/80-30 on OBI 206-8901 27 & no tic □ of 
violation 

KNOP.RC Region 3. Ofc of the Director 89/02/16 GERSTNER.WC Illinois Power 
Co 2pp 48663 216 48653 233 

"8903010003 Notice of violation from insp on 861206 090127 Violation noted on 
881 111,10 diesel generator was Inoperable because it did not meet design basis, per 
10CFR50.App R.GOC 2 

KNOP.RG ffegion 3, Ofc of ths Director 89/02/15 Ip 48653 217 48653 217 

"B903010004 Safely Insp Rept 50-46 1/80-30 on 881206 890127 Violations noted Major 
areas inspected licensee action on previous insp findings, review of info notices & 
preparation for refueling & refueling activities 

COOPER.R W Region 3, Ofc of the Director 89/02/15 16pp 48653 210 48653 233 

8902170112 NRC fnfo Notice 09 020. "Wstd Failures in Pump of Byron-Jackson 
Design ” Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/02/24 
Consolidated Edison Co of New York, tnc. 106pp 48572 043 48572 146 

89022 10351 Supp1 1 to NRC Info Notice 8B 073, "Direction- Dependent Leak Character- 
istics of Conlainmenl Purge Valves “ Sve hat end. 

ROSSI,Ce. Division of Operational Events Assessment (Post 870411) 89/02/27 
(Consolidated Edison Co of New York, Inc 102pp 48509.001-48589 110 

8902210564 NBC Info Notice 09 021, “Changes in Performance Characteristics of 
Molded Case Circuit Breakers " Sve list end 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 89/02/27. 
Consolidated Edison Co of New York, Inc 104pp 49578 032-48578 137 

8903100597 Forwards response to Supp1 1 of NRC Bulletin 88 007, “Power Oscillations 
in BWRs,'* Actions have been Implemented to help ensure that flow Inslabllitles do not 
occur 

HALL, OP Illinois Power Co 89/03/02 Document Control Branch (Document Control 
Desk) 4pp 48803 073-48803 076 

6902270158 NRC Info Notice 89-022, "Questionable Certification of Fasteners," Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc. 105pp 48732 001-48732 106 

690228010-4 NRC Info Notice 89 023, "Environ Qualification of Litton- Veam CIR Series 
Electrical Connectors " Sve list end 

ROSSI, C E Division of Operational Events Assessment (Post 8704 1 1 ). 89/03/03. 
Consolidated Edison Co* of New York, Inc. 106pp 48723 038-46723;143. 

8902200162 NRC Info Notice 89 024. “Nuclear Criticality Safety " Sve list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (post 070720) 
89/03/06 Consofidaled Edison Co of New York, Inc 06pp 48700 252 48700 346. 

8903010207 NRC Info Notice 89 026, "Instrument Air Supply to Safety-R elated Equip 
ment " Sve list end. 

ROSSI,C.E Division of Operational Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co. of New York, Inc fOSpp. 49741,053 48741.168 

8903020165 NRG Info Notice 89-027, “Limitations on Use of Waste Forms & High In- 
tegncy Containers for Disposal of Low Level Radwaste." Sve list end, 

GREtVES.JT, Division ol Low Level Waste Management & Decommissioning (Post 
070413) 89/03/08 Consolidated Edison Co of hfew York, Inc. 117pp 48799,114* 
4879 B 231 

8903200026 Confirms enforcement conference on 090321 In Region III ofc to discuss 
violation noted In insp Rept 50-461 /69 06, per 890301 telcon Violation re inadequate 
corrective action for equipment qualification violation will be discussed, 

GREENMAN.EG Dmsion of Reactor Projects • III, IV, V & Special Projects (Poat 
870411) 89/03/10 GEHSTNER.W.C fllmois Power Co 3pp 48958 303-48958 305 

0903200200 Forwards Insp Rept 50 461/89-04 on 890103 06,10-20 & 0224 No viola- 
Uons noted Investigation of senior manager fitness for duly showed reasonable assur- 
ance of litness,however, review of Issue revealed weaknesses in fitness-tor duty pro- 
gram. 

OAVIS,AB Region 3, Ofc ol the Director. 09/03/13, GERSTNER.W.C. Illinois Power 
Co 3pp 48970 200 48970 223 

"8903200202 Insp Rept 50 461/89-04 on 890103-06,10-20 & 0224 No vlofations 
noted Major areas inspected.fitness-for-duty Issue involving senior manager, Including 
adherence w/Jicensee procedures in determining If employee fil, 

PIRTLE,Q.L., HILAND,P. CaeED,JR Region 3. Ofc of I he Director 89/03/10 20pp 
40970 204-48970’223 

6903080372 NRC Info Notice 69 026, “Weight & Ctr of Gravily Discrepancies for Copos- 
Vulcan Air-Operated Valves,'* Sve list encT 

HOSSLC.E Division of Operational Events Assessment (Post 870411) 89/03/14 
Consolidated Edison Co of New York, Inc, 107pp 4 8895’00 1-48096 109 
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8&03090021 NRG Info Notice 89*029, "Polonlial Failure of ASEA Brown Boven Circuit 
Breakers During Seismic Event” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 4B870 053 40870 169 

B903090133 NRC Info Notice 09 030, "High Temp Environs at Nuclear Power Plants ” 
Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) B9/03/15 
Consolidated Edison Co ot New York, Inc 106pp 4BQ05 110 4QB9S21S 

8903230203 Forwards Safely Insp Rept So 461/89 06 on 600206 0303 Violations 
noted Util should bo prepared to explain why corrective actions failed to identify un- 
guahlied Kynar butt splices & justify missing weep botes 

MIULER.HJ Region 3, Ofc of the Difeclor 09/03/16 GERSTNER,WC Illinois Power 
Co 2pp. 49020 348*49026 359 

>•8903230206 Safety Insp Rept 50 461 /B9 06 on 690206 0303 Violation noted (nilure to 
perform adquate corrective action on Kynar butt splices & junction boxes Major areas 
lnspecled;LER3,Reg Guide 1 97 commitments & torque switches 
GAUTAM,AS. GABDNER,R N Region 3. Ofc of the Director. 69/03/16 lOpp 
49028 350 49028*359 

8903160427 NRG Info Notice 89 031, "Swelling & Cracking of Hafnium Control Rods" 
Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of New York, Inc. 102pp 46986 001-48986 103 

8903170419 NRC Info Notice 89 032, ’'Surveillance Testing of Low Temp Overpressure 
Protection Sys " Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 87041 1> 69/03/23 
Consolidated Edison Co of New York, Inc. t04pp 46992 044 46992 147 


R. Periodic operating reports & related correspondence 

8903060197 "Semiannual Radioactive Effluent Release Rept lor Jul Dec 1988" W/ 
eS 0224 Itf 

HOLTZSCHER.D L Illinois Power Co 60/ 12/31 IISpp 48991 280 46992 038 

0903160026 "Annual Operating Ropl.1908 " W/690302 Ur 
HOLTZSCHER,D L Illinois Power Co. 80/12/61 OAVIS.B Redon 3, Ofc of the Direc- 
tor 60pp. 46950 090 40950.150 

8902270672 Monthly operating rept for Jan 1909 for Ctinton Unit 1 W/890214 Ifr 
HOLTZSCHER.DX Illinois Power Go 89/01/31. Bpp 40606 353*40606 357 

8903100030 Monthly operating repi for Feb 1909 for Clinton Power Station Unit 1 W/ 
690308 Itr 

HOLT2SCHER,0 L. Illinois Power Co 09/02/28 6pp. 4BG05 124 46885*128 


S. Reportable occurrences, LERs & related correspondence 

890301 0060 LER 89 007-00 on Q901 22, Incorrect operability determination due to insulfl* 
dent review ol source range monitor status results In core allerallons w/o required 
two operable source range monitors. Shift supervisor coun8alfedW/890221 Hr 
MORRIS, D.R, HOLTZSCHER.D.L Illinois Power Co 89/02/21 7pp 48643*202- 
48643.290 

6903170114 LER 89 008 00 on 890203, during restoration from survelllanco 

tesLcontaInment isolation valves 1 lAOOO & 07 shut & containment Isolation logic not 
reset prior to relanding lead Caused by personnel error. W/S90303 Hr 
CAMILLERIJ.J , HOLTZSCHeaO L Illinois Power Co 89/03/03 4pp 48893,217- 
46893:220, 

8903160379 LER 69 009-00 on 890203, high drywell pressure signal simulated causing 
RHR upper containment B fuel pool cooling stiutofi valve to unexpectedly 
ahul.Cauaed by deficient survelllanco proceduro.ProcecSuroa reviewed W/890306 Hr. 
CAMILLERI.TJ, HOLTZSCHER.D L Illinois Power Co 39/03/06 6pp 48879 246* 
48079*251. 

8903200296 LER 09 010 00 on 690206, Irain B of standby gas treatment sys automall- 
call/ actuated while power restored to Div I.Class IE ac power sys Caused by use of 
incorrect sequence lor power restoratioti leads, Work plans reviewed W/890308 llr 
MORRIS, O.B., HOLTZSCHER,0 L. Illinois Power Co 89/03/06 5pp 40933-127- 
48903-131 


V, Operator Examlnatlont 

8903010143 Advises that DP Hail discharged as reactor operator at facility Certification 
for DP Halt withdrawn 

HOLTZSCHER.D.L. Illinois Power Co 69/02/22 Document Conlrot Branch (Docu- 
ment Control Desk). Ip 48648,280 46648 280 

8903220159 Generic Ltr 89 03 to all power reactor licensees & applicants for OU re op* 
©ralor Itoonsing naff oKam schedule Svc «sf end 

VARGA, S A Associate Director for Projects (Post 870411). 89/03/24 Consolidated 
Edison Co. of New York, Inc. 54pp. 49005:001*49005-058 


DOCKET 8TN<50-470 CE8SAR SYSTEM 8Q 


A, Application /construction stage documents & correspondence 

8903270346 Notification of 890313 meeting w/C-E In Rockville, MD to discuss results ol 
Salem project & licensing of fulure C E projects. 

NEWBERRY, S. Instrumentation & Control Sy^stems Branch. 89/02/23. THADANI,A C 
Assistant Director for Systems. 2pp. 49158-273*49158*274 

6903270045 Forwards Vol VIH to DOE/1D'10216, "Mods for Development of MAAP* 
DOE Gode:Vol VI 11: Re solution of Oulatandlng Nuclear Fission Product Aerosol Trans- 
port & Deposition Issues WBS 3.4.2," per 68101 1 requeet, 

SCHERER.A.E. Combustion Engineering, inc. 09/03/17. KENYON.T. Standardization 
& Non-Power Reactor Project Direclorato 1 p. 49056 098 49058*360. 


‘6903270047 Vol V/hl to "Resolution of Outstanding Nuclear Fission Product Aerosol 
Transport & Deposition Issues WBS 3 4 2 " 

* Fauske & Associates, Inc DOE/ID-1 02t6 VOB 88/12/31 250pp 49058 099- 
49059 054 


K. t^lilfty Rnal Safety Analysts Report (FSAR) A amends 

8903240108 Forwards Amend E to C E Sid SAR Group E2 re design 
carlificalion Summary of revs also end 

SCHERER, A E Combustion Engineering, Inc 89/03/15 CRUTCHFIELD.D Associate 
Direcior for Prelects (Post 870411) 5pp 49040 238 49044 055 


DOCKET STN-5D-4B2 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 


8902270201 Responds to 890106 Itr contending that Coffey County will no longer be 
qualified to uphold portion of facility emergency response plan NRC satisfied that 
proper steps taken to provide training to responsible Individuals 
MURLEYJE Office of Nuclear Reactor Regulation, Direclor (Post 870411) 89/02/ 
07 FREEMAN.EB Coffey County, KS 9pp 48587 292*48587 313 

-8902270206 Informs that Coffey County will no longer be qualified to uphold applica- 
tion portion of facility emergency response plan, lor listed reasons, as of 6601 09 
FREEMAN, E.D Cortoy County, HS 69/01/06 NRC No Detailed Aftifiatton Given 
13pp 48587 301-40567 313 

8903060062 Forwards Insp Rept 50 482/89 03 on 880109-13 No violations or devi- 
ations noted Problems ro removal of key cards from site & decrease in response to 
NRC intialives observed 

CALLAM.L J Region 4. Ofc of the Director 89/02/17 WITHERS, BD Wolf Creek Nu- 
clear Operating Corp. 2pp 48739 267.4&739 260 

-8903060087 Insp Rept 50 482/89 03 on 800109 13 No violations or deviations 
noted Adverse affocts of docislons ro exchange ol firearms discussed Major areas 
inspected physical security program, including mol supports LER followup 
KElLY.J A., EVERETT, RJ Region 4. Ofc of the Olroclor, 89/02/16 app 48739 259 
48739 260. 

8903DB0024 Informs that facility radiological emergonoy preparedness oxorclse lor 1989 
scheduted to bo conducted on 891206 

WITHERS, BD Wolf Creek Nuclear Operating Corp 69/02/27 Document Controi 
Branch (Document Control Desk) 1p. 48742 348*40742 348. 

8903160494 Forwards summary ol 890223 mgt meeting w/llcensea in Arlington, TX re 
personnel access control into vital areas at plant List of attendees & util meeting 
l^andout also end. 

CALLAN,L J, Rodon 4, Ofc of the Direclor 89/03/02 WflHERS.Q D Wolf Creek Nu 
clear Oporatmo Corp 7pp 46871 207*48871 213 

-6603210134 Summary ol 890223 maetlng w/Hconsee In Arlington, TX re personnel 
access control into vital areas List of atlondoea & util handout end 
C ALOW ELL, R A. Region 4, Ofc of tho Dlroclor 89/02/26 Region 4, Ofc of the Direc- 
tor 6pp 48871.206 46671 213 

8903160455 Forwards FEMA exercise evaluation rept of 870902 emergency prepared- 
ness OKorcise.RepI indfeelea fitcd FEMA observed one dofiCfency.W/ci end 
CALLAN.L.J. Ronlon 4, Ofc of Iho Director 89/03/09 WITHERS.B.D Wolf Croak Nu 
clear Operating Corp 2pp 48876.384-48879.326. 

8903220180 Forwards Insp Rept 50-462/89 *12 on 690130 0203 & notice of 
violation Noilco of violation withhold (ref 10CFR73.21). 

CALLAN.L J. Redon 4, Ofc of tho Dlraclor, 89/03/09 WITHERS.B.D Wolf Creek Nu- 
clear Oporalmg Corp. 3pp 40004*065 49004 068 

-0903220165 Partially withheld Insp Ropt 50 462/89-12 on 800130 0203 (ref 
10CFR 73 21) Violation noted.Malor areas inspected physical security 
program, including mgt supporLLER followup.security program plan 8 audits 8 physical 
barriers. 

KELLY.J A, EVERETT.R.J Region 4. Ofc of the Director. 89/03/02. Ip. 49004 066 
40004 068 

8903220214 Forwards Insp Rept 60 462/89 06 on B90t30*020?.No violations or devl- 
ationa noted Actions taken re previously ldor\tlfied insp findings noted In Paragraph 2 
of fopl. 

CALLAN,L J Haglon 4, Ofc of Ihe Direclor 89/03/09. WITHERS.B.D Wolf Creek Nu- 
clear Operating Corp. 2pp. 49004*055-49004 062. 

-0903220216 Insp Rept 50-482/89 06 on 690130-0202 No violations or deviations 
noted Major areas Inspected.emergency preparedness program .Including changes to 
emergency plan & implementing procedures 8 revised emergency action levels. 
TERC.N.M, EVERETT, RJ Region 4. Ofc ol the Director. 89/03/07. 6pp 49004 057- 
49004.062. 

8903230414 Forwards "Drill Evaluation of Implementation of State 8 Local Radiological 
Emergency Response Plans." 

KWIATKOWSKI.O Federal Emergency Management Agency 89/03/13. CONGEL.F J. 
Division ol Radiation Prolecllon 8 Emergency Preparatiness (Post 870411) Ip 
49037*007 49037*024. 

-8903230417 ''Drill Evaluation of Implementation ol State 8 Local Radiological Emer- 
gency Response Plan Drill Conducted on 881 205.” 

* Federal Emergency Management Agency 89/02/03 17pp 49037.008 49037*024. 

8903210497 Amended notification of significant licensee meeting w/util on 690320 to 
discuss Nov 1906 exam failures .security matters & operations at plant 
JAUDON,J P Region 4, Ofo ot the Direclor. 89/09/16. Region 4. Ofc of tho Direclor 
2pp, 48979 056 48979.057. 
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K. UMIHy Floal Safely Analysis RepofI (FSAR) & ainenda 


Q tnspectlon reports, IE Bulletins & correspondence 


0903140042 Rgv 2 to “'Wolf Creek Updated SAR “ W/B90310 Hr 
WITHERS, BD WoH Creek Nuclear Operating Corp 89/03/10 500pp 48B35 095- 

nan u r 


P. Operating license stage documflinls & correspondence 

B0030B0475 Requests notification within 30 days of Hr date if problems anticipated m 
accommodating non Rogion IV personnel in abbreviated site access program 
YANDELL.LA Region 4, Ole of the Director 89/92/02 WITHERS.DD Wolf Creek 
Nuclear Oporaiing Corp 2pp 40765 033 40765034 

89030201 4S Torwords Amend 24 to LIcenso NPF-42 & safety evaluation Amend re- 
moves operating corporate & on site organization charts from Section 6 ot Tech Specs 
& incorporates essential organizational requilremenls,per Generic Ltr 80 06 
PICKETT. D V Project Directorate IV. 89/02/14 WITHERS.B D Wolf Creek Nuclear 
Operating Corp 3pp 46674 323 4B674 337 

-- 0903020149 Amend 24 to license NPF‘42.femoving operating corporate & onaile or- 
ganization charts from Section 6 of Tech Specs & incorporating essential organiza- 
tional roqtSremonls.i o . linos of authority.per Generrc Llr 8B 06 
CALVOJ A Pfoiecl Directorate IV 09/02/14 9pp 4B674 326 4B674,334 

-0903020156 Safety evaluation si^porting Amend 24 to License NPF-42 

• Office of Nuclear RoBClor Regulatior), Director (Post 670411) 89/02/14 3pp 

48674 335-40674 337 v / kk 

8903020129 Advisos that 801025 & 890203 responses to Generic Ur 88-14, ‘“fnstru- 
monl Air Supply Sys Problems Affecting Safety Related Equipment"* satisfactory. 
PICKETT.DV. Pro| 0 cl Oirectorate IV 09/02/17 WITHEnS.B D Wolf Creek Nuclear 
Oporating Corp 4pp 48669 102-48669 105 

0903030301 Forwards Amend 25 to License NPF-42 & safety evaluation Amend revises 
Tech Spec 6 6 t 2 to add manager nuclear plant engineering Wolf Creek as commit 
too member 

PICKETT, OV Proioct Olroctoralo IV 69/02/21 WITHERS.B D Wolf Creek Nuclear 
Op orating Corp 4pp 48680.148-48690157 

-8903030393 Amend 25 to Uconso NPF 42.revising Tech Spec 65 1 2 to add manager 
nuclear plant onglnoonng as committee member 
CALVO.J A Project Directorate IV 69/02/21 4pp 48690 152 48690 155 

-8903030397 Safely evaluation supporting Amend 25 to Liconso NPF 42 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 89/02/21 2pp 
40690 156.40690 157 

8903000233 Forwards NPDES application for renewal of permit & renewed permit for 
ntanl 

WITHERS.B, D Wolf Creak Nuclear Operating Corp 89/02/28 Document Control 
Branch (Documant Conlrol Dosk) OOpp 48741.159 40741 267 

-8903000263 NPDES Permit KS 0079057 .Issued to Wolf Creek Nuclear Operation Corp 
GRANf.S, Kansas, Stale of 89/02/10 13pp 48741 254-48741 267 

8903160360 Forwards Amend 26 to License NPF-42 & safely evaluation Amend revises 
Tech Spec 3/4 3 1, '“Reactor Trip Sys Instrumentation,” per Generic Llr 85-09 as fol- 
lowup lo Generic Ur 33 26, Item 4.J 

PICKETT.DV Project Diroclorate IV 09/03/01 WITHERS.B D Wolf Creek Nuclear 
Operating Corp 3pp 4D204 164 49204 180 

-8903160362 Amend 26 to Liconso NPF 42, revising Tech Spec 3/4 3 1, "Reactor Trip 
Sye In strumo rotation” 

CALVO.J A Project Directorate IV 89/03/01 t2pp 49204 167-49204 178 

-0903160363 Safely evaluation simporfing Amend 26 to license NPF 42 
' Office of Nuclear Reader Rogulalion, Oirectoi CPost 870411) 89/03/01, 2pp 
40204 179 49204 160 

8903270313 Forwards Amend 27 lo Liconso NPF 42 & safely evaluation Amend revises 
Tech Spec 3.1.3 1, "Group Height" & assoclatod bases to allow continued operalion 
for 72 li w/ene or more conlrcl rod assemblies inoperable 

PICKETT.DV, Prejocl Directorate IV S9/03/06 WITHERS.B 0 Wolf Creek Nuefoar 
Operating Corp 3pp 49110 094 49110 107 

-8903270314 Amend 27 lo License NPF-42,revl$ing Tceh Spec 313 1, "Group Height" 
& asaocialQd bases to allow continued operation for 72 h w/one or more control rod 
assemblios InoperablQ due lo electrical/ eleclfonic problems 
CALVO.J A Projocl Dlroctorale IV 69/03/06 9pp 49110097-49110 105 

-0903270317 Safety evaluation simporling Amend 27 to License NPF-42 

' Ofiico of Nuclear Reactor Regulalion, Director (Post 870411) 80/03/06 2pp 
40110 106 40110107 

8903220296 Forwards SER supporting uUI 880801 request for relief from AS ME Code 

K & valVQ inservico testing program requirements re bearing temp for safety mjec- 
uaips 

CALV0,JA Projecl Difoctorato IV 89/03/09, WITHERS.B 0 Wolf Creek Nuclear Op 
eraling Corp 3 pp. 49005 071-49005 075 

-8903220300 SER supporting util 880001 request lor relief from ASME Code pump & 
valve tnsorvico tosling program requirements for bearing temp for safely in|ection 

of Nuclear Reactor Regulation, Director (Post 870411) 89/03/09 2pp, 
49005-074-49005075. 

8903230263 Discusses ulll 861107 proposed Tech Spec supporling steam generator 
lube rupluro analysis Inconsistencies re time interval allowed (or inoperability & oper- 
ability w/isolated atmospheric relief valves due to leakage discussed 
CALVO.J A Project Directorate IV 89/03/16 WITHERS.B D. Well Creek Nuclear Op 
eraling Corp, 7pp 46037 101 49037: R>7 

0903160296 Generic Llr 09-02 lo all holders of OLs & CPs for nuctear power reactors re 
aclions to improve deteclion of counterfeit 4 fraudulently marketed products Sve fist 
enci 

VARGA, S A Associate Director (or Projecls (Post 87041 IJ 89/03/21 Consolidated 
" nCn nl New York, Inc. 67pp 46960 001-48960057 


6902240363 Forwards response lo NRC 690112 Mr re violations noted in Insp Ropt 50 
482/86-32 Corrective actions util posted notice of viofalion in designated locations & 
Procedures ADM 01-085 & KP L2201 revised to reflect NRC in terp rotations 
WITHERS.B 0 Wolf Creek Nuefoar Operating Corp 89/02/13 Document Control 
Branch (Documenl Control Desk) Opp 48579 139-48570 146 

0903060082 Fonvards Insp Repl 50 482/89 03 on 890109 13 No violations or devi 
aiior^s noted Probloms re removal of key cards from site & decroaso In response to 
NRC mtiatives observed 

CALLAN.L J Region 4, Ofc of tha Director 89/02/17 WITHERS.B D Wolf Creek Nir 
clear Operating Corp 2pp 40739 257-48739 260 

>^0903060007 Insp Rept 50 482/89 03 on 690109-13 No violations or deviations 
noted Adverse affects of decisions re exchange of firearms discussed Major areas 
inspected physical security program.including mgt support S LER followup 
KELLY,J A. EVERETT.R J Region 4. Ofc of the Directar 89/02/16 2pp 48739 259 
48739 2G0 


8903020017 Grants inservica insp program Relief Requests t1R-ie,l1R-19, HR 20,1 1R 
21 & ltR-22.per 801221 request Evaluation end 

CALVO.J A Projecl Directorate IV 89/02/21 WITHERS.B D Wolf Creek Nuclear Op- 
erating Corp 7pp 48674 216 48674 221 

B903 150097 Advises of change In status of commitment made In Section 11 1, Pago 13 o1 
to of util 880819 response to SalP Insp Rept 50 482/88-14 Phase If scope now ad 
dresses review of project correspondence & A/E calculations for entry into data base 
WITHERS.B D Wolf Creek Nuclear Operating Corp 89/02/22 MARTIN.RD Region 
4, Ofc of the Director 2pp 48860 310-48860 31 1 

8902170112 NRC Inlo Notice 09 020, "Weld Failures in Pump of Byron Jackson 
Design" Sve list end 

ROSSI, C.E Division ol Operalional Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York. Inc 106pp 48572 043 48572 148 

0902210351 Supp1 1 to NRC Info Notice 88-073, "Direction Depandenl Leak Characlor- 
Islics of Containment Purge Valves " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/02/27 
Consolidated Edison Co of New York. Inc 102pp 46509.001-46509 110 

0902210564 NRC tnfo Notice 69 021, "Changes in Performance Charactorislics of 
Molded Case Circuit Breakers " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 09/02/27 
Consolidated Edison Co of New York, Inc 104pp 4D57B 032-40570 137 

0903030458 Ack receipt of 890213 response lo violations noted in Insp Rept 50 482/ 
88-40 

CALLAN.L J Region 4, Ofc of the Director 69/02/27 WITHERS.B D Wolf Creek Nu- 
clear Operating Corp 2pp 46693 198-48693 200 

8903100002 Responds lo notice of violation (EA-88 282) & proposed imposition of civil 
penalty In amount of $50,000 Util denies allegations re Inoperability of essential sve 
water loops Detailed engineering evaluation to Be initiated 

WITHERS.B 0 Wolf Creek Nuclear Operating Corp 89/03/01 LIEBERMAN.J Ofc of 
Enforcement (Post 670413) Spp 46808 240 40008 244 

89031 S0494 Forwards summary of 890223 mgl meeting w/licensee In AflinglonJX ro 
personnel access control Into vital areas at plant List of allendeos & util meeilno 
handout also end 

CALLAN.L J. Region 4. Ofc of the Director 89/03/02 WITHERS.B D Wolf Creek Nu 
clear Operating Corp 7pp 4B871 207-48671 213, 

-0903210134 Summary of 890223 meeting w/llcensee in Arlington.TX ro poraonnol 
access control Into vital areas List of attendees & util handout end 
CALDW£LL,fl A Region 4, Ofc of Ihe Director 09/02/20 Region 4, Ofc of Iho Direc- 
tor 6pp 40871.209 40071 213 

6902270160 NRC Info Notice 69 022, "Questionable Certification of Fasteners" Svo list 
end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc 105pp 40732 001 48732*106. 

6902260104 NRC Inlo Notice 89 023. ’"Environ Qualification of Litton-Veam GIR Serlos 
Electrical Connectors '* Sve list end 

ROSSI, CE. Division ol Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York. Inc 106pp 40723*030 48723.143 

6903130496 Forwards justification for alternative schedule to complete Items requeslod 
in NRC Bulletin 66-01 1 re pressurizer surge line thermal stratification 
WITHERS.B D Wolf Creek Nuclear Operating Corp 89/03/03 Document Control 
Branch (Document Control Desk) 4pp 48820 243 48020 246 

8902280162 NRC Info Nolice 89-024, "Nuclear Cntlcallly Safety " Sve list end 
CUNNINOHAM.R E. Division of Industrial & Medical Nuclear Safety (Post 870720) 
89/03/06, Consolidated Edison Co of New York, Inc 96pp 48700 252 48700.346, 

6903010207 NRC Info Notice 80 026, "Instrument Air Supply to Safety- Related Equip 
menl " Sve list and 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of New York, Inc 105pp 48741,053-48741.168 

6903020165 NRC Info Notice 09-027. "Limitations on Use ol Waste Forms & High In- 
tegdly Containers for Disposal ol Low Level Radwaste " Sve list end 
QREEVES.J T Division of Low Level Waste Management & Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of New York, Inc 117pp 48798 114 
48798 231 


S90316044B Ack receipt of 890213 & 28 Itrs informing NRC of steps taken to correct 
violations noted in Insp Rept 50-482/80-32 

CALUN.UJ Region 4, Ofc of the Director 89/03/09 WITHERS, B.D. Wolf Creek Nu- 
clear Operating Corp 2pp 48885 131-46685,146 
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- 8903160451 Hosponds to NRC 090112 Hr re violations noted in Insp Ropt 50 402/80 
32 Corroclivo actions policy implemented prohibiting noniob related reading mall inside 
radiological control area & approaches to rolueling outages evaluated 
WITHERS, B D WoH Creek Nuclear Operating Corp 89/02/28 Document Control 
Branch (Document Control Desk) 5pp 48B05 14 1 48885 146 

B'gOSSZOlQO Forwards Insp Ropt 50 482/89 12 on 890130 0203 & notice of 
violation Notice o1 violation withhold (rof 10CFR73 21) 

CALLAN.L J Renion 4. Ofc of the Director 80/03/09 WITHERS, BO Wolf Creek Nu 
clear Operating Corp 3pp 49004 065 49Q04 060 

•^8903220185 Partially withheld Insp Ropt 50 482/89-12 on 890130 0203 {ref 
10CFR73 21) Violation noted Maior areas inspected physical secunty 

program, including mgt support, LER followup, security program plan & audits & physicat 
barriers 

KELLY,JA, EVEREH.R J Region 4, Ofc of llio Diroctor 89/03/02 Ip 49004 068 
49004 060 

8903220214 Forwards Insp Repl 50 482/09-06 on 090130 0202 No violations or dovi 
aliens noted Actions taken re previously identified insp findings noted in Paragraph 2 
of repl 

CALLAN,L J Region 4. Ofc of the Director 80/03/09 WITHERS, B D Wolf Creek Nu 
clear Operating Corp 2pp 4900^ 055 1900 1 062 

••0903220216 Insp Rept 50 482/89 06 on 890130 0202 No violations or deviations 
noted Major areas inspected emergency preparodnoss program,includinfl changes to 
emergency plan a impiomenting procedures a revised emergoncy action fovels 
TERC,NM, EVERETT.RJ Region 4, Ole o1 ttio Diroctor 89/03/07 Opp 49004 057- 
49004 062 

8903080372 NRC Info Notice 09 02D, “Weight a Ctr of Gravity Discrepancies for Copes 
Vulcan Air Operated Valves ” Sve list end 

ROSSI,CE Division of Oporafional Events AssossmorM (Post 870411) 89/03/14 
Consoltdatod Edison Co of New York, Inc 107pp 48895 001 48095 109 

8903090021 NRC tnfo Notice 89-029, “Potential Failure of ASEA Brown Doveri Circuit 
Breakers During Soismic Event Sve list end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York. Inc 106pp 4QD7O053 40870 169 

B903090133 NRC Info Notice 09 039, “High Tomp Environs at Nuclear Power Plants’' 
Sve fis( end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc l06pp 40805 110 40695 215 

8903230326 Forwards listing of documents made available to BNL for dovolopmont of 
risk based in^ gulde.per discUBslon w/ S Long 

WtTHERS,Bd Wolf Crook Nuclear Operating Corp 09/03/16 Document Control 
Branch {Document Control Desk) 7pp 40036 311-49036 317 

8903160427 NRC Info Notice 69 031, “Swelling & Cracking of Hafnium Control Rods" 
Sve list end 

ROSSt.CE Division of Operational Events Assossmonl {Post 870411) 00/03/22 
Consolidated Edison Co of Now York, Inc 102pp, 480B6 001-40988 103 

8903170419 NRC fr>fo Notice 09 032, "Surveillance Testing Qf Low Temp Overproisufo 
Protection Sys " Sve list end 

ROSSI,CE Division of Operational Events Asseasmant (Post 670411) 89/03/23 
Consoliclatod Edison Co or Now York. Inc 104pp 46992 044 48992 147, 


R< Periodic operating reports & related correspondence 

8903070009 “Annual Operating Rapt (or Wolf Crook Gonoratlng Station for Jan Doc 
1960“ W/890222 Itr 

WITHERS, 0D Wolf Crook Nuclear Operating Corp 00/ 12/31 I6pp 46741 033- 
48741 048 

8903060449 “Wolf Creek Generating Station Semiannual Rndioectivo Eflluent Roloase 
Ropt Jut-Dec 1900“ W/890226 Itr 

WfLLfAMS.M Q , W(TH£RS,0 D Woff Creek Nuefoar Operating Corp 08/12/31 SOpp 
48766 054 48766 103 

8902240338 Monthly operating rept lor Jan 1989 lor Woll Creek Generating Station W/ 
amfA Ifr 

W)LUAMS,M. WITHERS, QD Wolf Creek Nuclear Operating Corp 09/01/31 7pp 
40680 201 48500 207 

8903270069 Forwards monthly operating rept (or Fob 1989 & revised operating monthly 
rept for Jan 1 989 for Wolf Creek Generating Station 

WITHERS, B D Wolf Creek Nuclear Operating Corp 89/03/13 Documont Control 
Branch (Document Control Dosk) Ip 49110 000 49110 007 

-8903200226 Monthly operating rept for Fob 1989 for Wolf Creek Generating SlBtlor> 
WIILIAMS.M Wolf Creek Nuclear Operating Corp 89/02/28 6pp 49110 081- 
49110 0B6 

'-8903270071 Revised monthly operating rept for Jan 1909 for Woll Creek Nuclear Gen 
era ting Station 

WILLIAMS, M Wolf Creek Nuclear Operating Corp, 89/01/31. ip 49110 087* 
491 10 087 


8. Reportable occurrences. LERs & related correspondence 

B90228Q077 Revised LER 87 050 01 on B7l014.contalnment isolation valve tailed 
during local teak rate test causing total path leakage to exceed Tech Spec 
limits Caused by containment isolation chock valve sticking open W/890214 Itr, 
WILLIAMS.MG . WITHERS. B D. Woll Creek Nuclear Operating Corp 89/02/14. 5pp 
40625 230-48625,242 

8902240201 LER 89 001 00 on 8901 20, discovered that diesel generator not tested at 
least once every 7 days per Tech Specs Testing frequency reduced to once per 31 
days lollowing 890106 lest Caused by personnel error Personnel Instructed W/ 
89021518 

WILLIAMS.MG , WITHERS.B D Woll Creek Nuclear Operating Corp 69/02/16 4pp 
48503,295-46683 298 


6902260382 LLB 89-002 OQ on B90l23,roacior trip occurrad Caused by spurious signal 
in vibration monitoring circuitry which incorreclly indicated high vibration on Mam Tur- 
bine 7 bearing Turbine high vibration trip modified W/09Cl222Tlr 
WILLIAMS,MG , WITHERS.B D Wolf Greok Nuclear Operating Corp 89/02/22 4pp 
48627 044-48627 047 

89030004S5 LER 69 003 00 on 090131 .discovered that ‘several lugs improperly crimped 
par current sids,ie Bulling in degradation of fire protection sys Claused by no specific 
unique util imposed crimping aids lor panels W/090301 llr 

WILLIAMS.MG , WiTMERS.B D Woll Creek Nuclear Operating Corp 09/03/01 4pp 
40742 232 40742 235 

8903090366 LER 89 004 00 on 0902 02, reactor trip occurred from 100% power as result 
of steam generator reaching lo to level trip setpoint Caused by loose screw on termi- 
nal strip in solid state protection sys Other catoinels chocked W/090301 Hr 
WILLIAMS.M6, WITHERS, 6 D Wolf Creek Nuclear Operating Corp 69/03/01 7np 
4870D 310-40798 31 6 

B903100507 lER 89 005 00 on 8 90205, failure to Obtain gaseous grab sample of unit 
vent following 15% chango in rated thermal power discovered Caused by cognitivo 
personnel error Involved individual counseled W/890303 Itr 
WILLIAMS.MG , WITHERS.B D Wolf Creek Nucioar Operaling Corp 89/03/03 4pp 
48B04 112-48804 115 

8903140190 Part 21 rept re cracked welds discoveroci on striker plates of GE circuit 
breakers Inmatfy reported on 090130 GE adwsod utif that sinkor plates subj to impact 
loading only whan breaker irk racked out & operatod in test position 
WtTHtRS.BD Weft Crook Wuefoar Operating Corp 89/03/03 Document Conlrol 
Branch (Document Control Desk) 2pp 48D50 030-48858 031 


V. Operator Examinations 

6903150049 NolificaUon of 090320 significant licensee meoting w/ulil to discuss causes 
a corroclivo actions for Nov 1008 exam failures 

JAUDON.jp Region 4, Oic of Iho Director 09/03/07 Region 4. Ofc of the Director 
2pp 48060 287-4BB60 208 

8903210407 Amended notification ol significant Uconaeo mooling w/uHl on. 890320 to 
discuss Nov 19DB ojeam failures, security matters & operations al plant 
JAUDON.J P Region 4, Ofc of iho Diroctor 89/03/15 Region 4, Ofc of tho Director 
2pp 46079 056 48979 057 

8003220159 Generic Ltr 69 03 to oil powor roactor liconsoos & applicants for OL re op 
eralor licensing natf exam schodulo Sve fist end 

VAROA.SA Associate Director for FrQ|ec1b (Post 070411) 09/03/24 Consolidated 
Edison Co of Now York, fno 54pp 49005 001-40005 056 
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F, Security. medIcaL emergency & Hro protection plans 

8902230304 Rov 7 to EPIP EIP-2Z-C0010, "Emerooncy Oporalions Pacilily Oporalions" 
FAULKNEN.MR, BLOSSER Union Electric Co 89/02/10 31pp. 40570 142 

40570 1 72 

89D2280449 Rev 12 to radiological omorgoncy rosponso plan W/690217 llr 
SCHNELL.D.F Union Elec Inc Co 69/02/17 3S0pp 40628 215 4 D629 257 

8903000358 Forwards "Romodial Exerciso Ropt Conducted 88Q020 (or Callawasr Nucle- 
ar Power Plant Fulton/Callawav County Emorgoncy Operations Clr & Missouri School 
For Deaf,” & “Exorclso Evaluation 860606 Exorciso for Ratilologlca) , " 

KRIMM.R.W Fodoral Emorgoncy Manaoomeni Agoncy 00/02/17 CONQEL.FJ Ra 
diation Proleciion Branch 2pp 48006 099 48000 174. 

-8903090362 "Romedlal Exorciso Rept Concluotod 800920 for CatiQWw Nucloar Power 
Plant FuUon/Callaway County Emorgoncy Oporalions Cu & Missouri School lor Deal ’’ 

* Foderal Emergency Management Agoncy 88/09/26 3pp 4B&06 101-40800 103 

-89031000S9 “Exorciso Evaluailon 080606 Exorciso for Radiological Emorgoncy Re 
spon&o Plans for Stalo of MO & Counties of Cailaway.Gasconade.Monlgomory & 
Osago for Union Electric Companys CBlIawaya Nucloar Power Plant Near Fullort “ 

* Federal Emergency Managomenl Agency 08/00/05 87pp 40600 104 4800D' 174 

89031005B6 Rev Q lo EPIP E1P-Z2-00240, “Technical Support Clr Oporalions” 
fAULKNER.MR, BLOSSER, J Union Efoctric Co 69/02/24 SOpp 48601 329' 
4B60V361 

8903240218 Advises tliat Rev 12 to radiological emorgoncy response plan meets plan 
nlnn stds of tOCFRSO 47 & accoptable 

GREGER.LR Regions, Ofc of the Director. 80/03/01. SCHNELL.OF Union Elcclric 
Co 2pp 49030 343 49038’344 

8903160096 Forwards Safety tnsp Repl 50 483/69 01 on 090101 02 15 No violations 
noted 

KNOP.RC Region 3. Ofc of the Director. 09/03/08 SCilNELL.DF Union Eloclric 
Co 2pp. 48867,302-40087 017 

-8903160102 Satoly Insp Ropt 50 4B3/89 01 on 600101-0215 Weaknesaos noted Major 
areas Inspeciea.provious Insp (Indinos.LERs, plant oporat Ions, radiological 
controls, maint surveillance, emorgoncy preparedness & security 
OEFAVETTE.R W. Roflion 3, Ofc of the Director 00/03/06 14pp 46087.304- 
48067 317 

8903270105 Temporary Change Nolico 09 0101 to Rev 14 lo EIP 2Z-00201, "Notlfica 
lions ” 

LEWIS.DR Union Electric Co 89/03/06. 3pp 49059 240 40050 242 

B903230470 Revised EPIPs, including Rev tO lo EIP-Z2-00230, “Accoun lability & Evacu 
alion" & Rov S lo EIP-ZZ COOZO, Xaliout of Emergency Oporalions Facility Emergen- 
cy Organization ” 

FAULKNEN.MR Union Eloclric Co Bfi/03/10 23pp 40029 327 49020 340 
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ft903Ji30472 Temporary Chang© Notice aaol 12 to Rev 10 lo EPIP EIP‘2Z-00230. “Ac- 
count ablily & Evacuation 

* Union Electric Co 89^03/13 3pp 49026 330-49028 332 

8903280229 Forwards Safeguards Insp Rapt 60 483/89 03 on 890213 23 & nottce or 
violation Notice of voJaiion withhold (ref 10CFR73 21) 

GREGER.LR Region 3. Ofc of Iha Director B9/03/21 SCHNELL.O F Union Electric 
Co 2pp 40076 006 49076 009 

••8»0 3280231 Partially Withheld Physical Security Insp Rapt 60 463/89 03 on 890213 23 
(ref 10-CFR 73 21}, Violation noted Major areas inspected mg t support, protected & vilet 
area barriers, access control. personnel jjacKaoes, vehicles & alarm stations 
PIRTLE.G L. CREEDj R Region 3, Ofc or the Director. 69/03/21. 2pp 49076 008- 
49076 009 


H. General correspondence 


Q. irtspeotfon reports, IE Bulletins & correspondence 

8902170112 NRC Info Notice 89 020, “Weld Failures in Pump of Byron Jackson 
Design '* Svc list end 

ROSSI, C E, Division of Operational Events Assessment (Post 870411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043 48572 148 

8902210351 Suppt 1 to NRC Info Notice 88-073, “Direction Dependent Leak Character- 
istics of Containment Purge Valves Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27. 
Consolidated Edison Co. of New York, Inc 102pp 48589 001-46589 1 10 

B902210564 NRC Info Notice 89 021, “Changes In Performance Characteristics of 
Molded Case Circuit Breakers “ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co or New York, Inc 104pp 48570 032 48578’ 137 


8903080431 Commenl opposing proposed rules 10CFR50 & 55 which require degrees 
of senior operators & shift supervisors Both alternatives would contribute to lower 
mo rate among reactor operate ra. 

SAMPSON.se Affiliation Not Assigned 89/02/17 Office of the Secretary of the 
Commission 3 pp. 48745:167-48745159. 

8903080474 Com.m©nl opposing proposed rules tOOFRBO & 55 re educ & experience 
requirements for senior reactor operators & supervisors of nuclear power 
plants Establishment of programs for operators to earn degress would be expensive 
NOWELL, W D Affiliation Not Assigned 89/02/20 Docketing & Services Branch 2pp 
48744:160 *1 8744- 161 

8903100409 Comment opposing proposed rule 10CFR50 re maint programs for nuclear 
power plants Endorses NUMARC comments Major concern Is lack of demonstrated 
need for rule since most utils already have effective maint programs 
SCHNELL.D F Union Electric Co 69/02/27 CHILK.S J. Office of the Secrotaiy of the 
Cornmission. 3 pp. 46606 247-46606 246. 


P. Operating llcenae stage documenta & correspondence 

8902270324 Fonvards Amend 41 to License NPF-39 & safety evaluation Amend revises 
Tach Spec 5 3 2, "Control Rod Assemblies" to allow use of hafnium &/or silver- 
indium-cadmium as absorber mail in rod cluster control assemblies 
ALEXIONJW. Pfoiocl Directorate 111 3. 89/02/14 SCHNELL.OF. Union Electric Co, 
2pp 48588096 485B&. 104. 

*'6902270328 Amend 41 to License NPF-3D,fevlsingTech Spec 6 3.2, "Control Rod As- 
semblies" to allow use of hafnium 8/or silver-indium cadmium as absoiber mall In rod 
cluster control assemblies 

HANNON, J N Project Directorate Lll 3 89/02/14. Spp 48588 068-46568 102 

-8902270332 Safely evaluation si^pocting Amend 41 to License NPF-30 
* Office of Nuclear Reactor Regulation, Director (Post 8704111. 89/02/14 2pp 
48606’103-48588 104 

8902230327 Documents Info provided in 890213 lelcon re 880880 application for 
amend lo License NPF-OO & 881116,1228, 690207 & 0210 clanfications ra steam 
generator level reador trip Slated safely analysis limit revised 
SCHNEll,DF. Union Electrio Co 69/02/ 15 Document Control Branch (Document 
Control Desk) 22pp 48576,331 46576^362. 

8603030207 Summary of 6902 14 mealing w/uti) & Westinghouse re licensee reload 
appllcation.Llcensee proposed Tech Spec changes Include increased peaking 
lac tors, posllive moderator temp coefficient increased boron 

CO ncenlr a tlon. View graphs end, 

ALEXION.TW. Prolect Directorate (11-3. 89/02/23 Project Directorate 1113. 27pp. 
48693 236-48693 264. 

8903060120 Informs that during defueling operations stuck studs will not be 
proiecled Open stud holes will be protected during defueling & once stuck studs 
re moved, all stud holes will be protected during defueling. 

SCHNELUDF. Union Electric Co. 60/02/24 Document Conirol Branch (DocumenI 
Control Desk), 3pp 48600.270-48600 272. 

6603200005 Forwards Cycle 4 peaking factor limit rept 
SCHNELL.OF. Union Electric Co 89/03/10 DocumenI Control Branch (Document 
Control Desk) 9pp. 46959.021-46959.029. 


8903090063 Forwards Exam Rept 50'4e3/OLS-8g 01 of exam administered during wk 
of 890123 NRC concerned re lack of quality & lack of control over exam matl submit' 
ted by contractors 

MILLER,H J Region 3. Ofc of the Director 89/02/28 SCHNELL.D F. Union Etoclric 
Co 2pp. 48781 269 48782.101 

-6903090074 Exam Rept 50 4B3/OLS-d9v01 on 890123-26 Exam results one reactor 
operator candidate failed exams All senior reactor operator candidates passed exams 
OAMON,D.J. BURDICK, T.M Region 3, Ofc of the Director 89/02/27 191pp 
48781 271-48782.101, 

6903090306 Forwards Insp Rept 60 483/89 02 on 890124 0216 No violations noted W/ 
o notice of violation 

COOPER.R W Region 3, Ofc of the Director. 89/03/02 SCHNELL.D F Union Electric 
Co 2pp. 48768 364-48758 359 

-8903090313 IhSp Rept 60 483/89-02 on 890124-0215 Violakons noted M^or areas 
Inspected environ qualification of electrical equipment within scope of 10CFR60 49 
(Modules 30703 & 92701) 

GARDNER.RN . KOPP.M J Reglor^ 2, Ofc of the Director 89/03/02 4pp 48768-358- 
48768-369 

8902270168 NRC Info Notice 89 022, "Questionable Certification of Fasteners " Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 670411). 89/03/03 
Consolidated Edison Co of New York, Inc tOSpp 48732.001-48732.106 

890228010-4 NRG Info Notice 89 023, “Environ Qualification of Litton-Veam CtR Series 
Electrical Connectors." Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co. of New York, Inc 108pp 48723-038-48723.143 

9902280162 NRC Info Notice 89 024, "Nuclear Criticality Safely " Svc list end 
CUNNfNGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/03/06 Consolidated Edison Co of Now York, Inc sepp, 48700 262-48700-346. 

8903160096 Forwards Safety Insp Repl 60 483/09 01 on 8901 01 -02 16 No violations 

KNOP.R.C. Region 3, Ofc of the Director 80/03/06 SCHNELL.D F. Union Electric 
Co. 2pp 48887 302-48887 317. 

->0903160102 Safety Insp Rept 50-483/89-01 on 890101-0215 Weaknesses noted.Major 
areas inspacted.prevlous Insp (lndlngs,LER8, plant opera tic ns/adio logical 
control8,mafnt surveillance, emergency preparedness & security 
DEFAYETTE,R W. Region 3. 6\o of the Director 89/03/06. 14pp. 4B887‘304- 
48887 317 

8903010207 NRC Info Notice 89-026. “Instrument Air Supply to Safety- Related Equip- 
ment " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411). 89/03/07. 
Consolidated Edison Go. of New York, Inc, lOSpp. 48741 -053-4B74 1.1 58 

6903020165 NRC info Notice 89 027, "LImllations on Use of Waste Forms & High In- 
legrtty Containers for Disposal of Low Level Radwasle." Svc list end 
GflEEVES.J T. Division of Low Level Waste Management & Decommissioning (Poat 
870413) 89/03/08, Consolidated Edison Co of New York, Inc 117pp 48798:114- 
48798-231 


6903200144 Requests addi info re simulator certification aubmittal by 890428. 
ALEXION.TW. Proieci Direcloiala Ill'S 89/03/10 SCHNELL.OF, Union Electric Co 
7pp. 48984-105 46904:111. 

6003210267 Forwards environ assessment & finding of no significant impact re reduc- 
tion of required RHR sys flow rate during Mods 6 operation. 

ALEXION.T.W. Proieci Directorate 111 3. 89/03/13. SCHNELL.OF. Union Electric Co 
2pp. 48984 158 48984 103. 

•»&903210274 Environ assessment 8 finding of no significant impact re reduction of re- 
quired RHR sys flowrate dunng Mode 6 operation 

COLBURN.T.G. Project Directorate III-3. 09/03/13. 4pp 48984 160-46984 163 

6903240065 Ack receipt oi package of matl re plant, providing belter understanding of 
coordination between Slate of MO,utit & NRC for NRC responsibilities under Section 
108 ol Nall Historic Preservation Act 

KUMA,D.L. Advisory Council on Hisloiic Preservation. 89/03/13 PERKINS.KE 
Project Directorate lil-3, ALEXION.T NRC • No Detailed Affiliation Given. 3pp 
49039-247 4e039!24& 

6993230422 Ccmmants on response to Generic Llr 66-17 re expeditious acifons for loss 
of DHR 

ALEXION,T Project Directorate 111-3 89/03/16. SCHNELL,D.F Union Efecirlc Co 
3pp, 49031:335-40031:337. 

6603160296 Qanedc Ltr 89-92 to ail holders of OLs & CPs for nuclear power reactors re 
aotlons to Improve detection of counterfeit 8 fraudulently marketed products Svc list 
end. 

VARGA, S A Associate Director for Projecls (Post 870411), 89/03/21 Consolidated 
Edison. Co. of New York, Ino 57pp. 48960 091 -48960 057, 


6903210186 Requests withdrawal of Relief Request N to Insen/lce insp progrann 
plan Util wilt continue lo Implement existing programs for snubber insp & testing. 
SCHNELLjOF Union Electric Go. 89/03/10 Document Control Branch (DocumenI 
Conirol Desk) 2pp 4B980 227-40980 228. 


8903210160 Responds to Bulletin 68-011, “Pressurizer Surge Line Thermal Sratlftca- 
lion." 

SCHNELL,DF. Union Electric Co. 89/03/10, Document Control Branch (Document 
Conirol Desk),epp 4B977- 157-48977.1 62 


8903080372 NRC tnfo Notice 89 028, "Weight & Ctr of Gravity Discrepancies for Copes- 
Vulcan Air-Operated Valves " Svc ilst encT. 

ROSSI, C.E. Division of Operational Events Assessment (Post B70411) 89/03/14. 
Consolidated Edison Co. of New York, Inc 107pp 48895 001-48895.109. 

69030900 21 NRC Info Notice 89 029. "Potential Failure of ASEA Brown Boverl Circuit 
Breakers Duong Selamlo Event " Svc list end. 

ROSSI ,C,E. Division of Operational Events Assessment (Post 670411), 89/03/15. 
Consolidated Edison Co of New York. Inc 106pp. 48870.053-48870*169 


8903090133 NRC Info Notice 69-030, "High Temp Environs at Nuclear Power Plante." 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/16. 
Consolidated Edison Co of New York, Inc. 106pp 46895*110 48896.215 


0903280229 Forwards Safeguards Insp Rept 50-463/89-03 on 890213-23 & notice of 
Violation Notice of vMatlon withheld (ref 10CFR73.21). 

QREGER.LR, Region 3, Ofc of the Director. 89/03/21 SCHNELL.D.F. Union Electric 
Co.2pp 49076000-49076 009 
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•>*8903280231 Partially withhald Physical Security Insp Rept 50 4B3/89 03 on 890213 23 
(ref 10CFF173 21) Violation nolea Major areas Inspected mgi support, protected & vital 
area barriers, access control,personnelj>acKages,vehlcle 3 & alarm stations 
PIRTLE.G L , CREED, J R Region 3, Ofc of the Director 80/03/21 2pp. 49076.008 
49076 009 

8903160427 NRC Info Notice 89 031, "Swelling & Cracking of Hafnium Control Rods*' 
Svc list end 

ROSSI, CE Division Of Operational Events Assessment (Post 870411) 89/03/22 
Consolidated Edison Co of New York, inc l<}2pp 4B9B6 001*40086 103 

8903170419 NRC Info Notice 89*032, "Surveillance Testing of Low Temp Overpressure 
Protection Sye," Svc list end 

ROSS1,C E Division of Operational Events Assessment (Post B7041 1) 89/03/23 
Consolidated Edison Co of New York, Inc I04pp 46992’044 46992:147 


n Per/odio operating reports * role ted correspondence 

8903100240 "Semiannual Radioactive Effluent Release RepUut-Dec 1986" W/ 8603 O 1 
Hr 

SCHNELL,DF Union Electric Co 88/12/31 39pp. 40803 286*40803,324 

8903160180 Monthly operating rept for Feb 1088 for Callaway Plant Unit \ W/890302 
Hr 

MCCANN,R4., BLOSSER.JD, Union Electric Co. 89/02/28 6pp 40871,269* 
48871-274 


S. Reportable occurrences, LERs & related correspondence 

6903020410 Spedal Rept 89 Ol.on 0901 ID.smoko observed coming from diesel genera* 
tor regulator power transformer cabinet Caused by open output fuses from exciter 
power potential transformer Transformer meggered 

B105SER,J.D. Union Electric Co 89/02/21 Document Control Branch (Document 
Control Desk) 4pp 49674:319*46674 322 

6903230194 lER BO 001*00 On 890207.dleao1 generator Train B declared inoperable 
whan fuel oil transfer pump failed to auto start during surveillance test Caused by fall 
ure of main control board switch contacts Switch replaced W/690309 Ur 
TAYLOR.ME, BLOSSER,J.D. Unton Electric Co. 89/03/09. 6pp 49029127* 
4Q029 132 


V. Operator Examinations 

8903090063 Forwards Exam Rept 6O*403/OLS 89 01 o( exam administered during wk 
of 8g0123.NRC concerned re lack of quality & lack of control over exam mall submit* 
led by contraclors, 

MILLER,H.4. Region 3, Ofc of the Director 89/02/20 SCHNEUL,0 F. Union Electric 
Co. 2pp 48781:269 48702 101. 

-8903090074 Exam Rept 50 483/OLS 89*01 on 890123*26 Exam results one reactor 
operator candidate failed exams All senior reactor operator candidates passed exams 
DAMON.DJ, BURDICKJ.M. Region 3, Ofc of the Director 89/02/27 101pp 
48701*271 •48702.101. 

8903220189 Generic Ltr 69*03 to oil power reactor licensees & applicants for OL re op* 
erator licensing nail exam schedule. Svc list end 

VARGA,SA. Associate Director for Projects (Post 670411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp. 490(35 001*49008-056 


DOCKET STN*5O*4e0 CALUWAY PLANT, UNIT 2 


H. Oeneral correspondence 

6903080474 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
pi ants. Establishment of programs for operators to earn degress would be expensive, 
NOWELL, W.D AffWIaf/on Not Assfflned. 69/02/20. Oockelfr^ & Services Branch. 2pp. 
48744:160*48744*161 


DOCKET 8TN-50-498 SOUTH TEXAS PROJECT, UNIT 1 


E. NRC Safety Evaluation Report (SER), supple & correepondence 

8902280497 Clarifies status of commitment In Item 1 42 of SER re initial test program for 
MSIV testing & prossurizer spray & header response tests, 

MGBURNETT.M A. Houston Lighting & Power Co 89/^02/22 Document Control 
Branch (Document Control Desk). 3pp 48025.149*48626 151 


F. Security, medical, emergency A fire protection plans 

6903080648 Forwards comments on emergency reaponee capability scenario No major 
deficiencies noted. 

JAMISON, J.D , HERRINGTON, W.N Battella Memorial Institute, Pacific Northwest Lab- 
oratory 06/06/09, TERC.NM. Region 4, Ofc of the Director, 3pp. 48767.098- 
48767,100. 

8903080220 Rev 9 to plent emergency pi an.W/ 6902 2 7 Hr. 

VAUGHN, G.E Houston Llghling & Power Co. 89/02/15. a44pp 48765 165* 
48766048, 

8903030270 Revised E PIP a, In eluding Rev 6 lo OEPP01 .ZA-0003, “Emergency Notifica- 
tion," Rev 3 to OEEPPOI-ZA-0006, "Search A Rescue" & Rev 3 to OEPPQ1-ZA-0009, 
"Notification of Unusual Event Implementing Actions." W/690223 Hr. 

KINSEY.WH, MCBURNETT,MA Houston Lighllng & Power Co 89/02/23. OOpp 
46703*209*40703 290 


8903100031 Responds lo violalions noted in Insp Repla 60 498/87 01 & 50 499/87- 
01 CorfOQlive actions emergency plan A EPIPs revised to reJIecl incorporation of Unit 

VAUGHN, GE. Houston LighUng & Power Co 09/03/Ql Document (Control Branch 
(Document Control Desk) 3pp 48810 293-48810 205 

6903210431 Requests that 890426 emergency preparedness exercise scenario be with- 
held from public dislosure.per 10CFR2 760 

MCBURNETT,MA Houston Lighting & Power Co. 89/03/10 Document Control 
Branch (Document Control Desk) 2pp 46985 357*46985 358 


P. Operating license stage documents & correspondence 

6903170377 Advises that time for Commission lo review Direclor's Decision OD 88*18 
expired Commission declined review. Decison became final agency action on 
881212 Served on 891216, 

CHILK.SJ. Office ol the Secrolary of Ihe Commission #189 7769 88/12/15 
GARDE.QP., CONDIT.RE Government Accountability Project Ip. 48878 222* 
48879 222, 

B9O31QO260 Requests notification within 30 days of anticipated problems re access for 
non Region IV personnel 

YANDELL.LA Region 4, Ofc of the Director. 89/02/02 GOLDBERG, JH Houston 
Lighting & Power Co. 3pp 46806-100 46808 1 10 

6902230519 Forwards notice of consideration of issuance of amend to License NPF-78 
& proposed no significant hazards consideration determination & opportunity for hear- 
ing re fuel handling bldg exhaust air subsystem electrio healers 
DIGK.GF Project Directorate IV. 89/02/06 GOLDBERG, J.H Houston Lighting A 
Power Co. 4pp 48571 001 40571,013. 

**8902230522 Notice of consideration of Issuance of amend to License NPF-76 A pro- 
posed NSHC determination A opportunity for hearing Amend modiliesTech Specs lor 
fuel handllrNg bldg exhaust air subsystem electric healers to operate at 3B kW 
CALVOJ.A, Projecl Directorate IV 89/02/88 Gpp 48571.005 48571 013 

8902230050 Discusses 890126 conference call w/ulitSubJs discussed included subside 
enC9 update (n FSAR Amend 62, Agreement to compare results of subsiderice moni- 
toring to expected values A to evaluate relationship to growth faults reached, 

DIGK.Q.F Project Directorate IV 89/02/09. GOLO^RQ.JH. Houston Lighting A 
Power Co 4pp 40569.345*48680 34S 

8902280310 Forwards corrected Annend 4 lo License NPF*76.combinlng Units 1 A 2 
Tech Specs to add requiremeni to place positive displace moot pump in lock-out con 
dllion during Modes 4,5 A 6 to prevent cold overpressurization 
OICK.GF Project Directorate IV. 89/02/17 QOLDBERG.JH Houston Lighting A 
Power Co 5pp. 46624 332-46624 350. 

**8902260311 Correcled Amend 4 to LIcensa NPF *76,00 mbinlng Units 1 A 2 Tech 
Specs to add requirement which places positive displacement pump in tocK out condl 
t(on during Modes 4,5 A 6 lo provont cold overpressurizatfon. 

* NRC - No Detailed Aflilfatlon Given 80/02/17. 14pp 48624-337-46624 3S0. 

0903020076 Forwards status of SER commltment9,pef NRC request. Licensee expects 
fist will be kept current & perlocffcaify updated until first refueling of Unit 2 
MCBURNETt.M.A Houston Lighting A Power 09/02/17. Document Control 
Branch (Document Control Desk) 30pp. 40066:163*40669.182. 

8903150415 Notifies of intention not to insleil all high density spent fuels racks In spent 
fuel poota Bl present lime .Sketch showing rack installation plan In spent fuel pool at* 
tached. 

MCBURNETT.M A. Houston Lighting A Power Co 89/02/20. Document Control 
Branch (Document Control Desk). 6 pp. 48876.134 48876-138 

8903020007 Requests addt Info re 880728 request to delete Test 28, "l^namlo Rod 
Drop Test" A Tost 27, "Sialic Rod Cluster Control Assembly (RCCA) A RCCA Below 
Bank Position Measuremenie Test," from startup test program. 

DICK,Q.F Project Directorate IV 89/02/21 GOLDBERG. J.H. Houston Lighting A 
Power Go t4pp 48672 206 48672.210. 

8903030128 Advises of Incorporation of personnel air lock containment isolation valves 
FV*t026,FV*1026,FV*1027 A FV-1028 into pump A valve Inservice testing program, per 
881204 tetcon. Formal rev to plan will be submitted before refuel outage. 
MC0URNETT,M A. Houston lighting A power Co 69/02/21. Document Control 
Branch (Document Control Deek). 5pp. 40603 214 46693-218 

6903130220 Approves request for WCAP*fl077, "Row 1 A Row 2 Steam Generator 
Tube U band Heat Treatment Llconsinp R^l for South Texas Units 1 A 2," lo be 
withheld from publlo disclosure per 10CFR2.790. 

DIGK.Q.F Projobl Olreolorate IV. 80/02/23. QOLDBERG.JH Houston Lighllng A 
Power Co. 6pp 48021 .288*48021 :2S0. 

8903130250 Grants 881209 application for withholding from public disclosure WCAP- 
12067. "South Texas Units 1 A 2 Presaurlzer Surge Line A RHR Line Stratification'’ 
OlCK,G,F Project Directorate IV. 89/02/23. GOLDBERQJ H Houston Ughling A 
Rower Co. 6pp. 48820.303*48820:312. 

0903130385 Grants 690117 request to withhold WCAP* 12087, Sup pi 1 from public dis- 
closure. 

DIGK.Q.F Project Directorato IV. 09/02/23 QOLDBERG.JH, Houston Lighting A 
Power Co. 6pp. 48820 339*48028 343 

8903130356 Advises that proprietary WCAP-iai08, "Evaluation of Thermal Strati lie allon 
(or South Texas Units 1 A 2 RHR Lines," withheld (rel 10CFH2 780).per 890127 re 
guest, 

DIGK.Q.F Project Directorate IV. 69/02/23, GOLDBERG. JH. Houston Lighting A 
Power Co. 5pp. 40020*117*48820.121 

8903 10005$ Ack oranting of extension ol 2 days In addition to 2 day enforcement dis- 
cretion previously granted 890223 Enforcement discretion extension provides tempo 
rary relief from operability requirements ol Tech Specs 3 7 1.2, 

MARTIN, R.D, Region 4, Ofc of the Director, 89/02/27. GOLDBERG .J.H Houston 
Lighting A Power Co 3pp. 48808*285*48006,287. 
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^903090171 Discusaos aflocts of Woslinghouso gi^nonc RCS flow anomaly, per LER 
flaQ52,R0V 1 Uhl Will roovalualo DNB ralio usmig WRB 1 ccrrolalion prior to imkt refu 
Glino in Slimmer Ini D urn RCS flow re<iii)rmGnl5 of 40,000 gpm will bo mainlnmod 
MCBURNETT.MA Ho^islon Ughlmg & Power Co 09/03/01 Documenl Conirol 
Branch (Documant Control Dosk) 3pp 4B001 027'18001 029 

0903130232 Atlviso& IMal Rev 1 to WCAP- 12067, '"Esralualion ol Thormal SlrahUcahon 
lor South Texas Units 1 & Z Pressunzer Surge Line," withheld (rel lOCf n2 790),por 
090201 request 

DIGK,GF Proioct OirGCtoralo IV 80/03/02 GOLDBERG, JH Houston Lighting & 
PowofCo 5pp 46920 022 40020 026 

8903130240 Grants 890215 application tor withholding ol SuppI 1 to Rev 1 to WCAP- 
12067, 'Addl fnfo in Support of Evahialions for Tnormnf Stratification of Prossunzer 
Surne Lfcnos of South Texas Proiecl Units l & 2 Nuclear Power Plants " 

D1GK,GF Proiecl Directorate IV 09/03/02 GOj_DBERG.JH Houslon Ughlmg A 
Power Co 5pp 46Q20QQ1 46020 005 

8903080279 Discusses enlorcemtint issue relative to ECCS sump vortex broakerbUlit 
has contracted w/two independenl lechnlcal consulting firms to review analyses Final 
repts oxpccled by 890317 

GOLDBERG.JH Houston Lighting & Power Co 89/03/03 MURIEY.T E Olfjco ol 
Nuclear Roaclor Regulation, Director (Post B7041 1) 3pp 4D768 35a-‘1B76&364 

890317D270 Responds to NRC request to confirm actions com milted to in response to 
Genoric tir 80 05, “Boric Acid Corrosion of Corbon Stool Reactor " Areas suscopH‘ 
ble to corrosion idcnliticd &. proceduros m place ro reactor coolant leaks 
MCBURNETT.MS Houston Lighting & Power Co 09/03/09 Documenl Control 
Branch {Documenl Control Desk) 2pp 48050 207 40950 2QB 

6903210394 for^vards add I into & clarification of plant verification test results per NRC 
rcnuQsl Simplified on tino diagrams end 

WCBURNETT.M A Houston Ltnliting & Power Co 69/63/10 Document Control 
Brandi (Documonl Controt DosK) 16pp 48982 307-46982 322 

89C3220S01 Forwards requests for add! info ro NRC Bullolin, AB 010, “Nonconforming 
Molded Case Circuit Breakers ” 

D[CK,GF Projoct Direcloralo IV 80/03/10 GOLDBERG.J.H Houston lighting & 
Power Co 6pp 49004 206-49004 291 

8993240326 Forwards indopondont consultant repts re performance of plant reactor 
containment bldg emorgoncy sumps w/o vorlox breakers installed 
ROSEN, $L Houston Liofiling & Power Co 09/03/^17 Document Control Branch 
(Documenl Conirol Desk) 3pp 49040 075-49040 104 

-3903240330 “Evalualiorr of Possible Air Ingestion Duo to Free Surface Vorltcos " 
PADMANABHAN.M , tlEGKER.GE Aldon Research Laboratory 09/03/31 6pp 
49040076 40040 003 

-8903340333 “Porformanco of Safety Inioclion Pumps W/Air Ingostlon." Final Ropl 
SWIFT, W Croaro.lnc 69/03/13 22pp 49040 084-49040104 

8903100296 Generic Hr 69 02 to all holders of OLs & CPs (or nuclear power rooctors ro 
actions to improve dotoclion ol counterfeit & fraudulently marketed products Sve list 
end 

VARGA, S A Associalfl Director (or Projects (Post 8704 fl) 89/03/21 Consolidated 
Edison Co of New York. Inc 57pp, 46960 001 48950 057 


Q. Inspeotlon reports, IE Bulletins & corrospor^dence 

0902270457 Responds to NRC 890109 Itr re violaUens noted In Insp Rept 5O-40B/6&- 
60 Corrective aclions Pliaso B isolation roquiromonla Incorporated In emargency oper- 
ollnnjirocodures & loam formed to conduct onhancomeni program 
VALIGRN.QE Houston Ughlmg & Power Co 89/02/14 Document Conirol Branch 
(Document Corrtrol Deskj /pp 40564 304-48664 321 

-8902270475 Responds to NRC 890109 Hr ro viola tio ns noted in Insp Rapt 50 408/88- 
66 Corrective actions comprehons-lvo enhancement program to upgrade emergency 
operating procedures by Q00831 

VAUGHN, QE Houston Ughlmg & Power Co 89/02/ 14 Document Control Branch 
(Documonl Conirol Desk) Bpp 46684 322-465D4 320 

8902240310 Ack receipt of 660009 response to violotions noted In Insp Repls 50 498/ 
0B-21 & 50'499/Ba-21 Response accoptablo. 

CALLAN,LJ Region 4, Ofc of the Director, 89/02/15 GOLDBERG.JH Houston 
Lighting A Power Co app 48571 114-48571 121 

0902200061 Submits final response to NRG BulloHn 86-010, '‘Nonconforming Molded 
Case Circuit Breakers" UUI dolermined Class IE spare molded case circuit breakers 
in warehouses have traceability back lo manufacturer 

VAUGHN.GE Houston Ughlmg & Power Co, 00/02/20 Documenl Conirol Branch 
(Document Control Desk) 4pp 4 8633 030-46633 046 

0902260445 Ack granting of onforcomont discretion on 690223, providing lemporary 
relief from operablkly requirements of Tech Spec 3.7 1 2. Action $latem©nT b.for Mode 
3 operation of turbine driven auxiliary (oedwator pump lor addi 3 days 
MARTIN, R D> Region 4. Ofc of the Director. 89/02/23 GOLDBERG. J H Houston 
Lighting & Power Co. 3pp, 48627.213-46627 215 

0902170112 NRC Info Notice 89-020, "Weld Failures in Pump of Byron-JacKson 
Design " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/02/24 
Consolidated Edison Co of New York. Inc laepp 40572 043 48572 148 

5902210351 SuppI 1 to NRC Info Notice 65 073, "Dlreclion Dependent Leak Character- 
istics of Conlainmont purge Valves " Sve list end 

ROSSI, CE Drvrsion of Operational Events Assessment (Post 670411) 69/02/27 
Consolidated Edison Co of New York, Inc 102pp 48569 001-40569 110 

8902210564 NRC Info Notice 89 021, "Changes in Performance Characterislics ol 
Molded-Case Circuit Breakers " Sve list end 

ROSSLCE, Divlsiorr of Operational Events Assessment (Post 870411) 89/02V27 
Consolidated Edison Co oiNewVorkJnc 104pp 48576,032-48678137 


5903090044 Ack gTanlmg of extension of 6 days m addition lo 4 day onlorcemont dis 
cretion previously granted Extension provides temporary relief from operability require 
ments ol Tech Spec 3 7 12 

MARTIN, RD Renion 4, Ofc of the Director Q9/02/2B GOLDBERG.JH Houston 
Ughlmg & Powor Co 3pp 4BBOO 173-40000 1 75 

8903990393 Forwards Insp Ropts 50 498/B9 03 & 50 499/89 03 on 090206 10 No vio- 
lalions or deviations noted NRC has understanding that util will complete calihr of cf 
lluont monitors installed in units by 890701 

CALLAN,LJ Region 4, Ofc of Ihe Director 89/03/01 GOLDBERG.JH Houston 
Lighting & PowOrCo 3pp 46798 336 48790 345 

-8903090398 Insp Repts 50 49B/G9 03 & 50 499/89 03 on 890206 10 No violations or 
deviations noted Major areas inspected licensee radwaste mgt program .indud mg 
liquid.nasDous & solid radwaste processing svs 

NICHOLAS.J B , BAER.RE Rogion 4, Ofc of the Director 09/02/28 lOpp 
46798 339 4B796 34B 

8903100031 Responds lo violations noted m Insp Repls 50 490/87 01 & 50 499/87- 

01 Correclive aclions emergency plan & EPIPs revised to reflect incorporation of Unit 

2 

VAUGHN.G E Houston Lighting & Power Co 89/03/01 Document Control Branch 
(Docurnenl Control Desk) 3pp 4QB10 293 4BB10 205 

6902270158 NRC Info Notice 89 022, "QueBlionable Certification of Fasteners" Sve list 
end 

ROSSI ,CE Division of Operational Events Assessment (Post 670411) Q9/03/O3 
Consolidated Edison Co of Now York. Inc I05pp 4B732 001-40732 106 

6902200104 NRC Info Notice 89-023, "Environ Qualification of Lilton-Veam CIR Sonos 
Eleclncal Connectors " Sve list end 

ROSSI.CE Division ol Oporalional Events Assessment (Post 870411) G9/03/O3 
Consolidated Edison Co of New York, Inc lOBpp 48723 038 48723 143 

8903140556 FolWards fnsp Ropts 50 498/89 05 & 50-499/89 05 on 890213 17 No vio 
lations or deviations noted 

CALLAN.LJ Region 4, Ofc of the Director 89/03/03 GOLDBERG.JH Houston 
Ughlmg & Power Co 3pp 48833 237-40833 245 

-8903140566 Insp Repls 50-498/69 05 & 50 499/89-05 on 890213-17 No violQlions or 
doviaftons noted Major areas inspectod insp of plant, including startup & core physics 
(estfna 

MCKERNON.TO. BUNDY.H F , SEIDLE.WC Region 4. Ofc of the Diroclor 89/03/ 

03 6pp 46B33 240 48033 245 

8902280162 NRC Info Notice 89-024, "Nuclear Criticality Safety" Sve list onci 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 87 0 72D) 
89/03/06 Consolidated Edison Co of New York. Inc 96pp 48700 252-46700 346 

8903010207 NRC Info Nolice 69 026, "Inslfument Air Supply lo Safety- Related Equip 
men! " Sve list er\c1 

ROSSI.CE Division of Oporaltonal Events Assessment (Post 870411) 69/03/07 
Consolidalod Edison Co of Nev/ York. Inc 105pp 48741 053 48741,158 

8903020165 NRC Info Notice 89 027, "Limitations on Use of Waste Forms & High In 
tegnly Containers for Disposal ol Low Lovol Radwaste " Sve list end 
GREEV6S.JT Division of Low Level Waste Management & Decommissioning (Post 
570413) 09/03/08 Consolidated Edison Co of New York. Inc 117pp 4870B 114- 
48796 231. 

BSOdtSiXeo Ack receipt of 890210 Ur informing NRC of stops taken to correct violat(ort 
rwfed fn Ins© Repts 50 498/08 82 & 50 499/08-02 

CALLAN.L J Region 4, Ofc of the Director 09/03/09 G0LDBER6.J H Houston 
Lighting & Power Co 3pp 48684 331 48BB4 337 

8903200035 Forwards fnsp Repts SO 498/89-06 & 50 499/89 06 on 090213 & 15-1 7 No 
violations or deviations noted 

CALLAN.LJ Region 4, Ofc Qf the Director 89/03/09 GOLDBERG.J.H Houston 
Lighting & Power Co Spp 40950 328 48958 336 

-8903200035 fnsp Repts 50-496/89 06 & 50 409/89 06 on 090213-17 No violafiona or 
deviations noted Major areas inspected receipt, storage & handling of emoffloncy 
diesel generator fuel oil & high temp inside containment 

JOHNSON.CE. STETKA.TF Region 4. Ofc of the Director 00/03/07 6pp 
48958331 46956 336 

8903230064 Ack receipt of 890203 response lo violations noted in fnsp Ropts 50 490/ 
88-70 & 50-489/88-70 

CALLAN.LJ Region 4. Ofc of the Director 89/03/09 GOLDBERG.JH Houalon 
Lighting & Power Co 3pp 49029 100-49029.107 

8903220170 Forwards Insp Repts 60-498/89 01 & 50-499/89 01 on 890109 13 & 23- 
27.No violations or deviations noted 

CALLAN.LJ Region A, Ofc of the Director 89/03/13 GOLDBERG.J.H HovJSlOn 
Lighting & Rower Co 3pp 49007 165-49007 176 

-8903220173 fnsp Repts 50 495/89 01 5 50 499/89 01 on 890109-13 5 23-27 No vio- 
lations or deviations noted Major areas inspected calibr program & preventivD mntnt 
program re calibr of plant instrumentation for components not addressed in Tech 
Spec 

JOHNSON. A n , STETKA.T Region 4, Ofc of the Director 89/03/09 9pp 49007 160- 
49007*176, 

69030a0372 NRC Info Notice 89 028, "Weight & Ctr of Gravity Discrepancies for Cop os- 
Vulcan Afr-Oparated Valves *' Sve list encT 

ROBSf.CE Division of Operational Events Assessment (Post 670411) 89/03/14 
Consolldaled Edison Co of Novv York. Inc 107pp 48095 001-48895 109 

8903210378 Forwards results of bottom-mounted instrumentation thimbte insp conduct- 
ed on 890207-12 During Fob 1989 outage, magnetic ball check valves Installed provid- 
ing lor automatic thimble isolation 

MC9URNETT,M.A Houslon Lighting & Power Co 89/03/14. Document Conirol 
Branch (Document Conirol Desk) 14pp 48992 314-48992 327 



DQ03210430 Ui NUO Bullotn Ott 0^1, “Prossunzer Surge LJne ThermaJ Sfratfft. 

rfii/on * fltitfcro cfnt k iKOwlI) nnaly^oa mdicato lhat posiulaled Wo Initial crack will 
iml nrohniiuU) huyoiul oi pipe i^«tl for 40 yra dosign hfo 
nOfil-M.Sl >b{r«Jl«fT livirmno & Power Co 89/03/14 Documonl ConUol Branch 
(lloruiTMinl (^OfUrol Desk) flpp 40902 306 40992 313 


8903240189 LER 09 007-00 on 890208, operational lest for gascous waste processing 
sys oxygen analyzer exceeded surveillance period Caused by personnel error MonJhI/ 
analog channel operational test performed & procedure for shift revised W/B90307 Itr 
AYALA.C, VAUGHN, GE Houston Ughting & Power Co 69/03/07 6pp 49039 t2B 
49039 133 


8903210446 IHoviiUiH rtrfdl infO fo utif 1301202 & 000220 roponses lo NRG Bultelin 89 
■ftlO, "Mrmr.onloimino MoUInrl Csao Circurl BreaKors" Valuations for plant will be 
(jfoviiloil no Inlnr than fUlOhOO 

nOLUHEHU.iMI Htninlon I (ghlma &. Power Co 80/03/14 Document Control Branch 
fDfV Cnnlrof Do-rk/ if/p 4a9a<i 305 4G9B4 308 

8003240100 PN 8!J 020 on 80031 7, n oil ce of violation & proposed Imposition of civil pen 
(illy (ft orncKml of $50,003 to bo Issuer debased on fniluro lo install vortex suppressors in 
omtirooni-y aumpfi wJilch supply Suchon tor spray pumas 

LUhlMAN.vl . lllitUHMAN.J Ofc o1 Enforcemont (Post D70413) 89/03/14 tp 
400:10 300 40039 300 


8903210145 LER 69 GOB OQon 890212 discovered that inverter IV 1203 which supplies 
uninfem/plibJe power to drslrihulion pan<sjf DP- 1203 overheating causing actuation of 
control room & fuel handling tjldgs HVAC sys Transformer replaced W/8003 14 Hr 
AYALA.C. VAUGHNjQE Houston Lighting & Power Co 89/03/14 5pp 48982 064 
48982 06B 

8903210427 PNO IV 89 019 on 090315, util received allegations re util incompetence & 
m/smarragamofit re const costs & pfant operahon Region IV formed muliidisciplmed 
team to identify safely issues util also conducting investigation 
HOLLER.E J Region 4, Ofc of the Director 89/03/16 2pp 48993 105 48993 106 


8003090021 NHC fnlo Ntifloci 00 029, “PolonUal Failure oi ASEA Brown Boveri Circuit 
llroakors During Snlfirnlc Evunt ” Sve Wsf one) 

itOSSI.On Division of Oporaliormt Events Assessmonf (Post 870411) 89/03/15 
('onsolldntotl EdHon Co of Now York, Inc lOOpp 48070 053 48870 169 


8903000133 NDC Info Nollco 89 OBO. "’High Temp Environs al Nuclear Power Pfanls '* 
Svo fi‘il onct 

HOSS),CC Division of OporaHonol Events Assessment (Post 870411) 89/03/15 
CononlidaUKi Edcion Co of Now York, Inc 106pp 48895 110-40695 215 


09032104 17 Dtasaon fnsp during Nov 1900 & forwards notice of violation & proposed 
Impoalllon oi civil (tonnlly In amaunl of 550,000 Advises that any inaccurale info pro* 
vfdott (0 NRi,: fn futiirn may rosuil in violation & enforcement action 
MAftHN.HD, neolon 4. Oto Ql Dio Director 89/03/17. GOLDBERG, JH Houston 
tiyhffng & Power uo 4|}fj 48084.145 48004 151 


*'0903210422 Nollco oi vioiniion & proposed Imoosdion oi civil penally m amount of 
$(j 0 000 Nont.nmpHancr) noiod adoquaio moasuros nol psioWlshed io assure pJanJ 
doRltin basis correolly Unnslalod ir^io ^pocs, drawings & procedures 
MAfUiN.n C) negioh 4, Ofc of Iho Oiroclor 80/03/17 3pp 40904 149 40904 151 


8903280012 PNO IV 89 020 Region IV notified oi recent reactor trip at Palo Verde Unit 
3 that was compficated by inability lo open steam generator aimosphenc dump valves 
mfg by Control Components, tnc No slicking problems noted at other plar^ts 
CHAMBERLAlKD J Region 4, Ofc of the Director 89/00/23 Spp A9H9 127 
49119 128 


V. Operator Examinations 

89032201S9 Generic Ltr 89 03 lo all power reactor licensees & applicants for OL re op 
erator licensing nail exam schedule Sve list end 

VARGA,SA Associate Director lor Projects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York, Inc 54pp 49005 001 49005 056 


DOCKET STN-S0*499 SOUTH TEXAS PROJECT, UNIT 2 


E NRG Safety Evaluation Report (SER), suppis & correspondence 


0903160427 NflC Info Noiiro 80 03 1, "Swelling & Cracking of Hainium Control Rods" 

nOSSI,OE Division of OporniLonol Events Aasossmont fPost 870411) 89/03/22 
(lonsoildmod (idiuon Do oi Now York, )nc 102pp 48986 001*48998 100 


8003170410 NnU Irtfo Nollto 60 032, "SurvoHlanto Tosling ol Low Temp Overpressure 

f/oSHkO E^\?ivl8?on ^ Evanls Assossmont (Post 070411). 09/03/23 

ConsoiidoUid Edison Co or Now Votk, fnc 104pp 48992 044*40992 147 


R, Porlodlo oporatlng foporte & related corrospondenco 


8003000300 "Somlannuol Rndloaclivo EKluonl Rotoaso Repl.Jul Dec 1988 " VI//890301 
M iouaton L Iglillno & Powor Co 00/12/31 362pp 487B6 162*48757 172 


0003100635 Annual CkpOBuro R opt Ur f> 7 it anana oni 

VAUGtlN,0 E. Hoiiflion I IgliUng & Power Co 08/12/31 7pp 48004 075 46604 061 

8002200344 Monthly oporaling ropis for Jan 1900 for South Texas Project Elocirlc Units 

1 <IW^K?^MCtJURNinT,M-^ Houston Lighting & Power Co 89/01/31 i6pp 
48r)06iP5 40(100 130 


8003220303 Forwards rnonlhiy oporaling ropts for Fob 1089 for South Texas Units 1 & 

MOuSr??^/ r.M.A*^ *1 louaufr? Uohlino & Powor Co 09/03/16 Document Conlrol 
Branch (Documonl Control Dos k). 2pp 48096 210*48996.230 


■*8903220072 Monthly operating ropts lor Fob 1969 for South Texas Project Units 1 & 
KENT.AP. Houslon I iGhling & Powor Co 09/02/28 12pp 48996,212*46906*223 


>0903220975 Rovlsod (Tionthly oporalln 
KENT, A P. HouBton Lighting & Power 


n root for South Texas Project Unit 1 

Co 69/01/31 7pp 46996 224*48996 230, 


8902280497 Clarifies status of commitment in Item 142 ol SER re initial test program for 
MSIV t 0 Sting& preasurizer spray & header response tests 

MCQUPNEfr,MA Houston Lighting a Power Co 89/02/22 Document Conlrol 
Branch (Document Conlrol Desk) 3pp 48625 149 4B62S 151 


F. Security, medical, emergency & fire protection plans 

8903080548 Forwards comments on emergency response capability scenario No major 

JAMISOKJ D? HERRINGTON, W N Battelle Memorial tnslitule, Pacific Norlhwesl Lab 
oralorv 88/06/09 TERC.N M Region 4, Ofc of the Oireclor 3pp 46767 098- 
48767 too 

8903060220 Rev 9 to plant emergency plan W/890227 Id 
VAUGHN,GE Houston Lighting & Power Co 89/02/15 244pp 48765 165 


8903030276 Revised EPlPs,!ncluding Rev 5 Jo O|'^P0l*2A 0003. 
llon,“ Rev 3 toOEEPP01-ZA 0006, “Search & Rescue’ & Rev 3 lo OEPP01*ZA*0009. 
“Nolificalion of Unusual Event irnplemen mg Actions W/a90223 Ur 
KINSEV.WH, MCBURNETT.MA Houston Lighting & Power Co 89/02/23 90pp 
4B703 209 4B703 298 

8903100031 Responds 10 violations noted in Insp Repls 50.498/87*01 & 50 499/67 
Ol Corrective actions emergency plan & EPIPs revised to reflect mco^ralion ol Unit 

VAUGHN,G E Houston Lighting & Power Co 89/03/01 Document Control Branch 
(Document Control Desk) 3pp 4BB10 293 46810 295 

8903210431 Requasls that 890426 emergency preparedness exercise scenario be with 

iSBURNSn! M a'' HOUSIOT LiSg \ 3?8 Dooumenl CotVioI 

Branch (Document ConUol Desk) 2pp 4B985 357*46985 358 


8. Roportnbla occurrencoa, LGR» & rolaled correspondence 

46022.206 



40767 230 


ssQsaaoiQO Li-n oo oo2 oi.on 

vltloti sx/bookup ovotcurrani P otoc ton, pw 

XliXrVAUGIlW «PP 

40080 iOG 

8903080480 PNO IV-00 Iha/wSi^IhlctoieBS of 

0— Con,.a..b 


P, Operating license stage documenls tk correspondence 

6903100*56 Requests noWicalion wilhin 30 days of anlicpated problems re access lor 

VANdI'lLLA QIO ol the Direolor 89/02/02 GOLDBERG.JH Houston 

uShlSg ji’^weVCo 3pp 98806 108.48806 110 

8902230650 D,sc«s|es 8 W 26 oo^^^^^^^^ 

Power Co 4pp 48569 345 46569 348 



242 DOCKETED ITEMS 


6^03030461 Rfit^ueslB that discretionary enforcomcnt bo granted to altow operation in 
Mode 3 until repairs & lostlng aro completed & auiciliary feedwater pump declared 
operable Add I time requested until 89022 G 

VAUGHN. G E Houston Lighling & Power Co 09/02/23 Region 4, Ofc of the Director 
3pp 40690 347 48B90 349 


8902260446 Ack granting of enforcement discretion on 09 D223. providing tom porary 
reliet from operability requirements of Tech Spec 3 7 1 2, Action Statement b.for Mode 
3 oporallon o* turbine driven auxiliary feedwater pump (or add! 3 days, 

MARTIN, BD Region 4. Ofc of Iho Director 89/02/23 GOLDBERG, J.H Houston 
Lighting & Power Co 3pp 48627 213 4B627 215 


6963130220 Approves request tor WCAP- 11977, ''Row 1 & Row 2 Steam Generator 
Tuba U bond Heal Tioatmenl Licensing R^t tor South Texas Units 1 & 2," to bo 
withheld from public disclosure per t0CPR2 790 

DtCK.GF Projoct Directorate IV 89/02/23 GOLDBERG, JH Houston Lighting 8 
Power Co 5pp 4862128648821 290 


8903030470 Suppfs 880928 response to NRC Bulletin 88 008. “Thermal Stresses In 
Piping Connected to RCS " fn response to Action Horn 2, util has complGled ultrasonic 
NDE of potonliQlly susceptible wolds & fillings In unlsolable piping re RCS 
GOLDBERG.J H Houston Lighting & Power Co 89/02/23 Document Control Branch 
{Document Control Desk) 3pp 48693,346 48693 348. 


B9031 30250 Grants 881209 application for withholding from public disclosure WCAP^ 
12067, “South Texas Units t 8 2 Presstirizer Surge Lino & RHB Line Stratification'* 
DICK.GF. Projoct Directorate IV. 69/02/23 GOLDBERG.J H Houston lighting & 
Power Co 5pp. 48620 308 46820 312 


8902170112 NRC Into Notice 89-020. “Weld Failures in Pump of Byron Jackson 


Design “ Sve list onci 

ROSSI.CE Division of Operational Events Assessment {Post 870411). 89/02/24, 
Consolidated Edison Co or New York, Inc 106pp 48572 043 48572 148 


6903130355 Q ranis 890117 request to withhold WCAP-t20a7.Suppl 1 from public dis 
closure 

DICK.GF Projoct Diroctorate tV. 69/02/23 GOLDBERG.J H Houston Lighting & 
Power Co 5pp 48628 339 46628 343 


8902210351 SuppI 1 to NRC Info Notice 88 073, “Direction Dependent Leak Character 
fstlcs of Containment Purge Valves " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of Now York. Inc 102pp 48589 001-48589.1 10 


6903130359 Advises that proprietary WCAP’12t06, “Evaluation of Thermal Stratification 
for South Texas Units t & 2 RHR Lines." withheld (ref 10CFR2 790), per 890127 re 
quest 

DICK.GF Projoct Directorate IV. 69/02/23 GOLDBERG.J H Houston Lighting & 
Power Co 5pp 48820 117-48620 121 

6903100050 Ack gronllng ol extension of 2 days In addition to 2 day Gntofcemenl dis- 
cretion previously granted 899223 Enforcement discretion extension provides tempo- 
rary relief from operability require monts of Tech Specs 3.7,1 2, 

MARTI N.nD Region 4, Ofc of the Director B9/02/27 GOLDBERG.J H. Houston 
lighting S Power Co 3pp 46fi0B'285'4aBO8 287. 

6903130284 Forwards environ assessmont & finding of no significant Impact re BBO30Q 
application to change Tech Specs to improve operational roliabllUy of toxic gas moni 
torlng ays & reduce number of ESF control room HVAC actuations 
DICI<,Q,F, Projacl Directorate IV 89/03/01 GOLDBERG.J H Houston Lighting & 
Power Co 4pp 46821313-46821,320 

--8903130291 Environ assessment & finding of no significant impact re 880303 applies 
lion lo roviso Tech Specs to Improve operational reliability of toxic gas monitoring sys 
& reduce unnecessary ESF control room MVAC actuations 
CALVO.J A Pfojool Diroclorala IV. 89/03/01. 4pp 4B021 317-48821,320 

8903130232 Advises that Rev 1 lo WCAP-12067* "Evaluation of Thermal Stratification 
for South Texas Units 1 & 2 Pressurizer Surge Line," withheld (ref 1CCFR2.7eo).per 
890201 request 

DICK.GF Project Directorate IV. 89/03/02 GOLDBERG.J H, Houston Lighting & 
Power Co. 5pp 48820 022 48620 026 

6903130240 Grants B90215 application for withholding of SuppI 1 to Rev 1 lo WGAP- 
12067, "AddI fnfo fn Support of Evaluations (or Thermal Slratiflcatlon of Preasunzer 
Surge Linos oi South Texas Project Units 1 & 2 Nuclear Power Plants/* 

DICK.G F. Project Directorate IV 89/03/02 GOLDBERG.J H Houston Lighting & 
Power Co 5pp. 48820 001*48820 005. 

6903100060 Forwards dralt proposed full power License NPF-80 for unit 
DICK.G Prqjocl Directorate IV 89/03/06 MCKNIGHT, J Document Control Branch 
(Document Conirot Desk) 8pp. 48810 109 48810.116, 

6903170270 Responds lo NRC request to confirm actions committed to In response to 
Generic Hr 68*05, "Boric Acid Corrosion of Carbort Steel Reactor Areas suscepti 
ble lo corrosion identified ,& procedures in place re reactor coolant faaks. 
MCBURNeTT,M.S Houston Lighling & Power Co, 89/03/09 Document Control 
Branch (Documenl Conirot Desk) 2pp. 48950:207-48950 208 

8903220307 Informs that N UR EG- 1344 identified as End 1 to License NPF-78 In 
890119 Itr.EncI t rof should be changed lo road NUREQ-1334 
DIGK.Q F Project Dlreclorala IV 89/03/10 GOLD BERG, J.H Houston Lighting & 
Power Co. 4pp. 49020.231-49020.234. 

8903220601 Forwards requests for addi info re NRG Bulletin 88 010, “Nonconforming 
Molded*Case Circuit Breakers/' 

DICK.G F Project Directorate !V 89/03/10. GOLDBERG. J.H Houston Lighling a 
Power Co 6pp. 49004'2e6-49004;291. 

8903220602 Forwards “Readiness to Begin Ascent to Full Power Self Assessment 
RepL" In preparation for NRC meeting to consider authorizing operation of Unit 2 at 
power levels above 5%. 

GOLDBERG, J.H. Houston Lighting & Power Co 89/03/17. Document Control Branch 
(Document Control Desk), 2pp. 48903*336-48993 355 

-8903220053 “Readiness to Begin Ascent to Full Power Self Assessment RepL" 

* Houston Lighting a Power Co 89/03/16 18pp 48993 338-46903.355 


8902210664 NRC Info Notice 89-021, ‘’Changes tn Performance Characteristics of 
Molded Case Circuit Breakers “ Sve list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 69/02/27 
Consotidaled Edison Co of New York. Inc 104pp 48578,032 40578 137 


8903090044 Ack granting of extension of 6 days in addition to 4 day onforcement dis- 
crelion previously granted Extension provides temporary relief from operability raqulre- 
ments of Tech Spec 3 712 

MARTIN.RO Region 4. Ofc of the Director 89/02/20 GOLDBERG, J.H Houston 
Lighting & Power Co 3pp 48600173 48800'175 


8903090393 Forwards Insp Repls 50 498/89 03 & 50 499/89 03 on 890206- 10 No vlo 
lotions or deviations noted tsIRC has understanding that util will complete calibr of ef- 
fluent monitors ir^statfed tn units by 890701 , _ , 

CALLAN.L J. Region 4. Otc of the Director 89/03/01 GOLDBERG.J H, Houston 
Lighting & Power Co 3pp 4B798 336-48798.348 


■6903090398 Insp Repts 50-496/89*03 & 60*499/89*03 on 890206-10 No violations or 
deviations noted Major areas Inspected licensee radwasle mgt program, Including 
llquid.ga8eou8& solid radwaste processing sys 

n1cHOLAS.J.B, BAER.R.E. Region 4. Otc of the Director. 89/02/28 tOpp 
48798*339 4879B 346 


BS03100031 Responds to violations noted in Insp Repts 50-498/87-01 A 60 499/87- 

01 Corrective actions emergency plan & EPlPs revised lo reflect Incorporation of Unit 

2 

VAUGHN, G E. Houston Lighting & Power Co 89/03/01. Document Control Brancf> 
(Document Control Desk) 3pp 48810 293 48810.295 

6902270158 NRC Ir^fo Notice 89 022, "Questionable Certification of Fastoners '* Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidated Edison Co of New York, Inc 105pp 48732 001-4B732 106 

6902260104 NRC Info Notice 69 023, "Environ Qualification of Litton- Veam CIR Series 
Electrical Connectors " Sve list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/03/03. 
Consolidated Edison Co of New York, Inc. 108pp. 48723,038 48723-143. 

6903140556 Forwards Insp Repts 50 498/89-05 & 50-499/89-05 on 89021 3-1 7.No vio- 
lations or deviations noted 

CALLAN.L J Region 4, Ofc of the Director 89/03/03. GOLDBERG.J H Houston 
Lighting A Power Co. 3pp. 48833 237-48833-245 

-8903140566 Insp Repts 50-496/69*05 A 50*499/89-05 on 69021 3-1 7.No violations or 
devialior>s noted Major areas inspected Insp of planUncluding startup & core physics 
testing 

MCKERNON.TO.. BUNDY.H.F, SEIDLE.WC Region 4, Ofo of the Director 80/03/ 
03 6pp 48833 240-46833.245 

6902260162 NRC Info Notice 89 024, “Nuclear Criticality Safety." Sve list end 
CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 870729). 
89/03/06. Consolidated Edison Co. ol New York, Inc, 96pp 4 6700 *25 2-4 8 70 0.34 6. 

8903010207 NRC Info Notice 89 026, “Inatrumenl Air Supply lo Safety-Related Equip- 
ment.*' $VG list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 89/03/07 
Consolidated Edison Co of New York. Inc 105pp 4B74T053-4B741.158. 

8903020165 NBC Info Notice 89 027, “Limitations on Use of Waste Forms A High In- 
tegrity Containers (or Disposal of Low Level Radwaste," Sve list end, 

GREEVES.J.T. Division of Low Level Waste Management A Decommissioning (Post 
870413). S9/03/0B Consolidated Edison Co of New York, Inc 117pp 46798-1 14- 
40708-231. 


0003160296 Genofto LIr 69-02 lo all holders of OLs A CPs for nuclear power reactors re 
aotlons to Improve detection of counterfeit A freudutently marketed products Svo list 
and, 

VARGA ,aA. Assodate Director for Projects (Post 870411). 89/03/21. Consolidated 
Edison Co of New York, Ino 57pp 48060.001-48960,057 


0. Inspection reports, IE Bullet Ine & correspondence 


8903160460 Ack receipt of 600210 Ur Informing NRC of steps taken to correct violation 
noted in Insp Repts 50-498/88-82 A 60-499/68-62, 

CALLAN.L X Region 4, Ofc of the Director. 89/03/09 GOLDBERG, J.H, Houston 
Lighting A Power Co. 3pp. 48084.331-48884,337 

8903200035 Fonvards Insp Repls 50-496/89 08 A 50-499/69 06 on 890213 A 15-1 7.No 
violations or deviations noted 

CALLAN.L J. Region 4, Ofc of the Director 89/03/09 GOLDBERG.J, H. Houaton 
Lighting A Power Co, 3pp, 48958:328-48958 336. 


BO02340316 Ack receipt of 680609 response to violations noted In Insp Repts 50-498/ 
88-21 A 50-490/88 21 Response acceptable. 

CALLAN.L J Region 4, Ofo of the Director. 80/02/16 GOLDBERG, JH Houston 
Lighling A Power Co. 3pp 48571:1 14-48571:121 

8602280061 Submits final response to NRC Bulletin 88 010, “Nonconforming Molded- 
te Circuit Breakers." Util determined Class IE spare molded case circuit breakers 
warehouses have traceabitity back lo marrufaclurar, 

JGHN.G.E. Houston Ughling A Power Co 69/02/20 Document Control Branch 
u :ument Control Desk). 4pp. 40633-030*48633.046. 


--8903200038 Insp Repts 60-498/89-06 A 50 499/89-06 on 690213-1 7 .Nq Violations or 
deviations noted Malor areas Inspected: receipi, storage A handling of emergenoy 
diesel generator fuel oil A f^h temp Inside containment 

JOHNSON.CE, STETKA,T\F Region 4, Ofc of the Director 89/03/07. 8pp. 
46958.331-46058 336 

8903230064 Ack receipt of 690203 response lo violations noted In insp Repts 60-498/ 
88-70 A 60-499/66-70. 

CALLAN.L J. Region 4, Ofc of the Director. 89/03/09. GOLDBERG.J H Houston 
Lighting A Power Co, 3pp. 49029-1 00*49029-1 07. 
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8903220170 Forwards Insp Repis 50 >190/09 01 8 50 >199/09 01 on 090109-13 & 23 
^7 No violations or dovlations noteci 

CALLAN.LJ Region 4. Ole o1 the Director 09/09/13 GOLDBERG.JH Houston 
Ughling & Power Co 3pp 49007 165-40007 176 

«8903220173 Insp Ropts 50 400/89^01 & 50 499/00 01 on 690109*13 & 23 27 No vio* 
lalions or deviations noted Major areas Inspacied calitar program & preventive maint 
program re callbr of plant fnstrumontation for components not addressed In Tech 
Spec 

JOHNSON.A R , STETKAJ Region 4. Ofc of ihe Director B9/03/09 Qpp 49007 16Q- 
49007 176 

8903080372 NRC Info Notice 60 026« “Weight & Ctr of Gravity Discrepancies tor Copes- 
Vufean Afr-Operatsef Valves ” Sve fist onef 

ROSSI, Ce Division of Operational Events Assessment (Post 870411) 89/03/ 14 
Consolidated Edison Co of New York, Inc 107pp 4QQ95 0O1 48895109 

8903210438 Responds to NRC Bullatin 80 Oti, “Pressurizor Surge Lino Thermal Slratifi 
cation*' Fatigue crack grov/th analyses Indicate that postulated 10% initial crack will 
not propagate beyond 60% of pipe wall tor 40 yrs design life 
ROSEN, SL Houston Lighting & Power Co 09/03/14 Document Control Branch 
(Document Control Desk) 8pp 48992 306 4B992 313 

B9032 10448 Provides addl Into re util 081202 & 890220 reponses to NRC Bulletin 68* 
010, "Nonconforming Molded Case Circuit Breakers" Evaluations lor plant will be 
provided no later than 890630. 

GOLDBERG, 3 H Houston Lighting & Power Co 09/03/14 Document Control Branch 
(Document Control Desk) 4pp 46904 305 48901 308 

8903090021 NRC Info NoticQ 89 029, "Potential Failure of ASEA Brown Boverl Circuit 
Breakers During Seismic Event ” Sve lisl end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidaled Edison Co of New York, Inc 1 06pp 48870 063 48670 169 

8903090133 NRC Info Notico 60 030, "High Temp Environs al Nuclear Power Plants “ 
Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, tnc 106pp 48B95 1 10 10895 215 

8003180427 NRC Info Notice 89*031, ''Swelling & Cracking of Hafnium Control Rods " 
Sve list end 

ROSSI, C.E Division Of Operational Events Assessment (Post 870411) 09/03/22 
Consolidated Edison Co of Now York, Inc 102pp 480B6 001 189B6 103 

8003170410 NRC Info Notice 89 032, "Surveillance Testing of Low Temp Ovorpressuro 
Pfoloction Sys “ Sve Hat end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/03/23 
Corrsolldated Edison Co ol Now York, Inc t04pp 4B992 04A 48992 hi? 


R. Periodic operating reports & related correepondenca 

8902230344 Monthly operating ropts for Jan 1989 for South Texas Project Electric Units 

1 &2W/0902131lr 

KENT,AP. MCBURNETT.M.A Houston Lighting & Power Co 80/01/31 I5pp 
48688*1 26*48588 139 

8903220363 Forwards monthly operating ropts lor Feb 1909 for South Texas Units 1 & 

2 8 revised repl for Jan 1989 for Unit 1. 

MCBURNETT,M A. Houston Ughling & Power Co 89/03/15 Documonl Control 
Branch (Document Control Desk) 2pp 40096 a 10 48996 230 

--B903220372 Monthly operating repts for Fob 1089 lor South Texas Project Units 1 & 
2 

KENT, A P, Houston Lighting & Power Co 09/02/28 12pp 40996 212*46996-223 


Si Reportable occurrences, LERs Ik related correspondence 

8903140616 LER 69 003*00'on 890 203, partial loss of ollailo power occurred on 4,16 kV 
ESF train C bu8.Caused by misoporallon of Brown Boverl Model ITE87T Iransformer & 
mfg defect Relay replaced & train C bus restored W/890300 Itr 
AYALA, C , VAUQHN,G E Houston Lighting & Power Co 89/03/06 6pp 48634 066 
48834:070 

8903150583 LER 89 004*00'on 8 00206, radiation monitor on fuel handling bldg (FHB) 
exhaust air duct went into tiigh alarm & actuated FHB HVAC to filtered exnauat 
mode.Cause unknown. Actuated & redundant monitor confirmed to be In calibrW/ 
890306 Itr. 

AYAU,a, VAUQHN.G E Houston Lighting & Power Co 89/03/08. 5pp 48859 137* 
48859 141 

8903210413 PNO*IV-89.018 on 89031 2.lnitial criticality achieved Roglon tV Operational 
Readiness Review Insp Team on site for first days of low power 
operation Commission meeting on full power license scheduled for B9032B 
HOLLER, e. Region 4. Ofc of the Director. 89/03/13 Ip 48983 201 48903 201 

8903210427 PNO*1V'89*019 on 890315, util received allegations re util incompetence & 
mismanagement re const costs & plant operation Region IV formed multldlsclplined 
team to Idomlfy safety Issues Util also conducting Investigation 
HOLLER, E J. Region 4. Ofc ol the Director Q9/03/16, 2pp 48993.105*48093 100 

6903280012 PNO-IV*69*0 20. Region IV notified of recent reactor trip al Palo Verde Unit 
3 that was complicated by (naollity to open steam generator atmospheric dump valves 
mfg by Control Components.Inc.No sticking problems noteci at other plants. 
CITAMBERLAIN.D J Region 4, Ofc of tho Director. 80/03/23 2pp 49119.127- 
49116.128. 


V. Operator Examinations 

8903220159 Generic Ltr 89 03 to all power roactor licensees & applicants for OL re op* 
erator licensing natl exam schedule Sve list end 

VARQA.SA. Associate Director lor Projects (Post 870411). 89/03/24. Consolidated 
Edison Co of New York, Inc. 64pp 49006 001 49005 056. 


DOCKET STN-5Q-50B WPP8S NUCLEAR PROJECT, UNIT 3 


A. Appil cation/ conaiructlon stage cJocunnentB & correapondence 

6903020306 Summary of 8901 12 meeting w/util.EBASCO Svcs.lnc & impoll Corp in 
Rockville MD re safe shuldowi^ Impoundment deconvolution enalysl-s isauo for 
lanl Attendees list 8 vlawgraphs end 

ISSfNG.GS Standardization & Non-Powar floaefor Pro|Bcl Ojreclorfile 89r'02/t4 
Standardization & Non Power Reactor Project Directorate 52pp 46673 107* 
48673 160 

890316D296 Gonoric Lir 89 02 to ail holders of OLs & CPs for nuclear power reactors re 
actions to improve doteckon of counterfoil & fraudulently marketed products Sve list 
end 

VARGA.SA Associate Director for Projects (Post B70411) 09/03/21 Consolidated 
Edison Co of New York, tnc S7pp. 48960 001*48960 057 


O. Inspacllon reports, LE BullatInB & correspondence 

8902170112 NRC Info Notico 89 020. "Wold Failures in Pump of Byron-Jackson 
Design “ Sve list onci 

ROSSt,CE Division of Operational Events Assessment (Post 878411) 69/02/24 
ConaofLdatod Edison Go of Mow York, fnc 106pp 49572 043 48672:140 

0902210361 Suppf 1 to NRC Info Notice 88 073, ^'-OfrecUomDependont Leak Character* 
istics of Containment Purge Valves " Sve list end 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 89/02/27 
Consolidaled Edison Co of Now York, Inc i02pp 40509 001*48580 110 

8902210564 NRC Inlo Notice 89 021, “Changes in Performance C ha racteri slice of 
Melded Case Circuit Breakers " Sve list onci 

ROSSl.CE Division of Operational Events Assosssnent (Post 870411) 80/02/27 
Consolidated Edison Co or New York, Inc 104 pp 48578 032*40578 137 

8902270158 NRC Info Notice 89 022, "Ouaal [enable Certification of Fasteners " Sve list 
end 

ROSSl.CE Division of Operational Events Aesos^mor\t (Post 670411) 69/03/03 
Consolidated Edison Co of New York, Inc 105pp 48732 001*48732.106 

8902280104 NRC No Notice 69 023, "Enviren Qualilicalion of Lltlon-Veam CIR Series 
Efecfrfcaf Connectors " Sve (ls( onef 

ROSSl.CE Division ol Operational Events Assessment (Post 870411) 89/03/03. 
Cortsoirdatsd Edrson Co of New York, fnc f06pp. 48723 038 48723 113 

8902280182 NRC Info Notice 89-024, "Nuclear Criticality Safely." Sve list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nudear Safety (Post B70720) 
89/03/06 Consolidaled Edison Co of Now York, Inc 9Bpp 48700:252 48700346 

8903010207 NRC lf\fo Notice 09*026, "Instrument Air Supply to Safety Related Equip- 
ment " Sve list end 

ROSSl.CE Division of Operational Evonts Assessment (Post 870411). 89/03/07 
Consolidated Edison Co ol New York, Inc iOSpp 48741 053 46741 166 

6003020165 NRC Info Notico 89 027, '’Limilatioris on Uso of Waste Forms & High In 
tegniy Conloiners for Disposal of Low Level Radwaste " Sve list end 
GREEVES.JT Division ol Low Level Waste Management & Decommissioning (Post 
870413), 09/03/08 Consolidated Edison Co. of IvTaw York, Inc 117pp 40790 114* 
40798 231 

6903880372 NRC Info Notice 89 028, "Weight a Ctr of Gravity Discrepancies for Copes* 
Vulcan Afr-Oporato cl Valves." Sve list ancT 

ROSSl.CE Division of Operational Events Assessment (Post 070411) 89/03/14. 
Consolidaled Edison Co of Now York, lr>0 107pp. 4BB05001 40806.109 

6903090021 NRC Info Notice 89*029, “Potential Failure ol ASEA Brown Boverl Circuit 
Breakers During Seismic Event " Sve list end 

ROSSl.CE Division of Operallonat Events Assessment (Post 8704)1). 89/03/15 
Consolidated Edison Co of New York, Inc lOGpp. 40870 053*48670 169 

8003090133 NRC Info Notice 80 030, “High Temp Environs at Nuclear Power Plants" 
Sve list end 

ROSSt.ce Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 48895-110 48095 216 

0903180427 NRC Info Notice 89 031, “Swelling & Cracking ol Halnium Control Rods." 
Sve (iBf end 

ROSSl.CE Division of Operaiional Events Asaeasment (Post 070411) 89/03/22. 
Consolidated Edison Co of New York, Inc 102pp. 48986-001*40966.103 

8903170419 NRC Info Notice 09 032, "Surveillance Tosling of Low Temp Overpressure 
Protection Sys " Sve list end 

BOSSt,CE Division of Operational Events Assossmont (Post 870411). 80/03/23, 
Consolidated Edison Co of Mow York, fnc 104 pp 48992-044 46992 147 


V. Operator Examinations 

8903220159 Generic Ltr 89 03 to all power reactor licensees & applicants for OL re op 
erator licensing nail oxam schedule. Sve list end. 

VARQA,SA. Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co, of Now York, Inc 54pp. 4900S 001*40005.050. 


DOCKET STN-50.516 HARTSVILLE NUCLEAR PLANT, UNIT 1 


8. Reportable occurrences, LERs & related correspondence 

6903100191 Part 21 rept advising that 38 relays supplied to vendor Installed In diesel 
engine generator equipmentJnillally reported on 890223.01 12 diesel engine units 
originally supplied, 10 sold for non-nucloar sve, 

GIJntRUM, 8C, Cooper Industries. Inc 80/03/03. NRC • No Detailed Afklialion 
Given. Ip 48809,348*48809 348. 
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DOCKET STH SO SIS HARTSVILLE NUCLEAR PLANT. UNIT 2 


S. RQparlabSe occurrenceB, LERs & related correspandencQ 

BSO 3 100191 Part 21 rcpt advi^ina t^al 36 relays supplied to vendor installed m diesel 
enigine generator equipment Initially reporlocf on B90223Of 12 diosol engine units 
originally supplied, 10 sold tor non nuclear svo 

GUNTRUM,BC Cooper Industries Inc 89/03/03 NRC No Detailed Affiliation 
Given tp 48009 34B'<18B09 340 


DOCKET STN*5Q.520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


S Reportable occur repcea, LERa & related correspondence 

3903100191 Part 21 rept advising that 36 relays supplied to vendor installed in diesel 
engine generator oquipmanl Initially reported on 890223 01 12 diesol engine units 
ohgmally supplledJO sold for non nuclear svc 

GUNTRUM.B C Cooper Industries, Inc 89/03/03 NRC ^ No Detailed Affiliation 
Given 1p 48609 346 48009 348 


DOCKET STN 50*521 HARTSVILLE NUCLEAR PLANT, UNIT A 


S. Reportable occurrences, LERa ^ related correspondence 

8903100191 Part 21 repi advising that 36 relays supplied to vendor Installed In diesol 
engine generator equipment Initially reported on 890223 Of 12 diesel engine units 
originally supplied, 10 sold for non nuclear svc 

GUNTRUM.B C Cooper Ir^duslriea, Inc 89/03/03 NRC ^ No Detailed AfWialion 
Given 1p 48809 349 48809 348 


DOCKET STN-50*528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8902280148 Forwards Insp Repls 50*528/89 01.50-529/89 01 & 50 530/89-01 on 
890109 13 No violations or deviations identified 

KIRSCH.D F, Region 5, Ole of the Director 89/02/09 KARNER.DB Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 2pp 48633 234-48633 241 

<•8902280170 In&p Repta 50 528/69 01,50 520/89 01 & 50-530/69-01 on 800109* 
01 13 No violations or deviations noted Major areas inspected vital areas & equipment 
-8 assessmenl of followup Items of electrical mainl program 

aUFDOlN.JF Region 5, 01c of the Director. 89/02/09 8pp. 46833 236 48633 241 

8902240307 Revised EPIPs.includlng Rev 9 to EPIP.f 1 , "'Technical Support Clr/Satellite 
Technical Support Ctr Activation’^' & Rev 7 to EPIP-19, “Onsite Evacuation" W/ 
890216 Hr 

LINES, H., SARVER.J , KARNER,D.B Arizona Nuclear Power Project (formerly Arizona 
Public Service Co ), 89/02/16 63pp 4857 1 036 48571.096 

89031SOO17 Forwards Reactive Insp Hepts 50 528/89-02,50 529/69 02 & 50 530/89 
02 on 860109*13 Violation re interface 'w/ctly of Phoonlx firo dept noted 
CHAFFEE, A E. Region 5, Ofc of the Director 89/02/24 KARNtR.D B Arizona Nucle- 
ar Power Project {formerly Arizona Public Service Co ) 3pp 48660 207-48660 224 

-*6903150019 Reachve Insp Reple 50*526/89 02.50-S29/89-02 & 50-530/89 02 Viola- 
tions noled.MaJor areas inspected util fire protection program.as followup on Iwo alle 
gallons received by NRC, 

JOHNSON, A Region 5. Ofc of the Director. 89/02/24. t5pp 46860*210 48860 224 

9903220238 Ack receipt ol 890130 proposed objficiives & oxterM of play for 1989 
annual emergency preparedness exercise Understands that objectives will be revised 
to Include dem on a trating effectiveness of corrective actions for items Identified 
FISH.R.F Region 6 , oTc of the Director 89/03/14 KARNER.OB Arizona Nuclear 
Power Pfoleci(foritieily Arizona Public Service Co) 2pp 49007:313-49007.316 


H. General correspondence 

8903090029 Requests that sending of NRR correspondence w/ulil re plant to roclpiem 
continue, in response to 690216 Ur. 

BRINKMAfsf,C0. Combustion Engineering, Inc 89/02/23 GHANJ. Proiecl Direclorate 
V, 1p.4edOO<29d 46 BOO' 299 

9903106302 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
malnt programs for nuclear power plants Rule will not improve malnl, reliability or 
safely of Arizona Nuclear Power Project plants 

KARNeR,D.B Arizona Nuclear Power Profeci (formerly Arizona Public Service Co) 
89/02/27 Dockolfng & Services Branch Spp. 48606 319 48806.323 


I. Financial Intormatlon 


8903140599 Forwards cash flow statement & annual repI to Securities & Exchange 
Commission for yr ending 891 231 

GONZALES J. Southern Calilorma Edison Go B9/03/0B Document Control Branch 
(Document Control Desk)! 44pp- 46834:1 89*48634 196, 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9903280167 Rev 1 to updated FSAR for Palo Verde Nuclear Generating SlalionW/ 
890322 Hr 

KARNER.D.B Arizona Nuctaar Power Project (formerly Arizona Public Service Co) 
89/03/22 3,0Q0pp. 49105.056*49110,019 


F. Operating license siege documents & correspondence 

8903020618 Notifies that documents filed by licensees & correspondence from author 
r© licensee facilities will continue 1o be made available in NRC POR & LPDRs 
CHAN.T Project Direclorale V 89/02/16 FLENNER.J M Arizona. State of 2pp 
48669 359 48669 360 

6903020424 Responds to Generic Llr 88*14, "Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipmenf " Lesson plans revised to sensitize personnel on 
vulnerability of safety related equipment to common mode failures 
KARNER.O B Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 
69/02/20 Document Control Branch (Document Control Desk) 7pp 48674 312- 
46674 319 

8903080026 Forwards SER r© util 831103 & 970915 responses to Item 2 1 (Part 2) cl 
Generic Ltr 63 20, "Required Actions Based on Generic Implications of Salem ATWS 
Events " Responses acceptable 

CHAN.T L Pfolect Directorate V 89/02/28 KARNER.DB Arizona Nuclear Power 
Project (formerly Arizona Public Service Co ) 2pp 40746 094*48740 100 

-8903080057 SER accepting util 831103 & 870915 responses to Item 2 1 (Part 2) of 
Generic Ltr 83-26 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/02/20 5pp 
4 8748 096 48746 100 

8903160296 Generic Ltr 09 02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products Svc list 
end 

VARGA,SA. Associate Director for Projects (Post 870411) 89/03/21 Consolidated 
Edison Co ol New York, Inc 67 pp 4Q960 001-48960 057 


Q. Inspection reports, LE Bulletins & correspondence 

8902280146 Forwards Insp Repts 50-528/89-01,50 529/89 01 & 50-530/89 01 on 
890109*13 No violaliona or deviations identified 

KIRSCH.D F. Region 5, Ofc of the Director 89/02/09 KARNER.D 0 Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp 48633 204-48633 241 

-8902280170 Insp Repts 60-526/89 01,50 529/89*01 & 50 530/89-01 on 890109 
0113 No violations or deviations noted Major areas Inspected vital areas & equipment 
& assessment of followup Items of electrical maint program 

BUROOIN.JF,, RICHARDS.SA Region 5, Ofc of the Director B9/O2/O0 6pp 
48633 236*48633 241 

8902240042 Approves 881019 proposed insp plan for fuel assembly shoulder gap 
measurements Rept re Unit 1 Cycle 2 fuel should be submitted wlfltln 60 days follow 
ing restart of Unit 1 

CHAN.T L, Project Directorate V 89/02/16 KARNER.DB Arizona Nuclear Power 
Project (formerly Arizona Public Service Co ) 4pp 40576 314-48576 317 

8903060162 Forwards Insp Repts 50-528/88 4 4, 50 *52 0/8 0*42 & 60 530/68*41 on 
861217-090127 No violations noted 

ZIMMERMAN.RP Region 5. Ofo of the Director 89/02/16 KARNER.DB Arizona 
Nuclear Power Project (formerly Arizona Public Service Co) 2pp 48730.087- 
48736'108 

-8903060158 RouHne.OnsIle, Regular & Backshift Insp Repts 60*528/88*44, 60*529/80* 
42 & 50 630/88 41 on 081217-090127 No violations noted Major areas 
inspected previously Idenlified Items, review of plant activities & ESF sys waikdowfis 
POLICH.T. COE.D, FlORELU,G Region 5, Ofc of the Director 89/02/16 20pp 
48736 089 4B736 103 

8903010343 Informs that response to NRC Bulletin 68-001, "Defects In Westinghouso 
Circuit Breakers," acceptable Short- & long term Insp plans for Westinghouso DS 
series circuit breakers in compliance w/bulletin requirements 
CHAN.T L Project Oireclorate V. 89/02/23 KARNER.DB Arizona Nuclear Powor 
Project (formerly Arizona Public Service Co,), 4pp 4B648 05B-4864S'06t. 

B903140167 Forwards Insp Repts 50*528/69 03,60-529/69*03 & 50-530/89 03 on 
690130 0203 & notice ol violation. Attention invited to extended periods of inoperability 
& reduced effectiveness of effluent radioaoiivity monitoring & sampling, 

YUHAS,G P. Region 5, Ofc of the Director. B9/02/23 KARN6R,D B Arizona Nuclear 
Power Project (formerly Arizona Public Service Co). 2pp 4 68 53 -2 67-4 68 53.2 78 

-8903140177 Notice of violation from Insp on 090 130-0 203 .Violation noted from 880427 
to 8B 121 4, particulate sampler channels of RU-142,RU*144 & nU-146 Inoperable in 
lhat no sample media present & action specified not taken. 

VUMAS.Q P Region 5, Ofc of the Director 89/03/23. Ip 48653*269*48853.269. 

-8903140186 tnsp Repts 50 528/ BB -03. 50 529/89-03 & 60*530/89*03 on 890130 
0203 Violation noted Major areas Inspected, occupational exposure (including external 
exposure control, surveys & monitoring & outage preparations) & followup 
CICOTTE.QR, NORtKhS Region 5. oTc ol the Director. 89/02/21 Opp 
48863 270 48853 278 

8902170112 NRC Info Notice 89-020, "Weld Failures In Pump of Byron-Jackeon 
Design " Svc list end. 

ROSsl.CE Division of Operational Events Assessment (Post 870411). 69/02/24 
Consolidated Edison Co, of New York, fno loepp 48572 043*48572’ 146 

8903090176 Responds to SALP rept addressing three functional areas assessed by 
SALP Board as Category 3, 

KARNER.DB Arizona Nuclear Power Project (formerly Arizona Public Service Co.) 
89/02/24 MARTIN. J B Region 5, Ofo Of the Director 29pp 48781 •225*48781:253 

8903150017 Forwards Reactive Insp Repts 60-526/89-02,50 529/89-02 & 60-530/09- 
02 on 890109*1 S.Violation re Interface w/Oty of Phoenix fire dept noted 
CHAFFEE.AE Region 6, Ofc of the Director. 89/02/24 KARNEfl,DB. Arizona Nuclo- 
ar Power Project (formerly Arizona Public Service Co ) 3pp. 46860.207-46860:224 

-B903150Q19 Reaclive Insp Repts 60-528/89-02,50-529/69*02 & 60- 5 30/8 9-02. Viola- 
tions noted Major areas inspected util fire protection program.as followup on liv© all©- 
gallons received by NRC 

JOKNSON.A , RAMSEY, C., RICHARDS.S. 'Region 6, Ofc of the Director. 89/02/24. 
15pp. 46860 210-48860 224 
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BS022 10351 SuppI 1 10 NRC Info Noiico 08 073, Diroclion Dopondonl Loalt Chamcter 
isfics of Contdinnfiont Purge Vafves " Svc fisl onci 

nOSSl.CE Division of Operaitonal Evenfs Aa^essmonl (Post 07041 1> 09/09/27 
Consolidated Edison Co of New York. Inc 102pp 48509 001 40509 110 

0902210564 NRC Info Nolico 89 021. '‘Changes in Po-rformance Characieiislics of 
Molded Case Circuit Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 8704111 00/02/27 
Consolidated Edison Co of New York^ Inc 104pp 40570 032'40570 137 

8902270158 NRC Info Notice 09 022. "Questionablo Certification of Fasteners “ Svc list 
end 

ROSSI CE Division of Operational Evenls Assessment (Posi 070411) 89/03/03 
Consolidated Edison Co of Now York. Inc 105pp 48732 001*40732 106 

8902280104 NRC Info Notice 80 023, ''Environ Qualilication of Lillon*Voam CIR Series 
Electrical Connectors " Svc list end 

ROSSI, CE Division o1 Operational Evenls Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of Now York, Inc 106pp 48723 038 40723 143 

0902280162 NBC Info Notice 09 024, "Nuclear CnUcalily Safety " Svc tisl end 
CUNNfNGHAM.n E Division of fndustriaf & Medicaf Nudoar Safely (Post 870729) 
89/03/06 Consolidated Edison Co of Now York, Inc 96pp 40700 252 48700 346 

6903210121 Responds to NRC Dullolin 08 01 1 , "Prossunzer Surge Lino Thermal Slrattli* 
cation “ C E Owners Group will perlorm pretiminnry bounding ovaluation of surge linos 
using actual data from C*E plants by 890701 

KARNER.O B Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 
89/03/06 Document Control Branch (Document Control Desk) 3pp 48989 18G* 
48989 188 

89Q30102D7 NRC Info Notico 89 026, ' Inslfument Air Supply to Saieiy-Relatod Equip 
meni ” Svc list end 

ROSSI, CE Division of Operattonal Events Assessment (Post 070411) 89/03/07 
Consolidated Edison Co o1 Now York. Inc 1Q5pp 48741 050*48741' 158 

8903020165 NRC (nfo Notice 80 027, "Limitations on Use of Waste Forms & High in 
tegriiy Containers for Disposal of Low Level Radwaste " Svc list oncl 
GREEVES,JT Division of Low Level Waste Management & Decommissioning (Post 
0704 f 3) QQ/03/QQ Consofrdalod Edrson Co of New York, tnc ft7pp 40798 tt4* 
48798 231 

8903060372 NRC Info NoUco 89 020, "WoigUt & Ctr of Gravity Discrepancies for Copos* 
Vufean Afr-OperalGd Vafves '* Svc f/st end 

ROSSI, CE Division of Operational Events Assossment (PosI 870411) 09/03/14 
Consolidated Edison Co ol New York, Inc 107pp 40895 001*48605 109 

8903090021 NRC Info Notice Q9'029, “Potential Failure of ASEA Brown Bovon Circuit 
Breakers During Seismic Event “ Svc list end 

ROSSI, CE Division of Operational Evenls Assossmonl (Post 870411) 89/03/15 
Consolidated Edison Co of Now York, Inc. lOCpp 48870 053-4D870 169 

8903090133 NRC Info Notice 89 030, “High Temp Environs at Nuclear Power Plants" 
Svc list oncl 

ROSSI, CE Division of Oporaunnal Events Assossment (Post 870411) 00/03/15 
Consolidated Edison Co of New York, Inc 106pp 40895.110 48095 215 

8903160427 NRC Info Notice 09 031. “Sw&lling & Cracking of llofniom Control Rods" 
Svc fist end 

ROSSl,CE Division of Oporallonal Evenls Assossmont (Post 070411) 09/03/22 
Consolidated Edison Co of New York, Inc I02pp 40906 001 40986 103 

6903170419 NRC Info Notice 69 032, “Surveillance Testing of Low Temp Overpressure 
Protection Sys “ Svc list oncl 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 48992 044 48992’ 147 


R. Periodic operating reports & reloted correspondence 

8903090387 “Palo Verdo Nuclear Generating Station Units 1.2 & 3 Semiannual Radio 
active Effluent Release Rept Jul Doc 198B” W/890301 Ur 
KARNER.DD Arizona Nuclear Power Projoct (formerly Arizona Public Service Co) 
88/12/31 170pp 48002 132-46802 300 

8903220022 “Personnel Monitoring Ropt for 1988 “ W/800310 Itr 
KARNER.DB Arizona Nuclear Power Project (lormerly Arizona Public Service Co) 
88/12/31 3pp 40993’302-4B993 304 

B903240220 Monthly operating repts lor Fob 1989 for Palo Verde Unite 1, 2 6 3W/ 
090314 Ur 

BORST.SG, HAYNES, JG Arizona Nuclear Power Project ((oimorly Arizona Public 
Service Co ) Bg/02/28 lepp. 40030 010 49D39 025 


S, Reportable occurrences, LERs & related correspondence 

6902240271 LER 80 025 00 on 801 201, discovered sunroillanco piocedure not complet- 
ed within Tech Specs required frequency Caused by Inadequate reviow of 
amond.Survoiflanco inlorval revWed to be consistent w/amend W/890206 Ur 
SHRtVER,T,D., HAYNES ,J Q. Arizona Nuclear Power Protect (formerly Arizona Public 
Service Co) 09/02/06 8pp 40580 010*48500026 

8903140396 PNO-V-B9-012 on B90305,re actor trip duo to malfunction of control elornonl 
assembly calculator 2 Plant In Mod© 3 while licensee developing plans to evalualo 
cause 

MILLER, L, POLICH.T Region 6. Ofc of the Director 89/03/08 2pp 48B34'061- 
4BB34 063 

6903160026 Confirmation ol action Ur rc acllons util intends to take os resull ol 890303 
& 05 reactor trips, 

MARTIN, J B Region 5, Ofc of the Director 89/03/07 KARNER.DB Arizona Nuclear 
Power Project (lormerly Arizona Public Service Co ) 2pp 48071 222 40871 ,223 

6903210113 Notification of B0O316 meeting w/utl( in RocKville.MD to discuss electrical 
distribution sys as related to load injoclion event on 000303 Proliminary agenda for 
electrical mooting end 

DAVIS.MJ Project Directorate V 89/03/14 MURLEY.T , SN1E2EK.J . MIRAGUA.F 
NRC - No Detailed Atfillatlon Given 6pp 48900 194*48980 109 


8903230492 Special Ropt 1 SR 09 002 on 090-21 5.7 day limit exceeded lor inoperability 
of post accident sampling sys duo to valve failing survodianco test Caused by miso 
pomlion of bypass valvo during RCS sampling Sys returned to svc on 890308 
Haynes, JG Arizona NuUeat Power Project (formerly Arizona Public Sorvico Co) 
89/03/16 DocumenI Control Branch (Document Control Desk) 3pp 49032 064 
49032 066 


V. Operator Examlnaitons 


89032201 S9 Generic Llr 09 03 to all power reactor licenseos & applicants for OL re op 
orator licensing nail oxam schedule Svc list oncl 

VARGA.SA /WBOCialo Direclor for Projects (Post 070411) 09/03/24 Consolidated 
Edison Co of Now York, Inc 54pp 49005 0 01 49005 056 
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F Security, rncdlcal, emergency & (ire protection plans 

8902200146 Forwards Insp Repts SO 520/09 01,50-529/00*01 & 50 530/89 01 on 
890100-13 No violations Or deviations idontiliod 

KIBSCH.OF. Region 5, Oic ol the Director 89/02/09 KARNER.DB Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 2pp 40633 234 48033 241 

-6902280170 Insp Ropls 50 5 26/89 01.50 5 29/89 01 & 50*530/69 01 on 090109 
0113 No violations or deviations noted Major areas inspected vital areas & equipment 
& assessment ol lotlnwup itoms of alcctrical maint progran^ 

BURDOlN,JF Region 5, Ofc of the Director 89/02/09 6pp 48633 236 48833 241 

8902240307 Revised EPIPs.including Rev 9 (o EPIP-1 V “Technical Support Ctr/Salollite 
Tochmcal Support Ctr ActivaUon” & Rov 7 to EPIP-19, “Onsite Evacuation’* W/ 
890216 Itr 

LINES.H . SARVEBJ , KARNER.DB Arizona Nuclear Powor Proloct (formerly Arizona 
Public Sorvico Co) 89/02/16 63pp 4857 1 036 40571 090. 

8903150017 Forwards Reactive Irtsp Ropls 50 520/ B9 02.50-529/09 02 & 50 830/89 
02 on 090109 13 Violation ro Intenaco w/city ol Phoonix firo dept noted 
CHAFFEE, A E Region 5. Ofc ol tlio Director, 89/02/24 KARNER.DB Arizona Nucle- 
ar Power Project (formeHy Arizona Public Service Co ) 3pp 40860 207-48860 224 

-6903160010 Roactivo fnsp Ropts SO 528/89 02,50 529/80 02 & 50 530/89 02 Viofa- 
llons noted Major areas inspected ulil liro protection program.as followup on live alle- 
gations received by NRC 

JOHNSON.A Region 5, Oic of the Director 89/02/24 15pp 48860 210 48860 224 

6903220238 Ack roceipl of 890139 proposed objectives extent Of play for 1989 
annual emergency proparedr^ass oxorciso Understands that objectives will be revised 
to- Inctudo demonstrating ollectwenoss of correctwo actions for items IdentifiQd 
FISFLRF Region 8, OTc of the Director 09/03/14 KARNER.DB Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 2pp 49007 313 49007 316 


H General correspondence 

6903090029 Requests that sending of NRR corrospondonce w/util ro plant to recipienl 
conitinuo.ln rosbonso to 890216 llr 

BRINKMAN, C B. CombusUon Eminoermo. Inc 09/02/23 CHAN.T Project Directorate 
V. Ip 48000 209*40800 289 

6903100302 Comment opposing proposed rule 1OCFR50 re ensuring olfeclivonoss of 
mainl programs for nuclear power plants Rule will not improve malnUre I lability or 
safety of Arizona Nuclear Power Project plants 

KARNEFt.DB Arizona Nudoar Power PfOjQCl (formerly Arizona Public Sorvico Co) 
00/02/27 Docketing & Services Branch 5pp 48006 319*48806 323 


1, Financial Information 


6903140569 Forwards cash I low siatomont & annual ropi to Securities & Exchango 
Commission for w onrfing 801231 

GONZALES.J. Soulhern California Edison Co 69/03/08 Document Controi Branch 
(Oocurxient Control Desk) 44pp 40634 100 40834 186 


K. titiffty final Safety Anelyafs Report (FSAR) & amende 

60032601 B7 Rov 1 to updated FSAR for Palo Verde Nuclear Gor^erating Station W/ 
090322 Hr 

KARNER,DB Arwor^a Nuclear Power Proiect (formuiiy Arizona Public Sorvico Co) 
69/03/22 3.000PP 40105 056^49110 919 


P, Operating license stage documents & corrospondencQ 

8903020616 Notifies that documents filed by licensees & correspondence from author 
re licensee iaciliUes will continue to bo made available In NRC PDR & LPORs 
CHAN.T Projocl Directorate V 09/02/16 FLENNER.JM Arizona, Stale of 2pp 
46669 359 4 0669 360 

8903020424 Responds to Generic Llr 86 14, “Inslrumont Air Supply Sys Problems Af- 
fecting Safety-Related Equlnmoni*' Lesson plans revised to sensitize personnel on 
viilnorobility of safety rolatod oqulpmonl to common mode lailuros 
KARNER.DB Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
89/02/20 Document Control Branch (Document Control Desk) 7pp 40674 312* 
40674 310, 

6903080026 Forwards SEB ro util 831103 & D70915 responses to Item 2 1 (Part 2) of 
Generic Ltr 83-20, “Required Acllons Baaed on Generic Impllcaliona ol Salem ATV/S 
Events “ Responses acceptable 

CHAN.T L Project Directorate V 69/02/20 KARNER.DB. Arizona Nuclear Power 
Protect (formorly Arizona Public Service Co) 2pp 4074 6' 09 4-4 8746 100 
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"• 09030 BOO 57 SER accepting util 631103 & B709tS responses 1o ttQm- 21 (Part 2) of 
Generic Ur 03*28 

* Office o1 Nuclear Reactor Hegulation, Director (Post 670411) 89/02/20 5pp 
48746 096 46746 100 

8903160296 Generic Ur 69 02 to all holders of OUs & CPs tor nuclear power reactors re 
actions to improve detection of counterfeit & (raudulenlly marketed products Svc list 
end 

VARQA.SA Associate Director for Projects (Post 670411) 89/03/21 Consolidated 
Edison Co of New York, (nc 57pp 46960 001-48960 057 


Q. Inspecllon repoHs, IE QuIleKns & corresponcfence 

0902280140 Forwards Insp Repls 50 528/69 01,50 529/89-01 & 50 530/89 01 on 
890109-13 No violations or davlations Identified 

KIRSCH.DF Region 5. Otc of the Diractor 09/02/09 KARNEH.OB Arizona Nuclear 
Power Proiecl (lormerly Arizona Public Service Co) 2pp 48633 234 48633 241 

^•8902200170 Insp Ropts 50-526/89-01,50 529/09 01 & 50 530/09 01 on 890109- 
0113 No violations or deviations noted Major areas inspected vital areas & equipment 
& assessment of followup items of electrical maint program 

BURDOIN.JF, RICHARDS, S A Region 5. Ofc of the Director D9/02/09 6pp 
4B633 236-48633 241 

6902240042 Approves 661010 proposed insp plan for fuel assembly shoulder gap 
measurements Rept re Unit 1 Ojeie 2 fuel should bo submitted within 60 days follow- 
ing restart of Unit 1 

CHANJ.L Projoci Directorate V 89/02/16 KARNER.DB Arizona Nuctear Power 
Project (formerly Arizona Public Service Co) 4pp 48576 314 46576317 

6903060152 forwards Insp Repts 50 528/08 44,50-529/68 42 & 50 530/86 41 on 
86 1 21 7 6901 27 No violations noted 

ZIMMEHMAN.R.P Region 6. Ofc of the Director 69/02/16 KARNER.DB Arizona 
Nuclear Power Prelect (formerly Arizona Public Service Co) 2pp. 48736 087- 
48736 106. 

-0903060150 Routine, Onsite.Regular 6 Backshift Insp Repts 50-528/86 44, 50 529/68- 
42 & 50 530/86-41 on 86 12 17-8901 27 No violations noted Major areas 

inspected previously identified items, review of plant activities & ESP sys waikdowns 
POUCH,!, COE.D. FIORELLI.G Region 5, Qic of the Director 69/02/16 20pp 
46736080 48736 106 

0903010343 Informs lhat response to NRC Bulletin 66 001, "Defects In Westinghouse 
Circuit Breakers,*' acceptable Short- & long-term insp plans for Westinghouse OS 
series circuit breakers in compliance w/bullelin requirements 
CHAN.TL Projeci Directorate V 89/02/23 KARNEn,DB Arizona Nuclear Power 
Project (formerly Arizona Public Service Co ), 4pp 48846 058-46646 061 

09-03140167 Forwards Insp Repts 50-526/89-03.50 529/89 63 8 50-530/89 03 on 
690t30>0203 & notice of violation Attention Invited to extended periods of inoperability 
8 reduced effectiveness of effliient radioactivity monitoring & sampling. 

YUHAS.G P Region 5, Ofc of the Director, 09/02/23 KARNER.DB Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp 48853 267-40853 279 

-8903140177 Notice of violation from insp on 890130-0203 Violation noted, from 880427 
to 86121 4, particulate sampler channels of RU 142,RU‘144 & RU-14B inoperable In 
lhat no sample media present & action specified not taken 
YUHAS,Q P Region 5, Ofc of the Director 89/03/23 Ip 40853 269 4B853 269 

-8903149105 Insp Repts 50-528/09 03,56 529/89 03 & 56 530/09 03 on 866130- 
0203 Vlotat Ion noted Major areas inspected occupational exposure (including external 
exposure control, surveys & monitoring & outage preparations) & followup 
CICOTTE,GR, NORTH.HS Region 5. Ofc of the Director. 89/62/21 Opp 
46853 270 48853 276. 

0902170112 NRC Info Nollco 69*020, 'Weld Failures In Pump of Byron-Jackson 
Design " Svc fist end 

ROSSI, CE Division of Opeiallonaf Events Assessment (Post 670411). 69/02/24 
Consolidated Edison Co of New York, Inc fOBpp 48572.043 48572 14B 

S903090178 Responds lo BALP rept addressing three functional areas assessed by 
SALP Board as Category 3 

KARNER.DB. Arizona Nuclear Power Project (formarfy Arizona Public Service Co) 
80/02/24. WAnTlN.J B Region 6. Ofc of the Director 29pp 4B781 225 46781 253 

6903150017 Forwards Reactive Insp Repls 60 528/89 02,50-529/69-02 & 50 530/89- 
02 on 09O1O9-1i3 Violation re interface w/cily of Phoenix lire dept noted 
CHAFFEE, A E Region 5. Ofc of the Director. 89/02/24 KARNER.D Q Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.) 3pp. 48860 207*46860 224 

-8903150019 RaactiVG Insp Repts 50 526/89-02,50-629/09 02 & 50 530/69 02 Viola- 
tions noted. Major areas Inspected utd fire protection program, as followup on five alls 
gatlons received by NRC 

JOHNSONA . RAMSEY, C , RICHARDS, S. Region 5. Ofc of the Director 89/02/24 
15pp 4BB60’210 48660 224. 

8902210361 SuppI 1 to NRC Info Notice 88-073, "Direction-Dependent Leak Character- 
istics of Containment Purige Valves " Svc list end 

ROSSf,CE. Divfslon of Operational Events Assessment (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Ino 102pp 48569 091 48589.110 

0902210564 NRC Info Notice 89 021, "Changes lo Performance Characteristics of 
Molded* Case Circuit Breakers," Svc list end 

ROSSI, CE. Diirislon of Operational Events Assessment (Post 870411) 89/02/27, 
Consolldatad Edison Co of New York, Inc 104pp. 48576.032-48579 137 

89022701 B6 NRC Info Notice 89*022, "Questionable Certificahon ot Fasteners," Svc list 
and. 

ROSSI, CE Divlslcr^ of Operational Events Assessment (Post 870411) 89/03/63 
Consolidated Edison Co of New York, Inc, 105pp 48732.001-48732.106 

8902260104 NRC Info Notice 89-023, "Environ Qualification of Lilfon-Veam CIR Series 
Electrical Connectors." Svc list end. 

ROSSI, CE. Dvision of Operational Events Assessment (Post 670411). 89/03/03 
Consolidated Edison Co. of New York, Inc 106pp. 46723 038-48723,143 


8902280182 NRC Info Notice 89-024, "Nuclear Criticality Safety " Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 970729) 
89/03/06 Consolidated Edison Co of New York, Inc 96pp 48700 252-4B700 346 

8903210121 Responds to NRC Bulletin 88 0l1, "Prossunzer Surge Line Thermal Stratifi- 
cation " C-E Owners Gro^ will perform preliminary bounding evaluation of surge lines 
using actual data from C-E plants by 890701 

KARNER.DB Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
89/03/06 Document Control Branch (Document Control Desk) 3pp 4B089 IQB- 
48969 188 

8903010207 NRC Info Notice 89 026, "Instrument Air Supply lo Safety Related Equip- 
ment " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) B9/03/07 
Consolidated Edison Co of New York, Inc I05pp 4B741 053-48741 158 

8903020165 NRC Info Notice 89 027, "Limitations on Use of Waste Forms & Hcgh In 
tegrity Containers for Disposal of Low Level Radwaste " Svc list end 
GREtVES,JT Division of Low Level Waste Management & Decommissioning (Post 
870413) 89/03/08 Consolidated Edison Co of New York, Inc 117pp 4B79B114- 
40798 231 

8903080372 NRC Info Notice 69 028, "Weight & Ctr of Gravity Discrepancies for Copos- 
Vulcan Air Operated Valves " Svc list encl 

ROSSLCE Division of Operational Everxts Assessment (Post 070411) 89/03/14 
Consolidated Edison Co or New York. Inc 107pp 4B895 001-48095 109 

8903090021 NRC Info Notice 89 029, "Potential Failure of ASEA Brown Boveri Circuit 
Breakers During Seismic Event " Svc list onci 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/03/15 
Consotidaled Edison Co of New York, Inc 106pp 48870 053 48870 169 

8903090133 NRC Info Notice 89 030, "High Temp Environs at Nuclear Power Plants'* 
Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co of New York, Inc lOBpp 48895 1 10 48895 215 

8903160427 NRC tnto Notice B9 031. "Swalling & Cracking of Hafnium Control Rods " 
Svc fist end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 80/03/22. 
Consolidated Edison Co of New York, Inc 102pp 48966 001 48906 103 

8903170419 NRC Info Notice 89-032, "Surveillance Testing of Low Temp Overpressure 
Protection Sys ** Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post B70411) 89/03/23 
Consolidated Edison Co of New York, Inc 104pp 46992 044 40992 147 


R. Periodic operating reporta & related correspondence 

8903090387 "Pfllo Verde Nuclear Generating Station Units 1.2 & 3 Semiannual Radio 
active Effluent Release Rept Jul Dec 1988^’ W/B90301 Ur 

KARNER.DB Arizona Nuclear Power Projact (formerly Arizona Public Service Co) 
88/12/31 170pp 48802 132-48802.300. 

8903220022 "Personnel Monllorino Rept for 1908 " W/890310 Ur 
KARNER.DB Arizona Nuclear Power Project (formerly Arizona Public Service Co.) 
88/12/31 app, 48993 302 48993 304. 

8903240220 Monthly operating repls for Feb 1969 for Palo Verde Units 1, 2 & 3W/ 
890314 Hr 

BORST.S.G , HAYNES,J G Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 89/02/26 16pp 49039.010 49039 025 


8. Reportable occurrences, LERs & related correspondence 

8903010259 Special Rept 2-SR-89-002 on 890216, steam genoralor 1 economizer valve 

g ositioner failed, causing feedwater sys oscillation & reactor trip & auxiliary feedwater 
ys 1 actuation No releases of radioactivity occurred 
HAYNES.JG Arizona Nuclear Power Project (formerly Arizona Public Service Co). 
89/02/21 Document Control Branch (Document Control Desk) 2pp 48650 323- 
48650 324 

8903160026 Confirmation of action Ur re actions util intends to take as result of 690303 
& 05 reactor trips 

MARTIN.JB Region 5, Ofc of the Director 89/03/07 KARNER.D, B Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp. 48871 -222-4807 1*223 

8903210113 Notification of 890316 meeting w/util In Rockville, MD to discuss electrical 
distribution sys es related to toad injection event on 8 9 0303 .Preliminary agertda for 
electrical meeting end 

DAVIS.MJ. Project Directorate V 89/03/14 MURLEY.T, SN1EZEK.J . MIRAGLfA.F 
NRC - No Detailed Affiliation Given 6pp 48900*194-48680.199 


V, Operator Examinations 

8903220159 Qeneric Ltr 69 03 to all power reactor licensees & applicants for OL re op- 
erator licensing natl exam schedule Svo list encl 

VARGA, S A. Associate Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co of New York. Inc 64pp. 46005,001-46005 056. 
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F. Security, medical, emergency & fire protection plans 

8902280140 Forwards Insp Repls 50*528/89-01,50-529/89 01 & 50-530/69-01 on 
890109 13 No violations or deviations identified. 

KtRSCKD F Region 5. Ofc of the Director. 89/02/09. KARNER.D B, Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 2pp 4B633 234-48633-241 . 
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-Q9022B0170 Insp Ropts 50 528/09 01.50 529/69 01 & 50 530/89 01 an 090109 
0113 No Violations or deviations noted Major areas inspected vital areas & equlpmanl 
& assessment of followup items of oloctrical mamt progTam 

BURDOIN.J F Region 5. Ofc of Iho Director 89/02/09 6pp 4B633 236-4B633 241 

6902240307 Revised EPtPs, Including Rev 9 to EPIP-11, ''Technical Support Ctr/Salellite 
Technical Support Cir AclivaKorr & Rev 7 to EPlP‘19. "Onsilo Evacuation” W/ 
890216 Itr 

LINES.H . SARVER.J , KARNER.D B Arizona Nuclear Power Projocl (formerly Arizona 
Public Service Cq) 89/02/16 63pp 48571 036 48571 098 

8903160017 Forwards Reactive Inso Repls 50-528/89 02.50-529/09 02 & 50-530/09- 
02 on 890109 13 Violation re interface w/city of Phoenix tire dept noted 
CHAFFEE, A E Region 5. Ofc of the Director 89/02/24 KAHNER.D B Arizona Nucle- 
ar Power Project (formerly Arizona Public Sen/Ice Go ) 3pp 4B86D 207-48860 224 

-8603150019 Reactive Insp Repta 50 528/09 02.50 529/99.02 & 50 530/89 02 Viola- 
tlons noted Major areas Inspected util fire protectiQn program, as followup on five aUe- 
gatfons received by NRC 

JOHNSON. A Region 5. Ofc of the Director 89/02/24 15pp. 40860 210 48860 224 

8603220238 AcK receipt ol 890130 proposed objectives & extent of play for 1989 
annual emergency preparedness exercise Understands that objectives will be revised 
to include demonstrating efleclivenoss of corrective actions lor items Idenlifiod 
FISH.R F Region 5, OTc of the Director 89/03/14 KARNER.DB Arizona Nuclear 
Power Pmjeci (formerly Arizona Public Service Co) 2pp, 49097 313-49007 3f5 


H Qeneral correspondence 

8903090026 Requests (hat sending of NRR correspondence w/util re pfani to recipient 
continue, in response to 09021 G Hr 

QRINKMAN.C B Combustion Engineering, Inc 89/02/23 CHAN.T Project Directorate 
V Ip 48Q00 299-48800.299 

8603100302 Comment opposing proposed rule lOCFRBO ro ensuring otfecliveness ol 
maint programs for nuclear power plants Rule will not Improve malnt, reliability or 
safety of Arizona Nucfear Power Project pfants 

KARNER.DB Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
09/02/27 Dodrefjng & Services BrancJi 5pp 40808 319 40606,323 


I. fliianciai Information 

&6D3140B&9 Forwards cash jJow stelomont & annu 0 l repf to Socuniios & Exchange 
Commission ioryf ending 001231 

GONZALES, J Soulbern California Edison Co 89/03/08 Document Conkol Branch 
(Document Control Desk) 44pp 45855 231-48055 274 


K. Utility Final Safely Analysis Report (F8AR) & amends 

6603280187 Rev 1 to updated FSAR for Palo Verde Nuclear Generating Station W/ 
890322 fir 

KARNER.O B Arizona Nuclear Power Project (formoriy Arizona Public Sorvico Co ) 
89/03/22 3,000pp 49105 056 49110 019 


P. Operating license stage documents & correspondence 

8903Q20616 Notifies that documents Mod by licensees & corre^ondonco from author 
re licensee facilities will conlinuo to be made available In NRC PDR & LPDRs 
CHAN.T Project Directorate V 89/02/16 FLENNER,JM Arizona* State of 2pp 
46669 359 48669 360. 

8903020424 Responds to Generic Ltr 08-14, “Instrument Air Supply Sys Problems Ah 
feeling Safety-Related Equipment." Lesson plans revised to sensitize personnel on 
vulnerability of safely-rolaloa equipment to common mode failures. 

KARNER.D B Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 
89/02/20. Document Control Branch (Docurnent Control Desk) 7pp. 48674 312- 
48074 310 

8903080026 Forwards SER re uM 631103 & 870915 responses to item 2 1 (Pari 2) of 
Generic Ur 63 28, “Required Actions Based on Generic Implications of Salem ATWS 
Events " Responses acceptable 

CHANJL. Project Directorate V. 09/02/28 KARNER.D.B Arizona Nuclear Power 
Prefect (formerly Arizona Public Service Co) 2pp, 40746 094-40746,100 

-8903080067 SER accepting util 831103 & 870915 responses to Item 2 1 (Part 2) of 
Generic Ur 03-28 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 89/02/28 5pp 
48746 090 48748.100 

6903160296 Generic Ur 89-02 to all holders of OLs & CPs for nuclear power reactors re 
actions to Improve detection ol counterfeit & fraudulently marketed products Sve list 
end 

VARGA, S A Associate Director for Projects (Post 070411) 89/03/21 Consolidated 
Edison Co, of New York, Inc 57pp. 48900 001-48960 057 


Q. Inspection reports^ IE Bulletins & correspondence 

8902280148 Forwards Insp Repts 50-528/89 01, 60'529/89 01 & 50>530/8g 01 on 
890109- f3.No vfoiailons of devfaffons fdenfified 

KIRSCH.D F. Region 6. Ofc ol the Director. 89/02/09 KARNER,D B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.) 2pp. 48633 234-48633 241, 

-8902280170 tnsp Repta 50 528/89 01.50-529/80 01 & 60-630/89 01 Oh B90109- 
0113 No violations or deviations noted.Major areas Inspected. vital areas & equipment 
8i assessment of followup items ol electrical malnt program 
BURD01N,JF* RICHARDS,SA Region 6, Ofc of the Director 89/02/09 6pp, 
4B633.236 4B633 241 

8902240042 Approves 881019 proposed insp plan for fuel assembly shoulder gap 
measuremenis.Rept re Unit 1 Cycte 2 fuel should be submitted within 60 days follow- 
ing restart of Unit 1 

CHAN.T.L. Project Directorate V 69/02/16 KARNER.DB, Arizona Nuclear Power 
Project (formerly Arizona Public Service Co,). 4pp 4B676'314 48576 317 


8903089152 Forwards Insp Repls 50-528/83 44,60-529/80 42 & 50 530/80 41 on 
081217-890127 No violations noted 

ZIMMERMAN.RP Region 5, Ofc of the Director 09/02/16 KARNER.DB Arizona 
Nuclear Power Project (formerly Arizona Public Service Co) 2pp 48736 087- 
4B736 100 

-8903060168 RoulinQ,Onsile,RGgular & Backshift Insp Repls 50-520/88 44, 50 529/BB 
42 & 50 530/88 41 on 881217 090127 No violations noted Major areas 

inspected previously idenlifted items, review ol plant aclivilies & ESF sys waikdowns 
POLICH.T, COE.D, FlORELLl.G Region 5, 6fc of the Direclor 89/02/16 20pp 
40736 089-48736 100 

8903010343 Informs that response to NRC Bulletin 88 001. “Delecls In Westinghouse 
Circuit Breakers,’’ acceptable Short & long term insp plana for Westinghouse DS 
senes circuit breakers in compliance w/bulletin requirements 
CHAN.T L Project Directorate V 09/02/23 KARNER.DB Arizona Nuclear Power 
Project (farmoriy Arizona Public Sonrica Co ) 4pp 40648 058-48840 OQi 

8003140187 Forwards Insp Repts 50 628/89-03,50-529/80 03 8 50 530/89 03 on 
690130 0203 & notice of violation Attention inviled to extended periods of inoperability 
& reduced etfeclivoness of effluent radioactivity monitoring & sampling 
VUHAS.GP Reglan 5, Ofc of fhe Oirecfor, 89/62/23 KARNER.DB Aozona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp 4B853 267-48853 278 

-8903140188 Insp Repts 50 528/89 03,50 529/89 03 & 50 530/00 03 on 690130- 
0203 Violation noted Major areas inspected occupational exposure (including external 
exposure control, surveys & monitoring & outage preparations) & followup 
CICOTTE.GR, NORTH.HS. Region 5, OTc of Ihe Director 89/02/21 Qpp 
48853 270 48853 270 

8902170112 NRC Into Notice 89 020, “Weld Failures in Pump of Byron Jackson 
Dflsiqn “ Sve fist end 

ROSS1.CE Division of Operational Events Assessment (Post 670411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 46572 043 46572 146 

8903090178 Responds fo SALP repf addressing fliree funcfionaf areas assessed by 
SALP Board as Caloqory 3 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co ), 
89/02/24, MARTIN. J B Region 5. Ofc of the Director 29pp 48781 225 48761 253 

8003160017 Forwards Reactive Insp Repts 50 528/89 02,50 529/89 02 & 50 530/89- 
02 on 8901 09-1 3, Violation re Inlerrace w/clty of Phoenix fire dopt noted 
CHAFFEE.A E Region 6. Ofc ol Ihe Director 89/02/24 KARNER.D B. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co ) 3pp 46660'207-48860 224 

-8003160019 Reaclivo Insp Repts 50 528/89 02,50-529/69-02 & SO S30/69 02 Viola 
lions noted Major areas inspected util fire protection program, as followup on five alle- 
gations roemvod by NRC 

JOHNSON.A. RAMSEY, C, RICHARDS.S Region 5, Ole of the Director 89/02/24. 
15pp 48060 21 0.40Q60’224 

8902210361 Supp1 1 to NRC Info Notice 6B 073, “Direction Dependent Leak Gharacler- 
isljcs of ConJaJnmen) Purg^e Valves “ Sve J'sj end 

ROSSLCE Division ol Operational Events Assessmonl (Post 870411) 89/02/27 
Consolidated Edison Co of New York, Inc 102pp 48580 001-46660 1 10 

8902210584 NRC Info Notice 69 021, “Changes In Performance Characterisllca of 
Molded Case Circuit Breakers " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/02/27. 
Consolidated Edison Co of Now York, Inc 104pp 48578 032-48578 137 

8902270168 NRC Info Noiice 89 022, “Quasiionablo Certilicalion of Fasteners " Svo list 
end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411). 89/03/03. 
Consolidated Edison Co, of New York, Inc. 105pp 46732 001-48732 106. 

8902280104 NRC Info Notice 09 023, “Environ Qualification ol Lltlon Veam CIR Series 
Ejecfrteaf Connectors " Sve jfst end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 89/03/03 
ConsofWated Edfson Co of Now York, Inc. fOepp 46720 038-40 723; 143 

8902280162 NRC Info Nolice 89 024, “Nuclear Criticality Safely “ Sve list end 
CUNNfNGHAM.R G Division of fnduafrlaf & Medical Nuclear Safely (Post 870729) 
09/03/06 Consolidated Edison Co of New York, Inc 9Bpp. 48700 252-487OO.340. 

8903210121 Responds to NRC Bulletin 88 011, “Pfossurlzcr Surge Line Thermal Stratiti 
cation '■ C-E Owners Group will perform preliminary bounding evaluation ol surge linos 
using actual data from C E plants by 890701. 

KAhNER.O B. Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 
09/03/06. Document Control Branch (Document Control Desk). 3pp 46089 186- 
48989:108 

8903010207 NRC Into Notice 69 026, "Instrument Air Supply to Safety-Related Equip- 
ment ” Sve list encl 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/03/07 
Consolidated Edison Co of New York, Inc. 105pp. 48741 053-40741:168 

8903020165 NRC Info Notice 09-027, “Limitations on Use of Waste Forms & High In- 
tegrity Contalnora lor Disposal of Low Level Radwaste." Sve list encl, 

GREEVES,J.T Division of Low Level Waale Managemenl & Da commissioning (Post 
070413) 00/03/06 Consolidated Edison Co of f«w York, Inc. 117pp. 48796.114- 
48798' 231 

8903080372 NRG Info Nollco 89 028, "Weight & Ctr of Gravity Discrepancies for Gopes- 
Vofean Air-Operaiod Valves " Sve list enci 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/14. 
Consolidated Edison Co o( New York, Inc 107pp 48895 00 1-48895*1 09. 

8903090021 NRC Info Notice 89 029, “Potential Failure ol ASHA Brown Bovarl Circuit 
Breakers During Seismic Event ” Sve list encl 

ROSSt.C.E Division ol Operational Events Assessment (Post 870411). 89/03/15. 
Consolidated Edison Co of Now York, Inc 106pp 46670063 48870.169. 

8903090133 NBC Info Notice 89-030, "High Temp Environs at Nuclear Power Plants." 
Svo list end. 

ROSSLCE. Division ol Operational Events Assessment (Post 870411). 89/03/15 
Consolidated Edison Co of New York, Ino 106pp. 48695 110 46895 216. 
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8903160427 WRC Info Notsce B9 031. “Swoliing & Cracking of Hafnium Cojilrol Rods'’ 
Svc list end 

ROSSI.CE Division of Opcralional Events Assossmenl (Post B70411) 89/03/22 
Consol idaiDd Edison Co of New York. Inc ti02pp 40986 001-48986 103 

8903170419 NRC Info Notice 69 032. “Surveillance Tesdng of Low Temp Overpressure 
Protection Sys ” Svc Cist end 

ROSSI.CE Obvision of Operational Events Assessmonl (Post 870411^ 89/03/23 
Consolidated Edison Co of New York, Inc I04pp 48992 044-48992 147 


R. Periodic operating reparte A related correspondence 

9903090387 "Palo Verde Nuclear Generating Slatron Units 1,2 & 3 Semiannual Radio- 
aclive EMIuent Release ReptJul Doc 1988^' W/89030t Hr 

KARNER.DB Arizona Nuclear Power Project tformeriy Ar>zonia Public Service Co) 
88/12/31. 170pp 4B802 132-48B02 300 

8903220022 "Persennal Moniloring Ropl for 190B ” W/8&a310 fir 
KARNER.DB Arizona Nuclear Power Proiecl (formeriy Arizona Public Service Co)^ 
08/12/31, 3pp 40993 302-4B993 304 

8903240220 MontM/ oporalmg repls for Feb 1989 lor Pato Verdo Units 1, 2 & 3W/ 
890314 Hr 

BORST,SG, HAYNES.JG Arizona Nuclear Power Projocl (formerly Aiizona Public 
Service Co) 89/02/20 16pp 49039,010 49039825 


S. Reportable occurrences, LERa & related correspondence 

8902240282 LER 89 004 01 *on 8901 04,ex;bausi rocker arm for 8L cylinder 
failed. resulting in amergencry diesel generator tup Failure also reportable per Pari 
21 Caused by crack which ojiisled prior to delivery Rocker arm replaced W/890206 Ur. 
SHRIVER.TD, HAYNES, JQ Arizona Nuclear Power Project (formerly Anzona Public 
Service Co) 09/02/06 14pp 48580 284 48580 296 

8903140490 LER 89-002-00 on 890203 ,r a dioac live effluent gaseous monitor valve Im- 
properly installed Cause of valve being -Installad backwards not determined Valve 
property {nalalled prior to reluming monitor to operable status W/690302 Ur 
SHRIVER.TD, HAYNES, J Q Arizona Nuclear Power Proiecl (formerly Arizona Public 
Servico Co ). 89/03/02 6pp 4B853 244 48B53‘249 

8903120060 PNO-V-89-007 on 890303, main generator tripped followed by reactor 
power cutback due to main generator trip & reactor trip on tow steam generator 2 
pressure Increase In one contain men I sump favel was noted 

MILLER, L, POLtCH.T, Region 5. Ofc of the Director 89/03/03. 2pp 48818152- 
46818:153 

8903150021 Conlirmalory action fir re actions util Intends to take concerning unusual 
event on 690303 

MARTIN.J a Region 5. Ofc of the Dlreclor. 89/03/03. KARNEft,DB Anzona Nuclear 
Power Prolacl (formerly Arizona Public Service Co ) 3pp. 48871*219 48671 221 

8983140141 PNO-\/-09-OO7A update on PNO-V69 007 re unusual event due to grid 
di8iufbance,Atigmenled tnsp Team (AST) assembled onslle on 690304 AST under- 
standing of sequence of events discussed 

MlLLEff.L. POLtCH.T Region 5, Ofc ol the Direclof. 89/03/06 3pp 48858 070 
48858 072 

8903210135 Special Rept 3-SRe9 002.Qn 890303, etectrical grid disturbance 

occurred, causing fault near Dever8.CA switchyard 8 opening of main generator output 
breakers Low pressure reactor triip & mam turbine trip also occurred 
KAYNES.JQ Arizona Nuclear Power Project (formedy Arizona Pubffc Service Co.). 
89/03/06 Document Control Branch (Document Contra! Desk) Gpp 40989 350- 
48989,352. 

8903230067 LER 89 003 00 on 600216, control room essential filtration actuation signal 
on troin 8 actuated Caused by failure of detector in RU 30 Detector & preampufier 
replacedW/890309 Itr. 

SHRIVER.TO, HAYNES.J.Q. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.) 89/03/09 Spp 49029 062-49029 068 

8903210113 Notification of 890316 meeting w/uUI in Rockville, MD to discuss electrical 
distribution sys as related lo toad injection event on 89030 S.Prelimlnary agenda for 
electrical meeting enef 

DAVIS, MJ. Projeci Directorate V 89/03/14. MURLEY.T, SNlEZ6K,J . MIBAGLIA.P 
NRC • No Detailed Affiliation Given. 6pp 4B960:1 94-4B9B0 199. 

6903230154 Special Rept 3-SR-ad-003 on 890215, radioactive effluent monitor inoper- 
able for greater than 72 h Approved work document initiated to troubleshoot cause of 
Inconsistent R LI- 141 Indication. 

HAYNES.JG Arizona Nuctaar Power Projeci (formerly Arizona Public Service Co). 
B9/03/15 Document Control Branch (Document Control Desk) 2pp 49029 052- 
40029063 

8903270337 LER B8-008-00on 890220,determined that excessive moisture condensa- 
tion occasionally discovered in unit resulted in Invalid sample results Caused by cool- 
ing of high humidity sanmie stream Temporary heat trace installed.W/8 98322 Itr 
SHRIVER.TD, HAYNES.JG. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.) 89/83/22 0pp. 49054.93349054 041 

8903260012 PNO IV 89 020 Region IV notified of recent reader trip al Palo Verde Unit 
3 that was complicated by Inability to open steam generator atmospheric dump valves 
mlg by Control Components.lnc No sticking problems noted at other planis. 
CKAMBERLAIN.DJ Region 4. Ofc of the Director. 89/03/23. 2pp. 49119 127- 
49116;12a, 


V. Operator Examlnatlona 

6903220159 Generic Lir 69 03 lo all power reactor licensees 8i applicants for OL re op 
erator licensing natl exam schedule. Svc list end 

VARGA,SA Associate Director for Projects (Post 870411) 89/03/24 Clonsolfdaled 
Edison Co, of New York, fnc 64 pp 40005 00149005 056 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. AppOcatfon/construction stage documents & correspondence 

8903160296 Generic Ltr 89 02 to all holders of OLs & CPs for nuclear power reactors re 
actions to improve detection of counterfeit & fraudulently marketed products Svc list 
end 

VAROA.SA Associate Director lor Projects (Post 870411) 89/03/21 Consolidated 
Edison Co of New York. Inc 57pp 48960 001-48960 057 


V. Operator Examinations 

8903220159 Generic Ltr 69 03 lo all power reactor licenseea & applicants for OL re op 
orator licensing natl exam schedule Svc hat end 

VARGA, S A Assoctaio Director for Projects (Post 870411) 89/03/24 Consolidated 
Edison Co of Now York, tnc 54pp 49005 001-49005 056 


DOCKET STN-50-553 PHIPPS BEND NUCLEAR STATION, UNIT 1 


S. Reportable occurrences, LERs & related correspondence 

8903100191 Part 21 rept advising that 36 relays supplied to vendor installed in diesel 
engine generator equipment Imlially reportea on 890223 01 12 diesel engine units 
originally supplied, 10 sold for non nuclear svc 

GUNTRUM.8C Cooper Industries, Inc 89/03/03 NRC • No Detailed Atliliatlon 
Given Ip 48009 348 40809 348 


DOCKET STN-50-554 PHIPPS BEND NUCLEAR STATION, UNIT 2 


S. Reportable occurrences, LERs & related correspondance 

8903100191 Pari 21 rept advising that 36 relays supplied to vendor installed in diesel 
engine goneralor equipmenUnitlalty reported on B90223Of 12 diesel engine units 
originally supplied, 10 sold for non-nuclear svc 

GUNTRUM.BC Cooper IntlusUles, Inc B9/03/03 NRC ♦ No Detailed Affiliation 
Given Ip 48800 348 48B09 346 


DOCKET 60-$01 RESAR SP/90 


A. Appiicalion/constructton stage documents & correspondence 

B9032100SO Forwards proprietary draft SER re status ol review of PDA application lor 
RESAR SP/90 Enel withheld (ref tOGFR2 790) 

MILLER, C L Standardization & Non Power Reactor Project Directorate B9/Q3/09 
JOHNSON.WJ, Westinghouse Electric Corp 4pp 49002.314-46002.322 

-8903210057 Forwards 890309 Hr to WJ John a on, forwarding NRC draft SER re RESAR 
SP/90 on listed technical areas Llrs provided to ACRS members of progress In re- 
viewing PDA application 

MILLER, CL Standardization & Non Power Reactor Project Olrectorato 89/03/09 
CARROLL, J ACRS - Advisory Committee on Reactor Safeguards 2pp 49002 321- 
49002 321 

-6903230166 Forwards 090300 Itr lo WJ Johnson, forwarding NRC draft SER re RESAR 
SP/90 on listed technical areas Ltrs provided to inform CRGR members ol progress In 
reviewina PDA application 

MILLER.c.L Standardization & Non Power Reactor Projeci Directorate 89/03/09. 
CONRAN, J. Office for Analysis & Evaluation of Operational Data, Director tp 
49002 322-49002 022 

$903280168 Forwards draft response to NRC Questions 730 1 - 730.4 re RESAR-SP/90 
PDA, Module 2, "Regulatory Conformance " 

JOHNSON.WJ Westinghouse Electric Corp 89/03/15 MILLER.C.L. Standardization 
& Non Power Reactor Project Diroclorale 1 1 pp. 49074 224-49074 234. 


K. UtHily Final Safety Analysis Report (FSAR) & amends 

8903010213 Forwards nooproprielary A proprietary Amends la & 2 to WAPWR RESAR- 
SP/90 Module 7, "Structure Equipment Design ’’ 

JOHNSON, W.J Westinghouse Electric Corp 89/02/14 MIL LER, CL, Standardization 
& Hon Power Reactor Project Directorate 2pp 48643 057-48643 269 

-8903010217 Application for withholding proprietary Amends 1a & 2 to WAPWR 
RESAR SP/90 PDA Module 7, "Structural/ Equipment Design," from public disclosure. 
WIESEMANN,RA Weslit^ghouse Electric Corp 89/02/14 MILLER.CL Standardize^ 
lion & Non Power Reactor Project Directorate lOpp 48643,059 48643 068 

-8903Q1023B Amend la to RESAR-SP/90 PDA Module 7, "Structural /Equipment 
Design ” 

• Westinghouse Electric Corp 89/01/31 5pp 48643 069 46643 073. 

-8903010247 Amend 2 to RESAR-Sp/90 PDA Module 7, "Structural /Equjpmant 
Design/' 

• Westinghouse El ecldc Corp 89/01/31. 196pp 46643.074-48643'2B9 


R. Periodic operating reports a* related correspondence 

8903200247 Forwards Feb 1989 status rept re current review milestones for each std 
plant projeci, 

Miller, CL standardization a Non-Power Reactor Project Directorate. 89/03/07. 
SHAO,L Division of Engineering & Systems Technology (Post 870411) QRIMES.B 
Division of Reactor Inspectior^ d Safeguards (Post 870411). CONGEL.K Division of 
Radialion Protection & Emergency Preparedness (Post 870411). 18pp, 48970 331. 
48970.360 
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docket so 602 UNIV. OF TEXAS RESEARCH REACTOR 


A Appllcallon/construction stage documents & correspondence 

B9031400B7 Forwards order extending cor^st completion dale of TRIG A Mark II reactor 
to Q91 231 .safety evaluation & environ assessment & finding of no sigmlicant 
impacltjer BQ1017 request 

MILLER, G L Standardization S Non Power Reactor Project Diroctoraio 89/02/24 
FONKEN.G J Texas. Univ of. Austin, TX 3pp 4Q85B 183'4885B t92 

*'0903140096 Order extending const completton dale of TRIG A Mark II reactor to 
891231 

HOLAHAN.G M Division of Reactor Projecls III, IV. V & Special ProieclS (Post 

B704tt) 89/02/24 Texas, Umv of Austin, TX 2pp 4B85B 186 4Q058 107 

'•B903 140100 Safety evaluation supporting extension of const completion date ot 
TRIGA Mark II reactor to 091231 

* Office of Nuclear Reactor Regulation, Director (Post 870411) B9/02/24 2pp 
40B5B IBB 4BB5B 189 

-6903140105 Notice of environ assossmont & finding of no significant Impact support 
mg extension of const completion dale of TRIGA Mark II reaclor to 891231 
Miller ,CL standardization & Non*Powor Reaclor Project Oiroctorale 89/02/15 
3pp 40850 190 48858 192 


B- Periodic operating reports & related corroapondepce 

3903200247 Forwards Fob 1989 status rapt re curreni review milestones for oacli std 
Plant project 

MILLER, C L Standardization & Non Power Reactor Project Directorate 89/03/07 
SHAO.L Division of Engineering & Systems Technology (Post 870411) GRIMES.B 
Division of Reactor Inspection & Safeguards (Post 070411) CONGEL.F Division of 
Radiation Protection & Emergency Preparedness (Post 870411) 18pp 48970 331* 
48970 350 


DOCKET 50*603 ALCHEMIE FACILITY 1 » CPDF 


A. Appilcatlon/construcdon stage documents & correspondence 

8903010173 Responds to 890201 request for osllmatos (or conuifugo plant domonalra* 
tlon facility (CPDF) & Oliver Springs plus CPDF DOE intends to ensure that sulficionl 
finances exist for doconiaminalion & decommissioning liabilities 
PARKS.JW Energy. Dept of 89/02/15 ROUSE.LC Division of Industrial & Medical 
Nuclear Safety (Post 070729) 4pp 48640 008 48648 101 

8903020058 Forwards notices of Issuarrco of CPs lor AlChemlE centrifuge plan domon- 
stratlon & Oliver Springs faciktios 

ROUSE, L C Fuel Cycle Safety Branch B9/02/22 SMELSER,J A All Chemical Iso 
tope Enrichment, Inc Ip 40673 161 48673 171. 

•'6903020072 Notice of Issuance of CP CPEP-i (or AlChemlE cenlnftigo plant demon* 
stration facility, per ASLB 800201 decision 

ROUSE.LC Fuel Cycle Safely Branch 89/02/22 3pp 48673 162*48673 164 

■*8903020079 Notice of issuance of CP CPEP*2 for AlChemlE 1o const Oliver Springs 
lecllily to enrich stable isotopes 

ROUSE.LC Fuel Cycle Safety Branch 60/02/22 7pp 48673 165 46673 171 


F. Security, medical, emergency & fire protection plane 

8808030430 Forwards financial Info per B60603 request End withheld 
SMELSER.J H. All Chemical Isotope Enrichment, Inc 88/07/22 Document Control 
Branch (Document Control Desk) ip 40706 07B 48706 078 

8903100460 Forwards propnetary Rav 7 to "Security Plan for AlChemlE, 1nc,AlChomlE 
Facility 1 - CPDF Oak Ridge, TN ” Rov incorporates revised security fencing arrange* 
ment & reduces number ol employeos requiring cteerancos Rov wittmeld 
PFEIFER, W A All Chemical Isotope Enrichmonl, Inc 89/02/21 BRADY.RJ NRC - 
No Detailed Affiliation Given 2pp 4Q804 149 48B04 150, 


Q. Adjudicatory correspondence 

8903270092 Decision* Affirms Board Decision LBP-89-05 granting CP & OL to 
licensee CerUlicate ol Sve end Served on 890321 

TOMPKINS, BA Atomic Safety and Licensing Appeal Panel //1 69 8331 89/03/20 
9pp 48966 008*48968 016 


DOCKET 50-604 ALCHEMIE FACILITY 2 - OLIVER SPRINGS 


A. Application/construction stage documents & correspondence 

69D3010173 Responds to 090201 request for estimates for centrifuge plant domonstra 
lion facility (CPDF) & Qllver Springs plus CPDF DOE intends to ensure that sufficient 
finances exist for decontamination & decommissioning llabllitlos. 

PARKS.JW Energy. Dept of 89/02/15 ROUSE.LC Division of Industrial & Medical 
Nuclear Safely (Post B70729) 4pp 4B648,09B 48648.101, 

6903020058 Forwards notices ol Issuance o( CPs for AlChemlE centrifuge plan demon- 
stration & Oliver Springs lacllitles 

ROUSE.L.C Fuel Cycle Safety Branch 89/02/22, SMELSER.J A All Chemical Iso- 
tope Ennchmenl, Inc, Ip 48673,161-48673 171 

-8903020079 Notice of issuance of CP CPEP 2 for AlChemlE to const Oliver Springs 
facility to enrich stable isotopes, 

ROUSE.LC Fuel Cycle Safety Branch 89/02/22 7pp 46673 165-48673,171 


Q. Adjudicatory correspondence 

8903270092 Decision * Affirms Board Decision LBP 89 05 granling CP & OL to 
licensee Certificate of Sve end Served on B9032t 

TOMPKINS, BA Atomic Safety and Licensing Appeal Panel //ISO 0331 89/09/20 
9pp 40966 008*48968 016 


DOCKET STN-SO-605 GE ADVANCED BWR DESIGN 


A, Appllcatlon/conslructlon stage dccumenla & correspondence 

8903100290 Notification of 890309 meeting w/GE in Rockville, MD to discuss internal 
events PRA for advanced BWR submitted in Jan 1 989 Agenda enct 
SCALCTTI.D Standardization & Non Power Reaclor Project Directorate 89/03/02 
MURLEV.r, SNfEZEK.J, MfflAGLfA.F NRC - No Detailed Affiliation Given 4pp 
46809 356 48609 356 

8903100033 Forwards responses to NRC 800203 request for addi info re SSAR for ad* 
vonced BWR Response pertains to Chapters 0,11,12 & 13 

MARRIOTT,? W General Electric Co B9/03/07 MILLER.C L Standardization & Non 
Power Reactor Prelect Oireclorato 92pp 48005 234 48805 325 

8903210024 Notification of B60313 meeting w/GE in San Josq.CA to discuss severe ac- 
cident design of advanced BWR & NRC corlification process 
SCALETTI.O Slandardizolien & Non Power Reaclor Prelect Directorate 89/03/08 
MURLEY.T . SN1E2EK J , MIRAGLIA.F NRC • No Detailed Affiilalion Given 3pp 
48902 302 4B982 304 


K (/(ffUy Final Safety Analysis Report (FSAR) & amends 

8903100064 Forwards Amend 5 to "Advanced BWR SSAR," consisting of nonpropno 
lary Chapter 20 & proprietary Sections 7 2 6 7 5 Binders for Chapter to.along w/new 
tabs for Chapters 1,7 & 3 & affidavit also end Sections withheld 
MARRIOTT,? W General Electric Co 89/02/26 MILLER.C L Standardization & Non- 
Power Reactor Project Directorate 7pp 48004 251-48805 233 

-8003100068 Nonpropfietary Chapter 20 to Amend 5 to "Advanced BWR SSAR " 

• General Electric Co 89/02/28 275pp 48804 250 48005 233 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ENERGY SYSTEMS GROUP, CANOGA PARK, CA 


B902240419 Forwards Rev 4 to ESG*60 17, "Physical Security Plan for Protection of 
Moderate Strategic Quantities of SNM at Hot Labs " Rov withhold frof tOCFR 2. 700(d). 
REMLEY.ME Rockwell Intofnatlonal Corp 60/01/20 THOMPSON, HL Olfice ol Nu- 
clear Material Safely & Snfeguards.Direclor 3pp 46579 1 00-48579 1B3. 

6003200147 Forwards Amend 2 to License SNM-21, revising Conditions 9,1, 8 B 2 & 24 
ROUSE, L C Fuel Cycle Safely Branch 89/03/08 REMLEY.M E Rockwell tnternallon 
al Corp 2pp 48959 010 48959 018 

-8903200162 Amend 2 to License SNM*2t, authorizing use ol U enriched In U-235 Iso 
tope & Pu 239 

ROUSE, L C. Division of Industrial & Medical Nuclear Safety (Post 070729) 89/03/00 
4pp 48959 012 48959 016 

-8903200157 Safety evaluation aupporllng Amend 2 to License SNM'21 
MCCAUGHEY.O.A. Fuel Cycle Safety Branch 89/03/06 2pp 48959016-48959 017 

-8903200170 Informs that noilhar environ assessment nor EIS warranted lor amend to 
License SNM 21, reflecting current {.rganizatlon, clianoo in owner namo.dolollon of ac- 
tivities & facilitiOB no longer authorized & autiiorizing chemical analysis 
ROUSE.LC Fuel Cycle Safety Branch 89/03/08 Fuel Cycle Safely Branch, tp 
46959 018 48959 018 


docket 70-0027 BABCOCK A WILCOX CO„ LYNCHBURG, VA 

8903160013 Forwards revised FNMCP .Incorporating compact reactor fuel woiLchanging 
acronym RRFE to RTRFE & updating precision of balances In use, for approval W/o 
end Foe paid 

BOYD,CG Babcock & Wilcox Co 69/01/09. SMITH, CN Division of Safeguards & 
IransportaliontPoal 870413) 2pp 4B887 2O7-40BB7 298 

8903100071 Advises that Safeguards Amend SG-i to License SNM*42 amended by is 
suing temporofy License Condition TC(PS)-1 to read as listodjo response to 881212 
request. 

KASUN.DJ Domestio SG & Regional Oversight Branch (Post 881216) 60/01/18 
0OYD.ee Babcock & Wilcox Co Ip 4881 o 212 48810 212 

6903160201 Requests submission of revised FNMCP adequately addressing questions 
&/or concerns from review of FNMCP aubmilied w/600930.by 890420 End withhold 
(ref 10CrR2 780(d)(1)) 

KASUN.DJ Domestic SG & Regional Oversight Branch (Post 881218) 89/02/15. 
BOYD.C C, Babcock & Wilcox Co Ip 48087-296 48887 296, 

8903200197 Forwards Insp Ropt 70 0027/89-0 1 on 090109-13.16-19 & 0214 & notice 
of violation 

DECKER, T.R Region 2, Ole ol the Director. 89/02/23 TETRAULT.R E Babcock & 
Wilcox Co 2pp 40959,090 48959.108 

-6903200207 Notice of violation from Insp on 890109-13,16-10,24 & 0214. Violation 
noted licensee failed to meet requirement that licensed mail be used per 
slaiemenl.reDresenlalions & conditions In license application for listed examples 
DECKER.T R Region 2, Ole of the Director 09/02/23 3pp. 48959.092*48969:094 
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-B903200228 Insp Rept 70*0027/69>01 on 890109*13,1^ 10.24 & 0214, Violation 
noted Major areas inspected review of licensee radiation protection programsjndudtng 
staff organization S mat controis.trainlng & radioactive conlaminalion cor^lrol 
KU20.G B . TESTATE D . POTTER. J P Region 2, Ofc of Iha Director 89/02722 14pp 
48959 095 48959 10Q 

0903210436 Ack roceipl of 890213 ilr mtorming NRC of steps taken to •correct violations 
noted In Insp Rept 70 0027/88 38, 

CLINE, WE Region 2, Ofc o1 the Director 89/02/28 TETRAULT.RE Babcock & 
Wj1co;« Co Ip 48980.243 48980 243 

8903220386 Notification of 890308 meeting w/B&W In Lynchburg.VA to discuss licens 
ee performance improvement program 

* Ragion 2, Ofc of the Director 89/03/02 Region 2, Ofc of the Director Ip 
49004'246 49004‘246 

8903240346 Confirms 690214 falcon re 89030B mgl meeting at plant site to discuss 
status of performance (mprovemenl program & other curreriT Issues Proposed agenda 
end 

ERNST, M.L. Region 2. Ote of the Director. 89/03/02 TETRAULT.R E, Babcock & 
Wilcox Co 2pp 49039:303 49039.304 

6903160342 PN04t 09 017 on 8903 02, zirconium fire occurred in general purpose area 
near U recovery & lasted leas than I mmute bofore extinguished.One employee in 
lured & taken to hosp 6 released Personnel provided radiation protection support 
CLINE, W. MCALPINE,E Region 2, Ofc of the Director. 89/03/03 2pp 40803 061* 
48B93 062. 


DOCKET 7Q*0()36 COMBUSTION ENG1NEERINQ, INC., WINDSOR, CT 

8902230277 "Elfluanl Monitoring Rept for Ju1*Oac 1968 " W/B90211 Ilr. 

ESKRIDGE.HE Combustion Engineering, Inc 68/12/31 2pp 46569 023 46569 024, 

8903010103 forwards application for amend to License SNM'SSjellectinn changes to U 
hevatluorlde to U oxide process line Vendor plans to commence installation of inftlal 
phase of mod In late Rob 1989 Fee paid 

SCHERER, A E Combustion EnginBermg, Inc B9/02/10, ROUSE, LC Fuel Cycle 
Safety Branch 16pp 46740 237 48740- 2S3. 

-89036101Q5 Application for amend to License SNM 003 3, reflecting changes to U hex* 
afloride to U oxide process line 

* Combustion Engineering, Inc 89/02/10. 14pp 40740 240*46740 253 

8903020396 Notifies of change In reviewer assignment for facilities. Advises that M Wit* 
Hams repfaced G Gundorsen as MC&A licensing reviewer for both facilities 
KASUN,DJ Domestic SQ A Regional Oversight Branch (Post 831218). 89/02/23, 
SCHERER, A B Combustion Engineering, Inc. Ip 48672 028 48672 028 

8903090209 Informs that NRC has no objecMon to const of peltelizing a v/arehouse 
flooring at Hematite facility ^er 860930 request, Residual contamination is less than 
Option 1 limit of 30 pCi/g^m for enriched U.per branch technical position 
ROUSE, LC Fuel Cycio Safely Branch 89/02/24 MCGILL, PL Combustion Engineer* 
ing, Inc Ip 48764 031 48784 041, 

>•6903090227 Forwards "Radiological Survey of Const Slite,C>E.Hematitd, MO" Five 1o* 
cations identified having residual enriched U conlaminallon exceeding established 
NRC guidelines Add! C*c actions effective In eliminating &. reducing elevated levels 
C0TrEN,PR Oak Ridge Associated Univs 09/02/16. Region 3, Ofc of the Director 
ip 48784 032*46784.041 

»8903 140676 "Radiological Survey of Consl Slle,C*E,HBmalite,MO,** 

COTTEN.P.R, Oak Ridce Associated Univa FIN A-9076 89/02/13. NRC • No De- 
lailed Affiliation Given 9pp, 48784-033-48784 041 . 


DOCKET 7Q-013& BABCOCK & WILCOX CO.j APOLLO, PA 

6902270398 Forwards Endarsoments 121 & 122 to NELtA Policy NF>63, Endorsements 
62 & 53 10 MAELU Policy MF-84,endoi8ements 127 & 128 to NEUA Policy NF- 
111, Endorsements 63 A 64 lo MAGLU Policy MF‘85 & Endorsement 3 to NEUA Cer* 
tificate NW’38. 

SAMUELS, 4 L Marsh A McLennan, Inc 89/91/13. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Poat 070411). 13pp 48586-1 83*46 586 195 

6903100015 Responds lo 690184 Hr crillcizing Director’s Decision DD 88*01 A request* 
Ing thorough review of peril r^ent Into Individual failed to identify particular matters 
vfewed deficient or provided details re nature of inaccuracies 
6EHNERO,RM. Office of Nuclear Material Safety & Safeguards, Director. 89/02/27 
VIROSTEK.C Affifiallon Not Assigned. 2pp 48806- 180 *4888 8 199 

-*6903100020 Responds lo 860105 director's decision & requests that thorough review 
be concluded 

VIROSTEK.C KiskI Valley Coalition to Save Our Children. 89/01/24 Oilice of Nuclear 
Reactor Regulation. Director (Post 870411) Ip. 46806,190*48806 199. 

6903210349 Forwards Safety Insp Rept 70 0135/69-CI1 on 890214*15 & notice of viola* 
lion 

BELLAMY,R.R. Region 1, Ofc of Ihe Director. 69/03/13. COLEMAN, W.L Babcock A 
WtlCOxCo.2pp 48970324*48970.326 

>*6903210356 Notice of violation from tnsp on 0BO214‘15.Viofaltoft noted- access to re- 
stncted area not coni rolled for proteciion of ir^dlviduals from exposure to radfaliort A 
radioactive mails in railroad gate left open w/o compensatory measures 
* Region 1, Ofc of the Oicector. 69/03/13 Ip 

-*6903210361 fnsp Rept 70 0135/89*01 on 89021 4 -IS.Vlof aliens noted Major areas 
(napected licensee actions to remove potentially contaminated soil from Metal Sve Co 
property A aclvona lo stabilize soil removed 

ROTH.J., KOTTAN,JJ., PASCIAK.Wj Region 1, Ofo of the Director 89/03/08 0pp 
48971:024 46971.031. 


DOCKET 70*0143 NUCLEAR FUEL SERVICES. INC,, ERWIN. TN 


8903100433 Issues Temporary Condlllon TC(MCAA)*4 lo Amend SQ-2 of License SNM* 
0t24,eireclive immediately.lo read as slated.per 880929 request for rev to License 
Condition 2 3. 

SM1THCN Licensing Branch (870413 881217) 88/10/20 HENSLEY.K D Nuclear 
Fuel Services, Inc Ip 48808 263 48608 283 

8903100442 Issues revised License Condition 2 12 of Amend SG-2 lo License SNM-1 24 
re rrteasunng of waste water treatment facility for U,per 881014 request 
SMITH.cn Licensing Branch (070413*881217) 08/10/28 HENSLEY.K D. Nuclear 
Fuel Services, Inc Ip 40809 354 48809 354 

690321 0030 "NFS Rept of Elfluenl Monitoring A Release to Unrestricted Areas. Jul* 
O0e.1i908”W/89O3O1 Mr 

KNIGhT.B E Nuclear Fuel Services. Inc 88/12/31 ERN8T.M Region 2, Ofc of the 
Direcior 3pp. 48979 042*48979 D44 

6902230368 Application for amend to License SNM-1 24, revising License Condlllon 
5 5 Enel amend withheld (ref 10CFR2 790(d)) Fee paid 

HENSLEY.K D Nuclear Fuel Services, Inc 89/01/05. KASON.D.J Domestic SG A 
Regional Oversight Branch (Post 88 121 8) 3pp 48569 046-48569 048. 

6903100312 Approves 890 105 request for expansion of existing Safeguards License 
Condition 5 5 to fncluda MBA*/ License Condition 5 6 of SG2 Amend to Ltoenso 
SNM-124 revised as hstad Agrees that 690118 Ur A end did not contain proprietary 
info 

KASUN.OJ Oomesllc SG A Regional Oversight Branch (Post 881218). 09/01/25. 
HENSLEY.K D Nudear Fuel Services. Inc Ip 48604 095 48804 095 

6903180136 Forwards application (or amend to License SNM'124.revislng License Con- 
dition 2 3 Fee paid W/o end 

HENSLEY.K D. Nuclear Fuel Services, Inc 89/02/09 KASUN.DJ Domestic SG A 
Regional Oversight Branch (Post 881218). 2pp 48685 115*46885 116, 

6902270679 Forwards Insp Repl 70 0143/89-01 on 890109*13 No violations or devj* 
ations noted 

DECKER.TR. Region 2, Ofc of the Director 89/02/13 LONQ.J.A. Nuclear Fuel Serv- 
ices. Inc 2pp 48587 210*48507 222 

-6902270683 Insp Rept 70 0143/89*01 on 690109-13, No violations or deviations 
noted Major areas inspected, radiation protection program.r ad waste mgt program & fol- 
lowup on previously identdied items A NRC Info notices 

COLLINS.TR, POTTER, JP Region 2, Ofc of the Director 89/02/00 12pp. 

48587 212 46587'222. 

6903030347 Forwards Insp Rept 70*0143/89*02 on 09O1O9-13.No violations or devi- 
ations noted. 

CLINE, W.E Region 2, Ofc of Ihe Director 89/02/13 LONG.J A. Nuclear Fuel Serv- 
ices, Inc 2pp. 48690.130-48690.132 

-6903030350 Partially withheld tnsp Repl 70*0143/89 02 on 890109-13 (ref 
10CFR2 760(d) A 73 21).No violations or deviations noted Major areas 
inspected sec unty plan A procedures, mgt effectiveness, security organization & 
records A repts 

MASNYK.OM., MCGUIRE.DR Region 2. Ofc of the Director. 09/02/13. 1p. 
48690 132*40690.132 

6903090123 Responds to violations noted in Insp Rept 70-0143/66*38. Correcliva 
acHons.meetlngs held w/all technical A supervlsoiy personnel working In processing 
facility where Incident occurred. 

LONG, J A Nuclear Fuel Services. Inc. 89/02/23. CLINE, W.E Region 2, Ofc of the 
Director 3pp 48800.300*48800 302 

8903100406 Responds to 890209 Itr requesting mod of License Condition 2.3, License 
condition modified, effective Immediately, by adding Subcondition 2,3.1 which reads as 
(isled 

KASUN.DJ Domestic SO A Regional Oversight Branch (Post 881218) 89/03/01 
HENSLEY, K.D Nuclear Fuel Services, Inc. 1 p. 48B04 098-48804,098. 

6903160166 Submits tentative schedule of activities for completing Phase III ol projecl 
re enhancement of burial ground Integrity, 

KNIGHT.B.E Nuclear Fuel Services. Inc 89/03/02 ROUSE, LC. Fuel Cycle Safely 
Branch. 3pp 40687 299*48887.301 

6903200302 Forwards Insp Repl 70*0143/89-07 on 89021 3*1 7.No violations or devi- 
ations noted 

OECKER.T R Region 2. Ofc ol the Direcior 89/03/02 LONG.J A Nuclear Fuel Serv- 
ices. Inc. 2pp 46971.089*48971 -099 

-8903200303 Insp Repl 70 0143/89*07 on 89021 3-1 7,No violations or devlalbr^s 
noted.Major areas inspected radwaste rngt, environ radiological monitoring A radiologi- 
cal confirmatory measurements 

STODDART.PG,, KAHLE.d.B Region 2, Ofc ol Ihe Dfreclor 89/03/02, 9pp. 
4B971 091 46971 099. ^ 

8903270240 Documents B90227 teloon between M Horn A DE Qergeiy re NFS ached* 
ula to provide info requested In 890215 Hr Environ info will be provioeo prior to submit- 
tal ol revised license renewal application. 

KNIGHT.B E. Nuefaar Fuel Services. Ino 89/03/06. HORN.M. Fuel Cycle Safety 
Branch. 2pp, 49054 026*49054.027 

6903220306 Forwards Insp Repl 70 0143/89 04 on 09O123*27.No viofatlons or devi- 
ations noted 

CLINE.W.E. Region 2, Ofc ol the Direcior 09/03/07 LONG.J A Nuclear Fuel Serv- 
ices. Inc 2pp, 40003-064-4 9003-066 

-8903220312 Insp Rept 70*0143/89*04 on 89012S*27.No vlotallons or dayiatlDna 
noted Major areas inspected measurements.facitlly organization A mgt controls & fol- 
lowup on previous Identified Items. 

GLAY.G.L. MCALPINE,E J. Region 2. Olo of the Director. 89/03/07 Ip 49003 066* 
49003.066. 
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0903170139 Trip repl ol 890206 10 5K9 Visit re NFS 870317 application (or renewal of 
license SNM 124 

SOONG.S Fuel Cycle Safety Branch 89/03/0B Fool Cycle Safety Branch 2pp 
48893 222-48S93'223 

0903210360 Fonverds Insp Ropt 70 0143/89 06 on 690206 10 No violations or devh 
ations noted 

CLINE.W E Region 2. Ofc ol the Director 89/03/06 lONG.J A Nuclear Fuel Sorv 
ices, Inc 2pp 48992 364-48992 355 

8903270249 Advises that 890227 Rev 125 to FNMCP consistent w/discussion between 
J Adams A D Joy & acceptable 

KASUN.DJ Domestic SQ S Regional Oversight Branch (Post 881213) 89/03/21 
HENSLEY, K D. Nuclear Fuel Services, Inc 2pp 49110 051-49110 052 


DOCKET 70-0364 BABCOCK & WILCOX CO , PARKS TOWNSHIP, PA 

0903280061 Advises of removal of all radioactive mails related to APIS sys from facility 
& requasls deletion of site from license AddI Info In form of updated Mt Vernon site 
drawing and area highway map end. 

CUL0ERSON.DG, Babcock & Wilcox Co 89/03/17 ROUSE, LC Fuel Cycle Safely 
Branch f8pp 49110 331-49110 349. 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 

B90320D062 Elfluent monitoring rept for Jul Dec 1988 W/89O303 Ur 
QREGQ.RJ. United Nuclear Corp (subs of UNC Resources, Inc) 80/12/31 
RUSSELL, WP Region 1, Ofc of the Director 2pp 48969 354-48959 355 

8902240083 Forwards revised pages to submittals end w/0B06O6 & 1223 Urs to LC 
Rouse re amend request for License SNM 368 

GREGG, RJ United Nuclear Corp (subs of UNC Resources, Inc) 89/01/27 
ROUSE, LC. Fuel Cycle Safely Branch lOpp 40021 053 46621 002 

8903210211 Forwards Insp Rept 70 0371/80 12 on 881205 09 & notice of violation 
BELLAMY, RR Region 1, oFc of the Director 89/01/30. KAUFMAN.N C United Nu- 
clear Corp (subs, ol UNC Resources, Inc) 2pp 46983 156 48983 166 

-8903210230 Notice Of violation from Insp on B812D5 09 Violations noted failure to es 
labllsh written procedures (or calculating additions to & removals from malls In proc- 
ess 8 establish meaauremenl control program SNM control 
• Region 1. Ofc of the Director 89/01/29 2pp 46963 156 48963 159 

-8903210232 Insp Repl 70 0371/80-12 on 861206 09 Violations noted Malor areas 
inspected measurement control statistics & followup on inspector-idontified items 
JONES, D., KEIMIQ.RR. Region 1, Ofc of the Director 89/01/27 7pp 48983 160 
489B3'166. 

8902260304 Responds to 881201 & 090113 Itrs forwarding physical security measures 
being taken during const at site Saleguards Amend SG 1 to License SNM 366 being 
amended by issuing Temporary License Condition TC(PS)-2. 

KASUN,OJ. Domestic SQ & Regional Oversight Branch (Post 881218) 89/02/02 
QIQLIOTTLR J. United Nuclear Corp. (subs oliJNC Resources. Inc.). 1p 48624 207- 
48624-207 

8902240004 Forwards rev to RJ Gregg 881014 Ur to LC Rouse ro oppilealion for amend 
to License SNM 368 Changes to submittal listed 

GREGG.RJ, United Nucroar Corp (subs ol UNC Resources, Inc.), 80/02/10 

ROUSE, U C Fuel Cycle Safety Branch 12pp. 40587.01 1-48567 022 

8902280365 Responds to 8 B 02 17 requasl to discontinue discharge of rad waste to 
sewer sys by exploring available lecnnologlos to remove U from liquids being dis 
charged or eliminating contaminated liquids altogether. 

QREQQ.RJ United Nuclear Corp (subs of UNC Resources, Inc) 09/02/13 

ROUSE, L C NRC - No Defafted AfW/afiOrt Given 3pp 48036 105-43636 107 

8903160068 Forwards proposed page changes to (undamenlal nuclear mall control 

f ilan Page change provides newiv established do! initio ns lor additions to & removals 
rom process Page withheld (rel iOCFR2,79D} 

COLLOPY,T.J. United Nuclear Corp. (subs, of UNC Resources, Inc) 89/02/14 
KASUN.DJ. Domestic SG & Regional Oversight Branch (Post 881218) 2pp 
40077:230 48877:237. 

8903100396 Forwards corrected Page 3.9 1 7 of Part if to application for amend to Li- 
cense SNM 0368 W/o stated end. 

GREGG.RJ. UNC Resources, Inc 89/02/23 ROUSE, LC Fuel Cycle Safely Branch. 
Ip 48622:071-46822 072 

8903090052 Forwards response to NRC 090130 Ur re violations noted In Insp Rept 70- 
O371/88-12.Respons0 withheld (ref tOCFR2 790) 

KAUFMAN, N.C United Nuclear Corp. (subs of UNC Resources. Inc ) 09/02/27 Doc- 
ument Control Branch (Document Control Desk) Ip 48780.168 40780.168 

8903100270 Advises that License Condition 7 4 to current Safeguards Amend SG-1 to 
License SNM'36B revised to read that licensee shall follow Chapters 1 .0 to 8 0 ol 
FNMCP 

KASUN,DJ. Domestio SG & Regional Oversight Branch (Post 881210). 89/03/03 
COLLOPY.T J. United Nuclear Corp. (aubs ol UNC Resources, Inc ) 2pp 4BB08 338 
46808-339 

8903170126 Informs that 690123 Change B to physical protection plan consistent w/ 
provisions of 10CFR73,4e & acceptable. Safeguards Amend SG-i to License SNM- 
368 amended by reissuing License Condition 0,1 A to read as slated 
KASUN,D.J Domestic SG & Regional Oversight Branch (Post 881218) 89/03/06 
GIQLIOTTLR J. UNC Resources, Inc 2pp 48893-224 40893 225 

8003270364 Ack receipt of 890213 Ur Informing NRC ol UNC ellorts to reduce U con 
tents in liquid discharges to Mon Will e Sewer Sys Licensee recommended to initiate 
application for NPDES permit to discharge treated liquid waste to surface waters. 
GREGG.RJ. Fuel Cycle Safely Branch 89/03/13 ROUSE, LC United Nuclear Corp 
(subs of UNC Resources. Inc). Ip, 490 5 6*3 64- 4 90 5 6 354. 

8903220132 Ack receipt of eQ{)227 Ur Informing NRG ol steps taken to correct violations 
noted in Inwj 70-0371/08-12. 

BELLAMY, an Region 1. Ofc of the Director 69/03/15. KAUFMAN,NC United Nu 
clear Corp. (subs of UNC Resources, Inq.), 2pp 49008 015 40008-017 


DOCKET 70-0822 ARMY, DEPT OF, DOVER, NJ 


8903029104 Forwards Amend 2 lo License SNM 561 for Depl of Army, amending Cqn 
diticns 1 & 2 to change facility name & address, revising Condition 9 to remove de- 
monstrative into from IlconsQ & adding Condition 20 as listed 
ROUSE, LC Fuel Cycle Safety Brancn 89/02/22 ELLfOTT.J E Army, Dept of 2pp 
48673 216 48673 222 

-8903020116 Amend 2 to License SNM-561 lor Dept of Army, Armament Research De- 
velopment & Engineering Ctr, adding Condition 20 lo incorporate min qualifications for 
alternate radiation protection officer 

ROUSE,L C Division of Industrial & Medical Nuclear Safety (Post 870729) 89/02/22 
2pp 46873 218-48673 219 

-B903020120 SER recommending approval of licensee 881122 request to add Individ 
ual named in application as alternate radiation protection officer 
PENNINGTON ,WS Fuel Cycle Safety Branch 69/02/22 Fuel Cycle Safely Branch 
2pp 48073220 40673 221 

-8903020124 Advises that no E1S or environ assessment required ro Dept of Army 
881122 requost for amend lo License SNM-661 to change alternate radiation protec- 
tion officer & licensee name & address 

ROUSE.LC Fuel Cycio Safely Branch 89/02/22 Fuel Cycle Safety Branch Ip 
48073 222-48673 222 


DOCKET 70-0687 CfMTfCHEM, INC., TUXEDO, NY 


8903090188 Forwards Safety Insp Rept 70 0687/89 01 on 898109 12 & notice ol 
violation Response must include ac lions planned to either restrict access to waste 
storage bldg or assure radiation dose on external surfaces on bldg within limits 
BELLAMY,RB Region 1, Ole of the Director 09/02/27 MCGOVERN, JJ CIntichem. 
Inc 3pp. 48702 170 48782 194 

-6903090196 Notice of violation from insp on 800109 12 Violation noted- personnel 
working in vfcfnily of hot coff conveyor slatfon, pofentiaffy contaminated area were not 
required to wear protective coverings 

• Region 1. Ofc ol the Director 89/02/27 2pp 48782 182 48782 185. 

-6903090203 Insp Repl 70 0687/89 01 On 890109-12 Violations noted, Motor areas 
Inspected.organfzetiQn.criticalitv safety, ope rations, transportation & actions taken In re- 
sponse to confirmatory action ftr. 

ROTH.J, PASCIAK.W.J Region 1, Ofc of the Director 09/02/24 9pp 48782186 
4B782-194 

8983220215 Informs that 601 103 rev to "Cinlichem.Inc.Fundamontal Nuclear Mali Con- 
trol Plan” acceptab!o,pQr 10CFR70 32(c) & end will be withheld par 10CFR2 790(d) 
BELLAMY.RR Region 1, Ofc of the Director 00/03/03 MCGOVERN.JJ Cmhchem, 
Inc 2pp 49004 082 40004 083 

8903220423 Responds to 690220 Itr expressing concerns re application of 10CFR50 70 
to nonpower reactors Listed items will efanfy regulations & NRC impfementatfon as ap 
piled to nonpower reactors 

STELLO,V Olo of the Executive Director lor Operations 89/03/14 VOTH,M.H Na- 
tional Organization of Tost, Research & Training Reactors 4pp 49004 346 49004 357. 

-8903220433 Discusses NRC needs & Cintichem,lnc procedures for admitting NRC per- 
sonnel to fflcildy 

MCOSCAR.J.J Region 1, Ofc ol the Director. 68/01/11 MCGOVERN, JJ Central Iron 
Foundry Co 2pp 49004 356 49004.357 

89032B0034 Submits update on status of research & test reactor seminar scheduled (or 
690418 & 19 In Region l.Tqpics to be discussed includo,NRC Research Reactor Insp 
Program. operator licensing & litnosa lor duty Info re lodging end 
COLLINS.S J. Region 1, Ole of the Director, 69/03/22. MCGOVERN, JJ CIntichem, 
fno 6pp. 49074 087 49074:102. 


DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA 


8903130161 Informs that License Condition 2 1 of Amend SQ-i to License SNM 698 
revi8Qd,effectivo immediately, per 890120 submittal of rev to FNMCP 
KASUN,QJ Oomesffc SG & Regional Oversight Branch (Post 001218) 09/02/(4 
ASMUSSEN,K.E General Atomics (lormerly GA Technologies, Inc /General Atomic 
Co ). 2pp. 40021 283 48821-284 


DOCKET 70*0754 GENERAL ELECTRIC CO., PLEASANTON, CA 


B903280165 "GE 1986 Annual Repl ” W/090315 Ur 
WEUCHJF, BOSSfDY,LA. CUNNfNGHAM,G E General Electric Co. 08/12/31. 
CUNNINGHAM, R E. Division of Industrial & Medical Nuclear Safety (Post 670729) 
76pp 49074-332-49075 053. 


DOCKET 70-0820 UNC RECOVERY SYSTEMS, WOOD RIVER JUNCTION, Rl 


8903170374 Corrected replSireverifiod rasuils & results from samples taken fo confirm 
previous low nitrate results 

• Controls for Environmental Poffulfon, Inc. 89/02/22 fSpp 48950 104 48950 205 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 


8903200198 Application for amend to License SNM '910, deleting condition requiring per- 
sonnel monitoring ol individuals, per 10CFR20 202(a) Licensee will continue to monitor 
individuals using In-houso TLD ays. 

RYAN.R M. Rensselaer Polytechnic Institute, Troy, NY 89/02/01. PENNINGTON, W.S. 
NRC ■ No Detailed Affiliation Given Opp 48064*071-48964-073. 
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DOCKET 70-1100 COMBUSTION ENQINEERING, INC.. WINDSOP, CT 

0ffO314O571 Issu&s Temparaiy Lic&nso Condition TC(MC&A)2 lo Safeguards Amend 
SG-1 Id License 5NM-10a7peir 800923 roQuesl lo t)e altowsd lo complelo measure- 
menis of receipt & lo dispatch associntod form 2 months taler, effective immediately 
SMITH CN Liconamg Branch (870413 881217) 88/10/07 SCHERER, A E Combus- 
tion Engineering, Inc 1p 48833 318 48833 310 

S902240023 Notification of Licensee Mgl Woeling 89-025 w/C E on 890216- in King of 
Prussia, PA to discuss status of nuclear fuel integrated improvement plan schedules & 
schedules for meeting commitments made during 8901 17 meeimg 
ROTH.J Region t, Ole o1 the Director 09/02/09 Region 1. Ole of the Director 3pp 
46579 169 46579171 

B9030 10080 Application lor amend lo License SNM-lQ67,al!minaling reguiromonl for 
storage of shipping cental aor arrays per specific transport index in shuppmg conltunor 
storage area within Bldg 17/21 security fence Foe paid 

SCHERER A E Combustion Engineering, Inc 69/02/13 ROUSE, LC Fuel Cycle 
Safely Branch 22pp 48670 001 40670 022 

6902270478 Forwards request for addl into re 890118 application for amoncJ lo Ltconso 
SNM-<067 Response should bo aubmiUed withm 20 days of l(r rfafo 
aiDINGER.GH Fuel Cycle Safely Branch 09/02/15 MCGILL.PL Comhusllon Engi- 
neenng, Inc 5pp 46507 070 48587 074 

8903030483 Forwards meeting rept of 890117 mgl mcoling w/NRC & Hconsee In King 
of Prussia,PA to discuss licensee proposed reorganizalion o1 mgl structure of Windsor 
Fuel Mfg facility 

BELLAMY, RR Region I, Ofc of the Director 89702/16 MCGILL.PL Combustion En- 
gineering, Inc 2pp 48590 194 46690 200 

-8903030469 Summary of 890117 mgl moating held in King of Prussia, PA lo discuss 
licensee proposed reorganization of mgl structure of Windsor Fuel Mfg 
facility Attend 00 list & viewgraph end 

AUSTIN.M A, PASC1AK.W J Region 1. Ofc of the Diroclor 89/02/13 Region 1. Ofc 
of tha Director 5pp 48690 198 48690 200 

8903020396 Notifies 0-f change In reviewer assignment for facilities Advises that M Wil- 
liams replaced G Gundersen as MC&A licensing reviewer for both facilities 
KASUN,DJ Domoslic SG & Regional Oversight Branch (Post 801218) 89/02/23. 
SCHERER. A E CombiiSlion Engineering. Inc Ip 48672 028 4B872 028 

8003100600 Forwards comments on review of Rev 4 to phyeicat security 
plan Comments withhold (ref 10CFB 79l>(d)) 

KASUN,DJ Division of Safeguards & Transportation (Post 670413) 69/02/27 
SCHERER, A E Combustion Engineering, Inc Ip 48604 074 46604 074 

6903160422 Eflluont monitoring data for facilities operated undor license SNM 1067 for 
Jul Dec 1 988 

SCHERER.AE Combustion Engineering, Inc 09/03/01 RUSSELL, WT Region 1, 
Ofq of the Director 2pp 46064 341-46604 341 

9903200180 Forwards summary of mgt meeting on 090216 re updated schedule tor 
completion of corrective actions on enforcement iloms previously ideniified et facility. 
BELLAMY.R R Region 1. Ofc of the Director 89/83/07 MCGILL, P L Combuslion En- 
glreermg, Inc Spp 48969 317-48870 O»0 

-6903208182 Summarv of 800216 mooting to discuss licensee updated schedule lor 
completion of corrective actions on enforcement items identified subsequent lo Sopi 
1987 Issues discussed Included nuclear fuel integrated improvement plan 
ROTH.J . PASCIAK,W J Region 1. Ofc of the Director, 89/03/03 Region 1. Ofc of the 
Director 3pp. 46969 319 46969 321 

-8903200184 Forwards commitment status update resulting from corrective actions for 
violations delineated in Ciotices of violation, enforcement conforences,con1irmatory 
action firs & mgt meetings 

MCOILL.PL Combustion Engineering. Inc 89/02/13 RUSSELL, WT Region 1. Ofc 
ci the Or/ecio/ 50pp 48969 322^43970 Q10 

6903210808 Revised application for amend to License SNM-1067 revising util 
organization, per NRG B90215 comrnenla Proposes formation of facilitv review groupjo 
replace in part, functions of nuclear safety commUtee 

SCHERER, A E. Combustion EnginBering> Inc 69/03/07 ROUSE, LC Fuel Cycle 
Safety Branch 42pp 48983 304 48963 344 

6903210426 Forwards Insp Rept 70 1100/69 01 on 890130 0203 & notice of 
violation Seven apparent violations of NRC requieemonts Identified 
BELLAMY.R R Region 1, Ofc of the Director 89/03/14 MCGILL.PL> Combustion En- 
gineering, Inc 2pp 43962 007 48962 024 

-8903210430 Notice of violation from insp on 690130 0203 Violations noted five un- 
sealed Model B 26 packages of low level radwaste observed outside waste storage 
pad &. three S5 gallon drums ol tow level radwaste stored on waste storage 
* Regfon f, Ofc of fhe Dtrecior 89/03/ i 4 4pp 48902 009-48982 012. 

-B903213432 Insp Rept 70-1100/89-01 on 6901300203 Violations noted Major areas 
Inspected licenses operations.crlticalUy safely procedures, or gani7ation.lralnlng 

pro gram .safety committees & status of task force rept & nuclear fuel integcaied plan 
ROTH,J . AUSTIN, M A , PASCIAK.W J Region 1, Ofc of the Director. 69/03/10 12pp. 
48982 013-48982 024. 


DOCKET 70-1113 GENERAL ELECTRIC CO„ WILMINGTON, NC 

8903020476 Application for amend to License SNM- 1097 .updating aUucture of organiza- 
tion S radiofogicaf contingency A emergency plan Issuance. Fee paid. 

WINSLOW.TP General Electric Co 69/02/06, ROUSE.LC Fuel Cycle Safely 
Branch 69pp 4 8874, 22 2-4 867 4-290. 

0903130099 Forwards description ol Rev 23 to License SNM'1097 re possession limit 
changes identified In 801212 Ur 

WINSLOWJ.P Garieral Electric Co. 89/02/16. ROUSE.LC Fuel Cycle Safety 
Branch 6pp 46957:070-40857.079. 

—6903130114 Orscusses waiver of fee for moditwng licensed pessesslon limits for 
861212 application lor amend lo License SNM-IOOZ 8i BB1103 application for amend 
lo License SNM-1227 in response to CN Smith 8B1214 memo 
SCROGG1NS.R M. Office of the Controller (Post 890205). 89/02/08 BERNEHO.RM 
Office o( Nuclear Material Safely A Safeggards.Direclor Ip. 4BB57>076-4eB57 079 


0903010206 Responds lo noncompltanco noted in Insp Ropl 70-1113/68-17 on 861129 
1202 Corrective actions storage pad porimeler boundaries defined on three sides w/ 
permanent posts & metal chain & on fourth side w/plastic chain 
WINSLOW.rP General EloUric Co 89/02/22 Document Control Branch (Document 
ConlrolOosk) 4pp 4064B 084-48640 087 

8903160192 Forwards revs lo Chapters 2 & 5 of fundamenliil nuclear mail control 
plan Revs withhold (ref 10GFR2 790) 

PRESTON.T Gonoral Eleclnc Co 89/02/24 ERNST.M L Region 2, Ofc of iho Direc- 
tor 2pp 48076 fBl -40078 J02 

6903090418 Submits 30 day incident ropl re 890131 incider^l involving damage to com 
ploted fuel assembly due to roller chain snapped Cau Hod by defective limit 
switch Redundant limit switches installed lo prevent recurrence 
WiNSLOW.T P General Electric Co 89/03/02 Document Control Branch (Documonl 
Control Desk) 2pp 48799 121 4B799 122 

8903200216 EN 69 023 on 890313.noUcQ ol proposed Imposition of civil penalty in 
amount of $20,0 QO will be Issued, based on improper transfer of employee & suGso- 
quent termination due lo participation in protected activities 

BOSANO.RP., L1E8ERMAN,J Ofc of Enforcement (Post 870413) 89/03/08. ip 
48954 150 46954 150. 


8903150474 Forwards Amend 16 to License SNM- 1097, amending Condition 9 & revis 
Ing Conditions 6-6 re possession limits for U 

ROUSE.LC Fuel Cycle Safely Branch 89/03/10 WINSLOW .TF General Eleclnc 
Go Ip 48876 304-48876 316 

-89031504B3 Amend 16 to License SNM 1097 for GE Nuclear Fuel & Compononts Mfg 
fe use of fiSted matfs 

ROUSE.LC Division of fndusUiat & Medical Nuclear Safety (Post 670729) 69/03/10, 
fp 46076 305-48876 305 

-8903150485 Safety evaluation supporting Amend 16 to License SNM-1097 
BIOINGER.GH. MCCAUGHEY.DA Fuel Cycle Safely Branch 69/03/10 2pp 
4DB76 306 40676 309, 


•8903210183 Discusses categorical exclusion for 690216 amend request Neither EIS 
nor environ assessment warranted for proposed action 

ROUSE.LC Fuel Cycle Safety Branch 09/03/10 Fuel Cycle Safety Branch 1p 
46876 310-40676 316 


8903230198 Forwards Director's Decision DD 89 01 denying 070406 request for Imposi- 
tion of civbl penalty as staled & license condition requiring licensee to fully compon* 
sale V English for stated expanses, except for $20,000 civil penally 
THOMPSON, HL. Office Of Nuclear Malonal Safely & Safeguards, Director 09/03/13 
ROISMAN.AZ. Roisman, AZ 2pp 49026 211-49026 231 

-8903230204 Director’s Decision granting petitioner VM English 870406 request (or on 
forcomenf action against GE Request to impose civil penally in amount stated & 
impose license conoition upon GE requiring licensee compensation domed 
THOMPSON, HL Office of Nuclear Material Safety & Safeguards.Di rector 89/03/13 
19pp 49028 213-49028 231 

6903240175 Forwards notice of violation & proposed Imposition of civil penally in 
amount of $20,000, based on GE discrimination against employee raising saloly CQn< 
corns 

THOMPSON, HL Dep Exec Dir for Nuc Malls Safely, Safeguards & Oporalions Sup- 
port (Post 690205) 89/03/13 LEGS.EA General Electric Co 3pp 49002 352- 
49082 357 


-0903240100 Notice of violation & proposed Imposition ol civil penalty in amount ol 
$20,000 Violation noted GE employee discriminated against for engaging in protoctoc! 
activities fn reporting safety problems to mgl 

THOMPSON, H L Dap Exec Dir tor Nuc Malls Safety .Safeguards & Operations Sup* 
port (Post 890205) 09/03/13 3pp 49082 358-49082 357 


DOCKET 70^1151 WESTJNQHOUSE ELECTRIC COBP., COLUMBIA, SC 


$902230289 Forwards revised FNMCP for fuel mfg plant In Columbia, SC, nor 
10CFR7O 32 Requests end be withheld (ref 10CFR2 700(d)) 

NARDl.AJ Westinghouse Eleclnc Corp 89/01/01 STOHn,JP Region 2, Ofc ol Iho 
Director. 2pp 48569 049-48569,050, 

8903080149 Statistical summary rept of personnel monitoring Info W/890223 Ur 
FOSTER,H Wastmghouse Electric Corp, 89/02/23 2pp 48766.219 46768 220. 

8903020406 Notifies of Iransterence ol low enriched U fuel fabrication facility from par- 
lldpation under Article 39(b) of US/IAEA safeguards agreement to Article 2(a) of pro- 
tocol to agr©em0nt,EnGl withheld (ref 10CFR2 790) 

KASUN.DJ. Domestic SG & Regional Oversight Branch (Post 861218) 09/02/24 
SANDERS, CF Westinghouse Electric Corp. Ip 46674'1O1-48074*1O1. 

8903090007 Notifies that Q Gundersen replaced R Jackson as mail control & account- 
mg licensing reviewer R Jackson will remain as backup reviewer for facility 
KASUN,OX Domestic SG & Regional Oversight Branch (Post 061218). 09/03/02 
SANDERS, C F, Westinghouse Electric Corp Ip 40601.223-40801 223 

8903210369 Forwards Insp Rept 70-1161/80-19 on 881226-28 & notice o 
violation Notice & Insp rept withheld (ref 10CFR2 790 & 73 21) 

CLINE. W E Region 2, Ofc of the Director 89/03/08. LOCH,E P Westinghouse EJoc 
ldcCorp,3pp 48989.101-48989.102 


DOCKET 70-1193 CfMMARON CORP,. OKLAHOMA CfTV, OK 


8903270371 "Cimarron Corp Pu Facility 1988 Environ Sample Data” W/B9031B 
STAUTER.JC Kerr-McGee Corp 88/12/31. 8pp 49056 345-49056 353 


Itr 



DOCKET TC.IJIOI D&W rUEL CO, LYNCHBURG, VA 

‘‘-V ex,eASK.n ,0 88. , „ scbedu,e8 

«?:; /j-WC.aA, ? mKuV;\« ^«n,pora,y L,«n^"co 

liiiiiNi fT,Mt Dwi'iion of SnlocinnrH.. o 'f^f^ediately 

WArrinf5.,ii> rawi uoico ip ■tBoi9M7^.'®3“![‘>" “^o-na. bb/io/es 

0003100414 1 ofwoidi Jo FhiKjir^a 

SWuiy & 8 ftl«(|unr.K, 0 ,„SS“. daBofi'lo 

0002200521 Aflvk'^n'i Jlvjl Uxorji^O SWM>f fcn an 1 or^w 
& II y jm:roushi(j iKih'ioti'ilor^ limits of Conditions 7 K,7 L.BK 

fi'ir"' OCX Co .p 

ollonu ooulpmont ^ 'imus oi mail to 20 Ci in atidl hold svc opor- 

lomOM ul 400^^^^^ Qranoti B9/02/17 2pp 

■■2Sorrr.d'r.r 

'SVl.l Amnn iVr" RuoI Cyclo Satoly Branch ip 


0QCKi:T rO-t2G7 advanced nuclear fuels CORP, RICHLAND. WA 
HMlTII.Cx N (iniinsmo tlmilch (570413 0B1P1 71 QB/tO/PO ^ruMPinPo t> a 

S Aucto«'’c^, lnor"2w'?Mo1,359. 

“ H?p.p?c.,',,ixw iwr ""'I' 

‘^'lo S8le.y 

>*0003130114 Ol'tctm'iufl wfllvor of fop lor modifvino licensed lynsaa^tsinn w 

* if V Conlfollor {Post 000205) 89/02/00 BERNERO.R M 

Offiro of NuMonr Mnlorlal Snfot/ & Saloguards.Dlracior Ip 40057076 40057 079 

Weefofir FuqI Cyclo LIconsoo Workshop on 890503 04 in 

SirV/n^/ai^' r'l Indualtlal 8 Modlcol Nucloar Saloiy (Post 870729) 

6603200203 f orwnrdu AmonO 3 to Uconso SNM‘12a7,omondino Condition 9 to revise 
f.<jrifflrri(ft(t(f(m fimli for nfotfi prolocUvo clothing to includo doto ol 8Bt220 SER & calc 
goficnl oxcliifilon alno onci 

riOliBrM C funl Cy(M) Bnfoly Branch, 00/03/00 MALOOY,CW Advanced Nudear 
i unfa (yOfp (lormorly t xxon Nucloar Co , Inc ) Ip 40970 329 40970 329 

«01)03200200 Aiiwnd 3 lo LIconao BNM<1227 for Advanced Nuclear Fuels CoTp,revisino 
Lonififlon li lt> Irtchiilo doitu of (181220 ro contamination limil for cloth protective cloth 

nOUBl-.l 0 IlwiDlon oi Industrial & Modicni Nuclear Solely (PosI 8707P9) 09/03/00 
t p 4l}0 /O 33l> 4B0 /O 330. 

>*0p0320O200 Safoiy tivnlunlion supporllng Amand 3 to License SNM 1227 
PLNNINOION.W R , U1()INC5ER,Q H Fuel Cyclo Safely Branch D9/03/0fl Ip 
4 ftJ>/ 0 .‘;J 3 l' 4 /l 9/0 33 f ^ 

<•8903200218 AdvIsoR tfinl nollhcr environ assossmenl nor EIS warranted re 881220 
appllchtlon for Qinond to Uconso SNM<1227,c1antylno protective clothing conlamlna- 
Hon UuMlR 

BOtJSn.l.O, Fuol Cyclo Saioly Branch 89/03/OB Fuel Cycle Safety Branch Ip 
400/0 33? 411970,33? 


docketed items 253 

docket 70-13S9 IHT CORP , SAN DIEGO. CA 

(4^ lSZshm'i'JoV" *‘’™ Pages ro 860530 oppi -,a-,an lor 

«58fol&4^5W"' C.:ic Safer e.anoh ;pp 

app„ca„on ipr ren.*„ 

«SVb 80 ?So?''' -^“P'Cycl,. Salcr Branch Jpp 

IHT Corp 86/09/30 2pp 48B02 303 4I802 30. ' ^‘"'"9* 

ITZ7- TRANSKUCLEAB. INC . FALLS CHURCH, VA 

KpsssisHsiSrr""'"" 

(nt lOpp 4B569 236 48669 246 “ < o» U2/10 MCLAUGHLiN j Trarrcnuclcar 

Ino 34pp 4B960 053'4e95o'M6" *9'B2/28. MCLAUGHLIN J Transnucicat 

*ZSlwt;‘'warFriD *P'P' 'P«'0' '^e, 

«6 STe'r WCWUGHL,f/J Trarrcnuclcar 

ZoZnI™ 

iZ K^MwelzMSoS^lsr MClauqhdNj Trancpclaar 

6903260.39 Approves route (tom Newport News.VA to OOE INEL m Idaho Fa'isin irr 
MArfirtlr?/ foot® end ° 

“CLAUGHL1H4 Transnuctoar 

8903280246 Informs of approval oi 881020 reouesj for rnuJe to bi? .r. 

SAr^Am"!'^/'*/®'* *2 APProaed routa^ncl 

th? 49a«%MZ?4?60 " MCLAUGHLIN. Transnodear 

DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA TH 

8903140118 Forwards amend to fuel storage physical security plan Amend updates plan 
(Of oiganizalionaf changes.cfarifies intrusion alarm sys operation S identifies procedure 
retention time Amend withheld {ref 10CFR2 790) ^ 

GRfOl^Y.R Tennessee Valley Authority 89/03/03 Document Control Branch tOocu- 
ment Controf Desk) 2pp 46835 093 46635 094 

DOCKET 70 2926 TENNESSEE VALLEY AUTHORITY. CHATTANOOCA. TN 

8903140118 Forwards amend to fuel storage physical security plan Amend up-Jaies plan 
tor organizational changeSrClanfies intrusion alarm sys operation & identifies procedure 
retention time Amend withheld (reJ 10CFR2 790) 

GRIDLEY.R Tennessee Valley Aulhqnty 69/03/03 Document Control Branch JDocu 
ment Control Desk) 2pp 48835093 48835 094 

DOCKET 70-2941 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA. TN 

8903 140356 Forwards revised cover Ur page forwarding Insp Repls 50 438/ B9 06 i 50 
439/80 06 & for msp of Licenses SNM-1865 & 41 06 165-10 
MCCOY.fr Assistant Director for Inspection Programs 89/03/01 KINGSLEY OD 
Tennessee Valley Authority 3pp 49858 047 48858 049 


DOCKET 70-1308 QENEnAL ELECTRIC CO., SAN JOSE, CA 

890310Q42G Anminl fopt of oflluonte for 1900, 

SCUMID.SP, Gonortil Ltoclric Co 89/02/14 Region 3, Ofe of the Director 2pp 
4ttl)0? 343 4(1602 34 U 

8903020382 f'orwnrds fovlsotj droll NEDE-31B50, ‘’Morns Oporotion QA Plan,*' per JP 
nioharts 881200 ftr ro NflC royfow of plan, for commont 

nriNIO.Ll Qonoral Etoctric Co 00/02/t7 ROBERTS.J.P Division of Industrial & 
MoiJIcnl NufiUmr Safety {Post 070720) 4pp 40673 059 48673104 

-800302049B Drnfl "Morris Oparollon QA Plan “ 

SllcnK.J?, Gonernl CloctrlG Co NEDE-31659 DRFT. 09/02/17 42pp 40673 063- 
4Q073 104 

0903240200 Advlflos thal 800216 rev lo physical aocunty plan consistent w/provislons 
of 10Crft72 33lQ) & accGpiablo 

GnrGFflL n nonlDii 3, Ofc of me Director. 00/03/02, SCHMIDLS P General Elec- 
IrlcCo Ip 40040'207-4004 0 207 

0903270039 Forwards GC ar?ntral ropi for 1908 
SCIJWID.SP Gono/af Eloclflc Co 09/03/17 Docomont Conlrol Branch {Document 
Control Doak) ?pp, 40055*077 49055' 160 


DOCKET 70-3041 INTERNATIONAL FREIGHT FORWARDERS, INC.. ATLANTA. GA 


8611240066 Requests extension of route approvals from Wilmington.NC & 
Porlsmoulh.VA.expirmg 861231 & approval of route from Savannah GA Id Aiken SC 
HALPAUS.P imernational Freight Forwarders. Inc 86/10/30 MCCORKUE.GW NRC 
- No Detailed Alktiation Gwen Ipp 38669 207-38689 208 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-Q062 INDUSTRIAL NUCLEAR CO 

8903270158 Forwards request for adaf info re 831017 application lor approval of QA 
pfooram & plan & remsfatement oJ OA program apfHOval for radioacuve mall 
package 0062 Status ol efforts to reineve missing OA records requested 
MACDONALD.CE Transportation Branch 89/03/21 CAIN.WE industrial Nuclear 
Co 4pp 49049 217-49049 320 



254 DOCKETED ITEMS 


DOCKET 7 1-OOS7 HAW. DEPT. OF 

8^03270315 Forwards request for >renewal of OA program approval A regislralion as 
user (or Model 660 exposure device 

MAIINOSKI.JW Navy, Dept of. Naval Sea Systems Command 09^03/13 Traospor 
tal ion Branch ip 49053 334 49053 345 

-0903270323 Application for approval) of QA program lor radioaclive mall packages as 
soclalod w /'radiography & raaiac calibr 

COlAViTO.TJ Navy, Depl of 89/01/18 Office of Nuclear Material Safely & 
Sategiiards,Direclor lipp 49053 335*49053 345 


DOCKET 71-fi230 BABCOCK A WILCOX CO. 

8903160352 Forwards QA program approval for radioactive mall package. (S203,Rev 6 
MACDONALD, CE Transporlalion Branch 89/93/09 OLSEN.AF Babcock & Wilcox 
Co ip 48876 327-49976 328 

-0903160355 QA program approval for radioaclive mad package 0230, Rev 6 
MACDONALO,CE Transporlelion Branch 89/03/09 1p 48076 328 48878 328 


DOCKET 71-0501 SCIENTIFIC INSPECTION TECHNOLOQY. INC. 

8903150540 Forwards QA program approval for radioaclive mad package 0501, Rev 2 
MACDONALD^CE Transportation Branch 89/03/09 COX, CL ScienUfic Inspeclion 
Technology, tnc Ip 48861 022 46861 023 

-6903150542 QA program approval for radioactive mall package 0501, Rev 2 
MACDONALD, CE Transporlalion Branch 89/03/09 Ip 48661 023 48861023 


DOCKET 71-0513 EDLOW INTERNATIONAL CO. 

86030 90421 Ack receipt of 890209 Ur re QA program approval for Radioactive Mall 
Package 0513 duo to expire on 890228 Company has discontinued operation of 
warehouse facility & QA program dlsconlmued 

RAVENSCnOFT,N. Edlow Inlernalional Co. 69/02/23 MACDONALD.CE Transporta- 
lion Branch. 2pp 48801 131-46801.132 

8903170204 Advisas that QA program approval for radioactive mall package 0513 has 
beentQrminaled,per890223 re quest 

MACDONALD,C E Transportation Branch 89/03/09 RAVENSCROFT.N. Edlow Inler- 
netional Co ip 48950 206-48950 206 


DOCKET 71-0514 NORTH AMERICAN INSPECTION 

8903020236 Application for renewal ol OA program approval for radioactive matt 
package 0514 Fee paid 

SHUMWAY.RK North American inspection. Inc 69/02/13 MACDONAtO.CE Trans- 
portation Branch 2pp 46673 223 48673 224 


DOCKET 71-0542 MATTING LV & O’REILLY 

6902240143 Forwards QA program & requests registrallon as user of Certificates ol 
Compliance 0642,6717,9160,9006 & 9135 

MATT1NQLY.MM Mattingly & O’Reilly Services & Testing. Inc. 89/02/02 
MACDONALO.O £. Transportation Cerlificalton Branch 8pp. 48583 276-48583 292 

-890224021 1 "QA Program for Mallingly Testing Svcs '* 

* Matlmgly & O'Reilly Services & Testing, Inc 89/02/02 2pp 46583*263-48583 292 


DOCKET 71-0852 SAMSON INSPECTION & TECHNICAL SERVICES, INC. 

8093200062 Application for amend to QA program for radioactive mail 
package, 0652 Amend reflects change of name & location Fee paid. 

HOPKTnS.S.M Samson Inspaclion & Technical Services, Inc 69/02/23 
MACDONALD.CE Office ol Nuclear Material Safety & Safeguards.DIrecler Ip 
48950.311-48959 318 

-8903290095 "QA Program Part Ml for Type B Quality Shipments of Radioactive Mall." 
* Samson Inspection A Technical Services. Inc. 89/02/27. 7pp 46959 312- 
48059 316. 


DOCKET 71-0667 PITT-DES MOINES, INC. 

8902279306 Forwards QA program approval for radtoacltve mall package. 0667.Rev 0. 
MACDONALD.C E. Transportation Branch 89/02/21 STRUNK.J F Pill Des Moines. 
Inc 1p, 48587 200-48587,291. 

•-6902270312 QA program approval for radioaclive mall package 0667, Rev 0 
MACDONALD.CE Transportation Branch 89/02/21 Ip 48587 291-48567 291. 


DOCKET 71-0668 HYOROSTOBAGE, INC. 

8902270321 Forwards QA program approval for radioactive mall package 0668 .RbvO 
MACDONALD.CE Transportation Branch 80/02/21 JOHNSON.JJ Hydrostorage, 
Inc, Ip. 48588 045 48588,046 

-6902270326 QA program approval for radioactive mall package 0668, Rev 0 
MACDONALD, C E, Tra n sport allon Branch 89/02/21. ip. 40588046-48588.046 


docket 71 -066 9 COMO TECH, INC. 

8902240039 Advises that company user of NRC approved containers used to transport 
Type 8 quantities of licensed malls throughout State of KS & bordering NRC nona- 
greemenl slates Slate of KS license end 

HIERSCHE,R E COMO Tech, Inc 69/02/10 Office ol Nuclear Material Safety & 
Sat ©guards. Director. 3Bpp. 46621.074-48621:111 


890320014$ Confirms 890307 lelcon re 890317 pre licensing visit at facility In Da 
Soto.KS to discuss pending application for radiography license & proposed response 
to NRC 890307 Itr 

CAIN.CL Region 4, Ofc ol lha Director B9/03/08 HIERSCHE.R E COMO Tech. Ire 
Ip 48959352-48959 352 


DOCKET 71-0870 WORCESTER POLYTECHNIC INSTITUTE, WORCESTER, MA 


8902240026 Forwards "Fusl Shipment OA Program " 

NEWTONJH Worcester Polytechnic Inslitulo. Worcester. MA 89/02/10 
MACDONALD.CE Olfice of Nuclear Material Safety & Safeguards.Direclor, Ip 
48621 120 46621 151 

-8902240028 "Fuel Shipment QA Program " 

* Worcester Polytechnic Inslilute, Worcester, MA 89/02/00 30pp 48621,121- 
48621 151 

8902280235 Forwards QA program approval lor radioactive mall packages 0670. Rev 0. 
MACDONALD.C E Transportation Branch 89/02/24 NEWTON, T H Worcester Poly 
technic Institute, Worcester, MA 1p 4B644 095-48644 096 

-8902280238 QA program approval for radioactive mall package 0670, Rev 0 
MACDONALD.C E Transport allon Branch 89/02/24 fp 48644 096 48644 096. 


DOCKET 71-0671 WASHINGTON, UNIV. OF, SEATTLE, WA 


8902280188 Application for QA program approval for radioaclive rnall 
package 0671 Intention to use two QE Model 200 casks to ship irradiated fuel lo 
Idaho chemical Procesamg Plant in DOT approved containers slated 
ROBKIN.M A Washington. Univ of, Seattle, WA 89/02/13 Office of Nuclear Material 
Safely & Safeguards.Director 5pp 48626 319 48826.323 

-8903070010 "Untv of Washington Nuclear Engineering Labs QA Plan for Shipping 
Fuel '' 

" Washington. Univ of. Seatfte, WA. 09/02/13. 4pp 40626 320 48626,323. 

8903240025 Fowsrds QA program approval for radioactive mall package 0671 .Rav 0 
MACDONALD.CE Transportation Branch 89/03/17 ROBKIN.M. A Washington. Univ 
of, Seattle, WA ip 49082 359 49082 360 

-8903240034 OA program approval for radioactive mail package, 0671, Rev 0 
MACDONALD.CE Transportation Branch 09/03/17. Ip 49082.300-49082 360 


DOCKET 71-0672 LUCIUS PITKIN, INC, 


8903220347 Requests registration as user of S P E.C 2-T lr-192 a S P E C Model I Cq- 
60 exposure devices 

PLUMSTEAD.R F Lucius Prtkin, Inc 89/03/09 GORDON.L Transportation Branch 
4pp 49020 226-49020 228. 


DOCKET 71-4694 MODEL* NPD-1-62e. KERR-MCGEE NUCLEAR CORP. 


6903220256 Requests to be removed from list of users (or certificates listed due to sale 
of Sequoyah Fuels a Quivira Mining subsidiaries 

STAUTER,J.C. Kerr-McGee Corp 09/02/24. MACDONALD.CE Transporlalion 
Branch 3pp 49020 358 49020*360. 


DOCKET 71-5450 MODEL; RCC, -1, -2, -3, *4, WE8TINQHOU8E ELECTRIC CORP. 


6902230323 Forwards scale cross section drawing for 17x17 assembly a absorber plaie 
to support 890104 application for amend to license. 

NARDLAJ Westinghouse Electric Corp. 89/02/14 MACDONALD.CE. Office ol Nu 
clear Material Safe^ a Safeguards.Director 4pp. 48568 240-4 8568. 243. 

8903090196 Forwards Rev 26 to Certificate of Compliance 5450 for Models RCC, RCC- 
1,RCC-2,RCC-3 a RCC-4 packagesjjer 890104 request. 

MACDONALD.C E Transportation Branch. 89/02/24 NARDI.A J Westinghouse Elec- 
tric Corp Ip 48801 112-48801.119 

-8903090216 Certificate of Compliance 5450, Rev 25, for Models RCC,HCC-1, RCC- 
2 RCC-3 a RCC 4 

MACDONALD.C E. Transportation Branch. 89/02/24 7pp 48B01 113-48801.119. 


DOCKET 71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 


6903170158 Forwards Rev H to SAH lor Model CNS 3 55 Type B radwaste shipping 
cask, per B90222 telcon 

PAQUIN.P.L Chem-Nudear Systems. Inc 80/02/27 MACDONALD.C E, Transporla- 
lion Branch 3pp 4B953 236 48953 245 

-8903 170 105 Rev H to "SAR for Chem-Nuclear Sys.Inc Model CNS 3-55 Type B Rad- 
waste Shipping Cask ’* 

* Chem Nuclear Systems, Inc 89/02/28 7pp 4 89 53'23 9-48953.24 5 

6003240165 Forwards Rev J to "SAR for Chem-Nuclear Sys.Ino Model CNS 3-55 Type 
B Rad waste Shipping Cash " 

PAQUIN.PL Chem Nuclear Systems, Inc 89/03/13, MACDONALD.CE Transporta- 
tion Branch 2pp. 49038 203-49030*207. 

-8803240167 "SAR for Chem-Nuclear Sys.Inc Model CNS 3-55 Type B Radwaete Shlp- 
^C?iSn-Nudaar Systems. Inc 89/03/31, 3pp 49030.205-49030:207. 
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DOCKET 71-690e MODEL: DOT-6U TYPE B, BABCOCK & WILCOX CO. 

B9031 30236 NoUlies of registration as user ot CertitIcQto of Compliance 590B.per 
890210 request 

MACDONALD.C E Transportation Brancti D9/03/02 NEWTON J H Wofcester Poty* 
technic Institute. Worcester. MA 1p 48821 346 48821 346 


DOCKET 71-6155 MODEL: KM-2, KEP^-MCGEE NUCLEAR CORP. 

8903220266 Requests to be ramovod trom list o1 users tor cerlillcales listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries 

STAUTER.JC Kerr-McGee Corp OD/02/24. MACDONALD.CE tTanaportabon 
Branch 3pp 49020 368 49020 360 


DOCKET 71-6273 MODEL: 48X, 48F» 48A i 48y, ALLIED CHEMICAL CORP. 

6903220256 Requests to be removed from list of users for cortiflCBfos listed duo to sale 
of Sequoyah Fuels & QuIvIra Mining subsidiaries 

STAUTER.JC Kerr-McQee Corp 89/02/24 MACDONALD,CE Transportation 
Branch. 3pp 49020'35B-49020 360. 


DOCKET 71-6387 MODEL: 60^ BATTEULE MEM. INST., PACIFIC NORTHWEST LAB 

8903220256 Requests to be removed from list of users (or certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries 

STAUtER,JC. Kerr-McGea Corp 89/02/24 MACDONALD.C E, Transportalion 
Branch 3pp. 49020:358 49020 360 


DOCKET 71-6400 MODEL: 6400, WESTINQHOUSE ELECTRIC CORP< 

8903220256 Requests to be removed from list of users for certificates llstod due to sale 
ol Sequoyah Fuels & Quivira Mining aubsldiarles 

STAUTER.JC Kerr-McQea Corp 89/02/24 MACDONALD.C.E Transportation 
Branch 3pp 49020:358 40020,300 


DOCKET 71-6581 MODEL: 61032-1 & 1A, EXXON NUCLEAR CO., INC. 

B903060220 Informs that Hcensoe plans to submit renewal application for Certificate of 
Compliance 6681, Increasing enrichment limits on most generic fuel typos aftowod »n 
package to 5 0 weight % 11-235, by mid Mar 1989 

GERRALD.L.D. Advanced Nuclear Fuels Corp (tormerly Exxon Nuclear Co , Inc.) 69/ 
02/10. MACDONALD, CE Division of Safeguards & Transportafiort (Post 870413) 
app. 48716 363-487 16*354 


DOCKET 71-6679 MODEL; 6679, 0.8. ECOLOQY, INC. 

6903100410 Advises that licensee does not intend to request renewal of Certificate of 
Compliance 6679. 

ADAMS, SR. U.S. Ecology, Inc. (formerfy Nuclear Englneorlng, Ino) 89/02/14 
MACDONALD.CE Transportation Branch. 2pp 48804,020 40eO4-52O 


DOCKET 71-8717 MODEL: 6717-B, QAMMA INDUSTRIES, INC. 

8902240143 Forwards OA program & requests registration as user of Certificates of 
Cornpliance 0642,6717,9160.9000 & 9136 

MATTINQLY,M,M. Mattingly & O’Reilly Services & Testing. Inc. 89/02/02, 
MACDONALD.C.E, Transportation Certification Branch Bpp. 48603.278-48583 292 

-6902240211 "QA Program for Maltlngly Testing Syca " 

* Mattingly & O'Reilly Services & Testing, Inc. 89/02/02. 2pp 48583,283 48503*202 

6902270336 Informa of regiatratlon aa user of Certificates ol Compliance 6717,0038 & 
0056^er 860916 request. 

MACDONALD, C.E. Transportation Branch, 89/02/21. MCCOOL.D J American Inspec 
tlon Co., Inc. Ip, 48684.303 48504:303 

6903240101 Notification of regiatratlon es user ol Certlllcates of Compliance 

6717,9032.6033,9035.9127,9128 & 0136 

MACDONALD.CE. Transporlatlon Branch. 89/03/20 COX.D,L SclentHic Inapactlon 
Technology, Inc. Ip. 40044:300-49044.300 


DOCKET 71-9006 MODEL: Af 500 8U, TECH/OPS, INC. 

8902240143 Forwards QA program & requests registration as usee of Certificates ot 
CompNance 0642,0717,9180,0000 & 9106. 

MATTINGLYJ^.M Mattingly A O’Reilly Services & Testing, Inc. 80/02/02. 
MACDONALD, C E. Transportation Cerllflcatlon Branch. 0pp 4868t?278-40503*292. 

-8902240211 ”QA Program for Mattingly Testing Sves " 

* Mattingly 0 O'Reilly Services 0 Testing, Inc 89/02/02 2pp. 48683,283 48583 202 

6903130247 Notllles of registration as user of Certlllcates of Compliance 6006 & Q160Jn 
response to 690202 Itr. 

MACDONAt-D.C.E. Transportation Branch 89/03/02 MATTINGLY.M.M. Mattingly & 
O'Reilly Services & Testing. Ino. Ip. 48820.266-40820.266. 


DOCKET 71-9022 MODEL; OE-260-2, COMBUSTION ENQINEERINO, INC. 

8903270367 Confirms 890307 dlacusslon w/NRC re response to NRC 890206 
Itr.Response to Hr will be provided by 090317. 

SCHERER, A.E. Combustion Engineering, Ino 89/03/08, MACDONALD.CE, Transpor- 
tation Branch, 3pp. 49065:246-49066:246. 


DOCKET 71-9032 MODEL* 650, TECH/OPS, INC 

8903240179 Application for renewal of Cerlificato ol Compllenco 9032 (or Model 650 
source changer Doscuptivo assembly Drawing 65OO2,Sha0l 2 ol 3 moditied to roftect 
use ol only one seal wire during transport Fee paid 

ROUGHAN.CM Amersham Corp 89/03/06 MACdONALD.C Transporlatlon Qranch 
Spp 49030 323 40039 327 

8903240101 Notification of regislralion as user of Certdicatos ot Compliance 

6717.9032.0033,9035.9127.9128 & 9135 

MACDONALD.CE Transportation Branch 89/03/20 COX.DL Scientific Inspection 
Technology, tne Ip 49044 300 49044 300 


DOCKET 71-9033 MODEL* 660 & 660E, TECH/OPG, INC. 


8903240174 Application for renewal of Cortificato of Compliance 9033 lor Modal 660 
exposure devices Fee paid, 

ROUGHAN.CM Amarsham Corp 89/03/06. MACDONALD, C Transportation Branch 
6pp 49038 185 49038 109 

8903240101 NoKficalion of registration as user of Certificatea of Compliance 

6717,9032,9033.9035.9127,9128 & 9136 

MACDONALD.CE Transportation Branch 80/03/20 COX.DL Sclontiiic Inspection 
Technology, Inc Ip 49044 300 49044 300 


DOCKET 71-9036 MODEL- 600 0 880E, TECH/ORS, INC. 


8903240101 NotKlcatlon of registration as user of Certlllcates ol Compliance 

6717,0032,9033.9035,9127.9128 & 9135 

MACDONALD.CE Tranaportalton Branch 80/03/20 COX.DL Sclentillc Inspection 
Technology, fnc ip 49044:300-49044 300 


DOCKET 71-9036 MODEL: C-1, SOURCE PRODUCTION & EQUIPMENT CO., INC. 


8903090014 Requests registration of License 26-27816 01 as user of Source Produclion 
& Equipment Co.Inc SPEC Model I radiographic device 

PLUMSTEAD.R F, Lucius Pilkln. Inc 89/01/26 Region 1. Ole of the DIroctor 2pp 
40799*134-48709 135 

8902270336 Informs of rogistratlon as user of Certificates of Comptianco 07 f 7, 6036 & 
6056^dr 000916 roquest, 

MACDONALD.C.E Tran sporlaliori Branch 66/02/21 MCCOOL.D J American In spec- 
tlon Co, Inc Ip 48594 303 43584 303 

8903130337 AcMsos thaf NRC unable (o regiator recipient as user of package, per 
090125 request OA program approval required prior to registration as package user or 
dolweiyof licensed matt to carrier 

MACDuNALO.C.E Transportation Branch 09/03/06. PLUMSTEAD.R F Lucius Pitkin. 
Inc. ip 48930 294-48830:294 


DOCKET 71-9063 MODEL: 683, TECH/OPS, INC. 


8903020225 Requests reglBlratfon aa user of Tech Ops Overpack container device 
Model UN 2974 

MOSS,JC Tulsa Gamma Ray, tnc. 89/02/08. FISHER.WL Region 4, Ofc of the Di- 
rector 2pp. 48672 041-40672.042. 

B9031 30224 Advises that NRC records indtcalo licensee previously registered to use 
Certificate of Contpliance 0053, In response to 690208 Ur 

MACDONALD.CE Transportation Branch 89/03/03 MOSS.J.C Tulsa Gamma Ray, 
Ino, tp. 48321,265 40B21.28S 


DOCKET 71-9056 MODEL: SPEC 2-T, SOURCE PRODUCTION 9t EQUIPMENT CO. 

B 902270336 Informs Of registration as user ol Certldcatea of Compliance 6717«9036 & 
9050, per 000016 reqaesl. 

MACDONALD.C.E. Transportation Branch 89/02/21, MCCOOL,D J. American Inapoc- 
(Ion Co., fnc Ip 40584 303-48504.303, 

0903240131 Application tor rev to Certificate of Compllenoe 9056 for Model SPEC 2- 
T.Fee pafd 

DIGHARRY.RD. Source Production 8 Equipment Co, Inc 89/03/13, 
MACDONALD.C.E Tianeportatlon Branch. 3pp 49039 320-49039*322 


DOCKET 71-9065 MODEL: BU-4, GENERAL ELECTRIC CO. 

6903220286 Requests to be removed from list of users for certlllcates Hated duo to sale 
ol Soouoyah Fuels Quivira Mining aubsidiarioa 

STAUTER, JC Karr-McGee Corp 09/02/24 MACDONALD.C.E. Transporfaffon 
Branch, Opp 49020 358 49020 360. 


DOCKET 71-9070 MODEL: N-55, NUCLEAR PACKAGING, INC. 

$902230461 Requesle real St ration as user of Model CNSl 1-8 
KEISER.H W Pennsylvania Power & Light Co 89/02/07. MACDONALD.C.E Trarks* 
porfallon Branch 2pp. 48S69.33B 48539*336 


DOCKET 71-9073 MODEL; OH-i42 SERIES, NUCLEAR PACKAGING, INC, 

8903220266 Requests to be removed from list of users for certificates listed due to sale 
of Sequoyah Fuels & Quivira Mining subsidiaries 

STAUTER.j.C, Kerr-McGee Corp. 89/02/24. MACDONALD.C.E. Transportation 
Branch. 3pp 49020*358-49020.360. 
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DOCKET 71*9074 MODEL' AP-1Q0, ANEFCO, INC, 

8903170351 Forwards Rev 9 to SaR for Seciions 140S 150 re operational procedures 
& acceptance tests & maml prooram. respectively ^ ^ ^ _ _ , 

MURPHY.JD Anefco, Inc a§/02/23 MACDONALD.CE Transportation Branch 
I2pp 4B900 325 4B90O337 

DOCKET 71*9090 MODEL 48 OM^ 48 H & 46 HX, ALLIED CHEMICAL CORP. 

8903220256 Requests to be removed from list of users for certificates listed due lo sate 

of Sequoyah Fuels & Quivira Mining subsidiaries r* -r 

STAUTERJC Kerr McGee Corp 69/02/24 MACDONALD, C E Transportation 

Branch 3pp 49020356-49020 360 

DOCKET 71*9091 MODEL* 30A & SOB, GULF NUCLEAR, INC 

8903220258 Requests to be removed from list of users fof cerlificales listed due lo sate 
ol Sequoyah Fuels & Quivira Mining subsidiaries 

STAUTERJC Kerr-WcGee Corp 89/02/24 MACDONALD.C E Transportation 

Branch 3pp 49020 358 49020 360 

DOCKET 71-9100 MODEL: KKP*20*49S0, KEflR-MCQEE NUCLEAR CORP. 

8903220256 Requests to be removed from list of users for certificates listed duo lo sale 
of Sequoyah Fuels & Quivira Mining subsidiaries ^ ^ ^ 

STAUTER.JC Kerr McGee Corp 89/02/24 MACDONALD.C E Tranaporlation 

Branch 3pp 49020 350 49020 360 


DOCKET 71-9105 MODEL: RAD-WASTE CR.I, CHEM-NUCLEAR SYSTEMS, IMG. 

89032400 IS Forwards Rev 7 lo Certificate of Compliance 9105 for Model CNS 6-101 
MACDONALD.C E Transportation Branch 89/03/20 KINTNER.S Chem-Nuclear Sys- 
tems. Inc 1p 49039 250 49039 254 

“8903240018 Certificate ol Compliance 9105, Rev 7 for Model CNS 6*101 
MACDONALD.C E Transportation Branch 89/03/20 4pp 49039 251 49039 254. 


“8902230546 Cerblicate of Compliance OtBO.Rov 2.for Models 20-VS & 40 VS Approval 
record end 

MACDONALD.C E Transportation Branch 89/02/21 5pp 48569 354*46569 356 

8903130247 Notifies of registration as user of Certificates of Compliance 9006 & Q160Jrv 
response to 690202 Itr 

MACDONALD.C E Transportation Branch 69/03/02 MATTINGLY.M M Mattingly A 
O^Reilly Services & Testing, Inc Ip 48820 256 48820 256 


DOCKET 71-9163 MODEL- QNQ-20, GULF NUCLEAR, INC. 

8903090439 Informs of diflicuUies leading to delay In providing requested info re recerti- 
fication of Type B Certificate 9163 & requests extension of two whs to file application 
for renewal 

BAKER.BW Amersham Corp 89/02/28 MACDONALD.C E Transportation Branch 
2pp 48800 012*48800 013 


DOCKET 71-9181 MODEL: PAS-2, NUCLEAR PACKAGING, INC. 

8903090331 Application for renewal of Certificate of Compliance 9181 for Model PAS* 
2 Proprietary A nonproprietary versions of Rev 0 to "Consolidated PAS-2 SAR Author- 
izing Shipment of Radioactive " end Proprietary SAR withheld Fee paid 
TEMUS.CJ Nuclear Packaging. Inc TEMUS.CJ Pacific Nuclear Sysiems, Inc 69/ 
02/27 MACDONALD.C E NRC * No Detailed Affiliation Given 3pp 48802 003 
46802 13t 

--8903090340 Nonproprietary Rev 0 to ' ‘Consolidated PAS-2 SAR Authorizing Shipmont 
of Radioactive Mall 

* Nuclear Packaging. Inc. 89/02/28 1 25pp 40802 006 48802 1 31 

89<03100512 Application for renewal of Certificate of Compliance 9181 for NuPac PAS*2 
Packaging SAR.authorizing shipment of radioactive mall Proprietary consolidated SAH 
withheld Fee paid 

TEMUS.CJ Pacific Nuclear Systems, Inc 09/02/27 MACDONALD.C E NRC * No 
Detailed Affiliation Given, 2pp 48803 071-48803 072 


DOCKET 71-9189 MODEL 9169, UNITED NUCLEAR CORP. 


DOCKET 71-9111 MODEL CNS 6-80-2 & 2A. CHEM NUCLEAR SYSTEMS, INC. 

8903170394 Fonvarcfs Rev 3 to SAR for Chem Nuclear Sys.lnc Model CNS 6-80-2 Typo 
A radwasie shipping cask .incorporating corrections 

PAQUIN.P L Chem Nuclear Systems, Inc 89/02/27 MACDONALD.C E Transporta- 
tion Branch 5pp 48952 019 48962 023 


DOCKET 71-9127 MODEL: 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC. 

8903240101 Notification of registration as user of Certbficates of Compliance 
671 7.9032,9033.9035>91 27.9 128 & 9136 

MACDONALD.C E Transportation Branch 69/03/20 COX.DL Scientific Inspection 
Technology, fnc Ip 49044 300 49044 300 


DOCKET 71-9128 MODEL C-d, GAMMA INDUSTRIES, INC. 

8909240101 Notification ol registration as user of Certificates of Compliance 
6717,9032.9033,9035.9127.9128 & 9135 

MACDONALD.C E Transportation Branch 89/09/20 COX.DL Scientific Inspection 
Technology, Inc Ip 49044 300 49044 300 


8903080550 Application for renewal of Certilicate of Compliance 9189 Fee paid 
GREGG.RJ United Nuclear Corp (subs of UNC Resources, Inc). 09/02/13 
MACDONALD.C E Transportation Branch 2pp 48743 262-48743 263 


DOCKET 71*9200 MODEL: 125-B, ENERGY, DEPT OF 

8903010368 Forwards missing pages from Rev 10 to SAR for Modal 125 0, consisting 
of entire set ol Rev T drawings 

TEMUS.CJ Pacific Nuclear Systems, Inc 89/02/15 MACDONALD.C E. NRC ■ No 
Detailed Affiliation Given 25pp 46670 115 4B670.139 

8903080205 Forwards Cortilicate of Compliance 9200, Rev 6.for Model 125-B.DOE & 
GPU Nuclear Corp registered as users, per 10CFR71 12 or 49CFR173 471. 
MACDONALD.C E Transportation Branch 89/02/28 Energy, Dept of, Idaho Oper- 
ations Office Ip 48736 106 43738.192 

.*•8903060209 Certificate of Compliance 9200, Rev 6 ,for Model 126 B 
MACDONALD.C 6 Transportation Branch 69/02/28 Bpp 48738 187 -4873B 192 


DOCKET 71-9208 MODEL NUPAC 10*142, NUCLEAR PACKAGING, INC. 


DOCKET 71*9195 MODEL; CENTURY S & 8A, GAMMA INDUSTRIES, INC. 

8902240143 Forwards OA program & requests registration as user of Certificates of 
Compliance 0542.6717,9160.9006 & 9135 

MATTINGLY.M M Mallrngly & O’Reilly Services & Testing, Inc 89/02/02 
MACDONALD.C E Transportation Certification Branch 8pp 4B583 276 48583 292 

“B9022 40211 "QA Program for Mattingly Testing Svcs " 

* Mattingly & O'Reilly Services 8 Testing, Inc 69/02/02 2pp 46583 283 48563 292 

8903240101 Notification of registration as user of Certificates of Complianca 
8717.9032.9033,9035.9127,9128 & 9135 

MACDONALD.C E Transportation Branch 89/03/20 COX.DL Scientific Inspectfon 
Technology, Inc fp 49044 300 49044 300 


DOCKET 71*9147 MODEL 860, 7ECH/OPS, INC. 

8903270343 Forwards addi info requested on 881205 re amend lo Model 850 under 
Certificate of Compliance 9147 

ROUGHAN.CM Amersham Ciorp 89/03/10 MACDONALD.C Transportation Branch 
Bpp 49055 336 49055346 


DOCKET 71-9160 MODEL 20-VS & 40-VS. GULF NUCLEAR, INC. 

8902240143 Forwards QA program & requests registration as user of Certificates of 
Compliance 0542,67 1 7,9 1 60,0006 & 91 35 

MATTINGLY.M M Mattingly & O’Reilly Services & Testing, Inc 89/02/02 
MACOQNALD.C E Transportation Certification Branch 8pp 48583 278*48583 29z 

“8902240211 *’QA Program for Mattingly Testing Svcs *’ 

* Mattingly & O'Reilly Services & Testing, Inc 89/02/02 2pp 48583'283 48583.292. 

6902230541 Forwards Rev 2 to Certificate of Compliance 9160 for Models 20-VS & 40- 
V8 Certilicale of compitance renewed until 891030 to provide lime lo compile & 
submit consolidated application Approval record also end 

MACDONALD.C E. Transportation Branch 89/02/21 ROUGHAN.C Amersham Corp. 
Ip 48569 353*48569 358 


8903280096 Notification of registration as user of Certificate of Compliance 9208. 
MACDONALD.C E Transportation Branch 09/03/24 KNAPP, WJ Philadelphia Elec 
trie Co Ip 49119.090 49119090 


DOCKET 71*9217 MODEL; ANF-250, ADVANCED NUCLEAR FUELS CORP. 

8902280554 Forwards request for addI info re 871012 & 880929 applications for Certift- 
cale of Compliance 9217 for Model ANF-250 Into requested within 30 days of Ur date 
in form of revised pages 

MACDONALD.C E Transportation Branch 89/02/13 GERRALD.L D Advanced Nu- 
clear Fuels Corp (formerly Exxon Nuclear Co , Inc ) 3pp 48633 001-4B633 003 

69*03230035 Forwards response to seven questions & Rev 2 to application for use of 
ANF-250 shipping conlainer for transport of radioactive mails, per B90213 request 
GERRALD.L D Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Ino) 09/ 
03/10 MACDONALD.C.E Division of Safeguards & Transportation (Post 6704 ia> 
7pp 49032 105 49032 155 

—0903230050 Application for Rev 2 to Certificate of Compliance 9217 for Model ANF- 
260 shipping container for transport of radioactive malls 

• Advancetf Nuclear Fuels Corp (formerly Exxon Nuclear Co., Inc) 80/03/31 45pp. 
40032112 49032 155 


DOCKET 71-9218 MODEL: TRUPACT-II, ENERGY, DEPT. OF 

8903130704 Application for Certificate of Compliance 9216 for TRUPACT-II shllpping 
package Package consists of two stainless steel containment vessels end within qkIo- 
nor shell of stainless steel & 10 inches of impact energy. 

QUINN, GJ Nuclear Packaging, Inc 89/03/03 MACDONALD.C E, Transportation 
Branch 3pp 48641001*48848 214 

“8903130712 "SAR for TRUPACT-M Shipping Package" 

* Nuclear Packaging, Inc 89/02/28 2.450pp. 48841 005 48847,302 

“0903130719 "TRUPACT-II Content Codes (TRUCON) " 

* Energy. Dept, ol OOE/WIPP 89-004 89/02/28 278pp 48847 303 48648.214. 
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DOCKET 71-9219 MODEL' HFIR, ENERGY, DEPT. OP 

09030Q0007 HcKjunsl'* itial NRG ro dockol application (or certi(icale of iransporlalion 
puckfjyio for Hrin spool Poo paid 

ANpnnSON.fU Oimnrpl Nuclonr Systems. Inc 89/02/22 MACDONALD.CE Trans 
pcirOidon Hrar'ch :ip|i '1G7?n 355>-<lQ77D35? 

DOCKET 71-9222 MODEL; MN'21BW. VJESTDIOKOUSE HtTTMAH NUCLEAR, INC 

9003240150 Rottuoslii rociialration as usor oi Modal HN-215H 
[i\ OSSUR.J D Union UccUic Co 89/03/07 BURNETT.R F Division of Safeguards & 
rfansporlallon (Po'it 8704 1 3) Hpp 40038 160 49038 170. 

D003240103 rtoqunstB (ogisUation as usor o1 CarlilicalG o1 Compliance 9222 lor Model 
tIN mftM sWippmo ^ 

i^AtlKYNJO DalrylantJ Power Cooporalivo 80/03/15 MACDONALD, CE Transporta 
110)1 Branch 8pp 002-40030 005 

0003240050 NoOOcrtllon ot raqistratlon qs osar of Ceriificalo of Compliance 9222, per 

MaSgN/^LO^CE rmnspoTtatlon Branch QO/03/20 BLOSSEEB.JO Union Eleclric 
Co Iji 40082 3'i0 40082 USO 

DOCKET 71-0224 MODEL: HN-190-2, WESTINOHOUSE HITTMAN NUCLEAR, INC 

fl9Q223QQ31 F orwords Rov 1 to CotliOcato o1 Compliance ?224Jor Model NN-100-2 
MACaoNALU.CC Trnnsportation Branch 09^^2/15 WALSH,P Hillman 
Unvolopmoni Corf) (ouDs of Hitlman Corp) Ip 40669 22B 40569 235 

-0002230(136 Curdficalo a( Compfianco 9224, Rov l.for Model HN'190-2 Approval 

MACuViNALD.CM Tron^porWlion Branch 00/02/15 7pp 40569 229 40569 235, 

DOCKET 71-9220 MODEL: 2000, GENERAL ELECTRIC CO. 


- -- iBpor 

ClQClrlc Co, ?pp 405113 305 40503.3Q6 

&9Q3200410 Summary of 000223 mooting w/GE ro GE-2000 redloaclivo hieU [mosporl 
” pnchaya Appticnni should show how spocliic lorquo boll Hmils for closure bolls ©slab 

OSGOOU.N 1 DomtJs\tr SG & Roulonfll 4B9-?n2l 

DojriSc m & Rooloiml OvorslalO Branch (Post 001218) 2pp 40971 124 4097 1 125 

OOCKLT 71-0220 MODEL' TITAN, WESTINQHOU8E ELECTRIC COBP. 

llonDrarlUi 3PP 4U5/O.011 40570 013, 

DOCKET 71-0234 MODEL: NCl-2iPP-1, NUCLEAR CONTAINERS, INC. 

000*2-10370 Nolillcmion ol fOQinIraOon m user of CoilillcaW of Compllancs 9234 in ac- 

LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

docket 72-OOOt WORRIS OPERATIONS, QENEHAl- ELECTRIC CO. 

®®ao!!M!o,sr&ral Rooton 3. Ole ol ll« Dl.eclor 2pp 

4Ofl0?.343*4n00?-3iS. 

ftOMMOSO* rw-wtttdB rovlaotl droll NEDE-fjlSSS. "Morris Operation OA Plan." per JP 
^*noHorlfl 001200 Hr ^RC rovlow ol pltm^lo^^ ^ g, industrial S 

40073; f04. 


8903240200 Advises that 890216 rev lo physical sccuril^ plan corT:.sicr,r w/prCft :n; 
of 10CFR72 33(e) & accepiabte 

GRFGER.L R Reflion 3, Ofc of the Director 69/03/P2 SCHMIDT S P fitrt ral Ei'''c 
Inc Co ip 49040 207 49040 20? 

DOCKET 72-0003 CAROLINA POWER & LIGHT CO 

8902210666 Forwards calculation packages & compuicf output for suuptuiaJ cf 

Phase U NUHOMS storage modules in support pf 890109 license arrend request Revs 
include changing modelled connection between wa'is A loundai orts 
LQFLIN.Ll (jarolina Power & Light Co 89/02/01 ROBERTS D v s on Of fnluctr^f 5 
Medicat Nuclear Safety (Post 870729) 2pp 48/77 157 48777 158 

8903100566 Forwards Amend 4 lo License SNM 2502 changing Pages i & 2 ot I cense 
& Pages A 9 & A- 1 5 of Tech Specs re remova&te beta & gamma contam nat on i mils 
on dry shielded canister in App A Safety evaluation & notice o1 is-uance a' so me I 
nouse, L C Fuel Cycfe Safety Branch 89/03/02 UTLEY E E Carol na PoAcr & U;ril 
Co 2pp 48803 032-48803 051 

-8903100572 Amend 4 lo License SNM 2502.changing removable beta A gamma con 
lamination limits on dry shielded canister & survc 'Dance reqi/.remcms .n App A 
ROUSE.L C Fuel Cycle Safely Branch 89/03/02 6pp 48803 034 4B603 039 

-8903100579 Safety evaluation supporting Amend 4 to License SNM 2502 
• NRC - No Oetaifed Affiliation Gwen 89/03/02 8pp 48803 040 48803 047 

-8903100583 Notice of issuance .environ assessment & finding of no s-gniftcanl irrpaci 
re Amend 4 (o License SNM 2502 

ROBEBTS.J P Fuel Cycle Safety Branch 89/03/02 4pp 48803 048 48S03 06l 

6903240326 Forwards Insp Repls 50 261/89 05 & 72 0003/89 Ol on 890131 0203 No 
viofahons or deviations identified ^ » 

JULtAN.C A Region 2, OIc ol the Director 89/03/06 UTLEV EE uarolna Power A 
Light Co 2pp 49039 275 49039 282 

-S903240328 Insp Repts 50-261/89 05 & 72 003/89 Ol on 690131 0203 No violations 
or deviations noted Major areas inspected action on previous insp findings snubber 
surveillance program & activities re loading of spent fuel „ « 

LENAHAN.J J . BELISLE.G A Region 2. OfC of the O.reclor 89/02/24 epp 
49039 277-49039 282 

6903230347 Fofvraids Amend 4 to License SNM 2502 for insertion info JSFSi pch 
Specs Amend changes removable beta & gamma conlammaljon um% on dry shit d 

LOFLIH LV^arSina Power & Light Co 69/03/15 NRC - No Detailed Alfilalon Giv«>n 
3pp 49032 082 49032 104 

69Q3270397 Forwards Amend 5 to License SNM*2502,SER A categorical exclus-on for 
rscoipl A storage of spent fuel at ISFSl on sUe at plant Amend changes numbeT ol 

e9/03/*3 UTLEY,EE Ca,=Vna Row.r S L,*.. 

Co 2pp 49110160 49110170 

-8903270396 Amend 5 to License SNM-2502.chang!n9 number of horizontal storage 
ROUS^L C^ar^ina Power & Light Co 89/03/23 4pp 49110 162 49110 165 

salely Brancn Ip 

49t10 167 49110167 

..8903S70402 Notice ol issuance ol Amend 5 to Ltoense SNM 2502.iev.s,ng Tccn 
docket 72-0004 DUKE POWER CO . 50-269 

■sssssssss'=::r 

trot Desk) 13pp 48669 262-46669 293 

Co 89/02/21. Document Conuol Blanch cDocumen. Con- 
Jot Deski 3pp 48763 040 48763 042 


UQl UesKl *to, wtn. r hr fwi 

®*o ''®l*llFlirefseTblSal^^^^^^^^ 

trol Desk) 2pP 48984 234 48984 236 




NONDOCKETED ITEMS 


10CFR COMMISSION MEETING RECORDS 

6d0223Q265 Stall requirements memo re 090209 alfirmatton/discusslon & vote in 
RockVJffe.MO on SECY 00*334, concerning policy statemont on cooperation w/staies 
at commercial nuclear power plants Commission approves linal policy statement 
CHILK.SJ Office of the Secretary of the Commission Mfl90209 09/02/15 

PARLER.WC Office of the General Counsel 41pp 48570107*48578 237. 

8902230200 Stall requirements memo re Q9Q207 brieling in RocKville.MD on final rule re 
high level waste mgt licensing support sys 

CRILKiS J Olflce of the Secretary of the Commissior\ M890207 89/02/16 Office of 
the Secretary of the Commission 2pp 40570 085*48570 086 

890224P17& Staff requirements memo re 890206 briefing )n RocMe.MD re status of 
giant Licensee requested to discuss restart plan ^ mgt challongea lor 1909 at future 

CHILK.SJ Office ol the Secretary of the Commission M89020B 09/02/18. 

STElUO>V Ole of the Executive Director lor Operations 2pp 48583 320 4B583'321 

8902240316 Transcript oi 090206 briefing In RocKville.MD ro status of plant Pp 1* 
49 Supporting Info end. 

* Commissioners 89/02/06. OQpp, 48571 158 48571.247 

6902270049 Transcript of 800207 Commission bneflnp (n RockwHe.MD re final rufa on 
high level waste mgt licensing support sys Pp 1*120 Related into encL 

* Commissioners 89/02/07. 144pp 48505*180 48505.323 

B902270375 Stall requirements memo ro 890208 briefing In Rockville, MD ro final rule on 
fitness for duty, 

CHILK.SJ. Ollico ol Iho Secretary ol the Commission, M8902OD 00/02/16 

STELLO,V Ofc of the Executive Director for Operations. PARLER.W.C Office ol the 
General Counsel, 2pp 48580 334*46508 335. 

6902270632 Staff requirements memo re 090123 briefing fn RocKvitle.MD re recom* 
mended research programs for FYBG & FY0O to develop guidance for plant oporatlng 
staff In unlikely event That actions required for accidents beyond design basis of plant 
CHILK.SJ. Offfee of the Secretary of the Commission. M890123 B9/02/0B. Oflfco of 
the Secretary of the Commission, fp 4G588 209*48566,209. 

8903010196 Stall requirements memo re 890202 briefing In RocKville.MD on proposed 
rulemaking on substandard components Efforts to hmt distnbuUon of fraudutont A 
counlerfeiT malls In US supported. 

HOYLE, JC. Office of the S^acretary of the Commission MB902028. 89/02/23 Olflce 
of the Secretary of tho Commission Ip, 48648.278^46646 270. 

6903010234 Staff requirements memo re 090202 elfirmatlon/discussion & vote in 
Rockville.MO on 8ECY-69 003 re Intervenor motion to admit novir contentions on med* 
leal aves for Shoreham & SECY-OO-GS? fo metis licensing adjudications 
CHILK.8,J. Office of the Secretary ol the Commission M69O202C. 09/02/08 
PARLER.W C Office of the General Counsel. 12pp. 48637*227*48637.230 

6903060153 Transcript ol 690208 public meeting in RocKville.MD lor briefing re final rule 
on fitness for duly.Pp 1*81. Related Info end 

* Commissioners. 09/02/08. 114pp. 40705 015*48705.127 

6903060116 Staff requirements memo on Commission 890221 oral argumoni In 
RocKville.MD re sanction Issue in plant proceedings, 

CHILK.SJ, OfjICB of the Secretary of the Commission. M890221 89/03/03 Office of 
the Secretary of the Commission. 2pp 487B3'290*48783.209 

6003100S62 Final response to FOfA request for transcripts re facility. Forwards App H 
documents, App H documents also available in PDR App I documents partially withheld 
per Sunshine Act 

QRIMSLEY.D.H, Division of Freedom of Information & Publications Services (Post 
690205) 09/03/01. SCHMfEGE.PA. O'Mefveny & Myers. 4pp 40874.001*40875 042. 

'•6903100569 Transcript ol 640123 closed moating In Washington.DC re discussion of 
pending inveslIgaDons on fscjtily.Pp f *27. 

* Commissioners. 84/01/23 20pp. 40074*126*48074*152 

-B003100S74 Transcript of 840319 closed session In Washington, DC re slatua of pend* 
Ing investigation on plani.Pp 74*85 

* Commissioners. 84/03/19 14pp. 48874,163*48074 166. 

-6903100677 Transcript of 640326 closed meeting In Washington, DC re status of pend* 
Ing Investigation on plant Pp 1-27. 

* Commla&oners. 84/03/20. 28pp. 48074'167*48874:104 

•*6903100560 Transcript of 840730 closed moeting in WashIngton.DC ro status of pend* 
Ing Investigations on plant Pp 1A'88 
’ Commissioners. 84/07/30 OOpp 48874,105 48874*286, 

-6903100S65 Transcript of 860106 closed meeting In Washington, DC re periodic brief* 
ing on near*lerm OLs Pp 20*21. 

* Commissioners 86/01 /OB. 3pp 40874!200 40874*288, 

«*8903100587 Transcript of 850108 meeting In WashIngton.DC re periodic brieiing on 
near-term OLs Pp 3*4. 

‘ Commisstonere. 85/01/08 9pp. 48074.200*48874.291 

-8903100569 Transcript of 850423 closed meeting In Washington, DC re discussion ol 

^ Oommi^^onff e6/6^2^3?26pp. 48574:292*48874 317. 

-8903100590 Partially withheld transcript of 850423 closed meeting In WasblnglorvDC 
re discussion of pending Investigations Pp 2*8. 

* Commissioners 65/04/23. 8pp. 40074.310*40674'326 

-6903100592 Partially withheld transcript of 650726 meeting In WashIntorr.DC re discus- 
sion of pending Investigations Pp 1 60. 

* Commissioners. 86/07/26 62pp 40874:357*48875*027. 

-8903100593 Partially withheld transcript of 841022 closed meeting In Washington.OC 
re status of near-term OLs Pp 33*65. 

" Commissioners. 04/10/22. 23pp 45075*020*48876042, 


6903140356 Transcript of Commission oral argument on 600221 in RocKvill 0 ,MD re 
sanction issue m Shoreham procoeding 
" Commisfllor^ern 89/02/21 t05pp 4QB57.130 48867 234 

$903140400 Transcript of Commission B90222 public mealing /briefing In RocKville.MD 
ro llnal rule on early site pormiis.sid design corlificalion & combinoo licenses lor nu 
clear power reactors Pp 1 07 Rolated Info oncl 

* Commissioners 89/02/22. OBpp 40837 127 4BB37 222 

8903150036 Stall requiremer^ts memo on 890301 briefing in RocHville.MD re staius of 
performance Incficator davefopnneni Chairman Zoch & Commissioner Carr encouraged 
NRC (o contbue developing acfdf main! effect tvenesa indicators 
CHILK.SJ Office of Ihe Secrelary of the Commission M090301 69/03/09 
STELLO.V Ofc of the Executive Direcior for Operations, Ip 48061,025 48861 025. 

6903160009 Transcript of Commissiori 890306 afbrmatlon/discusslon & vole In 
Rockvll1e.MD Pp 1*6 

* Commissioners 89/03/06 9pp 48050 151*48950 169 

6903200222 Staff requirements memo ra briefing on final rapt ort BWR Mark I contain* 
mont issues, No requirements placed ort staff at meetmn 

CHILK.SJ Office of the Secrelaiy of the Commission MB90227 89/03/13 Olfice of 
Iho Secretary of the Commission Ip 4B970 256-48970 256 

6903200239 Staff requiremer^ts memo re CommiBSlDn 69D302 brjeflng on Importing & 
exportlno of radwoste in RocKville.MD. 

CHILK.SJ Ofllce of tft© Secrelaty ol ihe Commission Ma90302 09/03/14 

STELLO.V. Ofc of the Exocutivo Director for Operations. 2pp 46959 202 45959 283 

6903210140 Staff roquiramonls memo re affirmation/ discussion & vote approving order 
lo dismiss Suffolk County, State of NY 0i town of Southampton as parties in proceed 
Ing due to intervanora conduct 

CHILK.SJ. Ofileo of tho Secrelaiy ol tho Commission M890303, 59/03/13. 

PARLEH.W.C Ofllce of the Gonoral Counsel. 2pp 49002.1 16 49002 116 

6903210266 Staff roquiremenls memo re 890222 briefing in Rockvil! 0 ,MO concerning 
final rule on early site permits & combined licenses for clear power reactors Correction 
noJice lo SECy*80 036 enc) 

CHILK.SJ Ofllce of the Secrelary ol tho Commission MB00222 89/03/01. 

STELLO.V. Ofc ol the Executive Director for Oparalions 4pp 45002*356 40992 350 

6903210294 Transcript of NRC 800302 public meeting in RocKvitle.MD ro briefing on im 
porting A exporting rodwaste.Pp 1*73 Supporling documentation oncl, 

* Commissioners. 89/03/02 92pp 4B992 195*4l992 2BD 

6903210341 Transcript of 890223 aflirmalion /discussion & veto In RocKville.MD on 
SECY-86*204, ’’Final Rule on Emergency Preparedness for Fuel Cycle & Other Radio- 
active Matt Licensees." Rp 1-4 

* Commissioners 89/02/23 Bpp 40060 21 1*46980, 210 

6903220117 Staff requiremec^ts memo re CoiriTTiis&lon affirmatlor^, discussion & vote on 
890300 In RocKville.MD ro Commission ruling on Intervener motion for directed cerlifi* 
cation of scheduling Issue (SECV‘6d*72). 

CHILK.SJ, Office of the Secretary of the Commission M890306B. 89/03/13. 
PARLGR.W.C Offles of iheGensrat Counsel 2pp, 40020*155*49020.166. 

0903220208 Transcript of 890306 briefing on operator training In RocKvilie.MDPp 1 
72.ViewQraphs & handouts end 

* Comrnlsslonors. 69/03/0& 132pp. 46995 007.46995.136, 

0903220330 Transcript ol 890227 briefing In Rockville, MD re filial rept on BWR Mark 1 
contafrrmenf /S8Uos.Pp 1*30 

* CommlssionsiB 89/02/27. 36pp. 49004*249*49004:204 

6903220306 Transcript Of 090301 brfsfing on status of performance indicator deveiop 
menf in RocKviffe.MD Pp.t»60 VAewgraphs er\cl 

* Commissioners 80/03/01 a9pp. 4 8996,231 >48996 321, 

6903230443 Transcript of Commission 890303 affirmation, discussion & vole In 
Rockv)l)e.MD re 8ECY-B9.77^ "Shorebsm Sanction Decision," Pp 1*5, 

* CommissionefB. 69/03/03 9pp 49029.030-49029.038. 

6903240094 Staff requlremenla memo ro B903Q6 brieiing in RocKville.MD on Industry 
programs to acqu/ra 5 Irafn personnel lo bocome licensed reader operators Indus! ry 
represonfafives fisted 

CHILK.SJ Office of the Secretary o! the Commission M890306A. 69/03/10. Office of 
the Secrelary of Ihe Commission. 2pp. 49039* 33 2*4003 9 333. 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 


6902260336 Transcript of 090222 seventh Advisory Committee on Nuclear Waste meet* 
Ing In Bethesda.MD Fp 145*452 Supporting documentation end. 

' Advisory Committee on Nuclear Waste. Q9/02/Z?. 528pp. 40631:092*40032:267. 

6903070240 Comments on final rulemaking on 10CFR61 re disposal of grealer*than* 
ctas3>c low level radwastes 

MOELLER, DW Advisory Committee on Nuclear Waste 89/02/24. ZECH.LW Com- 
missioners. ip. 46a78‘243-4&676’243. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8903020015 Submila further ACR8 comments on implomer^tation of safety goal 
policy Urges Commission lo implement policy. 

REMICK.FJ. ACRS • Advisory CommUteQ on Reactor Safeguards 09/02/16, 
ZECH.L W. Commissioners , epp 48689 247-46689*252. 
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890a020018 Commerils on proposed resolution ol Generic Issues 70, “Power OperatGd 
Relief Viflfva & Block Valve Reliabilily," & 94, ‘■Addl Low-Temp Overpressure Protec- 
tion for LWBa " 

REMICK^F J ACRS - Advisory Commit lee on Reactor Saleguards 89/02/16 

2ECH^LW Commtssioners 2pp 4B672 037-4Q672 038 

8903020022 Submils further ACRS comment on proposed resolution of Generic Issue 
99. "Improved Reliability ot RHR Capability in PwRs" 

REMICK.F J ACRS • Advisory uommitloe on Reactor Safeguards 09/02/16 

ZECK,LW Comnnissioners 2pp 48672 137-48672 138 

8903090380 Transcript of ACRS Subcommittee on Mechanical Components 890228 
meating m Belhesda.MD Pp 1-191 Related into end 

* ACRS - Advisory Committee on Reactor Safeguards 89/02/28 215pp 40607 010 
48007 224 

3903100193 Forwards listed repls in accordance w/requiremenlii of Section 29 of 
Atomic Energy Act of 1954 Over past yr.ACRS reviewed NRC Safety Research Pro 
grams in ar-e-an^ ol containment performance & fire risk scoping study 
REMICK.FJ ACRS - Advisory Committee on Reactor Safeguards 89/02/17 

QUAYLE J D Senate, President o1 the Senate WRIGHT. J House o1 Rep . Speaker of 
the House 6pp 48801 273 48801 317 

-6804210387 Summarizes ACRS 3361h meeting on 880407-09 re efforts to devise 
methods for Implementing safety goal policy enunciated by Commission in 19B6 
KEflR.W ACRS Advisory Committee on Reactor Safeguards 88/04/12 ZECH.LW 
Commissioners 5pp 48801 282-48801 292 

-0800290267 Summarizes ACRS 38aih meeting on 080602-04 re NRC research related 
to heat transfer & fluid transport in nuclear power plants 

WARD, DA ACRS - Advisory Committee on Reactor Safeguards 86/06/07 
ZECH^LW. Commissioners 7pp 46801 293 48001 308 

-0901050196 Comments on equipment qualification risk scopmg study discussed during 
344 Ih ACRS n^ealing on B81215-16 Suggests Hsk-based scoping study be performed 
before environ qualification research program initiated 

KERR.W ACRS - Advisory Committee on Reactor Safeguards BB/12/20. ZECH.LW. 
Commissioners 2pp 48801 306-48801 309 

"0903100254 Discusses core scabng, applicability & uncertainty methodotogy for deter- 
mination oi uncertainty associated w/use of realistic ECCS evaluation moi Jots 
REMICK.FJ ACRS - Advisory Committee on Reactor Safeguards 89/01/19 
ZECH.LW Commissioners 2pp 48601 310-40801 317. 

8903100557 Corrected memo proposing addi resoluliona of US1 A 45. "Shutdown DHR 
Requirements," including cerlification of feed and bleed capability at each pfanLdirect 
use of feedback from experience protection against sabotage 
KERR.W ACRS - Advisory Commillee on Reacfor Safeguaros 89/02/28 ZECH.LW 
Commissioners 5pp 48806070 48006 076 

"09O315O5SO Forwards W Kerr Ur w/coi reded 890226 date to replace Hr submitted In 
Sept 1960 

BARNARD.E ACRS - Advisory Committee on Reactor Safeguards 89/03/01 Public 
Document Branch 3pp 4 8 BO 6 076 46806 070 

3003130711 Responds to Staff Requirements Memo 69022 2, addressing throe issues in 
end ACRS 890215 Hr ro 10CFRS2 Clarification ol criteria in 10CRR52 47Cb)(2) used to 
determine If advanced design ready to be certified as staled roquested 
STELLO.V, Ofc of the Executive Director for Ope/ations 09/03/07. ZECH, ROBERTS. 
CARHCommissioners 6pp 48622254-46022260 

8903160002 Transcript of ACRS Subcommittee on Occupational 8 Environ Protection 
Sya meeting on 890302 in Belhesda.MD Pp 243-441 Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards 89/03/02. 350pp 48885 174- 
40886 203. 

8903170022 Transcript of ACRS Subcommilte on Thermal Hydraulic Phenomena 
690307 meeting m Bethesda.MD Pp 1-149 Related documentation end 

* ACRS - Advisory Committee on Reactor Safeguards 69/03/07. 196pp 40900.057- 
48900 252. 

8903170304 Transcript of ACRS Subcommittee on Occupational & Environ Protection 
Sys on B00301 meeting on subj ol emergency planning Pp 1-242 Related documenta- 
tion end 

^ ACRS - Advisory Committee on Reactor Safeguards 89/03/01. 390pp 48950 306- 
46951:336 

8903200055 Transcnpl ol ACRS Subcommitto on Severe Accidents 890307 meeting in 
eethescfa,MD Pp 1-113. 

* ACRS - Advisory Committee on Reactor Safeguards 89/03/07 204pp 48971 340- 
48972 193 

8903210066 Transcript ol ACRS GE Reactor Plants SubcommiUee 89030B meeting m 
Bethasda.I^D ra plant restart Pp 130-280 Supporting documanlation end 

* ACRS - Advisory Committee on Reactor Safeguards 89/03/08 325pp, 48975 272- 
4B976 26S 

0903210071 Transcript of ACRS 347lh meeting on 890309 in Sethesda.MD, Pp 1- 
131 Suppoitlng documer^latfon end 

* ACRS - Ad vjsory Committee on Reactor Safeguards 89/03/09 181 pp 4B974'008- 
40974 258 

8903210099 Transcript of ACRS GE Reactor Plants Subcommittee 890300 meeting in 
Bethesda.MO re Peach Bottom restart Pp 1-129 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/08. 132pp. 4 8905 155- 
48985 266. 

6903210176 Transcnpl of ACRS 347th meeting on 890310 in Belhesda.MD Pp 182- 
325 Supporting documentation end 

* ACR5 - Adwsory Committee on Reactor Safeguards 69/03/10 192pp. 48975 OBO- 
46975 271 

0903210227 Discusses review ol plant rea lari, per ACRS 347th meeting on 890309- 
11 Staff plans to continue dose monilonng 6 evaluation of managerial & operational 
team lor appropriate period after operation at power has begun endorsed, 

REMICKiFj ACRS - Advisory Committee on Reactor Safeguards 89/03/14 
ZECH,L W. Commissioners. 2pp 49040.226 49040 227 


8903240292 Summarizes ACRS 347th meeting on 890309 11 re proposed severe acci- 
dent research program plan Proposes that code scaling .applicability & uncertaintly 
evaluations developed for thermal'hydraulic codes be used (or severe accidents 
REMICK.FJ ACFTS Advisory CommiUee on Reactor Safeguards 89/03/15 
2ECH.L W Commissioners 2pp. 49040 045 49040 046 

8903240309 Summarizea ACRS 347lh meeting on 890309 1 1 re SECY 88 325, “Policy 
Statement on AddI Applications of Leak-Before Break Technology ’’ NRC open to seti 
OU3 consideration of Indusliy proposals re issue 

REMICK.FJ ACRS - Advisory Committee on Reactor Safeguards 89/03/14 
ZECH.LW CommiBSioners 2pp 49039 320-49039 329 

6903270006 Informs that ACRS will concentrate efforts on containment design criteria 
for future reactors 

REMICK.FJ ACRS • Advisory Committee on Reactor Safeguards 09/03/15 ZECH 
Commissioners, Ip 49056 355-49056 355 

8903270031 Transcript of ACRS Subcommittee on Malta & Metallurgy on 890316 in 
Belhesda.MD Pp 205 417 

* ACRS - Advisory Coiumiltee on Reactor Safeguards. 89/03/16 362pp 49057 001* 
49058 097 

8903270336 Transcript of 890315 ACRS SubcommiUee on Malls & Metallurgy meBtl<ng 
in Columbus, OH Pp 1 204 Related documanlation end 

• ACRS - Advisory CommiUeo on Reactor Safeguards 89/03/15 305pp 49050 117- 
49051 108 


ADVCM NRC ADVISORY COMMITTEE 


0902280336 Transcript ol 890222 seventh Advisory Committee on Nuclear Waste mast' 
ing in Belhesda.MD Pp 145 452 Supporting documentation end 

* Advisory Committee on Nuctear Waste. 89/02/22 528pp 48631 092-48632 257, 

6903010220 Transcript of 7th ACNW meeting day three on 890223 In Belhesda.MD Pp 
453 652 

* Advisory Committee on Nuclear Waste 09/02/23 350pp 48641 084 48642 160. 

6903010226 Transcript of 7th ACNW meeting day one on 090221 In Belhesda.MD Pp 1- 
144 Related (nfo end 

* Advisory Committee on Nuclear Waste 89/02/21 260pp 48642 151-48642 344 

6903070246 Comments on final rulemaking on 10CFR61 ro disposal of groater-than* 
cisss 0 low rQ'dWdstos 

MOELLER.DW Advisory CommiUee on Nuclear Waste 89/02/24 ZECH.LW Com- 
missioners, Ip 46B 78 243-40078 243 

0903060101 Transcript of B90216 public meeting of Advisory Panel (or Da contamination 
of TMl-2 In Harrisburg, PA Pp 1-119 Supporting documentation end 

* Advisory Council for Decontamination of TMI Unit 2 89/02/16 136pp. 48770 218' 
48778 354 

690310004$ Transcnpl of 881107 QA SubcommiUee of Advisory Committee on Medical 
Uses of Isofopes S8i107 mealing in Washhglon.DC Pp M78 

* Advisory Committee on Medical Uses of Isotopes 86/11/07 150pp 40609 100- 
48609 347. 

8903230091 Forwards Key technical topics for Yucca Mountain site detailed revtow 
guides in NRG site characterization plan review plan, per agreement during briefing of 
Advisory CommiUee on Nuclear Waste on 890221 

LEAR.Q. ReposUory Licensing & Quality Assurance Prolect Dlreclorate (881120). 
HLWR 89/03/20 MAJOR, R Advisory CommiUee on Nuclear Waste lOpp 
49029 309 49029.310 

8903240100 Submits first rept of Nuclear Safety Research Review Committee 06821 7- 
16 & 0602-03 meetings re overall structure & thrust of NRC Nuclear Safety Research 
Program & exam of selected components of program, 

TODREAS.NE Nuclear Safety Research Review CommiUee. 00/00/11. 
DECKJORD,E.S Office of Nuctear Regulatory Research, Director (Post 660720). 6pp, 
49040 136 49040 141 


COMMISSION NRC COMMISSIONERS 


0803180190 Fonvards repl (or CY07 on all changes to sys.componants, 
structures, procedures, organization or design of operating plants where such changes 
irnposed by Commission or staff 

ZECH.LW. Commissioners, CCS 88/03/09, BEVILL.T. House of Rep . Appropriations 
15pp, 45101-111-45101 116 

0800090320 Forwards response to recommendations by GAO In "Info Sys. Agendas 
Overlooked Security Controls Dunng Development" to chairpersons of various com 
mlUees 0 subcommittees, 

ZECH.LW Commissioners CCS 08/07/27. GLENN, J Senate. Governmental Affairs 
BROOKS. J House of Rep,, Government Operations. BREAUX, J.B Senate, Environ- 
ment & Public Works 12pp 49161-001-49161 012, 

8 600 100140 Forwards evaluation re NRC requirements for nuclear power facility licens- 
ee In event that plant alert & notification sys for public became inoperable, per telcon. 
ZECH.L.W Commissioners CCS. 08/07/19 BREAUX.J B Senate, Environment & 
Public Works 3pp 46478:249-46478:251. 

B90B250031 Responds to 000614 reauest (or info to suppi Info provided by Hayes at 
880426 hearing re reorganization ol NRC.Specific answers to questions end, 

ZECH.LW Commissioners CCS. 88/08/03 LUJAN, M. House of Rep, Inlenor & Insu- 
lar Affairs 12pp. 46647:033-40647.040, 

0BO923O176 R ■ ' ' al generic I mpHc alio ns of 

MOU negol) ' ' should not be delayed, 

ZECH.LW 'I '■ - Senate, Environment & 

Public Work! 
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B&12280136 Responds to B01021 S 1121 Urs ro opporluniiy ior mombors of Poach 
Bottom communMy to express views on plant roslarl NRC would not authorize roslarl 
of plant rf second proitloms cndangor pubic beallh fit safety 

ZECH,LW Commissioners CCS 08/12/14 GHAY.W H House of Rep 7pp 
47950 317 47951 062 

S 9 01060078 Forwards NRC bacKgrountf paper re IAEA safeguards at ALKEM 
tacflfty^agreerng w/ALKEM technical rept that apparent mtemat sfiortcommga of safe 
guards practices at facility did proscnt aitficutlies to IAEA insp effort 
ZECM.LW Commissioners CCS 6Q/\2/W GLENN.J SonaiQ, Govornmenlo I Affairs 
9pp 43100 259 48(00 207 

8901310290 Forwards NRC “Annual Rept on Compolilion/* per Public Law 9B 369, ScC' 
tion 21 Section 1 of rept describes Commission planned actions during FY69 to ln> 
crease competition for contracts entered into by NBC on basis of cost 
ROGERS, KC Commissioners CCS 00/12/20 BUSH.G H Senate WRIGHTJ 
House of Rep , Speaker of ibo House, 8pp 48313 190 48313 lO? 

8901310299 Informs of organizational & personnel changes at senior level of NRC 
stafLincluding appointment of second Deputy Director for Operations & assignment of 
specific areas of responsibility to (wo deputies Announcement of changes end 
ZEGH.LW Commissioners CCS 09/01/09 BEVlLl.T House of Rep . Appropriations 
JOHNSTON.J B Senate, Appropriations GLENNJ Senate, Govornmopla) AWaKs 
9pp 40367 041-48367 049 

0901 3 10301 Forwards repl reflecting substanllal progress In strengthening inlornal con- 
trols & anency-fovef commitment to process Ropt consists of three ends 
ROGERiS.TM Commissioners CCS 89/12/27 President ol US & ExO'CUliv© Of- 
fices WRIGHT .J House of Rep QUSH.GH Senate 12pp 40367 026 4 B367 037 

8902010208 Forwards chart showing revised struclure of EDO, in response to 001222 
recjuost that author reconsider decision to havo Otc of Invosilgalions ropt sent to 
EDO.rather than to Commission 

ZECH.LW Commisslonors CCS 00/01/09 DINQELL.JD, SHARP,PR House of 
Rep . Ehorny & Commerce UDALL,M K House of Rep , Interior & Insular Alfairs 
12pp 49320 226-40320 238 

0902020115 Responds to 001213 |tr ro nuclear safety issues raised by Subcommittoe 
during lOOlh Congress Two of (our remaining Issues, fitnoss for duly & toj;o/ism being 
pursued by NRG w/rulomaking or cJovelopment of regulations NRC actions oncl 
ZECH.UW Commissioners lEB 68 001. D9/01/19 GEJDENSON.S Houso of Rep, 
Interior & Insular Affairs 0pp 4834? 269 48347 298 

6902020288 Responds to rogommondation made by GAO In Sopt 1080 rept. “Nuclear 
Waste Repository Work Should Not Proceed Until QA Adequate " NRC agroos w/rec- 
ommondations Including DOE alto charactorization after NRC approval of QA pro 
arams 

ROGERS, KC Commissioners CCS 08/12/28 GUENNJ Sonalo. Govornmonlal At 
fairs BROOKS, J Houso Ol Rop , Qovornmonl Oporolions BBEAUX,J,0 SeneJo, Env) 
ronment & Public Works, 9pp 48354.086 48354 007 

8902160328 Responds to Q81207 Hr re NRC position on DOE silo characterization plan 
for Yucca Mountain site Land Iranafer Issues roferretl to in Ur are oulsldo NRC author- 
ity _ 

ZECH.LW Commissioners CCS 89/01/24 BILBRAY,JH Houso ol Rop 2pp 
48502 025 40502'253. 


6903140273 Responds to 890117 hr re offsiJe emergency planning slaius Assijres Jhaf 
views of stato/local oflicints considered in 881221 Commissicn ondcrsmcnl of 
deliberate, phased start up program over 4-6 month period w/auqmenled NRC over- 
sight 

ZECH.LW Commissioners 89/03/09 DUKAKIS.MS Magsachusotts Commionweallli 
of 6pp 40B53 25B 48663 266 

“9903140202 Discusses disoppomlmonl w/iatk of Commission interest in views of 
slaie/local authorities ro status of offsite emergency plarimnfl for plant Lack ol ado 
nuQto reception cUS for radiological monitoring & decontamination emphasized 
OUKAKtS.MS MassacliusoUa. CornmonwGatth of 89/01/17 ZECH.L Commission- 
OfS 3pp 46863 264 48853 266 

9003150041 Weekly info repl for Wk ending 890303 
BLAHAJ L Ole of the Executive Dirsctor lor Operations 36/03/09 3Bpp 40873 129- 
48B73 t6& 

8903150186 Responds 1c appeal of denial o( FOIA request (or Docurnents 36 61 on 
App C Reloasos Documents 0-30 - C-50,C 60 & C-61 Other App C documents with 
held (r0( FOIA Exemption 5) 

CHIUK.SJ Of(ico of the Secrolary of the Commission 69/03/03 AFTERGOOD,S 
CommiUeo to Bridge Iho Gap 1 p 48876 1Z3 40875 251 

<-'89031 50273 Forwards rept of invosligation re alieoaltons dial JR MjlIor.DM Cedson & 
C Woodhead misrepresented mall facts before ASLB.In roaponso la JH Frye 831223 
(tr No evidence of knowingly or willfully misrepresent Inn taels lo ASLB found 
MESSENQER.GH Office of Inspector a Auditor B4/06/12 PALLAOINO. GILINSKY, 
ROBERTS Commisstonors ?pp 46875124-48675 125 

8903160220 Forwards Ole of Invosilgalions Repl for Case 2-06 005 concluding that af- 
logaiions of concerned employee roi substantiated 

ZtCH.LW Commissioners 09/02/16 SHARP.P House of Rep, Energy & Com- 
merce tp 48071214-48671214 

6903160250 Discussos Stale of WV continued participation in NBC Slate Liaison Officer 
Program Indlividuals selected for role sliould be ablo to communicate ofleclively w/ 
Dlhor state agonciea on nucloar issuos 

ZECH.LW Commissioners 89/02/16 CAPERTON.G West Virginia, Stale of 1p 
40660 166 46B60 196 

0903150260 Forwards NUREG o-OBO.Vol 11. No 3. “Repl lo Congress on AOs Jul Sept 
1000“ No AOs at nuclear power plants licensed to operate for reporting period Two 
AOs unefer other NRC issued liconsos & one AO reported, by Aqroement Slate noted 
ZECH,L.W Commrssfonara 00/02/27 WRfGHT.J. House of Rep, Speaker of the 
House QUAVLEJ D Sonaio. ProBidonl of the Senate 2pp 48077 178*48877 218. 

8903160437 Informs that NRC will continue to work w/L Lloyd unless new individual ap 
pointed State of MT slate liaison officer Continued participation in NRC Slate Liaison 
Otficer Program encouraged 

ZECtLLW Commissioners 09/02/16 STEPHENS.SG. Montana, State of Ip 
48871 852 46671.352 

8903150449 Discusses State of NV conlinuod participation in NRC State Liaison Odicor 
Program NRC to work w/RR Loux as most recent Siato of NV liaison officer unloss 
inrormecf of new choLco 

ZECH.LW Commissioners 89/02/16 MILLER, RJ Nevada, Stale of ip 48871 386 
4007f 358 


8902260515 Weekly Info rept for wK ending 890217 
BLAHA,J L Assistant for Operations (Post 890205) 09/02/23 33pp, 40G32 2S0 
48832' 290 


8903010399 Forwards resnonses to questions attached to 090123 Hr ro hearing on 
NRC budget request for PYOO & Qt 

ZECH.LW Cemmlsslonors 89/02/21, UDALL.MK House ol Rep. Inlorior & insular 
Affairs 370pp 48022 266-40B25'074 


8003070126 Weekly Info rept for wk ending 090224, 

BLAHA.JL Assistant (or Operations (Post 890205) 80/03/01 30pp 407 63 3 23 
48763 352 


0903090272 Responds to 681222 Ilf reqtfosflrrg fneft/sfon of town of Bourne wiWrip 
plume exposure pathway EPZ (or plant NRC determined that oxlstlng plumo exposure 
pathway EPZ sulllcea lor public safety, 

ZECH.LW Commissioners 89/03/01. KIRBY .E,P Massachusetts, Commonwealth of 
4pp 46600-01 4-46600.0(6. 

•'0903090276 Endorses request of Bourne Board of Selectmen that town be inefudod (n 
radiological emerflency response plan 

KIRBY .E.P Massachusetts, Commonwealth ol, 86/12/22. Commissioners Ip 
468000(6 46800,0(6. 


6903090290 Responds to 681227 f(( roquosting NHC (moose moratorfum on all appfica* 
lions aubmltled by util & thorougliiy review alilnfo previously submttlod by util to deter- 
mine veracity, accuracy & authenticity 

ZECH.LW Commissioners 69/03/02 SWEENEY.R . YEVOLl.L J.. 01ANCH1.1 W New 
York. Slate of. epp, 46706'208-48700 304 

-8903090292 Requests that NRC Impose immediate moratorium on all applications sub 
milled by util for license for plant * that NRC rovlew oH prior Info submIUod by util to 
determine voracity, accuracy & authenticity 

HARENQERQ.P,, YEVOLl.LJ., SWEENEY, R. Now York, State ol, 88/12/27. 
ZECN,L W. Commissioners Ip 48790.304 46798.304 

B903100564 Responds to 681222 Itr requesting Inclusion o( town of Bourne within 
pfumo exposure pathway EPZ.Detorminod that oxlsllnq pathway at plant sufticienl to 
provide reasonable assuranco that public health fk safety proieotod, 

ZECH.LW, Commissioners 89/03/01 KERRY, J.F. Senate. 4pp 48822:065- 
48622 076, 


-8903100568 Requesta NRC deafgnalo town of Bourne.MA as community within 10 
mile EPZ surrounding plant Families & civil defense auihorilies deserve to ho apprised 
of emergency Info & receive support for planning ellorta 

KERRV.JF Senate CCS 8§/12/22. ZECHU Commissioners 2pp, 48822009- 
40822 070 


69031694S4 Discusses State of NH conlinuod participation In NRC State Liaison Officer 
Program NRG work w/R Stroms as most re(:or>t Slate ol NH liaison officer unless In- 
formed ol new choice 

ZECH.LW Commissioners 69/02/16 QR6GQ.J Now Hampshire. State of tp 
.ie67f '359 40871,359 

8903160460 Discus SOS Stato ol IN continued participation in NRC State Liaison Officer 
Program NRC to work w/TS Danielson as mosl recent Indiana Slate liaison officer 
unioas recipient inform NRC of new choice 

ZECH.LW, Commtssfonera 89/02/16 OAYH.E Indiana, State of. Ip 46071-278 
4887 1 275 

8903180006 Forwards summary of actions taken by NRC in response to rocommenda* 
Uons ro rents issued by Comptroller General 

ZECH.L.W Commrssfonors e6/&3/02. BYRD.RC Senate, Appropdattons 
WHfTTEN.JL House of Rop, Appfoprfaftons QLENN.J Senate, Governmental Af- 
fairs 11tpp 46693 089-48893 107. 

0903160086 Responds to 000118 Itr ro UBHNCO proposal to construct enrichment la- 
cility & exchange classlllod info Agfoonienl for exchange of classified info oncl 
ZECH.LW Commfaskwiers, 89/o 3/02. WORFHET.DI Unifed Kingdom, Govt of 5pp 
48679.208 40B79’269 

8903160207 Forwards *’Rept by NRC on Administration of FOIA for CYft8." 

ZECH.LW. Commissioners 89/03/03 WRIGHT, J House of Rep, Speaker of the 
Houso QUAYLE. J O. Senaie 21pp 48865213 40eB6'233 

8903170164 Responds to S Rousso 899123 request for NRC comments on DOE ‘'Final 
Version Dry Cask Storage Study" Encourages DOE to activoty pursue commitment 
made In final study to acconnpitsn resolution ol matter w /actions & In concert w/indus- 

!^CH,LW Commissioners 89/03/01 FITZPATRICKD Energy, DopL oi tp 
48094 318 46894,3)5 

-8903170169 Responds to 8011 19 Hr providing comments on ‘Inilial Version Dry Cask 
Storage Study," Expresses appreciation for assessment ol documeni Agree s that all 
stops in spent fuel mot process should be coordinated to onchance safety 
RQUSSO.S Efiorgy. Dopl. of. 89/01 /O 4. Commissioners 2pp. 48894-31 4'46694‘31B 

0903 170 173 Submits proposed lagisiation authorizing appropnotlona for FY90 & 91. No 
oblocffon to submission of proposal to Congress noted 

Z&H.L.W. Commissioners 89/02/23. LIDALl,M Houso of Rep , Interior & Insular Af< 
fairs. 17pp 48950.209-48950 225. 

to designate town of Bourne as falling within lO-mile EPZ sur- 

0/12/22, ZECH,L. Commiaslonef^ 2pp 48894 232-46894-233 


0903170186 Urges NRC 
roundlrig Fiigrlm Plant. 
KERRY,J,F Senate E 
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8903200301 Partial raspor^se to- POIA request for documanis Forwards App E/F A por^ 
lions of App F/F documents App D/D,E/E & portions o1 App F/F documents available 
m PDR App G/G & portions of App F/F witlihold (rof FOIA Exemptior^ 5) 
GRIMS^EY.DH Division of Freedom of Information & Publications Services fPoal 
890205) 89/03/10 JOHNSON, G E Swidler & Berlin 9pp <18931238 48934 061 

>-B9-032Q031S Partially deleted memo re Eicensee performance & plant sbutdown 
STELLO.V Ofc of the Executive Director for Operations 86/06/12 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners ip 4B931 331 4B931 33l 

8903210027 Ack receipt of 090203 comments on rulemaking efforts on nuctoar power 

f fant design standardization & one step licensing Forwards SECY 69-036. "Rufemak- 
ig on Early Site Permits .Design Corfificalions & Combined Licenses" 

ZECH.LW Commissioners 89/03/08 MCCLUHEJ A Senate, Energy & Natural Re- 
sources 2pp 48974 259 48975 079 

8903210031 Forwards CY8B rept on changes to sys.coiTiponants, structures, 
procedg;es..organiza1ion or design of operating plants where changes Imposed by 
Commission or staff 

ZECH,LW Commissioners 89/03/10 BEVILLJ House of Rep, Appropriations 
16pp 40979 014-46979 029 

8903210360 Responds to Bfti 227 ttr requesting NRC to include town of Bourne within 
plumo exposure pathway EPZ for plant Existing EPZ at ptant considered sulfident to 
provide assurance that public health & safety will be protected 
ZECH,LW Commissioners. 89/03/01 CAHIR.T S Massachusetts. Commonwealth of 
4pp 4B9a4,046 48984 050 

-8903210386 Proposes thal town of Bourne be designated as part of plant EPZ since 
part of town rests within 10 miles of facilitv 

CAHlflJS Massachu sells, Commonwealth of 88/12/27 ZECH,L W. Commissioners 
Ip. 48984 050-4B9Q4 050 

8903230004 Forwards NRC ropl on emptoyaes detailed to executive egerxcies In FY69 
ZECH.LW Commissioners. B9/03/0 7 BYRD.R C., WHITT EN.J L Senate, Appropria- 
tions 4pp 49020 207-49028 210 

8903230120 Forwards NRC 3Bth quarterly status repl on emergency preparedness for 
nuclear power plants for Oct Dec 1968 

ZECH.LW Commissioners 89/03/09 BREAUX.J B. Senate, Environment A Public 
Works 5pp 49029 057-49029,061 

8903230189 Requests state participation In NRC Slate Liaison Officer program. 
ZECH.LW Commissioners 89/03/03 DIPRETE.ED Rhode (stand. State of Ip 
49026 135-49026 135 

8903230279 Forwards NRC quarterly status r^1 covering fourth quarter ol CY8B 
ZECKLW Commissioners B9/03/09 Bt^VILL.T House of Rep. Appropnations 
t2pp 49029108 49029119 

8903239358 Responds to 890221 request for info on status of TMI action plan 
requirements Addl time needed to gather other rvoncomputerEzed data to fully respond 
to questions Complete response will be provided by 890330. 

ZECH,L.W Commissioners. 89/03/10 MARKEY.EJ House of Rep Ip 49023025 
49023 027. 

-B903230360 Requests answers to questions listed re status o! Irrmlemenlaiion of im- 
provements ordered under NUREG 0660 & NUREQ 0737 after TMI-2 

accident Response within 10 working days or by 890306 requested 
MARKEY,EJ House of flop 89/02/21 ZECK.L W. Commissioners 2pp 49023 026- 
49028027. 

690 8240177 Weekly info repl for wk ending 890310 
BLAHA,J L Ofc of the Executive Director lor Operations 09/03/16 36pp 49039 070- 
49<}39<i05 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 

6902230460 Notification of contract execulEopMod 14 to "Flow of Groundwater & 
Transport of Contaminants " Contractor’ ln-Situ,lnc 

MEEHAN.B Contract Admlaistration Brancti NRC-04 85-1 14. 69/01/09 GUSTAVE.R 
Program Man a game nl. Policy Development & Analysis Staff (Post 870413) 
MCCARTIN.T NRC - No Detailed Affiliation Given Ip 46569 336 48569 33/. 

-8902230511 Mod 14, extending period of performance through 890603,10 "Flow of 
Groundwater & Transport of Contaminants.'^ 

STEELE, T.D In Situ. Tnc. EDQEWORTH,PJ Division of Contracts A Property Man- 
agement (8805 15-890204). NRC 04-B5-1 14 B9/01/09 2pp 46566 336-48569 337 

8002240064 Notification of contract ex0CUtion,Mod 174o "Program to Support Operator 
Licensing Activities" Contractor Sonalyais,lnc 

0£LI,S. Confracf Admfnislralfon Branch. FIN 0-133Z-'9 NRC-03 56-054 Se/Ot/Sa 
BA-JWA.SS Planning, Program A Management Support Branch (Post 870411) 
PULSIPHER, K, NRC - No Detailed Afiilfalbn Giyerr Ip, 48621.112-48621 114. 

-6902240059 Mod 17, In creasing ceiling amount of contract & providing incremental 
funding to, '‘Program to Support Operator Ucansma ActwHles " 

SKftABA,F.J Sonalyals. Ino HAGAN, TF. Division of Contracts & Property Manage- 
monl (800515-800204) FIN D-1332-9 NR 0-03-86-0 54, 80/01/23. 2pp 4B82l-lf3*- 
48621 114. 

B90224Q110 Notification of contract execution.Mod 16, lo "Facilities Mgt of P‘634.MNBB 
& While Flint North Computer Facililies " Con tractor. SBASubconlraclor.Kenrob A 

liHOi 

MEEH'aNjB Contract Administration Branch. NRC.33-86 279 flfl/81/10 SCOTT.S. 
Division of Information Support Services (870413 690204) Ip, 4 8579.172 48579.176 

-8902240113 Mod 1 6,1 ncorpo rating contractor revised Indirect rates & change of 
address^lo "Facilities Mgl ol P-634,MNBB A White Flinl North Computer Facilities '* 
SWAILES.M P Smalt Business Adminlslralion ROBiNSON,K,W, Kenrob A Associates, 
Inc. EOQEWORTH,P.J. Contract Admir^islraken Branch. NRC 33-86 279 89/01/10, 
Opp 48579.l73-4a570’17S 

6803010112 Notification of contract execution .Mod lO.lo "Radiation Monitoring Program 
Requirements" Contractor. Oepi of Social A He althSvcs, Olympia, WA 
HUQHES,A NRO - No Detailed Affiliation Given FIN B-5551 NRC-32-e3-6B2. 69/02/ 
15, FRIG1LLANA.E.8, Region 5, Ofc of the Director. TENBROOK.W NRC - No De- 
tailed AffMon Given Ip. 46644 348 46644 358. 


-8903010110 Mod 10, increasing funds.to "Radialion Monitoring Program Roquiro- 
monis ■' 

TOOHEy,J Washington, Slate of EDGEWORTH.E J Division of Contracts & Property 
Management (Post 890205) FIN B 8551 NRC-32-03-682 09/02/15 lOpp 

48644 349 4B644 358 

6903030294 Notification of grant execution "Research Needs for Radialion Protection 
Purposes," awarded to NCRP 

FLYNN.MJ Contract Negotiation Branch-I. FIN Q-1 149 NRC 04 89-103 09/02/21 
GUSTAVE, fl. Program Management, Policy Development A Analysis Staff (Posl 
S70413) BELL,J NRC - No Detailed Affiliation Given 1p 48692 215 48692 237 

-6903030301 Grant "Research Needs for Radiation Protection Purposes," awarded to 
NCRP 

* National Council on Radiation Protection & Measurements BELL.J Office of Nude 
ar Regulatory Research, Director (Post 860720) FIN G-1149 NRC 04-89-103 69/02/ 

21 22pp 48692 216 46692.237 

8903030487 Notllicatlon of cor^tracl execution, Mod 7 to "Radiation Monitoring Program 
Requirements " Contractor Stale of DE 

HUGHES.A Contract Administration Branch NRC-2a 83 602 FIN B 8352 89/02/07 
MARTIN.TT Region 1, Ofc of the Director. HUGHES, A Division of Contracts A Prop- 
erty Management (Post 890205) Ip 48694 290-48694 296 

-69030600111 Mod 7,exlend<ng period ol performance.provldlng CY69 funds & revising 
Article V.incorporatmg revised statement of work, changing accounting & appropriation 
data A revising contractor name A address.lo "Radiation Monitoring .. ’’ 

HUGHES.JA Delaware, Slate of EDGEWORTH.PJ Contract Ad minlslrat bn Branch 
FIN B 8352 NRG-2a 63-602 69/02/07 6pp, 4B694'2gi -48694 296 

6903060106 FOIA request for Schedule B prices In Contract NRC 10 00-256, ‘'Afchivai 
Mali Storage " 

VANV00RH1S.0 ODD Co NRC- 10-86-256 89/02/16 BAZIN. J Division of Contracts 
A Property Management (Post 890205) Ip 48761 2gg 48761 200. 

6903100376 Notificalion of centracl executlon.Mod 9,io "Radiation Monitoring Program 
Requiroments " Contractor Oregan Stale Health Div 

HUGHES. A Contract Administration Branch FIN 0-8554 NRC-32-03-6D6 89/02/17. 
HAMILL.K Region 5, Ofc of the Director TENBROOK.W NRC ■ No Detailed Affili- 
ation Gwen Ip 40806,096 48806107 

-8903100385 Mod 9, extending period of perform a nee, providing CY69 funds, revising Ar- 
ticle VJncorporatlng revised statement of work A changing accounting data, to "Radi* 
atlon Monitoring Promam Requirements " 

* Oregon. State of. EDGEWORTH.PJ Division of Contracts A Properly Managemenl 

(660515-890204) FIN 8-0554. NRC-32-83 605 89/02/17 lipp 48B0B097* 

4B&06 107. 

8903130133 Nolificalion of contract axecution,Mod 7, to "Radialion Monlloring Program 
Requirements " Contractor.Tennessee Dept of Health 

HUGHES.A. NRC - No Detailed Affiliation Given FIN B-0401-9 NRC-29-83-022 89/ 
02/21. MALEY.R.J Region 2 , Ofc of the Director KAHLE.J B NRC • No Delailed Af- 
filiation Given, ip 48B20.324 46826 335 

-8903130141 Mod 7.exlendlng period of performance.provlding CY89 funds, revising Ar 
tide V, incorporating revised statement of work A changing accounting & appropriation 
data to "Radiation Monitoring Program Requirements " 

LUNA,J.W, Tennessee, Stale of * Division of Contracts A Properly Manageaienl 
(080515 890204) FIN 8-8401-9 NRC 29 03-622 89/02/21 Itpp 48828.325- 
46628.335 

8903130157 Notification of contract execution, Mod lo.to "Radiation Monitoring Program 
Requirements." (Dontractor^Dept of Health Svcs.Envlron Mgt Branch. 

HUGHES.A NRC ■ No Delailed Affiliation Given FIN B-8553-9. NRC 32-B3 664 89/ 
02/27 HAMILL,K Region 5. Ofc of the Director TENBROOK.W. NRC - No Detailed 
Affiliation Given. Ip. 48820.3 13-48820 324 

-8903130167 Mod 10, extending period of performance through 911231, providing CYSg 
funds,revlalng Article V, Incorporating rev to scope of work A changing accounting A 
appropriation data, to "Radiation Monltonng Program Requirements 
WOMELDORF.DJ California, Slate of EOG^ORTH.P.J. Division of Contracts A 
Property Management (Post 890206). FIN B 0553-0 NRC-32-83.684 89/02/27 12pp. 
48820 314-48820 324. 

6903140612 Notification of contract ex©cution.Mod 7, to "Radiation Monitoring Program 
Requirements " Contractor Radiological Health Program 

HUGHES.A Contract Administration Branch FIN 0-8367 NRC-28-B3 611 B9/01/17. 
MARTIN.TT. Region t, Ofc of the Oireclor. KOTTAN.J. NRC - No Detailed Afflliallon 
Given 1p.48850’1O5-4BB58-11O. 

-69031 406B3 Mod 7, extending period of performance, providing GY89 funds, revising Ar- 
ticle V.tncorporating revised statement of work A changing accounting A appropriation 
data, to "Radiation Monitoring Program Requirements." 

WALLACE.W.T New Hampshire, State ol. EDGEWORTH.PJ Division of Contracts A 

» Management (880515-890204). FIN B-8367 NRC-28 83 61 1 89/01/17. 5pp, 
06-48858.110. 

8903140631 Notllicatlon of contract executlon.Mod 6,to "Cooperative 
Aoreemenl Environ Surveillance for Measuring Concentrations of Radloaolivily A Radi- 
ation Levels In Environ of Commission Licensed Activities.,.." Contraotor:Nebra8ka 
Dept of Health 

HUGHES.A Contract Administration Branch FIN B-B503-9. NRC-31 -86-330. 89/02/ 
28, MEYER.D.M Region 4, Ofc of the Director ip. 40837’O26 48837 040 

-8903150050 Mod 6, extending period of performance, providing CYB9 funds A revising 
Article V,lo "Cooperative Agreement -Environ Surveillance for Measuring Concentre- 
Ifons of Radioactivity 4 Radiation Levels In Environ of Commission Licensed...." 
WRIQHT.G.F Nebraska. Slate of, EDGEWORTH, P J Division ol Contracts A Property 
Management (Post 890206) FIN 6 8503-9. NRC-3 1-86-330. 89/02/28. f&pp. 
48837 026 48837 040. 

8903220503 Notification ol grant execution' "Development of Risk Based tnsp Guide- 
lines," awarded to ASME 

HAGEY.H Contract Negotiation Bfanch-1. FIN Q-1 1459 NRC.04-8O-1O2. 89/03/14. 
GUSTAVE, R.P Office of Nuclear Regulatory Research, Director (Post 860720) 
MUSOARA.J. NRC - No Detailed Affiliation Given, ip. 49007:222.49007;244. 
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•*6903220504 Granl "DovoloprtiQnt of Risk Basod tnsp Gtiidohnes,” awarded lo ASME 
SHANKEUG M American Society of Mechanical Engineera WIGQINS.E J Oivislor^ of 
Contracts & Property Management (Post 090205) FIN G 11459 NBC-04 -09 102 09/ 
03/ 14 22p 49007 223 49007 244 

6903230440 Notification ol cooperative agreomeni "Malnt & Operation of LPDR/' 
awarded to Brooks Memorial Library 

NEfMEVER.E Divfsron of Contracis & Property Managomonf (Post 890205) FfN D* 
24169 NBC 10-07-360 89/03/13 GRIMSLEY.DH DmsIoo of Freedom of Inforina 
lion & Publications Sorvicoa (Post 090205) Ip 49031 350-49031 360. 

-8903230449 Cooperative agreement "Mainf & Oporatioo of LPOH/" awarded to 
Brooks Memorial Library 

MORRISON, M Brattleboro. VT NIEMEYER.E NRG - No Detailed Affiliation Given 
FIN 0-24169 NRC- 10 87-360 80/03/13 2pp 40031 359 40031 360 

6903230456 Notification ol contract oxecution.Mod 3>to 'Investigation of Quarternary 
Displacement on Washita Valley Fault in Murray County.OK'' Contractor Untv ol Ar- 
kansas. 

KN0X,E Contract Administration Branch NRC 04-87-1 10 B8/I1/0B ARLOTTO.GA 
Division of Engineering (Post 870413) MCMULIEN,R NRC No Dolallod Affiliation 
Given tp 49020 325 49029 326 

-6903230456 Mod 3, transferring funds to travel category of budget info at no impacl on 
contract coifing amount, to ‘'mvostigatlon of Quarternary Displacement on Washita 
Valley Fault In Murray County^OK " 

CHAMBERLAN.G.D Arkansas, Unlv of, Fayatievillo, AR NRC 04-67 110 08/1 1/QB 
ip. 49029 326 40020’326. 

6903270316 Notification of contract execution, Mod 7, to “Radiation Monitoring Program 
Requiremonts *' Contractor State ol MD Dept of Envlron,Radlolonical Hoallh 
HUGHES, A Contract Administration Branch. FlN 0 8353. NRC‘28 83 00a 89/03/15, 
MARTIN.TT. Region 1, Ole ol the Director KOTTAN.J NRC - No Detailed Affilintion 
Given. Ip. 49055 247 49055-258 

-8903270319 Mod 7, extending period of performance.provldmg CY89 funds, revising Ar- 
ticle V, Incorporating revised statemonl of work & changing accounting dala.to “Radi 
ation Monitoring Program floquiromenle 

FLETGHER,R Q Maryland, State of EDGEWORTH,P.J Division of ConUacts & Prop- 
erty Management (Post 890205) FIN B-B353 NRC-20B3 60B 09/03/15 11pp 
49055-24Q-49055.260 

9903270386 Notification of contract execution, Mod 12.to “Review of RETRAN Compul 
er Code & Confirmatory Licensing Calculations.'' Controctor.SBA Subcontractor Inti 
Technical Sves. 

DORSEY, M. Contract Administration Branch FIN D-13B0-0 NRC 03 08 053. 89/03/ 
07. BAJWA,S Planning, Program & Management Support Branch (Post 870411). 
WAIKER,W NRC • No Detailed Alliliation Given Ip 40110.232 49110.235 

-8903270366 Mod 12, providing incfomcntal funds In stated amount & changing as 
signed pro(oct officer, to ''Roviow of RETRAN Computer Code & Confirmatory Llcens- 
fng Cafeufatfons '* 

* Small Buslnoas Administration * International Technical Services, Inc BELLAS. Dlvl 
Sion ol Contracts & Properly Management (Peat 800205). FIN 0 13B0-9. NflC 03 96- 
053.89/03/07 3pp 491 10,233-49110-235. 

8903270367 Notification of contract eKGcutlon,Mi>d 12, to “Radiation Monllorlng Program 
Reeulfemehls '' Contractor Stole of OH, 

HUGHES, A. Contract Administration Branch NRC 30-03-046 80/03/03. 

NOREUUS.C.e Region 3. Ofo ol tbo Director CANlANO,B J. NRC - No Dotatled Al 
tiliatlon Given, Ip. 491 10.171 491 10 172. 

-6903270369 Mod 1?, Changing name of technical ropresentatlve^to *’Radlallon Monitor- 
ing Program Requlremenle.'’ 

* Ohio, State of EDGEWORTH, PJ. Division ol Contracts & Property Management 
(Post 890205) NRC-30-83.648. 09/03/03 Ip, 40110.172-40110-172. 

6903270403 Notification of contract executlon,Mod 24, to ''Integral Sya Tost Program - 
Once-Through fntograf Sya & Mu1tf*Loop fntograt Sys Test Componor>tB " 
Contraclor.filiW 

BELL.S Contract Administration Branch. FIN 0-1734 NRC 04 03-166 89/03/22 
QUSTAVE,R Program Management, Policy Development & Analysis Stall (Post 
670413) LEE,R. NRC - No Detailed Affiliation Given. Ip 491101209-49110.224. 

-8903270404 Mod 24, revising statement of work, extending period of performance to 
B&1231 & revising key personnekto '‘Integral Sya Tost Program * Once-Through lnte> 
oral Sys & Multi-Loop Integral Sys Tost Components.'' 

RYTKONEN,0 Efectrfo power Research fnstdutQ. SMITH, N. Babcock & Wlfcox Co 
BELL.S Contract Admfniatratfon Branch FfN 0 1734. NRC-04-83.168, 89/03/21. 
15pp, 49110.210-49110:224 

8903270408 Notification of contract execution, Mod 2, to “Processing 8 Pecking Docu- 
ments for Transmittal to LPDR “ Contractor:SBA Subcontractor .Analysis Group.lnc. 
KN0X,E. Contract Administration Branch FIN D 24169 NRC-30 8to9. 89/02/21. 
QRtMSLEY,OH. Division of Freedom of Information & Publications Services (080515 
B90204) NORTHERN, S.S. NRC - No Detailed Affiliation Given. Ip. 49110.227- 
491 10’229 

-8903270409 Mod 2tprovldiog no-cosf extension until 800 t24,fo “Processing A Padilng 
Documents lor Transmittal to LPDRs." 

TEAMER,RB Small Business Admlnlalralton CIRRILLO,J A. Analysis Group, Inc 
EDGEWORTH,PJ. Division of Contracts & Property Management (Post 890205) FIN 
0 24169, NRC-39-B0.2O9 69/02/21. 2pp 49110.220-49110.229 

6903270416 Notification ol contract executlon,Mod 13,to "Lease/ Purchase ol QE Black 
Fox Simulator," Conlractor^QG 

MEEHAN.B. Contract Administration Branch. FIN B 87649 NRC 05-06-169 89/03/10. 
SPESSARD.R L. Division of Operational Asaeasmonl (Post B70413) ROESSIER.S 
NRC - No Detailed Affiliation Gwen, Ip, 491 10'230‘49110'231 

-690327G417 Mod 13,pfoviding incremental lundlns.to 'lease/Purchase of GH Black 
Fox Simulator." 

* General Eleclrlo Co EDQEWORTH,P.J Division ol Contracts & Proporty Manage- 
ment (Post B90205). FIN B-B7649. NRC 05-06 169 89/03/10 Ip. 49110 231- 
49110-231 


6-903270416 Notification ot conlract execution, Mod 11, to “Radiation Monitoring Program 
Requiremonts " Contractor Slate of Ml 

HUGHES.A Contract Administration Branch NRC-30 B3 044 09/03/03 

NOREL1US,CE Region 3, Ofc ol Iho Diroclor CANIANO.R J NRC - No Oelailod At 
filiation Given Ip 49l 10 225 491 10 228 

-8903270419 Mod It. changing name of tochrical roprosenfalive.to '’Radiation Momior- 
ing Program Requirements " 

* Michigan, SJaie of EDGEWORTH.P, J. Diwalor of Confraefs & Property Manegemonf 
(Posi 090205) NRC-30 83-644 89/03/03 1 p 49110 226 49 V 10.226 

69032B0003 Notificatm Ot contract execution, Mod 11, to “Radiation Monitoring Program 
Requirements '' ConfractorSfato of MN 

HUGHES, A Contract Administration Branch NRC 30 03-645 69/03/03 

NOREL1US.CE Region 3. Ofc of tho Director OOLEZAL.A NRC • No Dolailad Atfili- 
aiion Given ip 49074 142-49074 143 

-8903280004 Mod ll.changing name ol technical represent ahva.lo “Radiation Monitor- 
inq Program Requfronnonts " 

* Minnesota, State of. EDGEWORTH.P J Division of Conbaefs A Property Manage 
mont (Post 890205) NRC 30.83-045 69/03/03, ip 49074 143 40074 143 

8903280227 Nolificallon ol contract oxacution.Mod 1,to "Senior Executive Sve Training 
Conference “ Confractor.Hotel Betvedoro 

KNOX.E Conlract Adminiatratlon Branch FIN D-23009 NRC 38 89-333 09/03/07. 
MONACO.N Ofc of Porfionnol (Post 870413) MALTZ.A. NRC - No Dolallod Aflilmllon 
Given Ip 49074 101-49074 164 

-8903280235 Mod l^roviding lundmg for odd I requirements within contract statement 
of work, to “Sonior Executive Sve Training Conference.'' 

BASLERjM Hotel BolVQdero. EDGEWORTH.P J Division ol Contracts & Property 
Management (Post 6Q020S), FIN D-23Q09 NFlC-3B-a9 333 89/02/16 3pp 

4D074 182-49074 104 


FOIA FREEDOM OF INFORMATEON ACT REQUESTS AND RELEASES 


8903010081 FOIA request for ''Easter Sunday Doslmeiry Rapt," rot in HA Falk 790426 
memo 

AAMODT,MiM Aamodts 89/01/26 NRC - No Detailed Affiliation Given 3pp, 
48500-30 1-48580:309 

8903010009 Final response to FOIA roquast for records Forwards document listed in 
App A App A document available In FOR 

ORIMSLEY.DH. Division of Freedom ol Informatlen S Publications Services (Post 
090205) 60/02/23 AAMODT.M M. Admodls. 2pp 48580.304 40581016, 

-8903010102 "Preliminary Eslimatos of Population Dose & Health Effects." 

BATTIST.L . BUCHANAN.sJ NRC • No Detailed Affiliation Given NELSON, C. Environ- 
mental Protection Agency. 79/04/16 71 pp 4B580 306 40581 018. 

6903010119 Partial response to FOIA request for rccorda App C documents available In 
POR, 

GRIMSLEY.DH, Division ol Freedom of Information & Publications Services (Post 
890205) 89/02/27, MOHAN.G. Tampa Tribune. 2pp 4B50O'207-4e5BO 300. 

8903010165 FOIA raquQst for records re NRC/utif 681124 mg( meeting documented fn 
W Kano 861231 «r 

CARREY- BEAVER Masaachusotls, Commonwealth ot 89/05/23. GRIMSLEY,D.H 
NRC • No Ootarlod Affillotiotx Given 2pp. 48681 -017-48591 016. 

8903010168 FOIA roqueat for records re supplementary Confirmatory Action Ltr CAL- 
66-10 issued on 890827 

CARREY-BEAVER Massschusotls. Ctommonwoallh of, CAU-08 10. 88/05/23. 
GRIMSLEY.D M. NRC • No Detailed AlfMon Given. 2pp 46501-019-46581:020 

6903010177 Final response to FOIA request tor records App F records available in 
PDRApp G documente end A available In PDR App K records partially withheld & 
App i records complotaty withhold (ref FOIA Exemption 6)- 
PHlLIPS^J, Division of Fraedom of Information & publications Services (Post 890205). 
89/02/22 CARREY-BEAVER Massachu setts, Commenweolth of. 13pp, 48561 021- 
48501,033. 

^6903010168 Partially withheld memo forwarding operaUng plan for Integrated assess- 
ment tnsp.Rolated Info also end 

BLOUQH.A.R. Region 1, Ofc of the Director, 89/03/01, COLLINS.S J. Region 1, Ole 
of the Director 250pp. 48581 -034 -48582, 053- 

6903030241 FOIA request lor documents received by or generated by Pilgrim Restart 
Assessment Panel re Pane* activittos. 

CARREY.8EAV6R Massachusetts, Commenweahh of. sa/W/U QR/MSLEY.O.H. Di- 
vision of Freedom ol Information & Publications Services (86051 6 090204) 2pp 
6967fO398fl07f-C44 

6903030264 Final response to FOtA request lor records App A records available in 
PDR App B records end & available In PDR App C & D records partially & completely 
wifhhef(f,ra5pocflvfify, fref FOfA Exempffon 5) 

GRfMSLEY.D.H, Division of Freedom of fnformatfon A Publications Services (Post 
800205), 89/02/23, CARREY-BEAVER Massachusetts, Commonweallh of. 7pp 
48722:f44-46723.037, 

-6903030269 Advisas that licensee power ascenalon program satisflos NRC request for 
forinal restart program & schedule w/approprlate hold points Further review of ficens- 
oe technical fustlflcation for non-fnslrumentad transmitters ongoing, 

EVANS, M. Region 1, Ofc of the Director. 89/02/23. DQERaElN.L Region 1, Ofc of 
the PlfOClor, 2pp. 48722116) -48722 -162. 

-6903030273 Discusses review of current status ol licensee power ascension test pro- 
gram & spacKio issues ieJentiOed during 860406 mgt meating. 

EVAN8,M, Region 1, Ofc ol the Director 89/02/23 Affiliation Not Assigned Spp, 
48722-^153 48722,164 
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"B&030302B3 “Pilsrim Nuoloar Power Slalion Special Posl-Startup Training Program to 
Satisfy ReqtirGmoms of NURCG*1 02 1, Section ES 109, Parts B 2e & B 2 f lor Reactor 
Operator licensed Personnel & Paris D 2 e & D2 Hor Senior Reactor ” 
0ALROUR,HR. MARTRANGL.P E . GILLESPJ6,D Boston Edison Go 80/03/09 
43pp 46722 155 43722 197 

-3903030203 Provides pieliminary into re util fniegraled Assessment Toam Insp 50^ 
2D3/aa 21 Operalional/insp plan providinig primarv administrative & technical guidance 
will ba issued shortly Current team roster A preliminary schedule end 
BLOIIGH.R Region 1, 0!c o1 the Director 8B/O5/0B Region 1. Ole of the Director 
lOpp 48722 198-40722 207 

-9903030303 “Intfepondont Rev4ew of Adequacy ot Power Ascension Program Test’ 

mg " 

HANLEY,DW, FA!flBANK,RV, ANTONOPOULOS,P Boston Edisor^ Co 88/07/07 
9app 48722 200-48722 305 

-8903030308 Provides updated info re B0O8OB 19 Pilgrim Integrated Team Insp 50-203/ 
80 21,w/oni5ila 000719 2t preparation Revised oporaiional/msp plan will be issued 
shortly Current team roster & preliminary schedule encl 

BLOUGH.R Region 1, Otc ol Iho Director 8 8/07/ 14 Region 1, Ofc of the Director 
4pp 40722 306 40722 309 

-89 03030314 Forwards rept of results of NRG review of licensee restart readiness setl- 
assQssmenl rept & process conducted on site during 8B0620 24 visit Licensee self- 
assossmam process found thorough 

DOERFLEIN.lt. Region 3* Ofc of the Director 68/08/05 COLLINS.SJ Region 1. 
Ofc ol the Dlroctor 16pp 46722 310 40722 325 


89030'60126 Final response to FOIA request for records App A record partially withheld 
{rel FOIA Exemptions 4 & 5) 

GRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
890205) 89/03/02 ZADD.LP Faxon Co . Inc 3pp 46761 304 48761 307 

-890-3080128 Partially withheld “Summary of Evaluation (or Subscription Sves'* 
MATTIA.M J Division of Contracts & Property Management <880515-890204) 89/01/ 
11 Ip 46761 307 48761 307. 

8903060130 FOIA request for printouts of summary of noncompliance statistics (or reac- 
tors for ig67& 196D 

SHERMAN.D American Nuclear Insurers 89/02/01 GRIMSLEY.D NRC - No Do 
tailed Affilialion Given 2pp 48761 308 48761 309 

89030B0134 Final response to FOIA request for records Agency records subj to request 

Q41C^ GIlOf 

GRIMSLEY,DH Division of Freedom of Information & Publications Services (Post 
8982051 89/03/02, SHERMAN.D American Nuclear Insurers tp 48761 318 
48781 310 

89030601 38 Forwards record identified as App C/C-t in 890207 response to FOIA 
request per lelcon Record improperly withheld 

GRIMSLEY.DH Division of Freedom ol Information & Publications Sen/ices (Post 
890205) 89/03/01 JOHNSQN.G E. Swicller & Berlin Ip 48761 264 48761.289 

-8903060142 “Preliminary Cnlical Path Proieclion for RF07 " 

• Boston Edison Co Q6/04/2B 2pp 4B76l 288 48761 269 


-8903030320 Summary of Pilgrim Restart Assessment Panel 880811 tetcon re status of 
NRC & licensee activilies associated w/proposed plant restart Next panel meeting will 
be held on 880825 

COLLINS.SJ Region 1. Ofc of the Director 88/08/15 HUSSELL.WT Region 1. Ofc 
of tho Direclor 52pp 48722 326-46723 017 

-8903030324 Summary of Piljanm Restart Assessment Panel 880825 meeting in 
Plymouth, MA re alalus of NRC & licensee activilies associated w/proposed plant 
restart Panol mealing by lelcon planned for 880901. 

COLLINa.S J Region 1. Ofc of the Director 88/08/31 RUSSELL, W.T Region 1. Ofc 
of the Dlroctor 6pp 4B723 018-48723 023 

-0903030328 Summary of Pilgrim Restart Assessment Panel 880901 meeting by telcon 
re status ol NRC & licensee activities associated w/proposed plant restarl Panel 
meotmg by lelcon planned for 880915 

COLLINS, $J Region 1, Ofc of the Direclor 8B/C9/13 RUSSELL, W.T Region 1, Ofc 
of the Oiroclor 6pp 48723 024 48723 029 

-8903030334 Summary ol Pll-grim Restart Assessmonl Panel 880915 meeting by lelcon 
re sfe(us of NRC & licensee activities associafed w/proposed plant restart Panel 
meelling In Ply mouth, M A on 860929 planned Partially deleted subj panel Issues end 
COLLINS.SJ Region 1, Ofc of the Director 88/09/28 RUSSELL.WT Region 1, Ofc 
oHhoDlroclor Opp 48723 030-48723 037 

6903060031 FOIA request for records on listed entibea.prolects or issues re plant 
PITTS, n A Miller, Canfield, Paddock & Slone 89/01/12 Federal Emergency Manage- 
ment Agency 2pp 48762 165 48762 166 


6903100371 FOIA request for documents re allegations of Improper conlro) room con 
duct at util 

CLAIR.KS Schnader, Harrison, Segal & Lewis 89/01/10 NRC . No Detailed Affili* 
ation Given 2pp 48801 226-48801 227 

8903100376 Partial response to FOIA request for documents Informs that App A docu 
menls withheld in ertlirety (ref FOIA Exemption 7) 

PHILIP Division of Freedom of Information & Publications Services (Post 890205). 80/ 
03/06 CLAIR, K S Schnader. Harrison, Sega) & Lewis 3pp 4B801 228-40801 230 

6903100383 Final response lo FOIA request for documents Forwards App J 
documents App J documents also available in PDR App K documents partially with- 
held fref FOIA Exemption 4) 

PHILIP.J Division of Freedom of Information & Publications Services (Post 890205) 
69/03/03 AFTERGOOO.S Committee to Bridge the Gap, 4pp 48801 231-48801 '260. 

-8106250012 Comments on 810430 Amend 3 lo Mar 1980 security plan No security 
concerns identified 

IVEY.LW Physical Securily Sec.Safeguards Br.Div of Technical Inspection, R5 61/ 
04/29 BUSH.LL Physical Security Sec .Safeguards Br.Div Safeguards & Radiological 
Safety Insp, IE Ip 48801 239 4B801 239 

-8903100448 Discusses review of Rev 8 to licensee physical security plan for prolec 
tion of SNM of moderate strategic significance dtd Mar 1960 
MCQUEEN.AD Region 6. Ofc of the Director RV-S8L-00052 85/03/12 

SCHUSTER.M D Region 6, Ofc of the Direclor 2pp. 48801 240-48801 241. 


8903060035 Final response fo FOIA request for records ES Chnstenbury 660618 Ur lo 
SW Perry avaHablo in POR 

QRIMSLEY.D.H Division of Freedom of Information & Publications Sen/ices (Post 
890205) 89/02/28 PITTS.R A. Miller. Ganlield, Paddock & Stone Ip. 48762 167- 
48762167 


8903060038 FOIA roquesl for Medipurejnc permit application w/NHC lo burn radwasta. 
PORTER, K Afhllalson Not Assigned 89/62/09 Region 4, Ofc of tho Direclor Ip 
48762 16B 48762 16B 


6903060041 Final response to FOIA request for records No agency records sub| to re 
quest located 

GRIMSLEY.D H Division of Freedom ot Information & Publications Services (Post 
890205) 60/02/28 PORTER.K Affiliation Not Assigned Ip. 46762.169-48762.169 


8903006049 FOIA request for Pages from 766 re noncompliances cited In reactor 
Insp repta lhal had noncompliance & issued In CYSB 

WILLIAMS, OQ JRA Associates 69/02/20 GRIMSLEY.DH Office of Administrafion 
(Post 690205) 3pp 48761:295-48761 297 

6903060051 Pinal response to FOIA request Agency records subj to request endW/o 
encl 

GRIM5LEY,DH Division ol Freedom of Information & Publications Services (Post 
800205} 69/03/02 WiLLiAMS.OG. JRA Associates Ip 48761 ’298-48761 298 

8603060066 FOIA request for solicilallon mailing list re RSARM89 161, "Telephone 
Swilchmg Sys " 

EDFORSJP Federal Leasing, Inc 89/02/03 FLYNN,M Division ol Conlracta & 
Properly Managemenl (860515-890204) Ip 4B7B1 290 46761 291 

8993060063 Final response to FOIA request for records App A records totally withheld 
(ref FOfA Exemptions 4 & 5) 

QRIMSLEY.D.H Division of Freedom of Informaiion & Publicailons Services (Posl 
690205). 09/03/02 EDFORS.JP Federal Leasing, Inc. 3pp. 487S1,292-4B76V294 


8903060166 FOIA request for Schedule B prices in Contract NRC-10 B6-256, ''Archival 

Mall Slorage." _ 

VAN VOORHIS.D. DDD Co. NRC-10-B6-256 89/02/16. BAZIN, J Division Of Contracts 
& Property Management (Post 890205) ip 48761 ;299'-4 8761 *299, 


-8903100456 Documents that UCLA exempt from requirements for security plan (ref 
10CFR73 67(c)(1)). 

NORDERHAUG.L R Region 5, Ofc of the Direclor UCLA PP-2-1 85/01/31. Region 
5, Ofc of the Director, 1p 48801 242-48801.243 

-8903100473 Partially withheld memorandum about security concerns re licensee secu- 
Illy plan dtd Mar lOBO.including June 1980 Amend 1 & Feb 1981 Amend 2 
IVtV.LW- Physical Security Sec.Bafeguards Br.Olv of Technical lnspeclion,H5. 01/ 
04/01 BUSH.LL Physical Security Sec.Safeguards Br.Div Safeguards & Radiological 
Safety Insp.lE. tipp 48&01-244-4a801 254 

-8903100478 Partially deleted safeguards review rept re licensee 840710 Amend 7 lo 
physical ^security plan for protection of SNM of moderate strategic significance dtd 

MCQUEEN.AD Region 6, Ofc of the Director RV-SEPL-00028 84/10/10, 

SCHUSTER.MO Region 5, Ofc ol the Director 0pp 48801,255-48801.260 

6903100562 Pinal response to FOIA request for transcripts re facility Fonyards App H 
documents App H documents also available In PDR App I documents partially withhold 
per Sunshine Act. 

GRIMSLEY.DH Division of Freedom o! Information & Publications Services (Post 
890205) 89/03/01 SCHMIEGE^P A O'Melveny & Myers 4pp 48874.001-48875:042. 

-8903100569 Transcript of 840123 closed meeting in Washington, DC re discussion of 
pending Investigations on facIllty.Pp 1-27 

* Commissioners, 84/01/23 28pp. 48874.125-48874 152 

-8903100574 Transcript ol 840319 closed session in Washington, DC re status of pend- 
ing inveatigalion on p1ant.Fp 74-85 
‘Commissioners 64/03/19 14pp 48874153-48874 166. 

-8903100577 Transcript ol 840326 closed meeting In Washington, DC re status of pend 
mg investigation on plant Pp 1-27 
' commissioners 84/03/26 28pp 4BB74‘167-48874.194. 

-8903100580 Transcopt of 840730 closed meeting In Washington.DC re status of pend- 
ing investigations on planLPp 1A-88, 

• Commissioners. 84/07/30 90pp 48B74'195 46874 285 


0903060112 Final response to FOIA request (or records Agency record subj to request 
encl 

GRIMSLEY.DH. Division of Freedom of Information a Publications Services (Post 
800205), 89/63/02. VAN VOORHIS.D DDD Co Ip 48761 300-46 761.302. 

-BOOaOBOllS Undated Saclion B, "Supplies or Svea & Pnces/Cosis *’ 

* NRC ' No Detailed Affiliation Given 89/03/02 2pp 48761 301-48761.302 


-89031005BS Transcript of 6501 OB closed meeting in Washington.DC re periodic brief- 
Ing on near-term OLs.Pp 20-21 

* Commissioners, 65/01 /08 3pp, 40874 206-48874.288, 

—6903100587 Transcript of 850106 meeting in Washington, DC re periodic briefing on 
near-term OLs Pp 3-4 

* Commissioners. 85/01/08 3pp, 48874 289-48874 201 


8903080121 FOIA request for bid tab Info for staled RFQ 
ZADDLP Faxon Co, Ino. B9/01/26 NRC - No Detailed Affiliation Given. Ip 
48761 '303 4B761 303. 


-'6903100589 Transcript ol 850423 closed meeting in Washington.DC re discussion of 
pending investIgations.Pp 2-25 
• Commissioners. 85/04/23 26pp. 4B874‘292-48874.ai7 
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-8903100690 Paflidlly withhold transcript ol 850423 closed moGting in Washington, DC 
re discussion of pending investigations Pp 3 8 

* Commissioners 05/04/23 flpp 48874 318 40874 325 

-8903 100592 Parltally withheld transcript of 850720 moating in Washmton.DC ro discos 
Sion of pending tnvostiqatiorvs Pp 1 60 

* CommiSBionors 05/07/20 62pp 48874 357 46075 027 

-8903100593 Partially withhold transcript of 841022 closed meeting in Washinglon,DC 
re status of near-term OLs Pp 33 55 

* Commissioners 84/ 10/22 23pp 10875 028 48075 042 

8903130041 FOIA request for documents re contacts w/NRC on sub; ol target schedule 
for final imtial decision in matter of liceni>ee 

DOUGHTY J Soacoast Anti Pollution League 89/02/09 Office of Administration 
(Post 090205) 2pp 40875 046 40075 047 

8903130046 Final response to FOIA request for documents No agency records subl to 
request located 

GRIMSLEY.DH Division ol Freedom ol Inlormation & Publications Services (Post 
890205) 89/03/09 DOUGHTY.J Beacoast Anti Pollution League Ip 4BB75 048 
48075 048 

8903130061 FOIA request lor documents ro minutes ol NRG 890125 meeting re QA 
Issufis.including revised DOE schedule (or ciualifying OA programs.prolocol lor NRG 

ra ^a^\Qn In DOE verification activities & NmC observations on DOE QA audits 

1N,M Resource Technical Services. Inc 09/02/27 ROBIN SON,L NRC - No 
Detailed Alfiliation Given Ip 40875 043 46875 043 

8903130067 Final response to FOIA request lor documents Informs that App A docu^ 
ment available In PDR 

GRIMSLEY.D H Division of Freedom ol Information. & Publications Services (Post 
B90205) 89/03/09 MARLIN, M Rosourco Technical Services, Inc 2pp 48875 044- 
4B875.045 

8903130085 FOIA request tor draft “Ger\oral Design for Alloinallve Methods lor Dispos- 
al of Low Level Radwastos,” as mentioned In NUREG/GR 5041,Vol 1, including at 
tachments & onefs W/onef 

WILLIAMS, OG JRA Associalea OQW-Q9 026 236/ 00/02/20 GRIMSLEY.DH NRC 
- No Oelailod Alliliation Given 3pp 48B75 049 4a075 051 

6903130096 Final response to FOIA requost for documents Forwards App A 
document App A document also available in PDR 

GRIMSLEY.DH Division of Freedom ol Inlormation & Publications Services (Post 
690205) 89/03/09 WfLLIAMS.OG JRA Associates 2pp 48075 052 48876 061. 

-6903130109 Forwards draft Task 1 of Interagency Agroemoni NRC 02 87-006. "Tech 
nical Assistance In Development of Engineering Cntona & Requirements lor 
Alternative lor Disposal ol Low Lovol Radwaslo." for intra-anency review 
WHALIN.RW Army, Oopt of, Corps of Englnoars nND-f07f-7 NRC 02 87 006 87/ 
04/82 KANE.J NRC » No Oolalled Aflillatlon Given 6pp 40B75O54 48875 059 

-8903130128 Provides comments for Task I work efforts by US Army Corps of Engi 
neers (COE) based on COE 870422 draft hr rept ro Interagency Agreement NRC-02- 
87*0Q6,FIN D 1 07 1 -7 Requests COE to provide rosources & technical support for 
Task 2 

KANE,J Technical Branch FIN D 1071-7 NRC 02 87-006 07/05/28 WHALIN.RW 
Army, Dopl ol, Corps of Engineers Zpp 4aO75‘O0O 48876 061 

6903140192 FOIA request for lists of nuclear reactor sites that has conducted emergen- 
cy preparedness exercise since Jan 1904 & ol nuclear reactor silos that has proloctod 
exercises lor Jan 1989 - Dec 1992 

HAWKINS, M Impoll Corp 08/11/30 NRC • No Detailed Affiliation Gwen 2pp 
40875 000 48875 081 

8903140236 Final response to FOIA requost for documents Forwards App A 
documents Apn A documents also available (n PDR 

GRIMSLEY.Dfi Document Control Branch (Document Control Desk) OD/OS/OO 
HAWKINS.M. Impell Corp 2pp 48876 002 40875:1 12, 

-8810130013 Informs of headquarters partlcipallon In listed exorcises w/ regions for 
1908-1989 

aPESSARD.RL Division of Operational Assessment (Post 870413) 88/00/23 
ALLAN, J.M Region t, Ofc of the Director ERNEST, M L Region 2, Ofc ol the Direc- 
tor PAPERIELLO.C J Region 3, Ofc ol the Director. 2pp 48876 084-48 076 005 

-8903140269 Informs of planned regional participation In emergency exorcises tor 
FY89 Tenlabvo schedule ol activities Med 

RUSSELL, WT. Region 1, Ofc ol the Director 80/11/04 Region 1, Ofc of the Direc- 
tor a2pp 40875 006 48875 107 

'-8903140279 Informs that Region III required to poniclpaio in omorgoncy leaponso ex- 
ercises on quarterly basis Approved exercises lor FYB9 listed 
NORELfUS.CE Region 3, Ofc of the Director 06/08/tS Refiien 3, Ofc of the Direc- 
lor 5pp 48875 108-488751 12, 

8903140700 Appeals 801020 denial of FOIA Request FOIA 04 454 did 840529, renew- 
ir^g request for roleaso of Documents 36 61 listed In App C,wllhhe1d under FOIA Ex- 
empltor? 5 Arguments supporting request for refeofie Of subf (focumonlfi Med. 
AFTERG0OD,& Commlttoe to Bridge Iho Gap 88/11/14 Commissioners 2pp 
48875 113 48075 122. 

69031 BD1 85 Responds lo appeal of denial of FOIA rogues) for Documenis 36 61 on 
App C Releases Documonls C-30 ♦ C.58,C 60 & C-61 Other App C documents with- 
held (ref FOIA Exemption 5) 

CHILK.S J Olllce of the Secretary ot the Commission 89/03/03 AFTERGOOD.S, 
Commihoe lo Bridge Jhe Gap Ip 40075,123-40876 0B5 

-6405180013 SECY Q3-500A Recommends Commission offirm SECY -83-500 lo revise 
10CFR73 40(a), general physical protection requirement 

DIRCKS.W J, Ofc of Ibe Executive Director for Operations. 84/04/20 3pp. 48876252- 
48875 266 

-8903150273 Forwards rept of investigation re allegations that JR MiUer.DM Carlson & 
C Woodhoad misrepresented mat! facts bofota ASLB,in response to Jff Frye 631223 
Itr No evidence of knowingly or wllllully misrepresenting lads to ASLB found 
ME8SENGER.Q.H Ofllco Of Inspector & Auditor 04/06/12 PALLAOINO. GIUNSKY, 
ROBERTS Commlsslonora 2pp 48875 124 48075 125, 


-8903150288 Investigation Rept, "ASLB - Allegations Re Three NRC Employees" mill 
alad In responso to JH Frye 031223 llr ir\ considering relicensing of nonpower reactor 
at UCLA No evidence of v^iLlful misrepresonlation found 

SMfTHR M , BOVVERS|H , MESSGnGER.Q H Otfice of fnspeclor & Auditor 84/06/ 
12 lOpp 4BS75 126 46875 136 

-8903160311 Commilleo to Bridge the Gap mamorarduirr as to status ol Contention XX 
(security) re UCLA application (or renewal of OL Allegations of three NRC employees 
mdo 

HIRSCH.D Calilornia, Umv of. Los Angeles, CA HIRSCH.D Commitloe to Bridge the 
Gap OL 03/12/23 Atomic Salety and Licensing Board Parrel 17pp 4BQ75137 
48076 196 

-8903150335 Discusses impact of proposed saleguards 'upgrade*' rule on nor^power 
reactors Protection requiromenis of current & proposed rules sot forth Steps taken lo 
rosofve concerns Mod BN Smith rep (a of interview attached 
MILLER. J R NRC - No CTataifed Affitratror^ Grvon 79/05/31 STELLO.V NRC - No Oe 
tailed Afiklialion Given t6pp 48875 199-46675 251 

-0903150367 Affidavit of MO Schuslor in response lo question raised by ASLP in UCLA 
proceeding in ASLP 840224 Order re physical security insp repts to UCLA & every 
licensee Inspected 

SCHUSTER.M D Region 5, Ole Of the Director 84/03/06 2pp 4BQ75 26? 48875 275 

”6903150376 Documor^ts roceipl of atldl malls from Judge Frye during period 831230- 
840105 Malls received listed Documents re investigation ol allegations of misrepre 
sanlatlona against throe NRC employees & repts of inlervLQw allached 
SMITH, R M OHico ol Inspector & Auditor 04/01/10 Olllco ol Inspector & Auditor 
IFOpp 48875 276 48876 005 

-8405180013 SECY 83 500A Recommends Commission ahlrm SECY-83 500 to revise 
1OCFR73 40(a).gQnGral physical protection requirement 

DIRCKS.WJ Ofc ot the Executive Director for Operations 84/04/20 3pp 40D75 252- 
4CB75 286 

”8903150273 Forwards fepi of Investigation re allogatlons that JR Millar.DM Carlson & 
C Woodhead misrepresonted mall facts before ASLB, in response lo JH Frye 831223 
llr No evidence of knowingly or willfully misrop resenting fads to ASLB found 
MESSENGER.GH Office ol Inspector & Auditor 84/06/ 12 PALLADINO, GIUNSKY. 
ROBERTS Commissioners 2pp 4BB76 124-4BB75 125 

-8'9O315O208 Investfgatron RapL "ASLB - Atiegafions Re Three NRC Employees," tnrtr 
aled in response to JH Frye 831223 ttr In consitlenng rolicenslng ol nonpower reactor 
at UCLA No ovldonice of willful misre prose ntallon found 

SMITH.R M. BOWERS,H , MESSENlGER.G H Oflico of mspQctor a Auditor 84/06/ 
12 lOpp 4G875't 26 48076 138 

-0903160311 Commilloe lo Bridge the Gap momorandum as lo status ol Contention XX 
(security) ro UCLA application (or renewal ol OL Allegations of three NRC employees 
made 

HfflSCH.O. Ca/itorrifa. Urtiv of, Los Angelos, CA HIRSCH.D Commiltoa (o Bridge the 
Gap OL 83/12/23 Atomic Safely and Licensing Board Panel 17pp 48875 137 
48875 106 

--6903160335 Discusses Impact of proposed sofoguards "upgrade" rule on nonpower 
reactors Protection refiuirorriGr^ts of curronl & proposed rules set forth Stops taken to 
resotvo concerns fisted RN Smith repls of interview attached 
MILLER .J R NRC - No Detailed Afliliatian Gwen 79/05/31 STELLO,V NRC - No De 
tailed Adifiation Given 18pp *18875 199 48675 26t 

”8903160387 Attidavit of MD Schuster in response lo queslion raised by ASLP In UCLA 
precooding In ASLP 640224 Order le physical security insp repls to UCLA & every 
ticensoo fnspacted 

SCHUSTER, M D Region 5. Ofc ol the Director 84/93/08 2pp 48875 267 48075 275 

-8903160376 Oocumonts receipt of addi malls from Judge Frye during period 831230- 
840105 Malls rocelvod tialod Documents re Invosllgation ol alloQalions ot misrepre- 
sonlations against Ibreo NRC omployoas & repls ot interview allached 
SMITH.R M OltBOo ol Inspector & Auditor 04/01/10 Ofllce of Inspector & Auditor 
170pp 4G875'276 40076 005 

0993200143 FOIA request (or Ofc ol Inspector & Auditor rept of Feb Mar 1086 ro into 
concerned w/comp!aint about Denton libelieus utterances In certain public documents 
& all records used \n developmoni of sub) Info NRC 800318 Itr end 
REYTBLATT.Z Illinois fnslllulo of Teclmotogy, Chicago, IL 88/ 12/ IB 

QRIMSLEY,DH NRC - No Dalallod Alliliation Gwen Ip 49D19 300 49010 301 

-8903200164 Responds to 860217 loquesl for malls ro Ofc of Inspector <& Auditor In- 
vestigation of allogalion roterrod to by Denton Advises that prompt response will bo 
given if requesl made under prowsiooa of FOJA 

GRIMSLEY.O.H. Division ot Rules & Records (Pro 870413) 06/03/18 REYTBLATT,Z 
Illinois In siilulo of Technology, Chicago, IL Ip 4901&.3Qt-49010'301 

8903200161 Final responso to FOIA request for documents Forwards App A 
doci/rrrenls A dociimonfs also avaflable In PDR 

GRIMSLEY.ti (-1 Division ol Freedom of Information & PubILcalions Services (Post 
890205) 89/03/15 REYTBLATT.Z Illinois In'itiMe ol Technology, Chicago, It 2pp 
4Q0i980Z'4G02Q 007. 

”8903200168 Forwards Otc of Inspector & Auditor raomo ropl ro Investigation of ailega 
lion by 2V Roylblotl that NRR DirQctor.HR Denton, made (also statement In 840316 
"Diroclor's Oeciston Under 10CFH2 206 "Concfuslons (isfed 
E0LES,G J Office of fnspeefor & Auditor 2 200 06/03/04 8TELLO,V Ofc of the Fx- 
ecutive Director for Operations 2pp 4901 9 304-40019.305 

”8903200171 Submits memo rept ro Investigation of atlegalLon against NRR Director 
HR Denton 

SMITH. L B . MULLEY.G A Olfice of Inspector & Auditor 86/03/04 OMico ol Inspector 
& Auditor 6pp 49019 306 49019 310. 

-8903200179 Requests to limit invealigotion ol Denton activities solely to verilicalion ol 
Denton making false statoment (n director decisfon & to Instruct Logan & Smith to 
spend t mart hr to complete invest^ at lorr. 

REYTBLATT.Z Illinois IrtsUlute of Technology. Chicago, IL B5/12/19 CONNELLY.S 
Office of Inspector & Auditor, Ip 4901Q'31 1-490 19,3 11 



iHunuuvr^cinu 


-B9O320aias reforms that H Denlon remark in Director Decision on Citizens Against 
NucSear Power (GANP) petition libelous & slanderous & demands Oenlon personal 
public epotogy & written withdrawal to CANP absolving author- 
RIEYTBLATT.^ Illinois Institute of Technology, Chicago, IL B5/l2/tG DENTON, H 
NRG ‘No Detailed Affilhation Given 6pp 49019 312 49019 317 

->•8903200195 Provides slatemeni surrounding submittals of documents by Z Reytbfatt & 
cl&ims of prop net ary treatment of sub] documents 

SHOMAKER.EC Operations & Administrative Division 86/01/24 SMITH.L Otfice of 
Inspector & Auditor 3pp 49019318-49020007 

8903200213 Final response to FOIA request (or documents No addt records subj to ro 
quest tocatad NRC fees stated 

GRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
890205) 89/03/16. CLAIR.K S Sctinader. Harrison, Segal & Lewis Ip 49020 008- 
49020 010 

E9D3 290301 Partial response to FOIA request for documents Forwards App E/E & por- 
tions of App F/F documents App D/D,E/E & portions of App F/F documents availabto 
in FOR App G/G A portions of App F/F withheld (ref FOIA Exemption 5) 
GFtlMSlEY.DIH Division of Freedom of Information & Publications Sen/lcos (Post 
690205) 89/03/10 JOHNSON,G E Swidler & Berlin 9pp 4 8931 238 46934 061. 

-8309210496 Requests assistance w/response to emergency preparedness issues 
raised by Massachusetts PIRG re offsite emergency response plans 8u 
preparedness Rapt on adequacy of plans requested 

JORDAN, EL Oiv of Emergency Preparedness 8 Engineering Re8ponso,IE(e5021 2- 
670413) 83/09/08 KRlMM,Rw Federal Emergency Managemsnl Agency 8?pp 
48931 247-46931 330 

-8903200315 Parfiaffy defeled memo re licensee performance & plant shutdown 
STELLO.V Ofc of the Executive Director for Operations 86/06/12 PALLADINO. 
ROBERTS, AS SELSTINE Commissioners 1p 48931 331-48931331 

^3903200322 Responds 1o 661222 ffr & rept re state of emergency preparedness at 
util Emergency preparedness will be reviewed in coming months In preparation for de- 
cision on readiness of plant Findings will be discussed w/redpient after review 
MURLEYJE Region 1, Ofc of the Director, 87/01/05 BARRY, CV. Massachusetts, 
Commonwealth oL Ip 46931 332-48931 332. 

-8903200332 Requests to appear before Commonwealth of MA special Joint committee 
on Investigation & study of plant on e7t>3(>2 in Boslori.MA dunng review of public 
aafety,financing,supplies, equipment & plana for emergency preparedness 
NOHTON.TC. FORMA N.P Massachusetts, Commonwealth of. 87/02/10 
PARlEaW Ofiice of iha General Coitnsei Ip 48931 533-48931.333 

“0903200338 Forwards background into for Chairman Zech visit to plant on 870310-1 1 
KANE,WF Region 1, Ofc of the Director. 87/02/27. BRACH.EW Region 1, Ofc of 
(he Director ISpp 48931 334-48931 c345 

-8903200341 Forwards background info for Cornmissioner Carr visit 1o plant on 870522 
KANEpWF Region 1, Ofc of the Director 87/05/14 MARTIN JO. Region 1, Ofc of 
the Director. 1 17pp 48631 346-48932 094. 

-6903200352 Forwards licensee Hr to PW Agnes & allachments, '‘Emergency Pre- 
paredness Mails." addressing outstanding issues re plant EP2 Recommends to for- 
ward Info to FEMA for use in fEMA assessment of plant offsite emergency plans 
SELLAM Y,R ft Region 1. Ofc of the Director. 87/07/09 MATTHEWS.OB Emergency 
Preparedness Branch 300pp 48932 095-48933 096 

-85032Q0359 Requests review of end Commonwealth of MA hnef, "Petition for Review 
of Decision of NRCJ re mgt, emergency planning & containment issues at plant 
CftOCKETT.S Office el the General Counsel 2.206 68/01/14. WESSMAN.D NRC - 
No Detailed Affiliation Given 44pp 4B933 097-46933.140 

-8903200365 Forwards Commonwealth of MA bnef seeking Judicial review of decision 
denying Massachusetts PIRQ 2 206 petition on mgt, emergency planning & contain- 
ment issues at plant 

CROCKETT .S Office of the General Counsel 2 206. 88/01/15 MURLEYJ NRC - 
No Detailed Affliatlon Given 1p 48933:141-48933 141. 

-B903200369 Forwards Commonwealth of MA brief seeking Judicial review of director 
decision denying Massachusetts PIRG 2 206 petition on mgt, emergency planning & 
contain ment issuee at plant & requests to Iook at argument on emergency planning. 
CROCKETT, S Office of the General Counsel 2 206 68/01/15, VAN N1EL,0. NRC - 
No Detailed Affiliation Given 1p. 46933 142-46933 142. 

-8903200374 Forwards final NRC brief on director decision on Massachusetts PIRQ 
2.206 replant. 

CRCX:K^,S Office of the General Counsel 2.206 aa/03/0t. VAN NIEL.D- Office 
of Nuclear Reactor Regulation, Director (Pest 870411). 54pp 48933:1 43-48933' 196 

-8903200362 Forwards background info on plant (or Commissioner Rogers visit 1o plant 
on 880506 

WIQG1NS.J T . KANE.W.F. Region 1, Ofc of the Director 88/04/29 MARTIN J.O 
Region 1, Ofo of the Director. 20app 46933 197-46934 044 

-6603200401 Forwards R Bird clarification re licensee offsite emergency planning proc- 
ess for plant, including studies conducted for sheltering beach/tran^ent populations to 
provide town of Duxbury.MA w/dala to identify final usable shelters 
BELLAMY, R R. Region 1. Ofc of the Director 87/11/17, DINAN,MA. Affiliation Mot 
Assigned, ip 4663 4*04 5-4B934‘061. 

8603200445 FOIA request tor documents re NRC correspondence w/licensee List of 
missing correspondence ref In NRC registration end 

SM1TH,G M. Beiihold Systems, Ino (affiliate of Lab of Dr. BerthoW, Wildbad, GDR), 
89/01/12. ROBINSON. L.L NRC - No Detailed Affiliation Given. 3pp 48931 046- 
46931-048. 

8903200450 Final response to FOIA request for documents. Forwards App A 
documents App A documents also available in POB.Faes for processing request 
stated, 

QRIMSIEY.D H Division of Freedom of Information & Publications Services (Post 
890205) 89/03/15- SMITH.G M Berthold Systems, Inc (efliltate of Lab of Dr Berth- 
old. Wildbad, GDR). 2pp 48931:048-48631.237. 


-•8903200464 Forwards preliminary draft of application (or amend to license per 021016 
lelcon discussion 

EDMUNDS.C C Metacon Syslems Co , (formerly Swank Metacon Systems Co ) 1665 
82/10/15. WRIGHT.E NRC - No Detailed Affiliation Given Cpp 48931051- 
48931 OSB 

-8903200456 Forwards English translations (or portions of texts written in Gorman In 
821210 applications for source & device registrations 

EDMUNDS.C C Metacon Systems Co, (formerly Swank Metacon Systems Co) 0025 
62/12/30 WRIGHT.E NRC - No Detailed Affiliation Given 2pp 48931 069 
48931 060 

-6903200458 Responds to 630119 Hr re licensing for Berthold mold level controls 

• Metacon Systems Co, (formerly Swank Metacon Systems Co) 0166 83/01/28 
GUINN.PR. Materials Licensing Branch 5pp 48931 061 40931 005 

-89O32Q0'460 Provides addi data info developed in response to 830804 Hr 
EDMUNDS.C C Metacon Systems Co , (formerly Swank Metacon Systems Co ). 1 231 
83/08/16 GARRICO.J B. Division of Fuel Cycle & Material Safety (Pre 870413) 9pp. 
48931 066-48931 '074 

-8903200464 Provides necessary Info to correct discrepancies In 840524 application lor 
license 

WELSH, J A Berthold Systems, Inc (allihate of Lab of Dr Berthold, Wildbad, GDR) 
02479 84/06/20. DAVIS. J, Region 1, Ofc of the Director 9tpp 48931 075- 
48931 1 66 

--6603200469 Forwards (wo nolices.one for specific licensee 8 one for general 
licensee, pertinent re info as to respective licensees responsibility, to be affixed to first 
pane of operations manual in manner difficult to overlook 

WELSH, J A Berthold Systems, Inc. (affiliate of Lab of Dr Berthold, Wildbad, GDR), 
95/02/28 BROWN,J , SMITH.D , 0AGGETT,S NRC - No Detailed Affiliation Given 
29pp 4 8931 '167-48931 195 

-8903200474 Forwards manual (or Moisture Probe LB 66002 per request & provides 
response to questions re labeling & radiation levels during use 
WELSH, J.A. Berthold Systems, Inc (affiliate of Lab of Dr Berthold, Wildbad, GDR) 
85/04/09 BAGGETT, S, BROWN,J , SMITH, J NRC - No Detailed Affiliation Given, 
ip. 48931 196-48931 196 

-8903200478 Provides answers to questions re fixed mounted & Insertion rod source 
leveling devices 

WELSH, J A Berthold Systems, Inc (affiliate of Lab of Dr Berthold, Wildbad, GDR). 
85/04/09 eAQGETT.S , BROWN, J , SMITH,D NRC - No Detailed Affiliation Given 
32pp 48931.197-48931 228. 

-890320048S States that addi info supplied for LB 360A3 in 850605, malls of const for 
protective cage should Include plexiglass into re belt weigher provided 
WELSH, J A Berthold %slem8, Inc (affiliate of Lab of Dr Berthold, Wildbad, GDR). 
85/06/06. BAGGETT, S, SMITH, D NRC • No Detailed Affiliation Given. Ip 
48931:229 48031,229 

-890320048B Provides justiticatlon for special form mall for X92 Am-241 capsule. 
WELSH.JA Berthold Systems, tnc (affiliate of Lab of Dr Berthold, Wildbad, GDR), 
85/06/10. BAGGETT, a. SMITH, 0. NRC • No Detailed Affiliation Given Spp 
48931 230-40931.237 

8903220348 FOIA request for documents re current SB A, 6(a) contracts within NRC 
aclivity.Categones of info needed listed 

WILKINS, E.E Wilkens Systems, Inc 09/03/07 KERR.W NRC - No Detailed Aflili 
alien Given Ip 49022 113>49022.1 13 

8903220351 Final response to FOIA request (or documents Forwards App A 
documents App A documents also available (n PDR 

GRIMSLEY.D.H. Document Control Branch (Document Control Desk) 89/03/20. 
WJLKINS.EE Wilkens Systems, lnc.2pp 49022.114-49022.117 

-6903220352 Package of listings of active NRC 6(A) conUac(or8 

• NRC • No Detailed Alflliallon Given. 89/03/16 2pp 49022 1 16 49022.1 17 

8903220362 Requests for lists of Phase 1 & Phase II Small Business Innovative Re- 
search awards NRC made for 10 85-68, Including awardee 8 address & award amount 
& title except confidential info re award 

SCHICK, W Hoefer Scientific Instruments 89/02/27 FOREHAND.W E. Program Man* 
agemenLi Policy Development & Analysis Staff (Post 870413). Ip W22'101* 

8903220370 Final response to FOIA raquesl for documents Forwards App A 
documents App A documents also available In PDR. 

GRIMSLEY.DH. Division o( Freedom of Information & Publications Services (Post 
890205). 89/03/17 SCHICK,W Hoefer Scientific Instruments 2pp. 49022:102- 
49022112 

“8903220377 Package of listings of Phase I & Phase II Small Business Innovallve Re 
search awards for i9B5-6&, 

• NRC - No Detailed Affiliation Given 09/02/21. 9pp. 49022:104-49022:112. 

8903230405 Final response to FOIA request for documents. Forwards App J & releaa- 
able porbons of App K documents Subf documents also available in PDR App L & por- 
tions ol App K documents withheld (ref FOIA Exemption 5) 

GRIMSLEY,D.H Division of Freedom of Information & Publications Services (Post 
890205) 89/03/21. CARREY-BEAVER Massachusella, Commonwealth of. 5pp, 
49032' 156 49032 226. 

“8610250001 Forwards vlewgraphs & related Info from 881005 meeting w/ util & Coin- 
monwaalth of MA re facility readiness as part of preparations for Cornmlsslon meellna 
on 881014 * 

STELLO.V. Ofc of the Executive Director for Operations, 88/10/07 ZECH Commla- 
sloners. EOpp, 49032:167-46032,205 

“8903230444 Statement by RW Krlmm before Senate Committee on Labor & Human 
Resources In Plymoulh,M A ,880107. 

KRiMM,R.W. Federal Emergency Management Agency. 80/01/07. 10pp, 49032.208- 
49032:224. 
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•‘8B03230453 Partially Withheld undalort memorandum ro BWR Mark I conlalnmonls & 
plant proposal of safety enhar^cemenl program improvements Staff approved severe of 
proposed mods, including containment spray nozzlo mods 

STGLLO.V 01c of the Executive Director for Operations 89/03/21 ZECH, ROBERTS. 
BERNTHAL Commissioners 2pp 49032 225 49032 226 

-«BB1025Q001 Forwards viewgraphs & related Info from flQ\005 meeting w/ util &. Com 
monweaith o( MA re facility readiness as pert of preparations for Commission meeting 
on Q61014 

STELLO,V Ofc of tho Executive Director for Operalions 88/10/07 ZECH Commis 
sioners 29pp 40032 167 49032 205 

-8903230444 Slatomont by RW Kfimm before Senoto Committeo on Labor & Human 
Resources in Plymoulh,MA.860t07 

KRIMM.RW Federal Emergency Managomoni Agency 68/01/07 tOpp 49032 206 
40032 224 

-8903230463 Partially withheld undated memorandum re BWR Mark-1 containments & 
plant proposal of safely enhancement program Improvements Staff approved seven of 
proposed mods, including containment spray nozzlo mods 

STtLLO.V 01c of the Executive Director for Opeialtons 89/03/21 ZECH, ROBERTS, 
BERNTHAL Commissioners 2pp 49032 225 49032 226 

-B&10250001 Forwards viewQraphs & related Info from 061005 meeting w/ ulit & Com^ 
monweaith of MA re facility roadineas as part of preparations for Commission meeting 
Of) 081014 

STELLO,V Ofc of the Executive Director for Operations 88/10/07 ZECH Commis 
Sfoners 29pp 1903? 187-40032 205 

-.8903230444 Staiomont by RW Krimm before Senate Committee on Labor & Human 
Resources in Plymoulh,MA,Q80l07 

KRIMM.RW Federal Emergency Management Agency, B6/01/07 IGpp 49032 206- 
40032 224 

-S903230453 Partially withheld undated memorandum ro BWR Mark-1 containments & 
plant proposal of safely enhancement program improvomonts Staff approved seven of 
proposed mods. including containment spray nozzle mods 

STELLO.V Ofc of the Executive Director lor Oporationa 09/03/21 ZECH, ROBERTS, 
BERNTHAL Commissioners 2pp 49032 225 49032 226 

B903270293 FOIA request for E Volgonau 780426 Hr to J Gore ro Part 21 ropt & Mose- 
ley 790500 memo to region ro A1F Hr 

LYND.S, TENERA Corp (subs of TERA Corp ) 00/03/06, ROBINSON, L,L Division of 
Freedom of Informellon & Publications Services (Post 000805) Ip 

6903270204 Final response to FOIA request App A records end & available In PDR 
GRIMSLEY,DH Division of Freedom of Information a Publlcallons Services (Post 
090205) 89/03/23, LYND.S Affiliation Not Assigned 2pp 

”6903270297 Forwards response to questions raised In 780316 hr re NUREG O3O2.R0V 
1 

VOLQENAU.E Ofc of Inspection & Enforcement. Dlroclof (620201 670413) 70/04/ 
28 GORE.J W Atomic Industrial Forum 4pp 

6903270306 FOIA request for JL Smilh Q90215 Hr to NRC ro spent fuef shipment from 
Brunswick Nuclear Power Station to Harris Plant 

WILLIAMS, OG, JRA Associates OGW-Oa 027-1229. 09/02/27. GRIMSLEY.DH, NRC 
- No Detailed AffiliatlQn Given 2pp 

8903270309 Final response to FOIA request for records App A records end S available 
In PDR 

GRIMSLEY.D.H Divislorr of Freedom o1 Informetlon 6 Publlcallons Services (Post 
B90Z05) 89/03/23 WILLIAMS.OQ JRA Associates 2pp. 


QEN TEC IS GENERIC TECHNICAL ISSUES 


6002230435 Forwards Safely Insp Rept 50 333/89-01 on 090103 06 No violations 
noted 

DURR.JP Ragion 1. Ofc ol Iho Director 89/02/15 CONVERSE.RJ New York 
Power Aulhorily (formerly Power Authority of the Stale of New York) 2pp 46576 353 
48578 360 

•.•&0O223O443 Insp Rcpl 50 333/09 01 on 890103-06 No violations or deviations 
noted Major areas inspected activities to determine if util modified primary containment 
boundary.per commitment in DSl A 7,inc1ucling QA aspects of mod 
KAPLAN.HJ. STROSNIDER.J R Region t. Ofc of the Director 89/01/27 6pp 
4057B 355 4857 6 360 

8903020016 Comments on proposed resolution of Generic Issues 70. "Power Operated 
Relief Valve & Block Valve Reliability," & 04, "Addl Low Temp Overpressure Prolec 
lion for LWRs " 

REMICK.FJ ACRS Advisory Committee on Reactor Safeguards 8D/02/16 
ZECH.LW Commisaionors 8pp 48672 037-48672 038 

8903020022 Submits luither ACRS commer^j en proposed resolution of Generic Issue 
99, '‘Improved Rotiabilily of RHR Capability in PwRs ” 

REMICK.FJ ACRS - Advisory Commitloo on Reactor Safeguards 69/02/16 
ZECH.LW Commissioners 2pp 48672137-48672 130 

0903030295 INUREG/CR-51B7 ERR Errata to "Evaluation of Generic Issue 115, 'En- 
hancomonl Of Tho Refiabifdy Of Wostinghouso Solid State Protecticn System,*’’ 
changing EG&G number from 2456 to 2546 on cover, titlo page & Form 335 
RENY.D A , BRUSKE.S J . VALENTI, L N EGSG Idaho, Inc (subs of EQaG. Inc ) FIN 
A 6875 EGG 2546 09/02 /2Q Division ol Safety Issue Resolution (Post 880717) Ip 
40721 243 4 8721 244 

8903060040 NUR6G/CR 5234 VALUE/IMPACT ANALYSIS FOR GENERIC ISSUE 
51 IMPROVING THE RELIABILITY OF OPEN CYCLE SERVICE-WATER SYSTEMS 
DAUNG.PM, SriLES.DL WEAKLEY, S A Baltollo Memorial Inslilule, Pacific North- 
west Laboratory, FIN B 2977 PNL 6668 0 9/02/28 Divrsiort of Sa(oly Issue Resolu 
lion (Post 080717) 125pp 48777 253 48778 01 G 

09O3OBO541 NUREG 1340 REGULATORY ANALYSIS FOR THE RESOLUTION OF GE- 
NERIC ISSUE 99, "LOSS OF RHR CAPABILITY IN PWRS " 

SPANO.AH Divisior^ of Safely Issue Resolu lien (Posl OB0717) 80/02/28 78pp 
40746 260 40740 333 

8903090364 Forwards biweekly listing of generic communlealions being considered by 
NRC for Info, Including bul1etin8,mta nollcos & generic lira Listing also Tncludoa all pro 
posed noneric communications that had been reported by 890301 
BERLINGER.CH Gonoric Communications Branch 01-87-11, 89/03/07 JACOBS, R 
Inslilule of Nuclear Power Operations 5pp. 4QBOO 001 40B00005 

6003100557 Corrected memo proposing addl resolutions ol USl A 45, "Shuldown DHR 
Roquiremonts," including cortlfication of foed-and-bleod capability at each plant, direct 
uso of feedback from experieno© & prefeclron agalrrsf sabofafle 
KERfl.W. ACRS - Advisory CerrrmJfoe on Reaclof Satoguards 60/02/28 ZECH.L W 
Commissioners Spp 46B06 070-48606 076 

B903160119 Forwards SIMS update addressing preshutdown Tech Specs, employee 
concerns olemont ropts.NRC bulletins & generic I Irs Implementation dates developed 
from axrsliftfl fifes 

QR10LEY.R Tennessee Valley Authority TAG M 55377 69/03/07 Document Control 
Branch (Document Control Desk) 131pp 48077 046 4BB77 177 

6903210079 Forwards now seismic margin assossmont floor response spectra for use In 
NRC revlow ol USl A‘46 

HAIRSTON,WQ Georgia Power Co ENG 09 020 89/03/14, Document Control 
Branch tDocumenl Control Desk). 140pp 46960310 400B9 096 


-6903270312 Responds to 690218 Ilf ro amended indemnity agroomont w/ utils to 

B ermli storage of spent rrucloar fuel FR noiico end 
vIGRAM.F Public Affairs 89/02/22 SM)TH,JJ Affiliation Not Assigned 2pp. 

-8903300256 Advises that granting permission to move spent fuel rods for storage at 
Shearon Hams conaldo red unsafe move 

SMITH.J J. Chatham, NC. 80/02/18 NRC • No Doiaifed Alfillalion Given Ip 

6903290270 FOIA request for all public commorrla ro draft or final veralons of NUREG/ 
CR-4629, "Shipping Container Response to Savero Highway & Railway Accidents," 
AUDIN,L Affiliation Not Assigned. 09/02/24 NRC - No Ootalled Affiliation Given Ip 
49140.169-49140.169 


8903290269 Final response to FOIA request (Of records, Apps A & B records end & 
available In PDR. 

GRIMSLEY.DH. Division of Freedom of Information & Pubffcaflons Servfcoa (Post 
890205) 80/03/24 AUDIN.L Affiliation Not Assigned Bpp. 49140:170 49140 300. 


•^6903290292 Summarizes 080630 meeting w/W Labs to discuss proposal ior workshop 
on NRC model study (NUREQ/CR.4029f 

LARSON, DC Woatorn Interstate Energy Board 88/09/02 THOMPSON.H. Office of 
Nuclear Material Safety & Safeguards.Dlrector, 25pp 49140 175-49140,300, 


8903290304 FOIA request for Investigative rept on 661231 incident at facility & allega 
tlon of drunkenness against settlor manager 

SULLIVAN, e. Plain Dealer, Cleveland, OH 86/09/14, NRC - No Detailed Affiliation 
Given 4pp. 49140.301-49140,304 


8903290307 Final response to FOIA request for records Releasable portions ol App B 
documents end App A records avaJlaWe )n PDR.App B records parlially & compfelely 
withheld (rof FOIA Exemptions 6 & 7). 

PHILIPS, J Division of Freedom of Information & Publications Services (Posl 890205) 
89/03/27 SULLIVAN, E. Plain Dealer, Clavetand, OH lOpp 49140 305-40141 ‘328 


8903230478 Bequests that uhl address listed bteins as part ol response to Generic Ltr 
07 oa.por Nov 10BO oqulpmonl waikdown at plant Floor response spectra needs to be 
reviewed & approved sinco rest of work dependent on spectra 
CROCKER.LP Proloct Dlroctorate 113 GU-07-02 69/03/16 HAIRSTON.W Q, Geor- 
gia Power Co 3pp 49029 049-49020 051 

6903260076 Comment on proposed Hev 3 to Reg Guido 1 9 ro sofoclion 
de&lgn.quo1i1lca1lon,lQ$llng ^ reliability of diesel generator units used as onsite electnc 
power SYS at nucloar rower plants 

MflOCZi<A,EJ, Connecticut Yankee Alomte Powof Co. QL-04-f6 89/03/08 
MEYER. D L NRC • No Detailed Alfdiatlon Given flpp, 40144 050-49144,057. 

600326D0B7 Comment on draft Rev 3 to Rog Guide 1 0,Task RS 602 5, 
’‘Selocllon, Design, Qualificatlori,To8ling & Reliability of Diesel Generator Units Used as 
OnsJto, , " Sopatalo rogulalory analysis should b© prepared 
CAHlLL,vy J. TU Eioclric (formerly Texas Ulllltlas Generating Co ). B3FR45831 00011. 
69/03/13 NRG - No DolOtlGd AffilialiOiv Given 10pp 49144.040 49144 049 

0903280339 NUREQ/CB 51 12 EVALUATION OF BOILING WATER REACTOR WATER 
LEVEL SENSING LINE BREAK AND SINGLE FAILURE, Generic Issue 101 Bolling 
Water Reactor Level Redundancy-Technical Findings 

BRUSKE.S.J , COLLINS.B L , MONNIE.D.I EG&G Idaho, Inc (subs, of ECaG. Inc). 
riN D 6020 EQG-2536 09/03/31 Division of Safety Issue Resolution (Post 880717) 
lOOpp 40072 096 40072 10B 

B903300297 Comment on proposed Rev 3 lo Reg Guide 1.9* "Selection. 
Doslan,Quallllcallon,Tes(ing & Reliability of Diesel Gonoratbr Units " Ulll recom 
monos rule bo revised lo incerperate add) flexibility in considering age of diesel 
MROC2KA,e J. Connecticut Yankee Atomic Power Co MROCZKAE J Northeast Nu- 
clear Energy Co (eubs of Northeast UtilUias) MROCZKA.EJ Northeast Utililios 
63FR45031 00013 60/03/00. MEYER, DX Office Of Ad mirrlsl ration (Posl 890205), 
0pp. 49124-121-49124.120. 


m (NSPECTfOM AND ENFORCEMENT 


-8903290312 Partially withheld Investigation Rept 3 87-017 Noncompllance noted Major 
areas Investigated ’plant manager allegedly intoxloated onsite & allegedly directed con- 
trol room reactor operator activities 

KAUKMAN,J N . P/TwuK.E.T Region 3. Ofc ol the Director. HAYES.B.B. Office of In- 
vosllgalions 60/07/07 350pp. 49140'31 6-49141-320 


8902170112 NRC tnfo Notice B0O2O, "Weld Failures In Pump ol Byron Jackaon 


Design " Sve list end ^ . , * , . 

ROSSLC.E Division of Operational Evanls Assessment (Post 070411) 69/02/24 
Consolidated Edison Co. of New York, Inc 106pp, 48572 043 48572,148. 
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8902210351 Suppl 1 lo NRC Enfo Nalice OB 073, “Direclion Dependent teak Characlor- 
islics of Conlainmenl Pume Valves ” Svc tiai end 

ROSSI.CE Division of CfeeraKonal Events Asse&amonl (Post 870411) ieiN88 073 
89/02/27 Consolidaled Edison Co of New York, Inc loapp 4B589 001 4B6Q9tlO 

8902210564 NRC Info Notice 89*021, ‘ Changes in Performance Characienslics of 
Molded Case Circuit Breakers ” Svc list end 

ROSSI, CE Division of Operalionat Events Assessment (Post 870411) 89/02/27 
Consolidated Edrson Co of New York, tnc I04pp 48578 032-40570 137 

89022701 58 NRC Info Notice 89 022, ‘'Questionabta Cerliticauon of Fasteners ” Svc list 
end 

ROSSI, CE Division ol C^eralionat Events Assessment (Post 870411) IEIN8a035 
89/03/03 Consolidated Edison Co of New York, tnc lOSpp 48732 001 487 32 106 

8902270254 PNO-V'Dg*014 On 890209, panel annunciators dfuminated before startup 
which indicated core protection calculators to be inoperable, but crew observed that 
console indications were normal Liconsao invesligalion slill in proBress 
JOHNSON, P , HUEY.ft Region 5, Ofc ol the Director 89/02/09 2pp 46584 173- 
48504 174 

8902270689 PNO-II 89 012 on CD021 5, security guard dalmod to have been assaulted 
onsLl© Guard Iroated S released from hosp Guard involved in security event on 
690113 re inatlontiveness on post Guard damned inattonliveness due to illness 
ENNIS,J Region 2. Otcof the Director 89/02/16 2pp 4B589 163 485B9 164 

6902260104 NRC Info Nolice 89 023, '“Environ Qualification of Ldlon Voam CIR Senes 
Efectrical Connectors** Svc list end 

ROSS!,CE Division of Operational Events Assessment (Post 670411) 89/03/03 
Consolidated Edison Co of New York, Inc I06pp 48723 038 40723 143 

B902 280121 Forwards biweekty listings of generic communication being considered or 
under development by NRC staff Listing Includes all proposed generic communica* 
lions ronorlod by 890215 

GERLINGER.CH Genenc Communications Branch 89/02/16 JACOBS, R Institute of 
Nuclear Power Operations 6pp 40625 184-48625 195 

6902280162 NRC Info Notice 89 024, "Nuclear Criticality Safely " Svc list enct 
CUNNINGHAM.R E Diyasiom of Industna! & Medical Nuclear Safely (Post 870729) 
09/03/06 Consolidated Edison Co of New York, Inc 96pp 48700 252*48700 346 

6902280377 PNO I CO 0 10 on 090221, startup Iransformer tripped & locked oul on 
ground dilferonlial relay actuation Licensee investigating cause Decay heat minimal 
reactor water temp decreased about 1 F in fast 3 h alter loss of power. 

BLOUGH.R Region 1, Ofc of the Director 89/02/21 Ip 46627.048 48627 048 

6903010207 NRC Info Notice 89*026, "instrument Air Supply to Safely-Related Equip- 
ment " Svc list onci 

ROSSI, CE Division of Operational Events Assessment (Post 870411) GL-08-14 89/ 
03/07 Consolidated Edison Co of New York, Inc 105pp 48741 053 48741 150 

6903020166 NRC Info Notice 89-027, "Limitations on Use of Waste Forms A. High In 
tegrily Containers for Disposal of Low Level Radwasto " Svc list end 
GREEVES.JT Division of Low Level Waste Management & Decommissioning (Post 
670413) IEIN-66-006, 89/03/08 Consolidated Edison Co of New York. Inc 117pp 
48798114-48798 231 

8903620515 PNO I-B9-013 on &90224,licen3Be identified unmonitored release path from 
uncontrolled spent fuel bldg dram through switchyard dram sys Caused by radwasle 
water being erroneously discharged into floor drain Oram plugged 
SHEDLOSKYJ, MCCABE.E Region 1, Ofc of the Director 89/02/24 Ip 48673015 
48673 016 

6003029522 PNO*l 89-01 2.on 8902 23.1 ndividual exiting facility protected area found to 
be contaminated w/Co 60 Slate of NY plans to investigate origin of contamination & 
delermfne if followup actions necessary by Neutron Proaucts.Inc 
DRAGOUN.T,, MCGRATH ,J Region 1, Ofc of Ihe Director 89/02/24 2pp 
48669.341 48669 342 

69-03030378 Advises that final rept for closeout of IE Bulletin 83 06 transmitted w/ 
890130 Itf.accGptabTo w/exceplion lor minor editorial comments communicated to W 
Foley & R Dean 

BERLINGER.C H, Generic Communications Branch NRC 05 85 157*02 IEB-83 06 
89/02/27 LOFY,RA Parametor. Inc Ip 48690 147-48690 147 

6903330432 PNO I 89 014 on 890227 Commonwealth of PA & ulil a renounced agree 
ment on proposed actions to address Commonwealth concerns re ingt & safety at 
plant & lo provide exchange of info w/Commonwealth for next B yrs 
LINVILLE.J.WENZINGER.E Region 1, Ole of the Director 89/02/27, Ip 48739 151- 
48739,151 

6993060171 PNO •1*89 011 Entry of Operational Mode 2 (startup) pending resolution ol 
design problem w/svc water sys divisional cross connect valves scheduled No con 
corns ioentilied that would preclude Unit 2 startup activities 

COOK.W, JOHNSON, J Region 1, Ole of the Director 89/02/24 1p 48713 358* 
46713 358 

8903060173 PNO-tV-as 011 on 8 9 0222, corn orate radiation safely officer met w/NRC to 
discuss circumstances surrounding 890105 & 06 rent of missing tritium 
sources Exporter requested to search documentation to identity tool shipments 
POWERS.DA Region 4, Ofc ot the Director 89/02/23 2pp 48736 166-48736 167 

8903060219 EN-89-019 order to show cause & order suspending License 12*21101*01 
issued due lo allegations re wiilfuli activilies «n vioiation of regulatory requirements 
JOHANSEN.J. LIEBERMAN,J Region 3, OIc ol the Director EA88 290 89/02/27 
Ip 48740 061*48749.061 

8903070012 PNO*III-89*014 on 890218, plant operator observed leakage from primary 
cooling sys through drain line into primary sys dram lank Lines being removed A 
capped downstream from drain valves Effort expected (o be completed by 690222 
BliHGESS.B . AXELSON.W Region 3, Ofc ol the Oireclor 89/02/21 Ip 48763 037* 
48763 037. 

6903060104 FNO-ll-89 OlSon 890125,Umt 1 tripped due to ruptured air tine to mam 
feedwater regulating valve Subsequent to trip, radiation monitor indications & m 
creased chafging flow revealed primary-to secondary leak from "C** steam generator 
FflEDRICKSONP. Region 2, Ofc of the Director 89/02/27 2pp 48768036- 
48768 037, 


8903080372 NRC info Notice 89 020, ‘ Weight & Ctr of Gravity Discrepancies for Copes 
Vulcan Air Operated Valve's " Svc list one! 

ROSSI,C E Division of Operational Events Assessment (Post 870411) IED-79-14 89/ 
03/14 Consolidated Edison Co of New York, Inc 107pp 48895 001 48895 109 

B903080480 PNO-IV 89 01 3 on 690120, manual turbtne/genorator trip milmted when hy 
drogen fueled tire occurred m mam generator Testing revealed that wall thickness of 
bottom mounted instrumentalion Ihimnlo lubes bolow requiremonl 
HUNNtCUTT.D M Region 4, Ofc of the Director 89/03/02 1p 48767 125 4 5767 125 

8903090021 NRC into Notice 89 020. "Potential Failure ol ASEA Brown Boveri Circuil 
Breakers During Seismic Event " Svc list end 

ROSSt.CE Oivisior> ol Operational Events Assessment (Post 870411) 89/03/15 
Consolidated Edison Co or New York, Inc I06pp 48070 053 48870 169 

8903090054 EN 89 017 on 690223, notice ol violation & proposed impOBilion of civil pen 
allies m amount ol $50,000 will bo issued Action based on inadequate tdoniilicalion & 
correction of conditions adverse lo quality 

TROSKOSKI.W . LIEBERMAN.J Ofc ol Enforcement (Post 870413) EA BB 309 89/ 
02/17 ip 48700 017 48780 017 

6903090091 PNO-IV 89 014 on 890301, util announced reorganization of physical securi- 
ty program at plant involvino uti) security dept & Burns IntT Announced changes result- 
ed from ulil & Burns Inti audits of operations at silo 

BANGART,R L Region 4. OIc of the Director 89/03/02 2pp 48800 268 48800 269 

8903090104 PNO II 89 013 on 890221, chemical technician in demineralized water plant 
slipped because of oil film on room floor In falling, technician broke instrument [me 
containing sulfuric acid & received chemical burns on 1 5*)b of body 
TfiOClNE.L Region 2. Ofc of the Oireclor 89/02/21 Ip 46700 049 48700 049 

8903090133 NRC Info Notice 09 030, "High Temp Environs at Nuclear Power Plants ” 
Svc list enct 

ROSSI, C 6 Division of Operational Events Assessment (Post 870411) 09/03/15 
Consotidated Edison Co of Now York, Inc lOOpp 48805 1 10-48095 215 

8903090251 PNO II 89 01 lAon 890217, licensee discovered screws loose from brushes 
on emergency diesel generator Licensee knows of no planned activities thol caused 
screws to be loose Licensee taking compensatory measures to ensure safety 
CRLEWJAK,J Region 2, Ofc of the Director 89/02/17 Ip 48799 062 48799 062 

8903090259 PNO II 89 01 IB on 090221, licensee provided region w/updato on potonlial 
vandalism Investigation determined that damaged relay found in control box had been 
rendered usable Investigation will continue lobe monitored by region. 

TILLMAN.A Region 2. Ofc of the Director 89/02/21 Ip 40799 084 48709 084 

8903090364 Forwards biweekly listing of generic communications being considered by 
NRC for info, including bulletins, info notices & generic Itrs Listing also includes all pro- 

g osed senertc communications that had been reported by B90301 
ERLINGer.C H Generic Communications Branch GL'87 1 1 89/03/07 JACODS.R 
Institute of Nuclear Power Operations 5pp 48B00 001*48800 005 

6903100004 EN*B9 018Qn 890228, notice of proposed imposition of civil penalty m 
amount of $500 will bo issued to licensee based on failure to have two individuals 
complete approved training course per license requirements 
JOHANSEN.J, LIEBERMAN.J Ofc of Enforcement (Post 670413) 89/02/23 Ip 
48819 278-40819 278 

6903100019 EN 89 020 on or about 690302.noltcB of proposed imposition of civil penal- 
ty in amount of $62,500 will be Issued to licensee Action based on muttiple slgnllicant 
failures to control access to protected area ol plant 

ROSANO.R P, LIEBERMAN.J Ofc of Enforcement (Post 870413) EA 88 305 80/02/ 
27 Ip 48010 015 40810 015 

8903100224 EN 69 021 on 890302, notice of violation & proposed imposition ol civil pen 
ally in amount of $25,000 issued based on failure to control occupational exposure to 
less than 3 rems per calendar quarter & perform adequate surveys 
JOHANSEN.J. LIEBERMAN.J Ofc of Enforcement (Post 070413) 09/02/27 Ip 
40808 291 <48008 291 

8903100311 PNO III 89 015 on 890224, senior reactor operator site access suspended 
after urine test showed evidence of marijuana Licensee reviewing individual work ac- 
tivities lo determine if review of prior activities warranted 

CREED.J , GREGER.R Region 3. Ofc of the Director 09/02/27 Ip 4BB18 359* 
48818 359 

8903130060 PNO-V-89 007 on 890303, main generator topped followed by reactor 
power cutback due to mam generator trip & reactor trip on low steam generator 2 

B ressure Increase in one containment sump level was noted 

IILLER.L , POLICH.T Region 5, Ofc of the Director 89/03/03 2pp 48818 152- 
4B818 153 

B903130113 PNO I 69 015 Stale of NY & util announced now tentative agraornent to 
close ptant Agreement allows util to contine plant licensing efforts Approval from 
Public Svc Commission must be obtained before final settlement agreement 
MCCABE.EC, CRESCENZO.F Region 1, Ofc of the Director 89/03/01. Ip 
4B830 302 48830 302 

8903130678 PNO IV 89 012 on 890204 .licensee Issued condition rept re DHR suction 
line pipe support damage Damage Involves obvious unexpected movement at ptno 
support which caused damage to lugs Conference call to review scheduled for 
890301 

CHAMBERLAIN, 0 Region 4. Ofc of the Director 89/03/01 1p 48021’ 170 
48821 170 

8903130682 PNS*V*e9 002 on 890224 .security dept informed by Region V ol suspoctorl 
deliberate damage to personnel contamination monitor booths Damage in at least kvo 
instances appears to be deliberate Investigation imlieted 

NORDERHAUO.L , SCHUSTER, M D Region 5, Ofc ol the Director. 89/02/24 tp 
48821 171-4B821 171 ^ 

8903140141 PNO V-89 007A update on PNO-V-89 007 re unusual event due to grid 
disturbance Augmented Insp Team (AST) assembled onsite on 090304.AST under- 
standing of sequence of events discussed 

MILLER.L. POLICH.T. Region 5, Ofc of the Oireclor 89/03/06 3pp. 48858 070- 
48858 072 
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89031 4031 a PNO'lflOOiaon aooao/.licQnsoo perlormed quarleily lost o1 152 emor- 
gency sirons w/23 sirons faifing tosl Liconsoo invosligating tnuso & alcM backup sys 
currently in oUcct 

SWETLAND,P Region 1,Ofcol the Director 80/03/08 Ip ^8054 225*18054 225 

8fl0314039B PNO V 00 012 on 090305 reactor trip due to tr^aliunrlion oi control element 
assembly calculator 2 Plant in Mode 3 wliite licensee devoloping plans to evaluate 
causa 

MILLER, L, POLICHJ Region 5. 01c of Iho Director 89/03/06 2pp 48634 061 
4B834 062 

8903140511 PNO III 89 01 6A on BD0306,Unil 1 returned to oporaltof^ loilowmg loaclor 
scram on 090302 Unit 2 remained in oporation & Unit 2 station auxiliary 
transformer, which failed on 000302, ropairorl & returned to 

HARRISON, J , FORNEY.W Region 3, 01c of Iho Direclor 89/03/06 Ip 40855 109 
48055 109 

8903140619 EN 69 022 on 830300, notice ot proposed imposition of civil penally in 
amount of $2,600 will bo issued to (iconsco Action bnsoci on iailure to securo con 
Slant survolUanco & Immediate control ol licensed metis in unroslncted area 
JOHANSEN, J , HEBGRMAN.J Ofc of Enfercemont (Post 070413) EA 69-014 89/03/ 
03 Ip 10B33 261 '48833 261 

8903140661 PNO I 69 016 on fl903iJ3.JM Allan approved NRG Restart Assessment 
Panel recommondation to refonso ficonsoe from second approval point in power as 
cension lest program Testing nclivitios lor next phase stated 
WARREN, C, 6LOUGH.R Region 1, Ofc of (ho Direclor 09/03/03 3pp 466J3 331 
46833 333 

8903150046 PNO ( 89 01 2A on 000223, ficensoo ompfoyoc found lo bo contaminafod w/ 
hot particles on exiling liconsoo lacitily Ordor Issued by stale, sliuUing down lacilily 
until licensee makes mods (o monitoring equipment & procoduros 
MCGRATH.J Region l, Ofc of tho Director 69/02/23 ip 40060 309 48660 300 

8903150055 PNO 189 01 7 on OOOOOB.Region I notified of radioactive mall found in 
public domain No evidence of confarninalion observed Commonweafth of MA stated 
dept assumed custody of box Incident under invosligalion 

PaCHAT.J. GLENN.J Roqion 1. Ofc of Iho Director 69/03/03 2pp 48860 298 
48660 299 

8903160101 Discusses Inlarprotalion/clarilicalion of Bulletin 88 010 re nonconforming 
mofdcd case circuit breakers NRC agroos (hat fosbng need not bo performed, provided 
listed actions taken 

ROSSI.CE Division of Operational Events Aasos&mont (Post 070411) lEB 06 OtO 
09/01/05 VARGA.SA Division of Reactor Projocis I/ll (Post 670411) 
HOLAHAN.GM Olflco of Nuclear Reactor Rogulalion, Director (Post 070411) 2pp 
46660 285 48860 286. 

8903150356 PNO I 89 018 on 000305, unpinnned.monitorcd gasoous radioactive gas re 
/ease occurred Caused by cornpro^rsor be/ng Bociuod duo to becoming 
overheated Roloaso terminated whon waste gas compressor roturned to sve 
ROSSBACH.L, SWETLAND,P Region 1, Ofc of Itio Director 09/03/07 tp 
48860322 m60 3S2 

8903100342 PNO tl 89 017 on 890302, zirconium firo occurred In gonorol purpose area 
near U rocQvory S laalod loss fbnn ) mnuto botoro OMtmou/s/iod Orto empJoyoo m- 
jured & taken to hose & roloased Personnot provided radiation protection support 
CLINE, W, MCALPtNE,E. Region 2, Ofc ol Iho Director 89/03/03 2pp, 4B093 061 
40893 DOS 

8903100427 NRQ Into Notice 80 031, "Swelling & Crackmg ol Hafnium Control Rods" 
Sve )fsl one) 

ROSSI, CE Division of Oporallonnl Evenia Assosbmont (Post 870411} 60/03/22 
Consotlrtated Edison Co of Now York, Inc 102pp. 49906 001-48986 103 

8903160439 PNO QPA-80 00 Von 890205.lhroo omployoos of Dolmod Co \(\ San Salva 
dor which operatos irracJialor for medico) stonlization wore erased to some dislodgod 
sourcfl pencils from 17 kllocurlo Co 60 source supplied bv AuCL ol Canada 
CHANEY.D, Intornatlonal Programs, LUDENAU.J Slato. Local & Indian Tnbo Pro 
grams WILDE, R Division of IniluaUiDl & Medical Nuclear Safety (Post 670729) 80/ 
03/02 2pp 48893 042'486D3 043 

8903170291 PNO 1-09 020 on 890309,tbofapoutic misadminlstration Involving Co 60 tol 
elhcrapy unit occurred when two oldorly palionts on stretchers from nursing homo 
brougtit in for treatment at aamo time tdeniificatkon policies sirongthonod 
COURTEMANCHE.S,, GLENN, J Region 1. Ofc of tho Director 09/03/ 10 Ip 
48953 126 46953 126 

8903170326 PNO Lfl9'021:0'fi0310,unui,uot event doclared duo to loss of reactor wator 
lovot beginning on 690309 Causod whon RHR loop pump auction valvo A stroked 
open for maint testing Lovol roluened to normal using CRD sys pump 
GRANT,G., HAVERKAMP,D Rogion 1, Ofcol Iho Diroctor, 80/03/10 Ip 40Q03 221 
40893 221. 

8903170419 NRC Into Notice 69 032, "Survolllance Testing of Low Tomp Overpressure 
Protection Sys " Svc list end 

ROSSI.CE Division of Operational Events Assossmont (Post 670411), 09/03/23 
Consolidated Edison Co. of New York, Inc, 104pp 46902 044-48992 147 

8903200077 GN 89 025 on 890313,notico Of proposed imposition of (-Ivil penalty In 
amount of $75,000 issued lo liconaeo. Action baaed on licensee failure lo properly 
analyze two polenlial safety lasuoa, Involving roaclor btdg room coolers 
LUEHMAN.J , UEBERMAN.J Olo of Enlorcomont (Post 870413) EA 08-304 69/03/ 
08 Ip 40958 359 46950.359, 

8903200116 PNOlV.09.O15:on 690307, Ulah Bureau of Radiation Control notified 
Region IV of iholt of four cokbr sources Irom licensee aulomobito while working In 
Salt Lake City, LIT Callbr source recovorocf.Too) box found untamperod 
DODA,R J Rogion 4, Ofc of the Diroctor 69/03/08 Ip 46959 289 48959 260 

8903200211 EN-89-024.on 89031 3, notice of vlalallon & proposed imposition ol civil pen 
allies In amount of $1,250 will be issued, based on failure to Implement radiation safety 
program & perform inaUumont calibr chocks 

JO)HANSEN.J . LIEBERWAN,d Ofc of Enlorcomont (Post 670413). EA-OO 023 89/03/ 
06 Ip 48954. 15V489B4>151 


8903200216 EN 89-023 On 690313,notice of proposed imposition of Civil penally in 
amount ol $20 000 will bo issued based on improper transler ol employee & subse 
quent termination duo to parbcioation in protected activities 

ROSANO.R P , LIEDERUAN.J Ole of Enforcomoni (Post 070413) EA QQ 302 69/03/ 
06 ip 48954 150 48954 ISO 

09O321O23S PNO IV 89 017 on B903 14, truck tram collision occurred which involved two 
sealed radioactive sources contained in dansilometors cn truck Surveys by radiation 
safely manager & highv/ay patrol found no radioactive contamination 
DODA.R J Region 4, Ofc of the Director 89/01/ 14 ip 40962 096 4B9B2 096 

890321O23B PNO 11 69 018 on 890302,USDA advised Region II of potential loss ol ra 
dioaciivo mall at USDA facility in Athens.GA licensee conducted search of mail w/o 
success Stale ol GA informed on 890302 

WRIGHT, E Region 2, Ole of the Director 89/03/03 Ip 46962 034 46982 034 

8903210369 PNO I 69 022 on 690310 Region 1 nolifiQcJ that 25 mCi Cs 13? source ro- 
IriGvod Irom trash raiecled by Slato of CT disposal facility or^ 690309 Slalo of CT noli 
lied 

DARDEN,!. GlENN.j Region 1 Ofc ol iho Director 09/03/13 2pp 48060 209 
48960 210 

8903210409 PNO-lt 89 01 4 on B90223,Slato of NC completed preliminary invesligalion 
at SRD Tecbnotogies.Inc & determined that damage lo thorium boaring signs occurred 
alior shipment Investigation htghlighia listod 

TROJANOWSKI R Region 2, Ofc Of tho Director 69/03/03 2pp 46969 360- 
48969 361 

6903210413 PNO IV 09 G16on 090312 iniltal crilicatitv achieved Rogion IV Operational 
Readiness Rovtow tnsp Team on site for first days of low power 
oporation Commission moelmg on full power Ijcenso schodjjjod for 89D32D 
HOLLER.E Rogion 4. Ofc ol m<3 Director 89/03/13 1p 46963 201-46903 201 

8903210427 PNO tV 09 019 on 000316, ulil rocor/ed allegations ro ulil incompetence & 
mismananomenl ro const costs & plant operation Region IV formed muUidisciplined 
team to idonlily saloty issues Util also conducing Investigation 
HOLLER.E J Region 4 Ofc oUha Director 09/03/16 2pp 48993 105 48993106 

6903210433 PNO IV 69 018 on 690309 lO.licensod activities suspendod Caused by tail 
uro to have radiation safety officer & uso of iiconsed matt by unauthorized 
ntiysicians Confirmation ol acUon Ur will formalize comTnllmenl 
POWERS.D A Region 4, Ofc of the Director, 69/03/ 1C 1p 48982 006 46962 006 

8903210459 Accepts final ropt for closeout ol IE Bulletin 64 03 under NRC Contract 
NRC 05 65 167 

BERLINGER.CH Gc none Com munic«Tlion$ Branch NRC05 65 157 02 lEQ 64 03 
00/03/14 LOFY.RA Parameter, tnc Ip 48963 278 48983 276 

Q9O3220O3Q PNO V 69 018 on 6903 16, discovered nonconsorvfttivo assumptions used in 
post accident control room oxposuro calculations Dose could exceed 200 rem Unusual 
event declared Power iQvel rest acted to 52% power 

G1COTTE.Q, YUHAS.G Region 5, Ofc of the Director 89/03/17 2pp 40003 340 
46003 34 1 

6903220277 EN 89 027 on B90316.notico ol proposed imposition of Civil penally in 
amount of SI 50,000 will bo issued to liconsoo based on two individual events that 
rosufted m loss of secondary confammonf intoority 

TROSKOSKI.W, UEBERMAN.J Ofc o1 Er^forcomont (Post 870413) EA8D316 89/ 
03/13 Ip 49004 244 40004 244 

0903220419 EN 89 026 on 800316.notlca of violation & proposed Imposition of civil pen 
ally in amount of $2,000 will be Issued based on failure to control occupational expo 
sure & failure (o perform adoquate (purveys to pravont exposure 
JOHANSEN, J , UEBERMAN.J Ofc of Enforcoment (Post 870413) EA 68 315 80/03/ 

13 Ip 40004 001 49004 001 

6903230495 EN 09 030 on 800316, order modifying licenses & demand for Into being 
issued to Safely Light Corp & nine other corps Order being issued because of con 
earns ro confaminalion of soil & groundwater a( Bfoomsburg.PA site 
GANT.Q, L1E0ERMAN.J Ofc of Entorcomenl (Post 8704T3) EAD9 029 09/03/16 
ip 49030 139 49030 139 

8903240133 EN 68 031 A on 890320, order Imposing civil penally in amount ol $300,000 
Issued to (tcensoe Action based on vioiattona involving equipment quaiificotion require- 
menta of tOCFR60 49 

WONG.H , LIEBERMANJ Ofc of Enforcement (Post 870413) eA87 077 69/03/20 
1p 49039.001 49039 001 

8903240142 PNO !)-89 015A on 890225, primary lo secondary steam generator tube leak 
at plant Caused by mechanical failure Eddy current & faoroscopic Insps of affoefed 
lube will bo conductQd following removal of plug. 

0LAKE,Jd Region 2. Ofcol tho Diroctor 89/03/10 2pp 49040 027 40040 028 

8903240185 PNO II 80 019 on 890307,Und 1 mahually tripped duo to drop inprossurizer 
iQvel.incfoaso In main stoam fine radiation & fncroased charging flow revealed primary 
to secondary leak Alert declared & onsite emorgoncy response activated 
SINKULE.M Rogion 2, Ofc ol the Director. 89/03/00 2pp 40039 273 49039 274 

6003240190 EN 69 029 on B903l7tnolico of violation & proposed imposition ol civil pen- 
ally \n amount of $50,000 to be Issued .based on failure lo Install vortex suppressors In 
emergency sumps which supply suction for spray pumps 

LUEHMAN.J,. LrEQERMAN,J Ofc cf Enforcement (Post 870413) EA-OgOOt, 69/03/ 

14 Ip 49039,360 49039 360 

8903240192 EN-OS 031 on 80031 7,0 rder to cease & dosist use of regulated matf effect 
live Immedialoly issued .due to expiration ol license w/o request for timoly renewal 
BELL.S, LIEBERMAN.J Ofc of Enlorcomont (Post 870413) EA-89 052, 69/03/17, 
Ip, 49038 166 49038166 

B903240216 ENOOOSIAon 880510, nolico of violallon & proposed imposlUon of civil 
penalties m amount of $50,000 issued, based on violation Involving failure of 
l0CFR5O.46.App K 

TROSKOSKI.W., UEBERMAN,J. Ofc ol Enforcemont (Rost 870413) EA^88 088 69/ 
03/^7 Ip 49038 108-49038 196 
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6903240226 EN'60 026 On 890316.notice of proposed imposifior^ of civil penalty in 
amount of 52.500 will: be issued to licensee Aclean based on violations noted during 
6901 19 msp. including failure to check & test dose calibrator 

BELL.S. LIEBERMAN.J Ofc of Enlorcement (Post 670413) EA^89 020 BO/03/10 
Ip 49040 208 49040 208 

8903240248 PNO-l-69-023 on 3903 16, two researchers detected P'32 contamination on 
shoes while conducting end^of day survey at Albert Einstein College of Medici na Spill 
considered minor & confined to lab Lab being cleaned up 
MCGRATH.J Region I, Ole of the Director 89/03/17, Ip 49039 255 49039 255 

8903280012 PNO-IV 69 020 Reqion LV notified of recent reactor trip at Pafo Ver-da Unit 
3 that was complicated by inability to open steam generator atmospheric dump valves 
mfg by Conlrol Components Jnc No sticking problems noted at other plants 
CKAMBERLAIN.DJ Region 4. Ofc of the Director 89/03/23 2pp 49119 127- 
49119 128 

8903280099 EN 86 032 on 890322, nolico of violation <& proposed imposition of civil pen- 
ally in amount of $2,500 will be Issued to licensee Action based on failure to perform 
written safety evaluations 

TROSKOSKI,W. UEQEfiWAN.J Ofc oJ Enforcement (Post 870413) EA-88 289 89/ 
03/17 Ip 49119091-49119091 

8903280180 PNO III 69 020 On 890317, licensee reported loss of 33 mCi Cs-137 bra- 
chythorapy source Loss discovered during physical inventory on same date To 
dale, source not found Licensee st4l plans to survey homes of Key staff members 
REICHKOLD.W, SRENIAWSKID Region 3, Ofc of the Director 89/03/21, Ip 
49119095 49119095 

8903280194 PNO III 89 019 on 890317,plece of equipment fell on source guide lube 
crimping tube & making it possible to return 102 Ci lr'192 source to shielded position 
inside camera Cause not staled Licensee implemented emergency procedure 
WIEDEMAN.O. MALLETT.B Region 3, Ofc of the Director B9/03/20 Ip 49073 036 
49073 036 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

8903200242 Transcript of Commission 690223 Public Workshop on Individual Plant 
Exam in Fort Worth JX Pp 1-208 

^ Commissioners 69/02/26 211pp 46971 129 48971 339 

8003200249 Transcript of 890301 public workshop on individual plant exam in Fort 
Worlh,TX Pp 210-385 

* NRC - No Detailed Affihalion Given 89/03/01 177pp 4B964 112-46964,290. 

8903200363 Transcripl of Commission 690302 Public Workshop on Individual Plant 
Exam in Fort Worth JX Pp 386 487. 

^ Commissioners 69/03^2 272pp 48966 071 48968 346 


NUREQ NUREG REPORTS AND RELATED CORRESPONDENCE 

880 SI 601 21 Forwards o valuation of SuppI 1 to Topical Rept TR UR 05-225. “ASEA- 
ATOM BWR Conlrol Rod Blades for US BWRs” Repl acceptable for referencing In 
license application 

THADANI,A.C Structural & Geosciences Branch 86/05/05 TENERZ.E ASEA Atom, 
Inc Ip. 48738 317-46738 324 

8902230182 Forwards annual ECCS outage rept for 1966, per TMI Action Plan Item 
II K 3 17 & NUREQ 0887, Section 6 3 3 

KAPLAN, A Cleveland Eleclnc llfuminaling Co. PY-CEI/NRR 0961 89/02/14. Docu 
ment Control Branch (Document Control Desk) Ip. 48555 145-48555 154. 

8902230339 Forwards safety evaluation re util 831117 & 850626 resporvses to Generic 
Ltr 8 3-28,1 tern 2 1 (Parts 1 & 2), “Equipment Glassification & Vendor Interface Pro- 
gram " Responses acceptable 

MCDONALD.DG Project Directorala 1-3. QL-83-2e 69/02/15. BIRD.RG Boston 
Edison Co. 3pp 48568 217-48568 234 

890223034 5 Safely evaluation supporting util 831117 & 850626 responses to Genenc 
Ltr 63 28, Item 21 re equipment class if i cation & vendor interface program for reactor 
trip sys 

' Project Directorate I 3. GL-e3-26 89/02/15 3pp. 48568 220-48568 234 

8902230471 Responds to Generic Llr 88-14, “Instrument Air Supply Sys Problems Af- 
feeling Safety Related Equipmenr* instrment air sys dewpoint monitored continuously 
at oulput of air dryers & fillers via digital readout meter. 

kEL)TER.DR Sacramento Municipal Utility Distflcl QL 86-14 89/02/15 Document 
ConUoE Branch (Document Control Desk) lipp 48569 059 46569 069 

8902230575 Discusses status lo resolve recommendations In hfUREG-1257, “Coman- 
che Peak Rept Review Group*' Sufficenl resources committed lo ensure completion 
of three remaining rewew group recommendations by mid 1989 
STELLO.V Ofc of the Executive Director for Operations 99/02/17 ZECH Commls 
sioners 19pp. 48569 248 48569 286 

8932230662 Forwards EG&G Idaho revised Llr Evaluation SIM-16-B9, "Review of Off- 
site Dose Calcufalion ManuaI.Rev 2.Pilgrim Nuclear Power Station" Review conclud 
ed manual within guidelines of NUREG-0133 & acceptable 

MCDONALD.O.G Project Directorate 1-3 TAG 69867. 89/02/13 BIRD.RG Boston 
Edison Co 2pp. 46563,161-48568 194, 

6902240172 Forwards SPOS quarterly performance rept forOcLDec 1968, per NUREQ 
1288, "SER on Rancho Seco Restart “ 

CRUNK.SL Sacramento Municipal Utility District. NL 89-158 89/02/14 

KNIGHTON, G Document Control Branch (Document Conlrol Desk) 4pp, 48580 208- 
48580.21 1 . 

8 90227036 S Responds lo Generic Ltr 68-17 re loss of DHR Primary Invenlory trend sys 
installed to provide reactor vessel level info for inadequate core cooling Inslarmenta- 
tion 

FRIZZLE, C.D- Maine Yankee Aiomic Power Co GL-88-17 89/02/02 Document Con- 
trol Branch (Document Conlrol Desk) 8pp 46566,001 48566 008 

6902270388 NUCLEAR MATERIAL SAFETY AND SAFEGUARDS 
* Office of Nuctear Material Safety & Safeguards, Dir eclor. 89/02/21 8pp 46821 274- 
48621 310 


6902270430 Responds lo 600201 Ur re continued operation of plant due to probtomsfi 
shutdown from Dec 1985 to Mar 1966 During shutdown, major plant sys reevaluated 
from design basis NRC evaluation described in end NUREG-1286 & SuppI 1 
HOLAHAN.GM Assistant Director for Region III & Region V Reactors 83/02/21, 
BARTLETT.8 J Affiliation Not Assigned 7pp 48586 172 48566 179 

8902260004 Responds to Generic Ltr OB- 14, "Instrument Air Supply Sys Probtems Af 
feeling Safety Related Equipment " Air sya quality will be maintained by predetermined 
& periodic activities conlrol program & operating procedures 

BERRY.K W. HOFFMAN.DP Consumers Power Co GL-88-14 89/02/20 Document 
Control Branch (Document Conlrol Desk) 4pp 46626 058 48626 061 

8902280363 Advises that Rev 6 to offsite dose calculation manual for plant 
acceptable, per ubi 880826 submittal 8 end EG&G 881206 ltr 

STEFANOjj Project Directorate ilM TAG 69329 09/02/13 MUSOUF.DM North- 
ern Slates Power Co 4pp 48627 067 48627 076 

89022803B3 Forwards response to Generic Ltr B8 1 4, "Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment " Ulit In process of obtaining & reviowmg 
mfg instrument air quality recommendations 

SrfFFER.J D , LOCKE,R F Pacific Gas & Efeclric Co GL 8B 14 B9/02/21 Document 
Control Branch (Document Control Desk) 6pp 48624 224-48624 220 

B902260396 Forwards Info venfying adequacy of instrument air sys design, testing, main I 
& related training, per NUREQ-1275,Vo1 2 & Genenc Llr 8B 14 
KAPLAN, A Cleveland Electric Illuminating Co GL 88-14 89/02/22 Documenl Con 
trot Branch (Documenl Control Desk) 7pp 48625 1 57-48625 1 63 

6903010326 Forwards request for addi info re full power OL Including, initial startup test 
program, TDl diesel generators & N UR EG -07 37, 1 tern II F.2 re calibr data 
HOPKINS.JB Project Directorate II 3 09/02/25 HAIRSTON, WQ Georgia Power Co 
4pp 48648 046-48640 049 

8903020199 Commanl opposing proposed rules 10CFR50 & 55 re requirements (or 
senior reactor operators Proposes special core training program that would satisfy cri 
terra in NUREG-0737 but w/o degree requirement 

CUNNINGHAM, J.L Affiliation Not Assigned 53FR527t6 00023 B9/02/09 NRC - No 
Detailed Affiliation Given Ip 48671 200 48671 200 

8903020621 Cfarifies & suppls 890106 response to violations noted in tnsp Rept 50- 
244/88-22 Subsequent to 8B1005 & prior to initial response, manual valve 431 BA 
locked in closed position & added to locked valve program 

MECnEDY,RC. Rochester Gas 8 Eleclnc Corp 89/02/17 RUSSELL, WT Region 1. 
Ofc of the Director 1 5pp 48690 006 48690 022 

S903020632 Responds to Generic Llr 88-14, "Inslrumonl Air Supply Problems Affecling 
Safely-Related Equipmenl" Program for maintaining Inslrumenl air quality per 
NURtG-1275,Vol 2, ^’Operating Experience Feedback Repl " discussed, 

CREEL,GC Baltimore Gas & Electric Co GL-88-14 89/02/17 Document Conlrol 
Branch (Document Control Desk) 8pp 48669 343-48669 350 

8903020676 Forwards status of SER commitmdnts,per NRC request Licensee expects 
list will be kept current & periodically updated until first refueling of Unit 2 
MCBURNETT.MA Houston Lighting i Power Co ST-HL-AE-2079 89/02/17 Docu 
ment Control Branch (Documenl Conlrol Desk) 30pp 48669'1 53-48669 102 

6903030151 Provides response to Generic Ltr 88 14, including actions taken & plana for 
addI actions to be taken during Cycle 13 refueling outage Advises that air operated 
valve failure positions correct for assunng required safety functions. 

FITZPATRIGK,E General Public Utilities Corp - GPU Service Corp QL-80-14 89/02/ 
21 Documenl Control Branch (Document Control Desk) 6pp 48716 013 48716018 

8903030192 Forwards NRC comments on plant emergency action level & classiftcation 
scheme contained In Rev 10 to emergency pfan & Procedure EPP-201 Several dHlor* 
ences noted between implementation procedure & App \ lo NUREG 0654 
GRIMES, C I Comanche Peak Project Division 89/02/21 CAHILL.W J TU Electric 
(formerly Texas Utilities Generating Co ) 17pp 46694 233-46694 250 

8903030254 Final response to FOIA request for records App A records available In 
PDR.App 0 records end & available in PDR App C & D records partially & complotoly 
wilhhelo.respeclively. (ref FOIA Exemption 5} 

GRIMSLEy,DH, Division of Freedom of Information & Publications Services (Post 
890205) 89/02/23 CARREY-BEAVER Massachusetts, Commonwealth of 7pp 
48722 144 48723 037 

-8903030263 "Pilgrim Nuclear Power Station Special Post-Startup Training Program to 
Satisfy Requirements of NUflEG-1 021. Section ES- 109, Parts B 2 e & B 2 f for Reactor 
Operator licensed Personnel & Parts D 2 e & D 2 f for Senior Reactor " 
BALFOUR,HR. MARTRANGL.P E , QILIESPIE,D, Boston Edison Co 88/08/09. 
43pp 48722 155-48722 197 

6903030290 NUREG-1021 R05 OPERATOR LICENSING EXAMINER STANDARDS 
SHIRAKI,C Division of Licensee Performance 8 Quality Evaluation (Post 870411} 89/ 
01/31 257pp 48721,245 48722 141 

8903030296 NUREG/CR 5197 ERR Errata lo "Evaluation of Generic Issue 115, 'En- 
hancement Of The Reliability Of Westinghouse Solid Stale Protection Syslem.'" 
changing EQ&G number from 2456 to 2546 on cover, title page & Form 335 
RENY.D A , BRUSKE,S J , VALENTI.LN. EG&G Idaho, Inc (subs of EG&G, Inc). FIN 
A 6875. EGG-2546 89/02/28 Division of Safety Issue Resolution (Post 880717). Ip 
48721 243-48721 244 

8903030308 NUREG/CR-5250 V04 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS Results And Discus- 
sion For The Batch 3 Sites 

BERNREUTEfl.0,1., SAVY,J8 . MENSINQ.R W Lawrence Livermore National Labora- 
tory FiN A-044S, UCfD-215t7. 89/01/31 Division of Engineering & Systems Technol- 
ogy (Post 87041 1) aaapp 487 1 5.051 -4871S 334 

8903930322 NUREG/CR-5069 TRAC-PF1 /MODI. Correlations And Models 
LILES.DR., SPORE, J,W, KNIGHT J.D, Los Alamos National Laboratory F!N A-7010. 
LA-1 1208 MS BB/12/31. Division of Systems Research (Post 680717) 500pp 
48720 045-48721 242 
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8903030340 NUREG 1230 COMPENDIUM OP ECCS RESEARCH FOR REALISTIC 
LOCA ANALYSiS Final Reporl 

' Division of Sysjems Research (PosI 600717} 08/^12/31 l.200pp 48710 041- 

48713 314 

8903030348 NUHEG/CR ^>250 V03 SEISMIC HAZARD CHARACTERIZATION OP 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS Resells And Discus 
slon For The Batch 2 Siles 

BERNREUfER.D L , SAVY.J B > MENSING,R W Lav/renca Livermore Nallonal Labora 
lory FIN A 0448 UCID 21517 89/01/31, Division ol EnQinoennn & Systems Technol 
Ogy (Post 870411) 293pp 48714 118^48716 050 

8903030352 NUREG/CR 5325 A MULTIVARIATE STATISTICAL STUDY ON A DIVER- 
SIFIED DATA GATHERING SYSTEM FOR NUCLEAR POWER PLANTS 
SAMANTA,P K , TEICHMANN.T , LEVINE.M W Brookhavon National Laboratory FIN 
D-1419 BNLNUREG 52189 B9/02/2Q Division of Safely Programs (Post 670413) 
130pp 

8903030364 NUREG 0540 VIO NtO TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE October 1-31,1088 

* Division ol Freedom of Information & Publications Services (BB05t 5 890204) 897 
01/31 374pp 48704 001-48705 014 

8903030367 NUREG/Cn-5046 A FINITE ELEMENT ANALYSIS OF A REACTOR PRES 
SURE VESSEL DURING A SEVERE ACCIDENT 

CHAMBERS, RS Sandfa National Laboratories FIN A-14Q5 SAND&7ai83 69/02/ 
28 Division of Systems Besoarcb (Post 8807 17) 41pp 48713 315 40713 355 

8903030370 Comment opposing proposed rule tOCFRSO re ensuring effocllvenesa of 
maint programs for nuclear power plants Objociives of rule con bo ocblovocf more 
efficiently w/o riito. 

NOVAK.M A Energy, Dept of 53FR47a22 00016 69/02/14 Office of the Secretary 
of the Commission 2pp 48718 027 46718,028 

8903030377 NUREG/CR-5324 DETECTING COMPONENT FAILURE POTENTIAL 
USING PROPORTIONAL HAZARD MODEL 

GAVER.DP, SAMANTA.PK Brookhaven National Leboratory FIN D-t4t9 BNt- 
NUREQ-521Q0 00/02/28 Division of Salely Programs (Post 070413) 37pp 
48710 00 1 46710040 

8903030394 NUREG/CR 5250 V02 SEISMIC HAZARD CHARACTERtZATlON OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS Rosufts And Discus 
Sion For The Batch 1 Sites, 

BERNREUl ER,D L., SAVYJ B , MENStNG.RW. Lawronce Llvermoro Notional Laboid 
tory FIN A-0446 UCID 21617. G9/0t/3f Division of Engineering & Systems Technol- 
ogy (Post 870411) 323pp 46710 082 46720 044 

8903030423 NUREG/CR-5250 V01 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS Methodofooy.lnput 
Data And Comparisons To Previous Results For Ten Tost Silos 
BERNREUTER.D.L . SAVY.J B , MENSINQ.R W Lawronce Livermore Nallonal Labora- 
tory FIN A 0440 UCID 21617 89/01731 Division of Englnoorir^g & Systems Tcchnof 
ogy (Post 670411) 34app 40718t)92«46719 081 

8903030472 Responds to Generic Ltr 08 14, "Instrument Air Supply Sys Problems A1 
feeling Safety Related Equipment *' Backup nitrogen accumulator capacity & individual 
component loss of Instrument air losts perform otT 

DRAWBRIDQE.B L Yankee Atomic Bloctrfc Co GL-00 14 00/02/21 Documont Con 
tfol Branch (Document Control Desk). 5pp 40739 144 48739 148 

8903060008 Rosponds to 860111 request lor luslificollon ro uao of radon omanation 
factor used in 060630 reclamation plan submlttel Initial use of E=>0 20 basod on Info 
In NUREQ/CR-3633 & sampling done under NUREG/CR-IOSt 
PFAFF,SJ, Polrotomics Co (formerly Gelly/Potrolomics Co) 09/02/08 
HAWKINS, E F Uranium Recovery Field Ole. R4 1 5pp- 40709 339 48709 353 

0903060025 NUREQ/CR 5042 S02 EVALUATION OF EXTERNAL HAZARDS TO NU- 
CLEAR POWER PLANTS IN THE UNITED STATES Olho; Exlornal Evenls 
KIMURA.CY., PRASSINOS.PG Lawrence Livermore National Laboratory. FIN A' 
0816 UCtD'21223. 69/02/26 Division ol Safety Issue Resolution (Post 860717), 
64pp 48762'080 46762 136 

8903060040 NUREQ/CR 5234 VALUE/IWPACT ANALYSIS FOR GENERIC ISSUE 
51 IMPROVING THE RELIABtLlTY OF OPEN CYCLE SERVICE WATER SYSTEMS 
DALING,P,M„ STILES,D L , WEAKLEY,S A Battolle Memoriat Instllule, Pacific North- 
west Laboratory FIN B-2977 PNL‘6688 09/02/26 Division of Safety Issue Rosolu 
lion (Post 800717) 126pp 46777 253-48776 019. 

6903060129 Responds to 090202 ltr exprossing concerns about family safoly duo to 
nearby location of nuclear plant NRC does not consider 6WR w/Mark 1 contalnmontB 
to be unsafe & wilt strive to ensure that all pfanta mado oven more sale 
LAINAS.GC Division of Reactor Projects * i/ll (Post 670411) 69/02/27 JAY, CD Al- 
lllialion Not Assigned 3pp 46739 101-4C739 196 

8903060137 Forwards corrected Insp Repls 50-259/08-32,50-260/80 32 & 50-296/88 
32 on 881001-31 & notice of violation Response to notice of violation extended 30 
days 

MCCOY,FR Assistant Director for Inspoction Programs. 09/02/17 KINGSLEY, OD 
Tennessee Valley Authority 2pp 48739.349 40/40030 

6903060176 NUREG-1336 DRFT FC INDIVIDUAL PLANT EXAMINATION SUBMITTAL 
GUIDANCE Draft Report For Comment 

* Office of Nuclear Regulatory Rosoarch, Director (Post 660720J " Office of Nuefaar 
Reactor Regufation, Director (Post 070411) 00/01/31 27pp 407fi2< (37-46762' 164 

8903060200 Forwards safely evaluation supporting licenseo elimination ol dynamic ef- 
fects of postulated primary loop pipe ruptures from design basis 
BRINKMAN,DS Project Directorate 1-1 TAG 08316 89/02/23 BRAM»S B. Consoli- 
dated Edison Co of Now York, Inc 2pp 40730 107-48739 810 

«690a06020e Safety evaluation supporting hcensoG elimination of dynamic effects of 
postulated primary loop pipe ruptures from design basis 
’ NRC - No Detailed Affiliation Given 09/02/23. 12pp 48739 199‘48739'2t0 


S9030B0205 Forwards update on ISAP topic reviews discussed in util 671113 
ltr, description of now topics being added 1o ISAP, updaled integrated Implementation 
schedule & summary lable of ISAP ARM scores & installation man rom for each 
prole ct 

MBOCZKA,E J Connecticut Yankoo Atomic Power Co MROCZKA.E J Northeast Util- 
tlioa B 1301 9 89/03/02 Documenl Control Branch (Documenl Control Desk) BOpp 
46742 001-48742 080 

8903060252 Comment opposing proposed rule tOCFRSO re maint programs for nuclear 
power plants Ulil endorses comments filed by NUMARC & Nuclear Util BacKMling & 
Reform Group Rule lads to provide basis for determining effocUve maint program 
EDWARDS.DW Yankee Atomic Electric Co FYC 89 003 Bfi/02/27 Docketing & 
Services Qrai^ch 3pp 46745 320 48745 322 

8903080380 Advises that 660502 request (or exception to protection (actor requirement 
for primary emergency ope rations facility concerning expansion of facility (ref NUREQ- 
0737,Suppl 1) conditionally acceptable 

CAPRA, R A Project Direciorele f 1 TAG 68213 89/02/88 BRAM.SB Consolidated 
Edison Co of New York, Inc BRONS.J C Naw York Power Authority (formerly Power 
Authority of Ihe Slate of New York) 4pp 4B748 334-4B74Q 337 

8903060505 ''1088 Annual Repl of Facility Changes, Tea Is .Experiments & Safely & 
Relief Vatvo Failures & Challenges'’ W/690228 Ur 

MINECK.DL Iowa Electric Light & Power Co NG 89 0506 66/12/31 MURLEY.TE 
Offica of Nuclear Reactor Rogulation, Oiroctor (Post 670411) 36pp 46767133 


8903080638 NUR£Q-ia32 V02 SOI SAFETY EVALUATION REPORT ON TENNESSEE 
VALLEY AUTHORITY SEQUOYAH NUCLEAR PERFORMANCE PLAN Sequoyah Unit 
1 Reslarf 

* Assodalo Diroclor tor Special Projocts (Posi 890101) 89/01/31 84 pp 48748 084- 


6903080541 NUREG 1048 REGULATORY ANALYSIS FOR THE RESOLUTION OF GE- 
NERIC ISSUE 99, "LOSS OF RHR CAPABILITY IN PWRS." 

SPANO,AH Division of Salely Issue Resolution (Post 68071/) 69/62/28 78pp 
48748 260-48748 333 


89Q3088544 NUREQ/CR-447a UPDATE - A FORTRAN 77 SOURCE FILE 
MAN|PULATOn Adapted For The Data Genera! MV Senes Eciipso Computers Under 

KIRK.BL Oak Ridge Naliona) Laboratory FIN A-9096 ORNL/TDMC4 89/01/31. Di- 
vision of Informalion Support Services (670413-690204) 93pp. 46740-172 48748 259 

8003080549 NUREG 0540 V10 Nil TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE November 1-30.1686 

* Division of Freedom of Information & Publications Services (6D0S1 5 690204) 69/ 
01/31 423j>p 40747 021-46748-063 

8903060863 NUREQ/CR-53ta EQUIPMENT QUALIFICATION (EQ)-RISK SCOPING 
STUDY 

BUSTARD, LD Sandia National Laboratories CLARK, J., MEDFORD, GT, Science Ap- 
plications International Corp (formerly Science Applications, tnc). FtN A-1B23 
SAND8G3330 69/01/31. Division ot Regulatory Applications (Post B70413) 277pp 
40746 1 01-4674 7 0 20. 

8903090022 NUREQ/CR-4630 V6P3R1 NUCLEAR COMPUTERIZED LIBRARY FOR 
ASSESSING REACTOR RELIABILITY (NUCIARR) Data Manual Part 3 Hardware 
Compononl Failure Data (HCFD) 

GERTMAN.OI. GfLBERT.BG , GILMORE,V/E EQRG Idaho, Inc (subs of EG&G, 
Inc) FIN A68S4 EGG-245B 09/01/31 Office ol Nucloar Rogulalory Rosoarch, Di- 
rector (Post 660720) 63epp. 46769 139 48771 050 

8903090026 Advisor that due date for submittal of GRDR summary root, including 
schoduto tor rosoiutions of human engineering discrepancies, postponed from 800228 
to 091030 duo to commllmont to Implemonl now emergency opefatma procedures. 
MnOCZKA,EJ, SEARS, CF Northeast Nuclear Energy Co (subs ol Northeast Ulili 
ties) MROCZKA.E J. Noflhoast UUIlUos A04 135, 80/02/28 Do cumoitl Control Branch 
(Oocumoni Control Desk) 3pp 40001.042-46601.044 

6903090032 NUREQ/CR-4639 V6P4Rt NUCLEAR COMPUTERIZED LIBRARY FOR 
ASSESSING REACTOR REUABIUTY (NUCLARR) Data Manual.Pari 4 Summary Ag 
gregationa. 

GERTMAN.OI, GtLDERT.BG, GILMORE, WE EQ&G Idaho, Inc (sube ol EG8Q, 
fnej, FfN A 6864 EQG-2460 80/01/31, Office of Nuefoar flogutatory Research, Oi- 
rector (Post 660720) 340pp. 48771.257 40772 236 

89D3090033 NUREG/CR-46a9 VBP2Rt NUCLEAR COMPUTERIZED LIBRARY FOR 
ASSESSING REACTOR RELIABILITY (NUCLARR) Data Manual Part 2 Human Error 
Probability (HEP) Estimaias 

GERTMAN.O.L, GILBERT.BG, GU MORE, WE, EG&G Idaho. Inc (subs, of EG&Q. 
Inc). FIN A 6854 EGQ-2458 89/01/31 Office of Nuclear Regulatory Research, Di- 
rector (Post 060720). 1,000pp 48772 238-40773 35C 

8903090648 NUREG/CR 5320 IMPACT OF RADIATION EMBRIHLEMENT ON INTEG- 
RITY OF PRESSURE VESSEL SUPPORTS FOR TWO PWR PLANTS 
CHEVERTON.R O . PENNELL.W E . ROBINSON.G C Oak Rfdgo Naliorral Laboratery 
FIN B0tl9, ORNL/TM- 10966. 89/01/31. Division of Enginoeririg (Post 670413) 
274pp 40756 074-48758 349 

8903990057 Fonvards Br^nual ropi ol occupational radiation exposure & annual rept of 
safety & roliaf valvo failures & challenges (or 1988 

MUSOLF.D, Norlliarn Stales Power Co, 89/02/24. Documenl Confrol Branch (Docu- 
ment Control Dosk) Ip. 488DV030-4B801 .033 

-8903098066 "Arii%ual Rapt of Safety Volvo & Floliaf Valvo Failures & Challangos for 
1088." 

* Northern Slates Powof Co 88/12/31. Ip 4660 V 033-4 0801 033. 

8903090070 NUREG/CB.2331 V08 N3 SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGULATORY RESEARCH, Progress Report, July- 
September 1988 

WEISS,AJ. Brookhaven National Laboratory FIN A 3824 BNL-NUREG-51454. 89/ 
02/26, Ofhee of Nuclear Regulatory Research^ Diieclor (Post 860720) 197pp. 
48767 234-4 0 758.073 
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6903090103 NUREG/CR-2331 V07 N*! SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGULATORY RESEARCH Progress 
ReporLOctober December 1907 

WtlSS.A J Brookhavon Naliortal Laboratory FIN A 3014 BN L'NUREG 51454 SB/ 
09/30 Ollica ot Nuclear Regulatory Research. Director (Post 060720) I33pp 
48/69 001 4B769 135 

6903090145 NUREG/CR-503Q AN ASSESSMENT OF STEAM EXPLOSION-INDUCED 
CONTAINMENT FAILURE 

THEOFANQUSJG. AMARASOORIYA.W, NAJAFI.B California, Unw of. Santa Sar- 
hara, CA RN D 1341 89/02/28 Division of Systems Roaoarch (Posl 880717) 
204pp 4B771 051.48771 2B6 

9903090244 Responds to Generic Ltr 88-1.4, "‘fnslrtment Air Supply Sys Problems Al 
feeling Safely- Rota led EquinmenL" per NUREG 1275 ,Vq 1 2lnstrumenl air sys ade 
quate lor operation of pniGumaticalCy operated safely related equipment 
HAIRSTON, W G Georgia Power Co GLflB 14 69/02/17 Region 2. Ole of the Direc- 
lOT 28pp 40800 183 40800 210 

8903100'932 Appllcalion for amend to Ltconss DPR-ftt, revising Toth Specs re core exit 
thremocouples.main stack wide range noble gas mom lor, reactor vessel water level A 
RCS sdbcoolifig margin monnor.per Generic Ltr 83 37 

MROCZKA,E J, SEARS, OF Conneciicul Yankee Alomic Power Co MROCZKA.EJ 
Northeast Ulilkties B13127 89/03/01 Document Control Branch (Document Control 
Desk) 3pp 48810 117-48810 129 

..0903100035 Proposed Tech Specs, revising info on core exit thermocouples, mam slack 
wide range noble gas monitor, reactor vessel water level & RCS subcooling rnargm 
moDfor, per Generic Ltr 83-37 

* ConnGclicul Yankee Atomic Power Co a 13127 89/03/01 lOpp 46B10 120 
48610 129 

B0031000B1 Responds to Generic Lir 88 14. “Instrun^ent Air Supply Sys Problems Af- 
fecting Safety Belated Equipment" Sys at plant operated, maintained & periodically 
tested to provide assurance of performance as expected w/design basis events 
FRIZZLE.CD Maine Yankee Atomic Power Co GL-8B 14 89/02/24 Document Con- 
trol Branch (Documenf Control Desk) 5pp 46806 091-48806 095 

8903100262 Comment on proposed rule 10CFR50 re mamt for nuclear plants Strongly 
support NUMARC position S emphasize that rulo unnecessary w/many required pro 
gram elements atroady m place at plant Rule would do more harm than good 
KAPLAN.A Cleveland Seciric Illuminating Co PY CEI/NRR.0976 09/02/27 
GHILK.S j OfNco o1 the Secretary ol Iho Commission 2pp 48B06 235 48806 236 

8903100308 Forward Rev t lo NUREG 1303 & NUREG/CR-2722,per 890227 
request W/o end 

LAROCKE.G E Fuel Cycle Safely Sranch 89/03/03 SWARTS.O Alfiliatlon Not As 
signed Ip 40604 097-48804 097 

8903100389 Forwards safety evaluation accepting util response to Gei^oric Ur 03- 
20Jlem 2 1 (Part 2) re vendor inlerface program 

ROSS.TM Projecl Directorale 1112 GL 83-28 89/02/22, BLISS, H E Commonwealth 
Edison Co 3pp 48304 151 43804 156 

-8903100390 Safety evaluation accepting util response to Generic Llr 83-28.llem 21 
tParl 2) re conltrmalion that interface established w/NSSS vendor or w/vondors of 
components of reaefor trrp sys 

* Olfice of Nuclear Reactor Regulation, Director (Post 870411) GL 83 28. 09/02/22 
3pp 46804 154 46304 156 

IJ90310044D Forwards EGG-NTA-8326. "TM! Action, NUREG 0737 (II D1) Relfef & 
Safety Valve Testing, 2ion Units 1 & 2;' technical evaluation rept Util provided accept- 
able response lo requirements of Uom II D 1 w/oxception of items noted 
PATEL, CP Projecl Directorate 111-2 TAG 44630 89/02/28. BUSS, HE. Common- 
weafth Edison Co 4pp 43804 212-43604 247 

-8902020412 EGG NTA B326 “TMI Aclion.NUREG 0737 (II D 1), Relief & Safely Valve 
TesUng.Zion Units 1 & 2,‘' technical evaluation rept 

YUAN,CY. NALEZNY.CL . FINEMAN,CP EG&G Idaho. Inc (subs ol EG&Q. Inc) 
FIN A-6492 88/12/31 NHC - No Detailed AfMiatbn Given 3app 4BB04 216. 
48904 247 

9903100561 Informs that response to 88)018 request for add! info re performance lost- 
ing of retiof & safely vafves wiff be provided by 890316 Responses to Questions 2^4 
Will be provided prior to 890731 after all reanalyses corripleted 
TUCKER, H 8 Duke Power Go 89/02/24 Document Control Branch (Documenl Con- 
trol Desk) ip 48808 282-46808 282 

89O31300'a5 FOlA request lor draft "General Design for Allernaliv© Methods for Dispos- 
al of Low Level Radwastes," as mentioned in NUREG/CR-5041,Vol t, including at- 
tachments & ends W/enct 

WILUAMS.OG JRA Associates OQW 39 926-236/ 89/02/20 GRIMSLEY.DH NRC 
- No Detailed Affiliation Given. 3pp 4B87S 049 48675051 

8903130244 Grants 831027 request lo modify RCS component supports for Unit 2 
STOLZ.JF. Project Directorate 1-4 TAC 71086 89/03/03 SIEBERJO Duquesne 
Light Co 4pp 48B2t 269 48321.272 

9903130453 Summary of 690222 conference call w/uUI ro NRC 690104 request lor addi 
info concerning NUREG-O 737, Item 11 0 1 

STONE.,1C Project Directorate 1-2 TAC 44618 B9/C3/02 NRC • No Detailed AfWi- 
allon Given 3pp 48950 087.48950 089 

8903140041 NUREG/CR-5250 VOS SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS Results And Discus- 
sion For The Batch 4 Sites 

BERNREUTER.D L , SAVY,J B , MENSING.R W Lawrence Livermore National Labora- 
tory. FIN A.044B UCID-21617 89/01 /31 Division of Engineering A Systems Technol- 
ogy (Post 8704 1 1). 28 6pp. 48639 059 48839 346 

6903140056 Forwards documents re below regulatory concern petitions per 890223 
meeting NUREG /BR-005B,NUREG/BR 0053 &. 890223 meeting minutes ©ncl.W/o 
end 

GLENN.CJ Regulaliory Branch 89/03/03 FAIROBENT.L. Nuclear Management & 
Resources Council (NUMARC) (formeily Nuclear Utility Manage ip 4BB34 216 
46834 216 


8903140068 NUBEO/CR 5250 VQ0 SEISMIC HAZARD CHARAGTEBtZATlON OF 63 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS Supplamenlary Seis 
mic Harard Resulls For Silos With Multiple Soil Conditions 

BERNREUTER.D L . SAVY.J B , MENSING.R W Lawrence Livermore National Labora 
lory FIN A 0443 UCID 21517 09/01/31 Division of Engineering & Syslems Technol 
ogy (Post 87041 1) 209pp 48Q39 347 40840 197 

B903140089 NUReG/CR.5292 CLOSEOUT OF IE BULLETIN 80 23 FAILURES OF SO- 
LENOID VALVES MANUFACTURED BY VALCOR ENGINEERING CORPORATION 
FOLEY.Wa, DEAN.RS, HENN1CK,A Parameler. Inc FIN 0 8729 PARAMETER 
IEt83 89/02/28 Division of Operational Events Assessment (Posl 870411) 31pp 
46G40 198 48040 232 

8903140098 NUREG/CR-2000 VOG N1 LICENSEE EVENT REPORT (LER) 
COMPILATION For Month Of January 1909 

* Oak Ridge National Laboratory FIN A 9135 ORNL/NStC-200 89/02/20 Oflice for 
Analysis & Evaluation of Operational Data, Director 136pp 48851 332 40652 101 

8903140099 NUREG/CR 5250 V06 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS Regional Comparison 
Belwenn Sites, Silo Effocis.General Discussion And Conclusions 
BERNREUTER.D I . SAVY.J B , MENSING.R W Lawrence Livermore National Labora 
lory FIN A 0448 UCID 21517 09/01/31 Division of Engineering & Systems Technof 
ogy (Post 670411) 134pp 4Q83B 145 48830 280 

8903140114 NUREG-t137 S08 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF VOGTLE ELECTRIC GENERATING PLANT.UNITS 1 AND 2 Docket 
Nos 50 424 And 50 425 (Georgia Power Co.et al) 

* Division of Reactor Projects - 1/11 (Post 070411) 89/02/28 107pp 48040 233 
40840 341 

8903140119 NUREG/CR 5250 V07 SEISMIC HAZARD CHARACTERIZATION OF 69 
NUCLEAR PLANT SITES EAST OF THE ROCKY MOUNTAINS Quoslionnalros 
BERNREUTER.D L , SAVY.J B , MENSING.R W Lawrence Livormore National Labora- 
tory FIN A 0448 UClD-21517 80/01/31 Division of Engmooring & Systems Technol- 
ogy (Post 070411) 600pp 48049 332 40861 2l6 

8903140124 NUREG 1343 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC 
GENERATING PLANT.UNITS 1 And 2 Docket Nos 50-424 And 50 425 (Goorgia 
Power Compariy) 

* Division of Reactor Projects - l/ll (Post 870411) 89/02/28 400pp 48052 102 
4e653'2l3. 

8903140136 NUREG/CR-Sl 16 SURVEY OF PWR WATER CHEMISTRY 
GORMAN. J Dominion Engineering, Inc * Argonne National Laboratory FIN A 2212 
ANL 86 43 89/02/20 Office of Nuclear Regulatory Research. Diroclor (Post 860720) 
137pp 46638 281-48839 05B 

6903140164 NUREG/CH-531 1 AN ASSESSMENT OF RELAP5/MOD2 APPLICABILITY 
TO LOSS-OF-FEEDWATER TRANSIENT ANALYSIS IN A BABCOCK AND WILCOX 
REACTOR PLANT 

OIMENNA.H A . HALL.DG . KULL9ERG.C M EG&Q Idaho, Inc (subs of EQ&G, Inc ) 
FIN A-6328 EGG 2560 89/02/28 Division of Syslems Research (Posl 600717) 
120pp 48851 217-40651 331 

8903140184 Summary ol 690214 meeting w/utit in MIddletown.PA re status & future ac- 
tions of all active licensing issues List of attendees, listing of activities discussed & 
handout of draft NRC evaluation of remaining App R issuos end 
HERNAN.RW Project Oireclorale 1-4 lEB 87-002 09/02/24 Pro lOcl Directorate I 4 
28pp 48B57 254 4G057 281 

8903140201 Discusses proposed ghanoes to Commitments 7,14,16,4,8 & 10 lo rosoJvo 
issues remalmng from plant SER (NUREG-O0B7),(or approval 
KAPLAN.A Cleveland Etaclric Illuminating Co. PY C&/NRR 0989 89/03/03 Docu 
monl Control Branch (Document Control Desk) 5pp 48048 344 48848 346 

8903140208 NUREG/CR-51 24 INTERFACING SYSTEMS LOCA BOILING WATER RE- 
ACTORS 

CHU.T-L. STOYANOV.S. FITZPATRICK, R Brookhavon National Laboratory, FIN A* 
3629 BNLNUREG-52141, 09/02/28 Division of Safely Issue Resolution (Post 
GQ0717) 400pp 48849 001-4B849 288 

8903140231 NUREG 0090 VII N03 REPORT TO CONGRESS ON ABNORMAL 
OCCURRENCES July-September 1966 

* Olfice for Analysis 8 Evaluation of Operational Data. Director 89/01/31, 4Dpp. 
48849 289-40649 331 

8903140646 Responds lo NRC 890123 llr re violatlDns noted in Insp Rept 50-220/88 
34, Corrective acHons’alt variables listed in Reg Guide 1 97, (Rev 2) as Category 1 & 2 
re-reviewed by util equipment qualification group 

eURKHAROT.L Niagara Mohawk Power Corp NMP1L 0367 89/03/06 Documenl 
Control Branch (Document Control Desk) 4pp. 48655.225-46855 228 

89031S0027 Responds to 890223 ltr to Chairman Zech expressing concern about ramiJy 
safety due to residence near nuclear plant NRC does not consider BWB reactors w/ 
Mark I containments to be unsafe W/o stated NURE6.1285 

BEHKOW.H N Division ol Reactor Pfojocts . !/ll (Posl 870411) 89/03/00 
LEWIS.WS Allillalion Not Assigned 5pp 48876*125.488/6130 

8903150119 Forwards SIMS update addressing preshuldown Tech Specs, ennploy-ot 
concerns element repts.NRC bulletins & generic lies Implementation dates developoi 
from existing files 

GRIDLEY.R Tennessee Valley Authority TAC RQ0147, 89/03/07, Document Contro 
Branch (Document Control Desk) 131pp 40877 046 48077 177 

69031 SD244 Summary of 880308 meeting w/utiLNUMARC & Bechtel re util applicattoi 
of plant methodology to risk mgt & assessment of NRC cost estimation of potentir 
BWn Mark I containment improvements Rev 2 to NPE^89 001 . "PPAL Approach . 
enct 

LANE,J,C Severe Accident Issues Branch 89/03/02 BECKNER.WD. Severe Acc 
dent Issues Branch 51 pp 48662 153 48863 274 

8903160260 Forwards NUBEG-0090,Vot 11, No 3, “Rept to Congress on AOs Jul-Sar 
1908" No AOs at nuclear power plants licensed to operate for reporting period Tvy 
AOs under other NRC-issued licenses & one AO reported by Agreement State notoi 
ZECH.LW, Commissioners 89/02/27 WRIGHT ,J. House of flep , Speaker of lli 
House QUAYLE.JD Senate, President of the Senate 2pp 48877.170-48877:216 
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B903150286 Forwards addi into on threo full power OL ilQrns.per JB Hopkins 890225 
fopueat Inilial slarlup lost program, TDl diesel gonorators & NUREG 07a7.Uem H F 2 
adaressed 

BAILEY. J A Georgia Powor Co GN 1582 89/03/06 Documonl Control Brar^ch (Doc 
omentConlrol Desk) 7pp 48871 2S0 48871 256 


8903210228 NUREG/CR4604 STATISTICAL METHODS FOR NUCLEAR MATERIAL 
MANAGEMENT 

BOWEN.W M , BENNETT.C A BaKolto Memorial fcsliloto, Pacdrc Norlfiwosf Labarafo- 
ry FIN B 2420 PNL 5049 88/1S/31 OlflCG of Nuclear Regulatory Rosearch. Direcior 
fPost 660720) 1.020pp 40934 062-48936 3G3 


8903150414 Advises that tilii 890221 response to Generic Ltr 88-14 describing listed 
veriticaKon & implemenlatlon ol program (or maintaining proper instrument air quality 
acceptabfe 

FA1RTILE,MB Project Diroctoralo 1-3 GL-Ba-IA 89/03/06 PAPANIC.G Yankee 
Atomic Eleclnc Co 2pp 48876 322'48876 323 

8903150435 Forwards comments on NUMARC a7*00.App 0 did 890 103 ro emerge r»cy 
diesel generator reliability program Subj dratl does not reflect previous undereiandings 
& commitments, per Ren GuMe I fSfi.Sectron 1 2 <& 87(120 NUMARC 87 00,App 0 
S6RKI2.AW Reactor Plant Safety Issues Branch 89/03/02 MARION, A Nuclear 
Management & Besourcoe Council (NUMARC) (formerly Nuclear Utility Manage 2pp 
40B73 084-48873 085 

-B9031 60452 Comments on Rev t to NUMARC 87*00, App D did 690103 Clarifications 
suggestod in discussion of survoilfance tosfing 

LOFGREN,E V Science /^JlcatJons Joternabonal Corp fforme/Jy Science Applies 
tions, Inc) 89/02/02 SERKIZ.A NRG • No Detailed Affiliation Given 5pp 
48873 091-48873 094 

6903150623 Forwards renewed Ucense STB 401 for 5yf term expiring 940331 & 
SERNqw 10CFR40 regulations & NUREG 1336 also onci W/o regulations & 
NUREG* 1038 

ROUSe.L C Fuel Cycle Safety Branch 89/03/09 MCFADOEN.T 1 1 Mallmckrom. Inc 
ip 48a65'325-48BB5 342 

B9031 60225 Notifies Ol 890321 meeting In Region IV ofc to discuss changes in recently 
issued Rev 5 to NUREG- 1021 & other pending issues re operator licensing exam 
CALLAN.LJ Region 4, Ofc of (he Director 80/03/03 OEDDENS.JC Gw Slates UW 
ftlQS Co, 4pp 48893.057*48893 060 

6603(60256 Forwards rev to edo secunty plan.meating fntent of NUREG-O&OO & 
NUREG- 1045,conslsiinn ol overall upnrado.Rev withhold 

MORRIS, KJ Omaha Public Power DMrlct LIC'Q9'285 89/03/15 Document Gonirol 
Branch (Ooctrmonl Con(ro( Oosk) 2pp 48884 342 48884 343 


8003220095 CommenJs on dralt NUREQ-1335, “ Individual Planl Exam Swbm'MoJ Gu'd 
ance " Generic findings should bo issued lor mfo only & should not become part ol 
NRG msp & audit recommendations & guidance 

SORENSEN.GJ Washington Puto'ic Power Supply Sysiem 89/03/17 Oocu'Trsnt Con 
trot Branch (D ecu merit Coni rol Desk) 5pp 48993 331 48993 335 

8003220134 Grants relief from required NRC approval of cask lifting devrees tor 
plant.per Generic Llr 85 11 & NUREG-0612 

FAIRTILE.MB Piojoct Directorate I-3 TAG 6B226 89/03/15 CAPSTICK.R W Ver- 
mont Yankee Nuclear Power Corp 3pp 49005 065-49005 067 

8903220163 Forwards corroclGd Amend 93 to Licence NPF-t Page 3/4 3 47 contained 

kB?ghton ,GW P/Ojecl Dvectorale V, 0183-37 89/03/15 COCKFIELD.DW Port- 
land General Electric Co 3pp 49G0Q 035 49008 080 

8603220307 Informs that NUReG-f344 fcterrlffred as Enel t to Licenso NPF-78 m 
BQDl 19 Ur Enel 1 ref should bo chariged to read NUREG-1 334 
DICK.GF Project Directorata IV 89/03/10 GOLDBERG.JH Houston Lighting & 
Power Co 4pp 49020-23 f -49020 234 

8903220416 Responds tq 890209 Hr requosting answers to questions fo emergency 
planning in EPZ & 890223 ftr re synopsis of visits lo Taunton Stale Hosp.designated 
rocopJron cir for £P2 

BEUAMY.hr Region 1. Ofc of the Director B9/03/15 DINAN.MR Allillation Not 
Assigned 5pp 49006 246 49006 250 

8903230092 Forwards sinius of Immediala corrective actions to rosotyo human engl* 
noering discrepancies idanlillod at facilities during NUREG-0700 CRDR 
prefect RemaWng seven cofrtjchve actions defayed duo (o roschedulmg of outage to 
1909 

CARTWRIGHT.W R Virginia Rower (Virginia Electric & Power Co) 09 OOB 09/03/08 
Document Control Branch (Oocumenf Control Desk) 5pp 49029 025 49020 029 


8903170202 NUREG /BR 0117 N8B-4 NMSS LICENSEE NEWSLETTER 
’ Office of Nuclear Material Safely & Safeguards, Direclar 80/(2/31 icpp 
48878,102 46878,201 

8303179205 NUREG/BR-0( 17 N8e-2 NMSS LICENSEE NEWSLEHER 
* Office ol Nuclear Material Safety & Snfeguard5,Dir0ctDr DB/06/30 lOpp 
48878‘2O2-40B78’212. 


B903230106 Discubsos NRC concerns ro supplemental OCR DR summary root, dtd 
881109 Detormloalion of roslarl applicability ol human onglrAoering discrepancies per 
Suppl 1 to NUREG-0737 seems que'rlfonabfe Meeting to discuss concerns Will tJo 
callQd 

BLACK.8 Assistant Director for Projects TAG 66105 89/03/17 KINGSLEY.O.O 
Tennessee Valley Auihoffly, 4pp 40022351 49022354 


8903170208 NUBHQ/0R-Ot17 ND8-3 NMSS LICENSEE NEWSLEnER 
' Office of Nuclear Material Safoty & Safeguards, Director 68/09/30 Opp 48870 223 
46876 230 

6903170275 Comment opposing proposed rule 1DCFR50 ro ensuring offoctiveness of 
maint programs for nuclear power plants New rulemaking does not ensure effeefivo 
ness of malnl program 

SHIRCLIFF.PM Affiliation Not Assigned 53FH47e22 OOoea BO/03/10 Dockoting & 
Services Branch Ip 40678,189*48878 109 

6903170402 Forwards response to Generic Ltr 68-14, ’'Instrument Air Supply Sya Prob- 
lems AKecting Safoty-Rolated Equipment'* Upgrades to inatrumonl air quality Include 
Inslalladoh of electric eir compressors & new air dryers 

CONWAY, W.F Florida Powor & Lighl Co GL-86-14 89/03/10 Oocumont Control 
Branch (Document Conlrol Desk) 8pp 48053 217-40063 224 

6903200343 Forwards Insp RoplS 60 259/89-05,50 200/89-05 & 50 296/89 05 on 
890130-0202 No violations or deviations noted. 

MOCOy,F.R Assfstanf Dfreefor for Inspocllon Frograms 60/03/01 KfNGSLEY.O.D 
Tennessee Valley Authority, 2pp, 48971,064 40971 072 

-6903200346 Insp Repfs SO 250/00 05,60-260/89*05 & 60-290/69-05 on 690 tOO 
0202,No vioiations or deviations noted Major areas inspected Generic Llr B8 01 & 
NUREQ*0313,Rev 2 program Implomontatlon .procedure view A observation of work 
COLEY.dL. Region 2, Ofc of (ho Ofroclor 50-296/09 06. 09/02/2 1 7pp 40971.060 
48971:072. 


6903200451 Lists actions to he performed (o address postulalod loss of component 
cooling water.Ulfl will provldo backup wafer source fo charging oil coolers fo ensure 
that leakage through reactor coolant pump soals does not occur 
REED,C Commonwealth Edison Co Q062T:1. 80/03/13 MUBLEY.Te Office of Nu- 
clear Reactor Regylelton, DIreefor (Post 870411). Ip. 4097 ( 118*48971 '110. 


6903210042 Discusses documentation ol FLAC.UDEC & 3DEC codes for high level 
waste mat, per NRG extertsfvo use In review analvsls. Cedes will meef came guidelines 
required lor cornpuler codes used hy DOE,por NUREQ-oaeS. 

HART.R.D ITA^A Consulting Group, Inc. FIN D-IOIO, NRC 02-85-002 &0/O3/15 
TANfOUS,N, NRC • No Octafled Affilfallon Given 2pp 4BO84'2f0.469a4 219 


6903210193 NUREG-0540 VI 0 N12 TIFLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAtLABLE. December 1-3 (,1980 

* Division o( Freedom ol Information & Publlcafions Services (880515*890204) 09/ 
03/31 32Bpp. 48937.094*48938:052. 


6903230192 Corrects response to Question 4 In 88 10 IB llr ro Suppi 1 to NUREG 0737» 
"OCROR " Two of ofnht Indicating lights on diosef genoretor A paraflal block & diosef 
oencrafer B paral'e) Wock IdenUfJed w/o annuricJator pofnls 

WIDELL.RC, Florida Power Corp (subs ol Florida Progress Corp ) 2F038B-15 89/ 
03/17 Document Conlrol Branch (Document Conlrol Desk) 2pp 49028,164- 
49D2QJ65 

6903230203 Advises that NRC will conduct post-lrnplomeniation audit insp to verify ol 
forts re Generic Ltr 08 14, "Inatrumertt Air ouppy Sye Probfoms AWectlng Sefoly-Relat- 
0d Equipment" 

HAYES,JJ. Pfoloct Diroctoralo (M OL-88-14 09/03/14 BRADHAM.OS South Caro 
ffna Efootric & das Co 2pp 49032.072-49032073 

6903230311 Comments on draft NUREG 1335 ro individual plant exams, per 890223- 
0302 meetings w/NRC Addf time should be allowed for presentation! of program plan 
foHewino /fnaH 2 aifon of NUREG-1 335 

SH1FFEh,J D Pacllic Gas & Boctric Co. GL-86-20, 09/03/17 Document Cor^trol 
Branch (Document Control Desk) 2pp 49046 163 4904a'l64 

8603230354 Forwards Amands 116 09 to Licenses DPR*51 & MPF 6« respectively & 

selety evaluation Amends add operability & survolllanco roquiromenis for core exit 
thermocouples 

HARBUCK.ee, POSLUSNY^C, Projecl D/reci orals tV, TAG 63D53, 80/03/00, 
CAMPBELL, T G. Arkansas power & Light Co 4pp 49022,263 49022 301 

—0903230356 Amends 115 & 36 to Lfcenses DPR-Sl & NPF Bjespeotively, adding 
operability & survoillanco requKemonta for core exit thormocouptas lo plant Tech 
Specs par NUREG 0737 & Goneric Llr 03-37. 

CALVOJA Prolacl Oirectofelo tV NPF-OQ A 009. 89/03/08 Mpp 40022 287^ 
49022 209 

8603238350 Responds (o 090221 request for Info on status of TMI action plan 
fequJroro©nls,At)dl bma needod to oalher olhor noncompulenzed daJo to fully rospond 
to nueslions.Com pie to respor^so will be provided by 890330 

ZECH,LW. Commissioners 89/03/10 MARKEY.EJ House of Rop. tp 49023 025 
49023027 

^•86032 30360 Requosta answers to quo silo ns lisfed re stalus of fmjplcmar^lation ol im- 
pfovemenis cindered under NUREG-0060 S NUREG 0/37 after TMI-2 
accident Responaa wUhin tO working days or by 860300 requested 
MARKEY.EJ. Housool Rep 89/02/21 ZECH.LW Commisslonors 2pp 49023 028 
49023.027, 


8603210200 NUREG/CR-3037 USER’S MANUAL FOR FIBIN,A Cornpuler Code To EbH- 
mate Accldentat Fire And Radioactive Airborne Release In Nuclear Fuel Cycle Facili* 
ties. 

CHAHM.K., BALLfNGERMY, OWCZARSKI,P,C. Batlalle MemorJa) Insidute. Pacific 
Northwest Laboratory. FIN B-24ei PNL-4632. 80/02/25 Division of Induslnal & Medl* 
oal Nuclear Safety (Post 870729) 212pp 48930 216 46910 056 

6903210207 NUREQ-0020 VI 3 N02 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT Dale As Of January 31,1 9B9.(Qray Book 1) 

SCHWARTZ.I. Division of Computer & Telecommmcations ServIcGS (Post 890205). 
69/03/31. SOOpp 4B938'053-46039'215 


8003230401 Advises that issue ot NUREG-0737, Action Plan Item ILK 3.5 sausfacionly 
resolved for plants NRG gotxericaily approved Westfnghouse Owners Group melfrodol* 
ogy speckle J In Ga/>ar)c Ur 95 12 

ENQUE.L Q Protect Dlractorato 11-2. GL-SB-ia. 00/03/20 CARTWRIGHT, W R. Virginia 
Power (Virginia Electric & Powor Co) 3pp 49029.260 49020 262. 

B903240QS1 Forwards bating ol Inspector followup items not required to acldrose pro* 

S rammatlc issues & do not support layup program. Topics include,NUREG 07 37,110 ms 
,S3 fa posf-accidenl sampling & If F.Y re accident ftiorrltonrig insfruirieacaffon. 
GR)DLEy,R Tennessee Valley Aulhorjly, 99/03/20, Document Control Branch (Docu- 
ment Control Desk) 4pp 49038 298 49038 301 


66032 1C223 NUREG- 1350 VOt NUCLEAR REGULATORY COMMISSION 1009 INFOR- 
MATION digest. 

MCGRATH,KA. Division ot Budget & Analysis (Post 890205) 89/03/31 96pp 
46936:364-48937:093. 


8903270056 Forwards alhdavft cartffwr>g fbaf plard Tech Specs refleel design A as*buill 
configuration of plar\t doscribed Ir^ USAR & NRC SER (NUREG 042^. 

LEONARD,J.O Long Island Lighting Co. SNHC*165g B9/03/21. Document Control 
Branch (Documenf Oortirol Oosk), 3^ 49054:006 40054,010 
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8S0327Q079 RocommGnds lhal G Hopper be cerlifjed as operator licensing examinef on 
non power reactors Operating tost audit rept end 

MUNRO.J F Region 2. Ofc of the Dircdor 89/03/07 ERNST, M L Region 2, Ofc of 
the Diroclor, 2pp 49055 061 49055 062 

6903270129 Recommends that ulll documoni & maintainjor at least 2 yrs, ovaleaHon of 
actions in response to Generic LIr 68 14, "tnsiru merit Air Supply Problems Alfechng 
Safely Related Equfpmenl ” Records may bo subj to future auditing 
HEITNER.KL Proiect Directorate IV 0168*14 69/03/13 WIUIAMS.RO Public 
Service Co of Colorado 4pp 491 tO 236 491 10 239 

8903270294 Final response lo FOIA request App A records end & available in PDR 
GRkMSLEV.D H Division of Freedom of Information & Publications Services (Pest 
690205) 69/03/23 LYND.S Affiliation Not Assigned 2pp 

-B903270297 Forwards response to questions raised in 700316 Itr re NUREG 0302, Rev 

VOLGENAU.E Ofc of Inspection & Enforcement, Director (820201 870413) 78/04/ 
26 GOREJW Atomic Industrial Forum 4pp 

B90327039D Provides comments on Generic Ltr 66*20:, ‘Individual Plant Exam for 
Severe Accident Vulnerabilities * I0CFR50 54(f)'' dtd 801123 draft NlJREG-1335. 
"Individual Plant Exam Submittal Guidance" did Jan 1989 

SHELTON.DG Toledo Edison Co NLD 89 05165 89/03/16 Document Control 
Branch (Document Control Desk) 3pp 491 10 041 49110 043 

6903280050 NUREQ/CR*5143 APPLICATION OF THE J-INTEGRAL AND THE MODI* 
FIED J-INTEGRAL TO CASES OF LARGE CRACK EXTENSION 
JOYCE. J A , DAVIS,D A , HACKETT.E M U S Naval Academy, Annapolis, MD FIN B* 
6290 89/02/26 Division of Engineering (Post 870413). 45pp 490B0 087-40080 130 

8903280074 Forwards response to KN Jabbour 68101B request for addi Info re NUREG 
0737 .Item II D 1, '’Porlormanco Testing of Relief & Safety Valves " Corrected value for 
valve closing pressure use for worst case valve is 71 psi 

TUCKER.H B Duke Power Co 89/03/16, Document Control Branch (Document Con 
trol Desk) llpp 49074*213 49074 223 

8903230087 Comment on draft Rev 3 to Reg Guide 1 9,Task RS 802*5, 
"Salection.Design.Qualification Jesting & Reliability of Diesel Generator Unils Used as 
Onsite " Separate regufatory analysis should be prepared 

CAHILL, WJ TU Electnc (formerly Texas Ulilitias Generating Co ). S3FR45831 00011 
69/03/13 NRG * No Detailed Affiliation Given lOpp 49144 040 491 44 049 

8903280112 Provides ulil plans (or future exam & evaluation of four feedwater nozzles 
per NLiREG-0619 Indications conservatively evaluated as cracks not scratch 
marks During 1993 refueling outage, sparger from nozzle A will be removed 
TERRY, CD Niagara Mohawk Power Corp NMP1L 0374. SQ-ZOa/ai. Documenl Con 
1rol Branch (Documoni Control Desk) 37pp 49063 1S6 49063 234 

8903280277 NUREG/CR*4a49 VO) STEAM GENERATOR GROUP PROJECT Task 9 
Final Report Nonde struct ive Evaluation Round Robin Volume I, Description And 
Summary Data 

DOCTOR, PG , HARTY.H , FERRIS.RH BaUelle Memorial Institute, Pacific Northwest 
Laboratory FIN B-2097 PNL-5Bes 69/01/31 Division of Engineering (Posl 870413) 
350pp 49071 ‘110-49072 095, 

8903280281 NUREG/Cn-4849 V02 STEAM GENERATOR GROUP PROJECT.Task 9 
Finaf Raporl Nonde siructive Evaluation Hound flobin,Volume 2 Raw Inspaclion Dala 
DOCTOR,PG , MARTY, H , FERRIS, RH Battelle Memorial Institute, Pacific Northwest 
Laboratory. FIN B-2097 PNL-586a 89/03/31 Division of Engineering (Post 8704 13) 
710pp 49067 '001 -49068 326 

69032B03D8 NUREG /CR 4792 V02 PH03ABILITY OF FAILURE IN BWR REACTOR 
COOLANT PIPING Pipe Failure Induced By Crack Growth And Failure Of Intermediate 
Supports 

LO,T, BUMPUS.SE, CHINN, DJ Lawrence Livermore National Laboratory FIN A- 
0133, UCID 20914. 69/03/31 Division of Engineering (Post 870413) 20ilpp 
49072 187 49072 348 

8903280316 NUREG/CR.4496 V01 ER Errata, adding Vol 1 to rept number lo NUREG/ 
CR-4406,lo *'A Study for Generating Long Streamflow Records for Study of Floods of 
Long Return Period 

LINSLEY,RK. KRAEGER.BA, FRANZ.OD Linsley, Kcaeger & Associates, Ltd FIN 
D-1562 89/03/31 Division of Risk Analysis & Operations {840429*660720) Ip 

8903280321 NUREG/CR 6115 A REVIEW OF BOILING WATER REACTOR WATER 
CHEMISTRY. Science, Technology And Performance 

FOX,M J. Argonne NalConal Laboratory ' Aplech Engineering Services FIN A 2212 
ANL-B6-42. 89/02/28 Division of EngineeirInQ (Post 67041 3>. 76pp, 49071,039- 
49071 109 

8903280333 NUflEG-ISGB DRAFT PRE APP LIGATION SAFETY EVALUATION REPORT 
FOR THE MODULAR HIQH-TEMPERATURE GAS COOLED REACTOR. 

WILLIAMS, P M . KING J.L , WJLSON.J N Division of Regulatory Applications (Post 
870413), 89/03/31 300pp. 49070.01 1-49070 330 

8903260339 NUREG/GH.5112 EVALUATION OF BOILING WATER REACTOR WATER- 
LEVEL SENSING LINE BREAK AND SINGLE FAILURE Genenc Issue 101 Boiling 
Water Reactor Level Redundancy-Technical Rndmgs 

BRUSKE.SJ, COLLI NS.BL, MONNIE.DI. EGSG Idaho, Inc. (subs of EG&G, Inc) 
FIN D 6020 EGG-S636. 69/03/31 Division of Safety Issue Resolution (Post 860717} 
lOOpp 49072 096 49072.186 

8903260340 NUREG/CH 4657 VOS ENVIRONMENTALLY ASSISTED CRACKING IN 
LIGHT WATER REACTORS Semiannual Rept.Apnl September 1967 
SHACK,WJ.. KASSNERJ.F,, MAIYA,PS Aroonna National Laboratory. FIN A-2212. 
ANi*8B-32. 89/02/28 Division of Englneenng (Post 870413). 72pp. 49070.331- 
40071,038 

8903280347 NUREQ/CR 4792 V01 PROBABILITY OF FAILURE IN BWR REACTOR' 
COOLANT PtPING.Summary Report 

HOLMAN.G S , GHOU.C K Lawrence Livermore National Laboratory, FIN A-0133. 
UCID-20914 89/03/31, Dfvisfon of Engineering (Post 870413) 134pp 49068:327- 
49069.098. 


8903280349 NUREG 1355 THE STATUS OF RECOMMENDATIONS OF THE PRESI- 
DENT'S COMMISSION ON THE ACCIDENT AT THREE MILE ISLAND A Ten Year 

* Ofc of the Executive Director for Operations B9/03/31 94pp 491 10’ 169 
49119 256 

8903280351 NUnEG/CR-4496 V02 A SYSTEM FOR GENERATING LONG STREAM 
FLOW RECORDS FOR STUDY OF FLOODS OF LONG RETURN PERIOD Phase II 
FRANZ.DO, KRAEGER.BA, LINSLEY, R K Linsley, Kraeger & Associates . Ltd FIN 
0 1663 89/02/28 Division of Engineering (Post B70413) 222pp 4906Q099 
49069 319 

8903280361 NUREQ/CR-SIOO INTEGRATING FIBER OPTIC RADIATION DOSIMETER 
SOLTANLPK. WRIGLEY.CY, STORTI.G M Quantex Corp FIN D-2031 89/03/31 
Division of Regulatory Applications (Post 870413) 53pp 49069 320 49070 010 

8903290011 NUREG/CR.532e CORRELATIONS BETWEEN POWER AND TEST RE- 
ACTOR DATA BASES 

GUTHRIE.G L . SIMONEN,E P BaUelle Memorial Institute, Pacific Northwest LaboraKi 
ly FIN 8 2928 PNL 6793 89/02/28 Division of Engineering (Post 870413) 41pj» 
40128 001 49126 040 

8903290278 FOfA request for all public comments re draft or final versions of NUREG/ 
CR 4Q29, ''Shipping Container Response lo Severe Highway & Railway Accidonls ' 
AUDIN.L Alfiliation Not Assigned 89/02/24 NRC - No Detailed Affiliation Given Ip 
49140169 49140169 

8903290289 Final response lo FOIA request for records Apps A & B records and & 
available in PDR 

GRIMSLEY,DH Division of Freedom of Information & Puhlicalions Services {Po3‘ 
890205) 89/03/24 AUDIN.L Affiliation Not Assigned 5pp 49140170-49140 300 

-8903290292 Summarizes 880830 meeting w/W Lahs lo discuss proposal for workshop 
on NRC model study (NUREG/CR.4829) 

LARSON.D C Western Interstate Energy Board 88/09/02 THOMPSON.H Offico o1 
Nuclear Material Safety & Safeguards.Director 25pp 49140*175-49140 300 

8903300024 Comment opposing proposed rule 10CFR50 re ensuring effeclivonoss of 
maim programs for nuclear power plants Conclusions reached in NUREG-1212 do 
not reflect current state of maint activities at nuclear plants 

CAIN.JM Louisiana Power & Light Co 53FR47822 00070. 89/03/20 2ECH.LW, 
Commissioners 4pp 49124 129-49124 132 


ORO CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8902010153 Forwards status Info re NRR ofc llrs Info supersedes status Info In T 
Murl^ 871207 memo to all employees 

Q1LLESPIE.FP Program Management, Policy Development & Analysis Staff (Post 
S70411) 89/01/26 Office of Nuclear Reactor Regulation. Director (Posl 070411) 
29pp 48577 001-48577 029 

8902170112 NRC Info Notice 89*020, "Weld Failures in Pump of Byron-JacKson 
Design " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Posl B70411) 89/02/24 
Consolidated Edison Co of New York, Inc 106pp 48572 043-48572 148 

8902210351 Supp1 1 to NRC Info Notice 80 073, "Direction Dependent Leak Characler- 
istics of Conlamment Purge Valves." Sve list end 

ROSSI.CE Division of (Jperallonal Events Assessment (Posl 870411} IE IN *8 8 073 
89/02/27 Consolidated Kison Co o( New York, Inc. 102pp 48589 001-48689 110. 

8902210564 NRC Info Notice 89 021, "Changes in Performance Cha racier I a tics of 
Molded Case Circuit Breakers " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Posl 070411) 89/02/27 
Consolidated Edison Co of New York, Inc 104pp 48578 032-48570.137. 

8902240045 Forwards H.R 238 providing for sys of standardized measurement of bolls 
to Increase bolt quality & reduce danger of substandard bolt failure Bill introduced by 
Congressman Roe 

GRIMES, BK Division of Reactor Inspection & Safeguards (Post 870411) 89/02/08 
GREEN, MR American Society of Mechanical Engineers 6pp 48579.149 48570:154 

8902270168 NRC Info Notice 89-022, "Questionable CertUicatlon of Fasteners." Svo list 
end, 

ROSSI.CE Division of Operational Events Assessment (Post 870411). lEIN 88*035 
89/03/03. Consolidated Edison Co of New York, Inc 105pp 48732 001-48732.100. 

8902270330 Transcript of 890201 meelmg In Rockville, MD to review valve blowdown 
tests Pp 1-279 Supporting info end 

* Office of Nuclear Regulatory Research, Olreclor (Post 860720) 09/02/01. 374pp. 
48622 154-48623.178 

8902270631 Corrected notification of 890301 seminar by ABB Atom, Inc In Rockville, MD 
re BWR stability, including operating experience .fuel design effects & detection & anal- 
V50S nn^lhods 

RICHINGS,H. Reactor Systems Branch 89/02/ 10. HODQES.M W Reactor Sysloms 
Branch 2pp 40587 075-48587 076 

8902200092 Forwards "WPPS Unit 2 Remedial Exercise. 8 70603" & "WPPS Unit 2 Ex- 
ercise of Offsite Response Plans & Preparedness, 88091 3- 14" FEMA exercise as- 
sessment withheld until review of offroad vehicle park complete 
KRIMM.RW Federal Emergency Management Agency 89/02/16 CONQEL,FJ Divi- 
sion of Radiation Protection & Emergency Preparedness (Posl 870411) 2pp 
48625 276 48626 042 

-8902280103 "WPPS Unit 2 Remedial Exercise, 8 70603." 

* Federal Emergency Management Agency. 88/12/31. 2epp, 48625 278- 4 0625, 303. 

-8902280110 "WPPS Unit 2 Exercise of Offsite Response Plans & Prepared- 
iiess,80O913-14 '' 

* Federal Emergency Management Agency. 88/ 12/09 96pp 48625:304-48626:042 
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B^022BQi04 NRC info NoUcQ 89^023, "‘BnviiQn Qualtfical^on of itUan-Voam CIR Senes 
ElQclncal Conneclors Svc list oncl 

ROSSI,CE Division of Oporauonal Events Assessment (Post 07041 1) 09/03/03 
ConsQtidafeJ Edison Co of Now Vork, fnc lOOpp 4Q720010 48723 143 

0902280132 Trip lopl o1 000202 mcotinq al IMPO in Allania.GA to establish bolter 
communications, improve informal excfiangos of info & hmft duplications m area of go* 
none tommumcahons to reaclof oporolmp ovonls 

BARANOWSKY.P Events Assessment Branch 00/02/21 LANNING,W D Events As 
ssssment Branch 2pp 4Q626U56 48G20 057 

8902280146 Summary ot Operating Reactors Events Meeting 69 07 on 090215 List ol 
altondeGS.Iisl o{ events discussed, summary of events for long term followup or input 
to NRC performance indicalor program & summary of reactor scram*? end 
LANNING,WD Events Assessment Branch OREM 09 07 89/OP/I 7 ROSSl.C E Di 
vision of Operational Events Assessment (Post 070411} 26pp 4B633 054 46633 078 


690307C242 Trrp repi of authors atiendanca at DOE itrat annual Inti f-figh Level Waste 
Mgl conlerenco m Washinglon,DC on 890215 List ol attendees & rwaled info end 
YQUMGQLOOD.B J Division of High Level Waste Managomonl (Post 670413) 
JUsruS.PS Geosersneo & Systems Perfornnanca Branch if%st8ao9ft) 69/02/24 
BROVS/NlNG,R E Division of High Lovet Waste Managoment fPosi 670413) 33pp 
40740 3a7-4&740 359 

8803060372 MRC fn/o NopCG 80 020. ‘ Weiohl & Clf ol Gravdy Discropancres for Copes 
Vulcan Air Operated Valves '' Svc liat onci 

ROSSI, CE Division of Operational Events Assessment (Post 870411) IEB>79 14 09/ 
03/f4 Consolfdated Edison Co of Nsvi York, fnc t07pp 40095 001 >46695 t09 

8903090021 NRC Info Notice 89 029. ''Potonliial Failure of ASEA Brawn Bovori Circuit 
BreaKors During Seismic Event " Svc list ouci 

ROSSt.CE Divfswn ot Operational Hvonls Assassmenf (Post 07011 1) 89/03/15 
Consolidalod Edison Co of New York. Inc 106pp 48070 053 48870 169 


0902280162 NRC Info Notice B9 024, "Nucloar Criticality Safety ” Svc list oncI 
CUNNINGHAM, R E Division of Induslrtal & Medical Nuclear Safely (Pa'll 870720) 
89/03/06 Consofidatod Edison Co of Now York, fnc £I6pp 46700 262-487O0 346 

B9O3O1QOO0 Notification of 090227 meeting w/Devonrue & Bishop, Cook, Purcell & 
Reynolds in Rockvillo.MD re lilackout rulo (10CFR50 63) 

TAM.P S Pro/ect Oirecioraio 14 09/02/22 WURLEY.T . SNIEZEK.J , MJRAGLIA.F 
NRC No Detailed Aflillation Given 2pp 46650 321 48650 322 

8903010078 Response ol FEMA lo Seacoast Anlr Pof/ulron League request lor admrs 
sions to FEMA ro graded exorcise issues * Related corrosponclence 
FLYNN, HJ Federal Emergency Managemont Agency //t89 8082 OL 89/02/14 
Atomic Safety and Licensing Board Panel f 2pp 48565 272 43565 306 

-89030 1008B FEMA responses to town of Hampton lirat aol of (ntorfogalorios & rectuost 
(or production of documonts to FEMA on 600620 20 exercise* W/Cottificalo of 
Svc Refaled correspondence 

FLYNN, HJ Federal Emorgoncy Managomonl Agency OL 89/02/21 Hampton, NM 
25pp 4B505 284 48565 308. 

6903010207 NRC Info Notice 89 026. 'Instrumonl Air Supply to Safety Related Equip 
mont ’■ Svc list end 

ROSSI, CE Division of OpoTationaf Events Assessment CPost 87041 (| GL 08-14 89/ 
03/07. Consof'dalod Frirson Co of Now York, Inc 105pp 48741 053 48741 15S 

8903010308 Trip ropl of 681015-1 fOt visit to Europe to exchange info re exporionce w/ 
8WR nouUon power oscl!lalror>s durmg operaifona & fesjlrjg Dlscwssbns confinulrto ro 
cooperative programs for analyses ol stabllHy lost data 

PHILLIPS, L E ncoclor Systems Branch 80/02/24 HODGES, M W Poaclor Systems 
Brandi 6pp 48637 180 40637 I8f» 

8903020165 NRC (nlo Notice 89 027. ‘'Limilftlions on Use of Waste Forms & High In- 
tegrity Containers tor Disposal of Low Lovof Radwasfo ” Svc list end 
GREEVES.JT Divibion ol Low Love) Waslo Management & Docommissienlng fPosl 
870413) IEIN8BO0B 89/03/00 Consolidated Edison Co ol New York, toe ll7pp 
48798 114-48798 231 

B90302Q309 Forwards Commission biweekly notice ol applications & amends lo OLs In 
volvina NSHC publishod \n 890201 FR W/o end 

MURLEY.TE Office of Nuclear Reaclor Regulatron, Difocter (Post 870411) 89/02/ 
16 BREAUX,JQ Sonalo, Environment & Public Works 2pp 48672 001-46672 002 

8903020698 Request for 0MB review & supposing statomont re 10CFR52, early site 
permits, 8ld design cortilJcations & comblooti Jiconsoa for nucloar power 
reactors Hstlmatod rospondont burden is 22,000 h 

AMENTA,J Office of InformaKon Resources Managemeni (Post 890206} 88/02/21 
15pp 48669 2 J 948669 234 

B903D6Q009 Summary of Operating Roactors Events Meeting 89 OB on 890222 Atten 
dee list & events discussed & significant ofemofTfs of overtfs end 
LANNING.W D Evonla Assessment Branch OREM 89 008 00/02/23. ROBSI.C B Di 
vision of Oporatlonal Evonta Assoasmont (Post 870411) 13pp 40735 230-40735 242 

8903060027 Fonvaids AEOD/S901, 'Maifil ProbJems nl Nuclear Power Planls” Bopl 
can provide addi insights for ongoing malnt loam insps & basis to consldor mods to 
appHcablo map modulos 

n6vAK.T,M Division of Safely Programs (Posi 876413) 89/02/23 M ORRIS, BM Di- 
vision ot Regulatory Applications (Post 070413) ROSSI, CE Division ol Operational 
Events Assessment (Post 070411) 4pp 40739 301 46739 340 

-8903060030 Special study rgpl "Malnt Problems at Nucloar Power Plants Feb 1969 " 
WEGNER, M , CHiRAMAL.M , ISRAEL.S Ollico for Analyals & Evaluation ol Operation 
at Data, Director AEOO/SOOf 69/02/20 36pp 48759.506 48730 340 

5903060042 Forwards '*Dralt EIB/Mgl Plan.riowor Gordon Banks Natl Marine Sanclu- 
ary " 

COTTJNGHAM.D Commerce, Dap! of, Naiional Oceanic & Afmosphorlc Admlnialra- 
tion 89/02/16 NRC - No Dolallod Affiliation Given Ip 40735 263 48736,060. 

"8903060052 "Draft Environ Impact Statomonl & Mgt Plarr, Flower Garden Banks Nall 
Marino Sanctuaiy '* 

* Commerce, Dept of. National Oceanic & Almosphorlc Admlnlstralton 09/02/28 
tSepp. 4Q735 264 48736,060 

B903080166 Forwards drall ERCI-R/8D-76, "Seabrook Statlor^ Slto-SpocHic Olfsilo Radi- 
otogical Emergency Preparedness Alort & Notfficatfon Sys QA Verfflcalfon," Sys on- 
ha ncemerils remain lo be cempialed In Nevv FlampsNre 

NERSES.V PfO}GCt Diroctorato 1-3 09/02/02. BROWN, E Public Sorvico Co ol Now 
Hampshire 3pp 40734.198-40735 000 

"5902020304 Forwards preliminary drafl rept assessing adequacy of siron coverage as 
presented in plant atert & notification rept Alerting coverage determined as 
adequate W/o end 

KR)MM,RW Federal Emefgenc)r Manageihen I Agency 89/01/23 CONGELFJ Divi- 
sion of Radiation Proteclion & Emorgency preparedness (Post B7041 1) ip. 
40734 201-48734 201 

6903060214 Request for 0MB review & supporting statement re lOCFRBt, reporting of 
defects & noncompllanco Estimated respondent Burden is 24,300 h 
AMENTA, J. Office of fnformatian Resources Management (Post 600205). OMB 3160- 
0035 09/02/24 7pp 48730- }03-48738'190, 


0903090133 NRC info Notice 69 030, “High Ternp Environs al Nuclear Power Plants'* 
Svc trst one) 

ROSSI, CE Division of Operational Evonla Assossment (Post &704tl) 89/03/15 
Consolidated Edison Co of New York, Inc 106pp 46095 110-10695 215 

0903090352 Forwards Mar 1 980 monthly rept on status of rulemakings underway Info 
contained in rept current as ol 690227 

DfPALO.Ad Rogufation Povofoprnent Branch 89/03/01 Public Document Branch 
60pp 43622 005 40022 064 

B90309D3SB Forwards ''Romediat Exercise Rept Conducted 880320 (or Callaway Nude 
ar Power Pfant Fultan/Cal/away County Ernergency Operations Ctr & Missoun School 
For Deaf," & "Exorcise Evaluation 680606 Exercise for RadjolagiCBl " 

KRIMM.RW Fodoral Em ergo ncy Management Agency 69/02/17 CONGEL.FJ Ra 
dialion Protection Branch 2pp 48803 099 46808 174 

"8003090362 "Remedial Exercise Rapt Conducted 863920 for Catlawav Nuclear Power 
Plant FuUon/CallQway County Emergency Oporallons Ctr & Missouri School for Deaf " 

* Federal Einorgency Managemanl Agoncy BO/08/26 3pp 4680C (01 48606 f03 

"8 9 9310005 Ik "Exerciso Evaluation BQQ6Q6 Exercise lor Radiological Emergency Ro 
sponsQ Plans for State of MO & Counties of Callaway .Gasconade, Montgomery & 
Osage for l/rifon E(ecf«c Companys Callaways Nuclear f^wer Plartt Near Fuiion " 

’ Fodoral Emergency Manaflemenl Agency 86/00/05 67pp 48B06 104 40808 174 

8933090492 Forwards draft "United Nuclear Coip Homodiaf Action Pian Church Rock U 
Will TaiJings Facility,'’ for noxt meeling Notations provided 'whero Canonlo wli) provide 
Input 

VELASQUEZ.JR United Nuclear Coip (subs ot UN C Resources Jnc) UNCALO09 
207M 39/02/(3 ROWE,W. Environmerrtst ProfocLon Agoncy flop <lfi?0O273 
46790 295 

80O31OO3Q1 FloquoBt for OMB review & supporting statement re NRC Form 314, Xer- 
bbcato of Disposrlion of Malls " 

AMENTA.JA Oihee of Administration & Resources Management (870413 690P04) 
OMB 89/02/28 6pp 46002 305-46B02 31 1 

69031 494 21 Ro>^ponda to DC Kooi 8Q1210 Jlr to Chalrmar^ 2och requesUng inlo to pre- 
pare annual rept (o Congress on Fodaral Archeology Program for FY8D NRC does nol 
requifo, maintain or rostore ar>y archeological pro per has during environ review 
WURLEY,T B Office of Huchar Hoactof Regulation, Oiroclof (Posf 87041 1) 89/03/ 
08 MCMANAMON.F P. InterlOT, Dept of, hlallonal Park Service lOpp 48837 041- 
4QD37 126 

-8903140425 Forwards FVOB queslionnairo for Socrelaiy ol l/itorjor annual repl lo Con- 
gress on Federal Archeology Program.lor response wilnin 00 days of recoipl of Hr 
KEEL.BC (nteilor, Oopl of. National Park Service 88/12/19 ZECH.LW Gommm- 
sioners. 40pp 4BQ07 08S-48a37, (20 

8903140564 RlL-t50 Roaearch Info Hr 160 UanamlUing "Evaluailon ol Risks Associated 
W/Aliowgd Outage Time & Surveifianco Tost Interval Requirements a( Nuclear PbwQr 
Planis " 

BECKJORO.ES Office of Nuclear Regulatory Research. Director (Post 660780) 89/ 
03/02 MURLEY.TE Office of Nuclear Reaclor Regulation. Director (Post 870411) 
6pp. 40653 05«)-4aS5a'{)55. 

8903160427 NRC Info Noitco 89 03t, ’'Swolling & Cracking ol Hafnium Conlrol Rods " 
Svc hat onef 

ROSSJ.CvE, DivlBtioP of Oporofiorvoi Evenfs Assossment fPosJ 87041)) 89/03/22, 
ConsoHdalod Edison Co of New York, Inc 102pp 48986 001-40966 103, 

6903179164 Responds (o S Rousso 800123 request (or NRC commerhs on DOE "Final 
Version Dry Cask Slorage Sludy Encouroaea DOE to actively pursue commilmenl 
made In final sludy lo accomplish reaoluUon of matter w/actions 8 In concert w/lndus- 

2lcH.L.W Commissionera, 89/W/01. F)T2PATRfCK,D Energy. Depf of )p 
48894.313 40894-316 

"6903170169 Responds to OBtlls hr providing commerrls on "fnlKfll Versfon Dry Cask 
Storage Study” Exproases appreciation (or aSBGssmoni of document Agrees that all 
atepOn spent luol mgt process should be coordinated to onchance saleiy 
ROUSSO,S Energy, Oept of 69/gi/04 Gommfasioners 2pp 46094 3t4-46$94 315 

6993170419 NRC fnlo Notice 09*032, ‘"Surveillance Testing ol Low Temp Overpressure 
Protection Sys " Svc list end 

ROSSI ,C.£ Oivlsfan of Operahonaf Events Assessment (Post 076411) 8&/03/23 
ConsoDdoloif Hdisor) Co. ol New York, Jno, 104pp 48902.044-48992,147. 

6903200045 Request for OMB review & supporting sfatement re reactor operator & 
senior reactor operator ftoerrsinfl training & requalrflcaliof? proQrams 
AMENTA. J A Office ol Information Resourcoa (Management (Peal 000205) OMB. 08/ 
03/07 . 33pp. 48950 270 40950.302 

9983200129 Requesfs (hal regtona) Insp & enforcemont repls tor lesl, fosesreb & train 
ing roaolora be diahtbuted lo W Vernetson at listed addroaa 
MrCHAELSJS. Division ol Reactor Prolecls * 1H,»V,V & Special Projocis CPoal 
870411) 89/03/00 MULMNfX.W R. Planning, Progrom 8 Mfinagemenf Support 
Branch (Post 0704 1 1) 2pp 48970.281*48970 285 
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* 0003200135 no<^uesta roQ;onal tnsp & onlorcomcnt ropts lor loM, rc^iearcb & tratnmg 

fOUCtofS 

Ofganf2alion of TcsU Research S Training Roaclurs 69/02/03 
MaLtR,C Sjandardi^aijon ^ Non Power Roacior PfOjGci Oreefora to Oop 40970 263 

iinn7rt 


Forwards biweoWy nolice of npphcaltons & annonds lo OU involving 
NSHCW/ooncIi 

MURLEV.TE Offcco of Niictoar Roactot Regufation^ Direcior (Posi B70411) 89/03/ 
BREAUX, JO Sonato, Enwremmom & PubffC Works UDAU.MK House of Rop , 
inlorior & Jnsutar Affairs SHARP.PR House of Rep, Energy A Commerce 2pp 
48965 175"4f}065 176 

8903200301 Pftrlial rosponso lo FOIA requasl for documenls Forwards App E/E & por- 
llons of App F/F documents App 0/D, 6/E & portions of App F/F documenls available 
In PDR App C/G a portrons of App F/F wiffihafd (ref roiA Exemption 5J 
GHIMSEEY.D H Division of Preodom of /nformafion a Ptibilealrons Services (Post 
890205) 80/03/ to JOHNSON,Q E SwidJer & Borin 9pp 48931 238> 48934 061 

"8309^210406 Roquasta assfatanco w/responso lo emergency preparedness Issues 
raised by Massachusaus PIRG ro offsite amargericy response plans & 
preparedness Repl on adequacy of plans roquesied 

JORDAN, El OfV of Emergency Preparedness & Engfnoenng Respor\S0,fEf65O2t2* 
870413) 03/09/06 KRIMM.R W Federal Emergency Manaaement Agency 07pp 
46031247 40931 330 r kk 

090320031 B Summary of 081219 moo ling w/Load Planl Task Group re work lo develop 
& implomanl load pianl conversions lo STS Usi of allondees end 
BUTCHER,EJ Tochnlcaf Specificattona Branch 89/03/06 ROSS(,CE Division of 
Opetodonal Fvenls Assessment (Post 87041 1) 3pp. 48970.01 f 48970 013. 

B903200334 Roquesi lor OMB jcvjgw & supperhrg slaloment re NRC Form 790, “Cfas* 
sUicatlon Record " Eslimaied rospondenl burden Is 24 h 

AMENTA.J A NRC * No Delalled Allihallon Given. OMB 3150 0052 89/03/10. 9pp 
46960 347.40960 353 ^ 


0903230421 Forwards "Exorcise Evalualion of Implementation of Slate & Local Radio, 
logical Emergency Rosponso Plans for Fori Calhoun Nuclear Slalion/’ for 080622 lull- 
participafion exercise Six deficiencies noted adequately corrected 
KWfATKOWSKf.D Fedsraf Emergency Management Agency 89/03/00 CONGEL,F J 
Division of Radialion Prolecfion $ Emergency Preparedness (Posi 870411) 2pp 
49028 044-49028 095 

‘•0903230423 "Exercise Evaluation of Implomeniatlon of State & Local Radiological 
Emergency Response Plans lor Fori Calhoun Nuclear Station " 

' Fedorat Emergency Management Agency 88/09/22 49pp 49028 046 49028 098 

8903230451 Responds to 861107 & 1205 reouasts that FEMA review fisted documents 
re brochure for farmers, food prooessora & food drstrrbulors A scftodulo for cerreenng 
areas fdonWietl m 8B0607 09 pos! exercise assossmer)! 

KWIATKOWSKLD Federal Emergency Manaflement Agency 89/03/17 CONQEL,FJ 
Division o1 Radiation ProtecUon & Emergoncy Preparedrxess (Post 870411) 22pp 
49028172 49028194 

6903240103 Request for OMB review & supporting statement re NRC Form 237, "He 
quest for Access Authonration '* Estimated respondent burden is 166 h 
AMENTA,JA Office of Atfmfnisifalion Revources Manaaemen! (870413 090204) 
OMB 3150 0050 89/03/16 6pp 49039 170 49039 175 

8903240 1B7 Requasl for OMB review & supporting statement re emergoncy responso 
data sys implementation Estimated retpondorM burden 096 h 
AMENTA.J A Office of Intormation Resources Managoment (Post B90205) 89/03/18 
6pp. 49040 105-49040 109 

8903240331 Forwards Commission biweekly notfee of applications & amends to OLs in 
volving NSHC W/o end 

MURLEYJE, Office Of Nuclear Reactor Reoulatiom Director (Post 670411) 09/03/ 
06 BREAUX, J B Sanale, Environment & Punllc Works UDALL.M K House o1 Rep . 
Interior & Irtsular AKalrs SHARP.PR House of Rop, Energy & Commerce Spp 
40118 357-49118 359 


3993280420 Doct.rGs OflOlEO Invitotfon to participate in writing book on nuclear power 
plant decommissioning economics Forwards 880627 rulo changes representing NRC 
position on decommissioning of nuclear faciliUos W/o end 

ERICKSON, PO. SlondardizaUon & Non Power Reactor Project Direclorato. 89/03/0D, 
PASOUALETTLM Arizona Slalo Univ. Temp e. AZ 2pp 48970 300 48970 304 

"6S03200«|24 Requests pnrtfcipation in preparing book on nuclear power plant decom 
missioning economics 

PASQUALETTkM Arizona Slafo Udv, Tempa. A2 89/01/20 ERfCKSON.P NRC - 
NoDotalled Alfilialion Given. 3pp. 48970.302 48070 304 

6903200444 Issues Rov 1 lo NRR Ofe Llr 700 re procedures tor review & approval of 
B p <j echos .pqpere & Journal arllclos by KRR or conlractors 

MURLEY.t.E Office of Nuclear Reactor Regufalion, Director (Post 970411). 89/03/ 
10 Office of Nuefoor Reactor Regufaiton, wrector (Post 870411), epp 48969 331* 
4B050.33B 

8903210216 Roquoat for OMB review & supporting slatemont re NRC Form 136, "Secu 
rily Termination Smtemoni.'* Eatlmated respondent burden Is 40 b 
AMENTA. J A NRC - No Dotaifod Airitiafion Gwen OMB 69/03/10 7pp 48982 182* 
48982 188. 

6903210313 Forwards FEMA ropl on offeUe acfiWitos dwrmg emergency preparedness 
uxercisQ on 800913*14. 

YUhA%Q P Rogion 6. Ofc of the Director 89/03/16. SORENSEN.QC Washington 
Public Power Supply System, 2pp. 48990 137 48990 262 

6903220423 Responds to 690220 ffr expressing concerns re application of f0CFR59 70 
to nonpotver reactora Lfstod hems WfU clarify regufa lions & NRC Implefnenfalton es ap 
pjiqd IP nonpower roaclors 

8TELLO,V QIC of Iho Exocutlve Director lor Operations 89/03/ 14 VOTH,M H Na- 
tional Organization cl Tost, Rosearch & Training Reactors 4ppH 46004.346 49004 357. 

"8903220438 Forwards ttr to nuclear uUf executives ro new rule on site access for NRC 
Inspectors to tocrMy. 

WENZfNGER.E C. Rogton 1, Ofo of the Dimeter 88/12/01 MCGOVERN. JJ. Onto 
chem, tea 3pp. 49004.353*4B004'355 

"8983220433 Dlscussos NRC needs & Cmtlcbem.lnc procedures lor admltling NRC per- 
son nol lo laclRly. 

MCOSCAR.J.J, Region I.Ofoof (he Director, 86/81/11 MCQOVERM.JJ Centralfron 
Foundry Co 2pp 48304 356 4G004 557, 


8903270813 Request for OMB review & supporting statement re NRC 212, "Quolifica* 
Hons fftvestfgatlofts,Prof '* Total annual rosponctonl burden Is 575 h 
AMENTA,J OfUco of Information Resources Managemenl (Posl 890205) OMB 3 1 60 

0033 89/03/16 7pp 49054 076 4 90S 4 08? 

8903270018 Request for OMB review & supporting statement ro NRC 21 8 A, "Qualltlca* 
tions Investigation, Glerical/Secretarfal " Estimated respondent burden 375 h. 

AMENTA. J Office of fnformalton Resources Management (Post 800205), OMB 3160 

0034 89/03/18 7pp 4S054 001-48054 007 

8905270021 Request for OMB review & suppofUna alatomeni ro 10CFR36, "Modteal QA 
Assurance /tesessrrienf ” Esllmaled respondent burden fs 1,204 h 
AMENT A,J Office of Information Resources Manaflomont (Post 890205). OMB 3160 
69/03/16 34pp 49049 183 49049 216 

8903270023 Request for OMB review & supporting stalemont re NRC Form 277, "Ro 
quest for Visit or Access Approval " Eatimaied response burden fs 4 h. 

AMENTA.J Office of Information Resources Management (Post 800205). OMB 3t50 
0051 89/03/16. epp 49049* 167-49049’! 73. 

&90327D056 Discusses second rep) of Nuclear Safely Research neviow 
Committae.establiahed by NRC on 0BO2D8 Repl covers conformance o( NRC nuctonr 
safety research program to NRC philosophy & llkoUhood of program meohng uaor 
needs 

TOOREAS.N E Nuclear Safely Research Review Committee 69/02/07, 
BECKJORO.E S, Offto© of Nuclear Regulatory Rosearch, Director (Posl 860720), Saa 
491 10,173-491 10 20& 

"0903270000 Discusses subcommittee review ot aging & containment aUuctural ote- 
menls as pari ol Nuclear Plant Aging Research Program.F actors causing aglng/dogrci- 
dallon include external stresses 3 environ & sve wear. 

BUSH.SH Review & Synthesis Associates 80/12/22 TOOREAS.N E Nuclear Safoiy 
Research Revtow Committee. TOOREAS.N E Masaachuaetta Institute of Technoloov. 
Cambridge. MA 14pp 491 10:176-491 10 168 

"8903270064 Summanzea 881201-02 meellno of Human Factors 8 RelieblDly Subcom- 
mittee of Nuclear Safoiy Research Review Committee. Topics dlscuaaod 
includad.human factors research activities & man-machine interface Agenda end, 
SHERfDAN.TB Massachusetts Institute of Technotogy, Cambrli^. MA B9/01/03 
TOOREAS.N.E Nuclear Safety Research Review Committee TOdREAS.M.E. Maesiei* 
chuselts InslMs of Technotogy, Cambridge, MA 1 f pp 401 10.180-401 10.1 99 


8903230206 Forwards updated list o! pending NRC export Ucense 
anpllcalfons.anpllcallons received & cases completed In Feb 
W RIGHT ,B L Aaslslant Director (of Internallonal Securily. 69/O3/0B DELABARRE,R 
Stele, Dept of. Bpp. 49030 145 49030 149. 

CS03230406 Final response to FCWA requesf for documerrte Forwards App J & rafeas- 
fibto portions ot App K documente Sub) documenls also available to PDR App L & por- 
boos of /^ K documents withheld (ref FOIA Exemption 5) 

GRIMSLEy.D.H Division of Freedom of Inlorm alien & Publications Services (Post 
890206) 09/03/21. CAHREY-BEAVER Massachusetts, Commonwealth of 5pp 
49032 156.49032.166 

"8903238444 Stetemoftl by RW Krrmm before Senate Committee on Labor ^ Human 
Resources to F1ymoulh.MA,880107. 

KRIMM.BW. Federal Emergency Management Agency 88/01/07, 19pp 49032’206- 
49032 224 


"B9O327O0B7 Discusses Waste Disposal Subcommittee 881011*12 meojtogs ro NRC 
Nuclear Waste Research ProgramaRES must assess scope of rosearch in lighi o^ 
Congressional mandate to pursue licensing of only one site 

MILLER, W.F Los Alamos National Laboratory ODM 69 017 89/02/00 
TODREAS.N.E. Massachuseils Institute of Technotogy, Cambridge, MA, Oon 
4911O’2OO4011O2O8 * 


PR PROPOSED RULE 


8902279440 Requesis implementelton of Commission acdorr re FR pobficatlon of ax 
vanced nolica ol proposed rulemaking, "Accepiance of Producis for Use to Nuefe 
Power Plant Structures, Sys & Components,'* allowing 120 days for comment. 
QRIMES.B.K. Division of Reactor Inspection & Safeguards (Post 870411) &9/0d/i 
MEYER, OL NRC - No Detailed Affiliation Given, 68pp. 40621*212-48021 273. 


$903230414 Forwards ^'Drflt Evafuaffon of fmptementetion of State & Local Radiofogfcai 
Hmeraancy Response Plans *’ 

KW/ATKOWSKi,D, Federal Emergency Managemen! Agency. 89/05/13, CONQEL,F J 
Division of Radiahof) Proteciton & Emergency Preparedness (Posl 870411), ip 
49037’007-49037:024 

-$903230417 "‘Onlt Evolualion of tmplemenlalion of Slate & Local Radiological Emer- 
gency Response Plan Drift Conducted on esfzas " 

^ Federel Emergency Martagemam Agency 89/02/05 17pp 49037 008*49957.024. 


6003010245 Comment opposing proposed rules 10CFR60 6, 65 re education & ohpc 
ence tor senior reactor operators & supervtsora at nuclear power ptanfs 
HUDSON, J Bv Afhliahon Not Assigned 50FB$2718 00074, 89/02/18, NRG - No f 
tailed Affiliation Given. 2pp 40509,260 46589 261 


89030 10250 Comment opposing proposed rules 10CFR50 & 65 re educqilon & 0)rp 
ence requirements for senior reactor operators & supervisors at nuclear oowef aim 
FARRELL.S P Detroit Edison Co 63FR52716 00060 00/02/07. Dockellno & Sor^ 
Sraoch 2pp 46589 262-4 8 589'265. ^ 
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8903010257 Commonl opposing proposed rules 10CFR50 & 55 ro educalion & expor-t- 
ence roquiremenls for sonior reactor oporaiors a supervisors at nudear power 
plants Degree requirement would have little impact on operator abfMy 
MyERS,K A«i''aJion NoJ Ass'gned 53FR527)6 OOOT3 09^02^21 NRC ^ No Detailed 
AtMiaiion Gtvon Ip 40509 264*^6509 204 

6903010262 Comment opposing proposed rules lOCFflSO & 55 ro education fl experi 
once requirements tor senior reactor operators & suporvisofs at nuclear power 
plants Ruling could 'oliibJl career progross'on & lowor morale 
SYLViA,BR Dolroil Edisor^ Co 53FR627 16 00072 89/02M? Docketing & Services 
Branch 3pp 40589 265 48589 267 

8903010271 Comment opposing proposod rufoa tOCFftSO & 56 ro educ & expenenco 
requirements lor serwor wacior operators & supervisors at nuclear power plants 
W)IlIAMS,AI Aftilialion Not Assigned 53^05271 6 00009 89/01/26 Office of the 
Socrelary of tho Commission 2pp 48509 299'405D9 300 

8903010272 Comment opposing proposed rulos toCFRSO & 55 re education & experi 
enco requirements for senior reactor operators A supervisors at nucloar power 
plants Rules fiavo rieqafive impact or> opemtor morale S public safely 
TOILAS.G Affiliation Not Assignod 53FR52716 00045 89/02/03 Docketing & Serv 
Ices Branch 4pp 48589 268 40589 271 

6903010273 Forwards licensed corjtrol aporators, auxiliary operators & shift supor\^sor 
comments on proposed rules 10CFB50 & 55 ro oducalion A experience of senior re 
actor operators & suporvisors at nuclear power plants 

KELLY .J R International Brotherhood of EIccUlcal Workers 53FR52716 00030. 89/ 
02/09 Docketing & Services Branch Ip 48589 272 40589 275 

-'8903010276 Undated comment opposing proposed rulos 10CFRSO A 55 re education 
& exporiencQ for senior reaclor oporalors & supervisors at nuclear power 
plants Neither alternative aucepiablo or needed 

CHESNUTT.W, TAYLOR. MORGAN.R Affiliation Not Assignod 53FR52716 00030 
69/02/09 Docketing A Services Branch 3pp 40589 273 48600 275 

89030 1026D Undated comment opposing proposotJ rulos 10CFR5D & 55 re requlroment 
for senior reactor operator to possess bachelors degree In onginoo ring, engineering 
iechnolony or physical sr lencos 

POPLEES.jp Affiliation Not Assignod 63FR5a71Q 00029 89/02/13 Docketing & 
Services Branch 2pp 46589 ??8 I8660 37? 

8903010263 Comment opposing proposed rulos tOGFRSO A 65 ro requlromenl that 
senior reactor operators nave uS dogroe 

PAGE.G.B Affiliation Not Assignod 53FR52716 00071 89/02/17 NRC » No Ooiaifed 
Affifiation Given 3pp 48589 30 f'465G9 203 

8903010265 Comment opposing proposed rule tOCFRSO A 55 ro educational coqulro- 
ments lor operating personnel at nuclear power plants 

BARUTH.WL AfliHallon Not Assignod 52FR52716 00008 00/01/26, NRC - No Do* 
tailed Affitiaiion Given Ip 48589 304 48589 304 

8903010292 Commont opposing proposed rules 10CFR50 A 55 re education A expori 
ence of senior reactor operators & supervisors at nucloar roacioi plants 
MCAVOY.JJ Affiliation Not Assigned 53FR&2716 00015 89/02/02 Dockoting & 
Services Branch Ip 40509 270 40689 278 

8903010293 Commoni opposing proposed rule 10CFR50 A 55 fo oduc A e^perlonco 
requirements tor senior reactor oporalors & suporvisors at nucloar power plsnla 
WINGET.R.B Affiliation Not Assigned G3FR52716 00007 09/01/26 Docketing & 
Services Branch 2pp. 40509 305 48599 308 

3903010293 Commonf opposing proposed rule J0CFR60 A 55 ro odoc A experience 
requiremerns lor senior reactor operators 

PARSONS,? L Affiliation Not Assignod, 53FR52716 00006 80/01/25 HOYLEJC 
Office of the Socrolarv of tho Commission 2pp 40509 307-48509 300. 

8903010299 Comment opposing proposed rulo fOCrnso A 65 ro roquiroment lhal 
senior reaclor opernlors iiavo BS dogroo 

* Alfillation Not Assigned 63FR5271G 00065 00/02/26 Dockoting A Services 
Branch Ip, 48589 309 46569.309 

6903010300 Comment opposing proposed rules lOCFRao A 5S ro oducafton A experi* 
enco requiremenis for senior reaclor oporalors & supervisors al nuclear power plonls 
PEASE, DL Alliliatlon Not Assignod 55Fn52716 00014 00/02/06, Oflice of the Sec- 
retary ol the Commission 3pp 40609 279 4&509 281 

8983010305 Comment opposing proposed nitos lOCrRSO A 55 ro eduo A experfonce 
requirements for senior reactor operators A supervisors al nuclear power plonls 
PATTY.OW Alfillation Not Assigned 53FR52716 00084 89/02/19 NRC - No Da 
tailed Affiliation Given ip 48589-310 46589,310 

8903010307 Comment opposing proposed rules lOCFReO A 65 ro educ A exporfehca 
requirements for senior reactor operators at riuefoar power plants, 

MCKENNA Affjiiafion Not Assignod 53FR52716 00083, 60/02/17, NRC - No Delailod 
Affiliation Given Ip 46569,311-48589 313 

8903010309 Comment opposing proposed rulos 10CFR5B & 65 ro oduo A exponencfi 
requirements for serwor reactor operators & supervisors at nuclear power plants. 
CARROLL, R.A Affiliation Not Assigned. 53rR52716 00082 09/02/15 Dockeflrig A 
Services Branch 3pp 48560 314-48509 31 6 

8903010315 Comment opposing proposed rules 10CFR6O & 65 re degree requiremonla 
for senior reactors/shffl supervisors Implication that any degree batter ttian any 
amount of expoflerice Insulting 

HEITXMANN.J AffiJiflllon Not Asslflnod 63FR5P716 00028, 89/02/09 NBC - No De- 
tailed Alfiliaiion Glvon, 4pp 485Q9-282-485a9'205 

6303010323 Comment on proposed rules 10CFR60 A 55 concerning educattonat ro 
quiremenis for senior reaclor operators 

rEYESGUERRA,D Accredllafion Board for Englr>o£?rjr)fi A Technoloow Inc, 
53FR52716 00081, 80/02/10 ROGERS,K. NRC - No Delailod Afflliallon Given, 3pp, 
4B5B9 317-46569 319 

6903010336 Commont on proposed rules toCFflSO & 66 re Hconslng ol degreed per- 
sonriel as senior reactor operators Proposal has good Intonllons but will result In “one 
step forward & two slope back*’ for nuclear goneraled power customers 
GORTON ,CT Affiliation Not Assigned 53FR62716 00012. 09/01/26 OlflCe ol the 
Secretaiy of the Commission 2pp 48589.320 48589 021 


Q903010344 Comment opposing proposed rulob 10CFR50 A 55 re educ & oxporienco 
requiremenls lot senior reactor operators A supervisors at nuclear power plants 
EFFAN.CR Affiliation Not Assigned 53FR 527 16 00059 89/02/07 Oockeiirrg & Serv 
Ices Branch 2pp 48509 333 18580 323 

8903010346 Requests 3D-day extension to provide commanis lor proposed rule 
10CFR50 A 55 ro educ & exporienco requirements lor operations persorinal 
LEE,Q Nucloar Management & Resources Council (NUMARC) (formerly Nuclear Ulility 
Manage 53FR52716 89/01/27 Z£CH,L W Comnaissionera ip 48589 324- 

48539324 

0903010351 ComnvenJ opposmg proposed rules tOCFHSD A 55 r© degreo rdquffements 
lor senior reaclor oporalors & supervisory personnal al nuclear power reactors 
PETRO.BW Affiliation Nol Assigned 53FR527tb 00070 09/02/16 NRC - No De 
tailed Affiliation Glver> 3pp 48589 325 46569 327 

6903010355 Comment opposing proposed rules lOCFRSO & 65 re proposed degree 
mqurfcmcnt No specif/c data to indfcato that rule will rmprovo plant safety exrsts 
BURACZEWSKLS Wisconsin Public Service Corp 53FR52716 OOOBO 89/02/10 
Dockoting A Services Branch Ip 4S5B9 326-48589 328 

6903010357 Comment opposing proposed rulos 10CFR50 & 55 re educ 8 experience 
roquiromonls (or somor reactor operators A supervisors at nucloar power plants 
SMITH.MW. Affrlratiort Nol Assigned 53FR527t6 00350 80/02/07 Docketrng A 
SoA'ices Brarveh 2pp 40589 329 40599 3:<'0 

6003010359 Comment opposing proposed rules 10CFR50 & BS re educ roquireinonts 
for senior reactor operators & supervisory personnel al nuclear power plants 
BOEHME.WF Alfillation Nol Assloned 53FR527t6 00869 69/02/16 NRC - No De 
tarlGd Afflliallon Glvon tp 46569 331-46569 331 

3903010362 Commenl on proposed rulos 10CFR50 A 65 ro educ roqurremems Rogforral 
flccredllion does not tn any way ccrljjy lo quality of any Individual program for wh'ch 
osiabliBheci, recognized accrodblmg agency 

REYES GUERRA.D Accredlilalion Board for EnginGoring & Technology, Inc 
63FR527te 00079 80/01/26 ROGERS, K Commissioners 3pp 48589 332- 
48583334 

8903010363 Commenl ro proposod riilos 10CFR50 & S5 ro oduc A expsr^ence require- 
ments for senior reactor operators & Euporvisors at rruclear power plants 
RICE.RL Union Electric Co, 53FR52716 OOOQQ 09/02/15 Dockoting & Services 
Branch 3pp 48589 335-48589 337 

6903010366 Commoni opposing proposed rules tOCFR50 A 55 re degree 
require ments Rule will basically block career path of roactor operators, resisting In 
Jower moraJo 

• Alkhahon Not AsBigr\od 69FR527t6 00076 8Q/02/26 Docketing A Services 
Branch 1p 48639 347-46639 347 

8903010367 Commohl opposmg proposed rutoa 10CFR5O A 55 ro educ A experience 
requifemafTls for senior roactor operators & supervisors at nuclear power planls 
NYE.RB AffifiafiDn Nol Aaaignad 5aFR527f0 00067 69/02/16 NRC - No Dotai'fld 
Affiliation Gwen. Ip 46509 330-46589 330 

6903010371 Commoni opposing proposocl rulos 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators A supervisors 

C2ACHOR.RF Afrifiatien Mel Asstaned 63FR52716 00039 69/02/13 Office of the 
Secretary of ibe Comrrwssfon, Spp 40509 200 40509 207 

0903010372 Commoni opposing proposed rules 10CFR5O & 55 re requirement lhat 
senior oporalors or shift supervisors have engineering dogroe, 

WALZEaP Afflliallon Not Assigned &3FR527 16 00060 89/02/16 Docketing a Serv- 
ices Branch Ip. 48509 339 48500,339 

89030(0376 Comment opposing proposed rule 10CFR50 re effeciiveness of mafnt pro- 
grams for nuclear power plan Is UM shares Commission or Roborl concerns on oxis) 
one© of rule 

ALEXlCH.MP Indiana Wichloan Power Co (formerly Indiana a Michigan Electric Co) 
53FR47822 Q0013 69/02/17, CHILK.S J OfUco of the Socrotary of the Commission 
3pp 45589340 48589 342 

0903019377 CommenI opposing proposed rules 10CPRSO a 65 re educ raquVemenls 
for senior reactor oporalors A shUt supervisors 

DOYLE, W.T Afllllalion Not Assigned 63FR527tG 00065 89/02/15 NRC - No De- 
Imlod Alhliation Qtvon 2pp 48589 343-485B9 344 

8903010376 Commont oppOEihg proposed rules 10CFR50 A 65 ro educ a experfenc© 
reoulremenls for sartor roactor operators A supervisors 

‘ Affdlslion Nol Assignod, 53FR527f6 00040 00/02/07. Deckellng a Services 
Branch 2pp 48580.266 48689 289 

6903010379 Comment on pfoposed rule IDCFRBO re onauring elfecUvenosa ol malnl 
programs tor riuclear powor plants Backfd analysis for rule necessary since NRC haa 
not shown that pro sent maint inoefaqaato lo prole ct public heafth & safely 
ALEXICM.MP Indrana Michigan Power Co (formorly Indiana & Michigan Electric Co ) 
63FR47e22 00015 69/02/17 CHILK.S J, Office of Ih© Socrelary of tho Commission 
3pp. 40589 345-48569 347 

8903910360 Commoni supporting Chapter 1 re policy aiatement on exemptions from 
regulatory conirot Rocommor^da dose value m range of 10 20 mrem/yr 
BIELASCO.WA Affrftetian Not Assigned 63FR40ee6 00170. 00/02/15 CHILK.S 
Office of fho Socrelary of fho Commission Ip 40569 340 406B9 34B 

69030 103B2 Commor^l sppporting proposed rule 1OCFR50 re elfecliveness ol maint pro- 
grams lor nucloar power plants Rule would ensuro performance of malnl tasks utile 
shovild be performing 

MARIOTTfc,M Nuclear Informakon A Resource Sorvfco 53FR47a22 000 f 2 09/02/ 
17, Dockalfng A Services Branch Spp 40509349 40509.353 

5903010363 CorTwnonl opposing proposed rules 10CFR50 & 55 re educ & experler^co 
requirements senior reactor operators & supervisors 

JC5neS,D.M. Afflliallon Not Asstenod 53FR62716 00027, 69/O2/0B Docketing A 
Soevices Branch Ip 48600,354-48589,354. 
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89030103fl6 Gommenl opposing proposed rules 10CFRSO & 55 re Qduc & exponenco 
requiremonis (or Senior reactor operators & supervisors al nuclear power plants 

* A^liliatnon Not Assigned 53FR527t6 00057 09/02 W Dockoting & Services 
Branch 2pp 4G5G0 355 40589 356 

8903010391 Comrnent opposing Chapter 1 re deregulation ol low level nuclear waste as 
below requlalory concern Rule considered irresponsible & further threatens already 
fragile existence 

HENRY.R AMihation Not Assigned 53FR498a6 00179 09/02/20 Office of the Secro 
fary of the Cominission tp 48509 360-4BSG9 360 

0903010393 Comma nl supporting proposed rules 10CFR60 & 55 re educ A experience 
requirements (or sonlor reactor operators & supervisors 

FLYNN.F E Affiliation Not Assigr^ed 53FR627t6 00024 89/02/07 NRC * No De 
tailed Affiliation Given 4pp 48509 290-48589 293 

B903010394 Comment supporting proposed rule 10CFR50 re effectiveness of mamt pro- 
grams for nuclear power plants Strictest skds should be issued for alt phases of nucle- 
ar cycle 

DEtR IN WATER Nalivo Americans for a Clean Environment 53FR47e22 00011 09/ 
02/16 OriiCB of the Secretary of the Commission Ip 4B639 34B 48639 34B 

89D30103D6 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators ^ supervisors 

'* Detroit Edison Co 53FR52716 00040 B8/02/07 Docketing & Services Branch 2pp 
46589 294 48589 205 

6993010401 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors 

SCHULER, T R Affiliation No! Assigned 53FR52716 00025 89/02/07 Docketing & 
Services Branch 2pp 48589 357-4 B589 358 

8 9-030 10403 Comment on proposed rules 10CFR50 & 55 re educ & experience for 
senior reactor operators supervisors at nuclear power plants 

* Affiliation Not Assigned 53FR52716 00013 89/02/06 Dockoting & Services 
Branch 2pp 48639 349 48839 350 

8903010404 Comment opposing proposed rule 10CFR50 & 55 re educ & experience 
require marts for senior reactor operators & supervisors at nuclear power plants 
VASSELLO.J.V Affitiation Not Assigned 53FR52716 00005 89/01/23 Docketing & 
Services Branch 3pp 48639 351-4B639 353 

3903010400 Commeni opposing proposed rules 1QCFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors 

MATWICHUK,n Affiliation Not Assigned 53FH62716 00040 89/02/16 Docketing & 
Services Branch 2pp 40639 356-48639 357 

8903010409 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
malm programs fo-r nuclear power plants Add! costs of Imposing rule would hinder 
industry return as competitive source of energy 

CZACHOR.R F Affiliation Not Assigned 53FR47822 00 010 89/02/15 Office of the 
Secretary of the Commission 2pp 48639 354 48539 355 

6903010411 Comment opposing proposed rule 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants 
MCHUGH, J A Affiliation No1 Assigned 53FR52716 00004 89/01/20 Oockoling & 
Services Branch 2pp 46639 358 46639 359 

S90301Q412 Comment opposing proposed rules 10CFR50 0 55 re cduc & experience 
requirements for senior reactor operators A supervisors 

PARK.TC Affiliation Not Assigned 53FR527 16 00042 89/02/17 Docketing & Serv 
ices Branch Ip 48589 296 46589 296 

S90391Q414 Comment supporting proposed rule 10CFR50 ro ensuring effeclivenoss of 
main! programs for nuclear power plants Council supportive of any measure to 
reduce likelihood of accident affecting public health & safety 
ESCHELS.C Washington, Slate of 53FR47822 00009 69/02/13 Docketing & Serv- 
ices Branch 2pp, 46642 357 40642 35B 

69013010415 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors 

MCMAHON, K Detroit Edison Co 53FR52716 00050 09/02/07 Docketing & Services 
Branch 2pp 48509 297-48589 298 

&90301041'9 Comment opposing proposed rule tOCFRSO & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants 
SIEBER,R Affiliation Not Assigriod 53FR52716 00003 89/01/16 Office of the Sec- 
retary of Ihe Commission 2pp 48642 359-48642 360 

8903010423 Comment opposing proposed rule 10CFR50 & 55 re educ & experience 
requlremenls for senior reactor operators & supervisors ai nuclear power plants 
HOTTHOUSE,Q Affiliation Not Assigned 53FR52716 00064 89/02/15 NRC • No 
Detailed Affiliation Given 5pp 46670 096 46670 100 

6903010424 Comment opposing proposed rule 10CFR50 & 55 re educ & experience 
requirements for senior reactor opeiafors 6 supervisors 

AXCXDRFF.WJ Affiliation Not Assigned 53FR52716 00037 89/02/15 Docketing & 
Services Branch Ip 46639 360-46639 380 

890301 0425 Comment on proposed rules 10CFR60 & 55 re semor reactor operator 
(SRO) educational rerwlrements Urges NRC to rethink position on degree require- 
ments for SRO & lulfill own role of ensuring I hat nuclear operators receive training 
CURTIS,TD Affiliation Not Assigned 63FR52716 0001 1 69/01 720. HARLAN.C NRC 
- No Detailed Affilialion Given 5pp 4e670.101-4B670‘105 

6903ai()428 Comment supporting proposed rote 10CFR52 re licensing process Urges 
Commission to reconsider content of proposed rutemahing & determine whether rule 
sallsf/es staled Inlenl 

MCCLURE. J A, Senate, Energy & Natural Resources 53FR32960 00076 89/02/03 
ZECH.L W Commissioners. 2pp. 46670 106 48670 107. 

09O3Q 10429 Comment opposing proposed rule 10CFR50 re effectiveness of maint pro- 
grams for nuclear power plants, 

FAY.CW Wisconsin Electric Power Co S3FR47822 00014 00/02/17. Docketing & 
Services Branch 3pp 4a670'1 08-48670. 110 

8903010431 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants 

.. 63FR52716 00056 89/02/07 Docketing & Services 
370:112. 


8903010432 Comment on proposed rules t0CFR5Q & 55 re degree requirements for 
senior reactor operators 

MILLER.B F Affiliation Not Assigned 53Fn52716 00010 89/01/31 Otiice of the Soc- 
relary of the Commission 2pp 48670 1 13 4 8670 1 14 

8903020001 Comment opposing Chapter 1 policy stalomont re issues below regulatory 
concerns 

HAELJ Affilialion Not Assigned 53FR49086 00174 89/02/ 17 NRC - No Detailed 
Affiliation Given Ip 48671 146-48671 145 

8903020002 Comment supporting Chapter 1 ro policy statement on exemptions below 
regulatory concerns Allowing resources of nuclear industry to be spent in more pro 
efuedvo mannor beneficial 

RUHTER.PE Affiliation Not Assigned 53FR490a6 00175 89/02/13 Dockoting & 
Services Brarrch Ip 4867 1 146 48671 146 

8903020003 Comment supporting Chapter 1 re policy statement on exemptions below 
regulatory concern Policy -devetopment for criteria for release of radioactive matl 
needed for development of consistent waste mol practices 

CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co ) 53FR49Q86 GDI 76 
09/02/14 Docketing & Services Branch lipp 48671 147-40671 157 

8603020004 Comment opposing Chapter i re policy statement on exemptions to below 
regulatory concern No radwaste should be defined as below regulatory concern 
FORMAN, JL Affiliation Not Assigned 63FH49QB6 00177 00/02/15 Office o1 the 
Secretary of the Commission 2pp 48671 15B 48G71 159 

8903020005 Comment opposing proposed rules 10CFR50 & 55 re requirement thol 
makes having degree mandatory for operators of nuclear power plants 
HAMILTON.R S Affiliation Not Assigned 53FRS2716 00002 89/01/21 NRC - No De- 
tailed Affiliation Given Ip 48671 049 48671 049 

8903020006 Comment opposing proposed rules 10CFR50 & 55 re cducalionat & expori 
once requirements for senior reactor operators & supervisors for nuclear power 
plants Added burden of fulfilling requirements could have negative affect 
VVELCH.TW Affiliation Not Assigned 53FR52716 00036 09/02/11 NRC No De 
tailed Affiliation Given 2pp 40671 160 40671 161 

8903020008 Cornment apposing proposed rules 10CFR50 & 55 re educational & oxpen 
ence requirements for senior reactor operators & supervisors at nuclear power planls 
BANKER.LH Aflilialion Not Assigned 53FR52716 00053 89/02/07 Docketing & 
Services Branch 2pp 40671 162-48671 163 

0903020009 Comment opposing proposed rules 10CFR50 & 55 re degree roqulremont 
for senior reactor operators 

DAVIS, FG Affiliation Nol Assigned 53FH52716 00001 09/01/17 Commissioners 
Zpp 48671 050 48671 051 

6903020011 Comment opposing proposed rules 10CFR50 & 55 re educational & oxpan- 
ence requirements for senior reactor operators & supervisors at nuclear power plar>1s 
NOLL.tG General Public Ufiljties Corp - GPU Sen/ica Corp 53FR52716 00033 69/ 
01/31 NRC - No Detailed AIMialion Given 2pp 40671 164-48671 165 

8903020028 Comment opposing Chapter 1 re policy statement on issues below regula- 
tory concern Policy represents linguistic detoxification 

MALACHOWSKI.D New York, State of 53FR490G6 00167 69/02/07, Dockoting & 
Services Branch Ip 48671 167-48671 167 

6903020026 Responds to 88 1231 request for extension for public comment period on 
Chapter 1 re policy statement on exemptions from regulatory control 
LAHS.WR Regulation Development Branch 53FR498B6 89/01/12 LEWIS.M Lowia. 
M Ip 48671 166 48671 166 

8903020038 Comment supporting Chapter 1 re policy statement on exemptions bolow 
regulatory concern Commission should nol exempt practices regulated under separalo 
but similar EPA regulations 

HAZLE.AJ Colorado, Slate of 53FR49BBB 00169 89/02/07 Docketing & Services 
Branch 2pp 48671 168 48671 169 

8903020040 Commem opposing Chapter 1 re policy statement on exemptions of below 
rogulatory concern Policy irresponsible way to regulate problems w/waste disposal 
SPINOLER.R Affiliation Not Assigned 53FR49886 001 68 89/02/05 Olfica of tho 
Secretary of the Commission Ip 46671 170-4867 V 170 

8903020045 Comment supporting Chapter 1 re policy statement on exemptions balow 
regulatory concern US should not squander resources on unhealthy obsession w/zero 
risk. 

GOLDIN, EM Affiliation Not Assigned 53PR49886 00170 89/02/09 Dockoting & 
Services Branch tp 40671 171-48671 171 

6903020089 Gommerti opposing proposed rules 10CFR50 & 55 re educational & experi- 
ence requirements for senior reactor operators & supervisors at nuclear power 
planls Adoption of proposal could inhibit career progression of reactor operators 
REINCKE.DA Affiliation Not Assigned 63FR527f6 00046 89/02/07 Dockoting & 
Services Branch 2pp 40671 172-48671,173 

6003020102 Comment opposing proposed rules 10CFR50 & 55 re degree requirements 
(or senior operators & shift supervisors 

BALCH.RA Affiliation Nol Assigned 53FRB2716 00063. 89/02/21. NRC - No Do- 
tailed Affiliation Given 2pp 48671 121-48671 122 

8903020109 Comment opposing proposed rules 10CFR50 & 55 re educational & oxporl- 
ence requirements for senior reactor operators & supervisors at nuclear power plants 
HOPPE,GW Wisconsin Public Service Corp 53FR52716 00041 89/02/13. Dockolinn 
& Services Branch, 2pp 48671 174-40671 175 

0903020110 Comment opposing proposed rules 10CFR50 & 55 to amend regulations ro 
educational requirements for operating personnel at nuclear power pfents 
MEYER.R Alfihalion Not Assigned 53FR527t6 00043 89/02/14, Office of the Socre- 
tary of the Commission 0pp. 48671 176 4B671.181 

B903020119 Comment opposing proposed rules 10CFR50 & 55 re requlremenls for 
senior reactor operators or supervisors 

AMDERSON.J,D. Affiliation Not Assigned 53FR52716 00044 09/02/17 Office of tho 
Secretary of the Commission Ip 40671 102-48671.182 
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5&03050125 CommenJ opposmg proposed rii'es i0CFR50 B 55 re edwcaJboaJ & experi- 
ence raquiremsnts for senior reactor operators & supervisors at nuclear power plants 
LEONARD.JD Long Island Lighting Co 53FR52716 00035 09/02/10 CHlLK.SvJ 
Office of the Secretary of (he Commission 2pp <ffl67'f 183 4G671 f64 

0903020120 Comment supporting Chapter t ro policy statement or^ exemptions froni 
regulatory control Recommends that Commission stress that generic below regulatory 
concern (evef must not be Interpreted as limit for each practice 
THOMPSON.AJ Perkms, Core (forme/'ly Perkins, Coro. Slone, Olsen & W/lllams) 
53FR4QB06 00166 89/01/31 MATTSEN.C R Office of Nuclear Regulatory Research, 
Director (Post 860720) 9pp 40671 105 48671 193 

8903020137 Comment opposing proposed m'os 10CFR50 & 55 ro educ & oxponence 
requirements for senior reactor operators & supervisors at nuclear power plants Rules 
result In decreased experience level in control room 

LEfT6M,OL Affiliation Not Assigned 53FR62716 00034 80/02704 Docketing & 
Semces Branch fp 40671,194-4067) 194 

6903020146 Comments on proposed rules 10CFR50 & 65 ro licenso requiremonls (or 
senior operators 

KENNEDY, M,F. MttMlon Not Assigned 53Fft52716 00017 89/02/04 Office el the 
Secretary of the Commission 2pp 4B671 052 48671 053 

6903020152 Comment opposing proposed rules tOCFRSO & 56 ro oduc & experience 
reqyifemanls for senior roactor operators B supervisors at nuclear power plants 
' Affiliation Not Assigned 53FR52716 00055 60/02/07 Dochetlng & Services 
Branch 2pp 46671 123 46671 124 

6903020153 Comment opposirrg proposed rulos 10CFR50 & 65 ro oduc A experience 
requirements for senior reactor operators & supervisors at nuclear power 

plants Proposal could inhibit career progression of roaclor operetofs 
THRlFLhLK Affifiadon Not Assigned 63FR5H716 00051 09/02/07 Oockedng & 
Services Bfanch 2pp 40671 195 18671 106 

B903020179 Comment opposing proposed rules 10CFR50 & 55 re educ B exporlenco 
requirements for senior reactor operators B supervisors at nuclear power pfants 
NEUFER,AG AfNiat/on Noi Assigned 53FR52716 00028 89/02/00 Olfice o» tho 
Secretary of the Commission Ip 46671 197-46671 197 

8903020165 Comment opposing proposed rules 10CFR50 & 65 ro educ & oxperienco 
requirements for senior reactor operators B supervisors at nuefoar powor 

plants Degree requirement would have negative Impact or\ operation satotv o1 plant 
NACARRO,M Affiliation Not Assigned 53FR52716 00032 69/02/04 Office of the 
Secretary of the Commission, 2pp 486/1 196 48671 19D 

8903020199 Comment opposing proposed rules 10CFR50 & 55 re roquiremonts for 
senior reactor operators Proposes special core training program that would satisfy cri 
teria in NUREG 0737 but w/o tfegreo requirement 

CUNNINGHAM, J L Affifiatton Not Asstorted 53FR527ie 00023 S9/CJ2/09 NHC - No 
Detailed Affitiatlon Given Ip 4667 1 200 46671 200 

B903020205 Comment opposing proposed rules 10CFR50 & 65 re oduc & oxporfenca 
requirements for senior reactor operators & supervisors at nuefaar powor plants Ultls 
would develop reliance on colleges to provide necessary sHlllS 
RAY.B J Affiiiallon Not Assigned. 53FR5a716 00031 09/02/00 Olflco o( tha Socro 
lary of the Commission 3pp 46671 220 48671 231 

6903020213 Comment opposing proposed rules 10CFR6D & 55 re oduc & ovporienco 
requiremonts for senior reactor oporators & supervisors at nuclear power plants Rules 

g rovlde needless demoralizing etfect on reactor oporators 
AKHR,KR AffiHaffon Not Assigned 63FR627t6 00036 80/02/09 Oockoting & 
Services Branch 2pp 48671 201-48871 292 

B903020224 Comment opposing proposed rulas 10CFR50 & 55 ro education & oxporl 
er^ce requirements for senior reactor operators & supervisors at nuclear power plants 
MET2NER,W,C Afl/llatJon Not Assigned 53Fn627ie 00032 09702/07. Docketing B 
Services Branch 3pp 48671 203-46671 205 

690302023 1 Comment opposing proposed rules f0CFR50 B 55 re oduc & exporionco 
requiremants for senior roaofor oporetora B supervisors at nuclear power pfants. 

DAVIS, JW AKillation Not Assigned B3Fn627 16 00047 69/02/07 Docketing & Seiv 
Ices Branch 8pp 48071 *206-46671 '207 

6903020233 Comment on Chapter 1 ro policy alaiomont orr oxompJlorrs from roguialory 
concern Recommends 20 mrom/yr jimll as practical & below regulatory concern bo 
considered for occupational exposure w/200 mrem/yr otfectiVQ dose oquivalonl 
SMITH.LR Ef. du Pont de Nemours S Co, Inc 53FR498Q6 00165. 00/01/30 Dock- 
offrrg B Services Branch Upp, 48671*208 48871 21fl 

8903020237 Comment opposing proposed rules lOCFR&o & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power pfants 
WiLuAMS, JK Affillalion Not Assigned. 63FR62718 D0021 89/02/05. DocHeling B 
Services Branch lOpp 46671 018-46671 027 

8903020246 Commor^t opposing proposed rules lOCFRSQ & 55 ro educ B oxparienco 
requfremenls of senior reactor oporators at nuclear power plants. 

DEBAUCHEES E Affiiiallon Not Assigned 5aFR527 16 00020 69702/04, Dockotlog & 
Services Branch 2pp 48671 210'4O671 220 

8903020251 Requests 30 day exlensl047 of time to comment on proposed rules 
10CFR50 B 55 re educ & experience requirements lor oparationa personnel 
CAVANAUGH, W. Middle South Utllitlos, Ino. 53FR5g710 89/02/03. CommlsaloneTS. 
1p 46671 221.40671.221 

8903020264 Comment opposing proposed rules 10CFR5D & 55 re educ B axperlenco 
requirements lor senior reactor operators & supervisors at nuclear powor 
plants Disapproves of both proposed alternativos. 

STERNIT2KV.JW Amitaffon Not Assigned 63FR627f6 00019. 09/02/03. Office of 
Ihe Secretary of the Commission 2pp, 48671 222 4867 1*223, 

8903020263 Comment on proposed rules 10CFB50 & 65 re degree requirements for 
senior reactor operators Altomativo 2 preferred, 

SCHUELEReSC Affiliation Not Assigned S3Fn527 16 00018 89/02/02 Oflico oMhe 
Secretary of the Commission. 4pp 48671.S24-4B671 227 

8903020271 Comment supporting Chapter 1 re poffey statement on exemptions from 
regulatory control.Poblic perception should be consWored 

DICUS.G J. Arkanaos, Stale of. 69FR49806 00164 89/01/30. KAMMERER,C. State. 
Local & Indian Tribe Programs 3pp 48671 0S6 4867 1*050 


8903020278 Support of NUMARC 8S0127 request for extension of cornrnenl period ro 
proposed rules 10CFF5O & 55 concerning oduc & experience requirements lor oper- 
ations personnel 

PETERSEN, FM Omaha Public Powor Oistncl 53FR52716 89/02/10 Commission 
firs Ip 49012 201-40012 20} 

B903020312 Comment opposing Chaptor l re policy aUtomenl on exemptions from reg 
ulatory conlffol 

QUlNN.RA Affifiation Not Assigned 53FR4DO06 00163 O0/OU26 

DRAGONETTE.K S NRC No Dels, led AfM,aticr? Given 2pp 48671 059 48671 060 

8903020351 Comment suppoiting proposed rule 10CFR2 re expediting & streamlining 
heaimg process tor licensing repository 

ROUSSO,S Energy, Depl of S3FR44411 QOOIt 69/02/14 2ECH,LW Commission- 
ers 3pp 48671 001-40871 063. 

89090203B4 Comment opposing Chaptor 1 re policy statement on exemptions from reg- 
ulatory control 

KAFFNER.K Affiiiatior^ Not Assigned 53FR49aG6 00162 B9/01/24 NRG - No Do 
iaifed Affiliation Giverr I8pp 40671 031 ^667t 048 

8903020375 Comment opposing Chapter 1 ro policy statement on exemptions from reg 
ulatory control 

CAREY, C AffiJialion Not Assigned 53FR49806 00161 69/01/22 ORAGONETTE.K 
NRC No Ofilatied Affiflahon Given 48671 020-40671 030 

8903020397 Endorses (MUM ARC commonts on proposed rule tOCFR26 re fitness for 
duly 

SHIFFER.JD Pacific Ghs S Gfeciric Co 53Fn36795 00379 9B/11/18 Office Of the 
Socreiaiy of the Commission (p 48671 028 48671 058 

8903020400 Comment opposing Chaptor 1 re policy staternent on oxempBons from reg 
uldtory control Recommends that NRG retain authority & control over all radioactivity 
(or as long as debate on how little eimosuro to radiation can bo harmiul continues 
LOT2,L Affiliation Not Aas^gnod 53FR49B86 00160 83/01/22 NRC • No Detafted 
AlNioiJOft Qwon Ip 4867 1 064 4867 1 064 

0903020403 Commer^t on proposed rule 10CFR2 ro aubmissior^ B mpt of records & 
documents concerning licensing of geologic repository for disposal of high level rad 
waste 

MCELWRATH.M Inle/lor, DopI of 53FR444)1 00010 89/02/14 Ollj co of fhe Sscre 
lary of the Commission 4pp 48671 065 46671 060, 

8903020413 Comment supporting Chapter I ro policy alatemonl on oxempllons from 
fegulalofv control Suggests that 15 mronT/yr trmit bo adopted & that collective dose 
crhe/lon not bo used 

600K,H E. Afliliallon Not A'lsigned 53FR498D6 00156 89/01/30 Docketing B 8etv 
icoa Branch 2pp 40671 Q69 46671 070 

8903020438 Comment opposing Chapter t re policy statement on examptrons from reg 
ulaiory conircl Implemfinlalion of botow rogulalory control writ result In rnabilJly to 
chock exposures or verifying levels or dotecling violations 
KIEFER, D AMillation t^ol Assigned 53FR4gB6G 09167 89/01/30 Docketing & Serv 
icos Branch fp 48671071 46671071 

B903920443 Commoni opposing Cl^aplor 1 ro policy slfijemon) on oxempljons Irom reg- 
ulatory control 

* Afliliallon Not Assigned 53FR490Q6 00172 QQ/02/11 NRC - No Dolailod Aflilialion 
Given Ip 4667f 072 48671 072 

6903020476 Commer)! on proposed rule 10CFR2 ro sot up ol lillgailor) supporl sys 
ILSS) & hearing procedures for NRC high fovol waste licensing proceeding LSS & pro 
posed rOQUiallons will avoid second cause of hearing delay 
GALLO, J AffiliQtbn Not Assignod 53rR44411 00009 69/01/05 Docketing & Serv- 
icoa Branch 4pp. 48871 07346871.076. 

6003020481 Commor^t on Chapter 1 re policy statement on exemiptlons from regulatory 
control Expresses concorn that combination of many difforont sources of unregulated 
wasto may croato fevof of radiatfon above acceptable limits 
HOCHDRUECKNEB House of Rap 53rR49888 0017}, 89/02/10 ZECHX Commls- 
slonars Ip, 46671*130 48671*130 

6903020542 Comment opposing Chaptor 1 re policy siatemenl on exemptions (rom reg 
ufatory control 

‘ AfllllaHon Not Assigrreef 53FR4O880 00173 89/02/10. DockeJIng & Services 
Branch Ip 48671 128 4 867 VI 20 

69030205G5 Commor^l on Chapter 1 ro policy atalomani on exemptions Irom rogulalory 
control CommiBion moving toward right direction on noedfesafy poor assumption 

* AfNIaflor! Not Assigned 63FR49886 00159 09/02/08 Dockeifng B Services 
Branch Ip 48671 126 46671 129 

6603020617 Commont supporting proposed lulo 10CFR2 re submission & mgt of 
records & documonla related lo ffconsfng of geologic repository for disposal of high 
levol raefwasto 

ROUSSO,8 Eneroy, Depl of, &3FR44411 00008 60/12/22, Docketing B Services 
Branch. 3pp 40671 126 46671.127 

8903020648 Forwards comptetod P-0641 7 including NUMARC draft 8011 16 (tr Inadvetf- 
onfly omitted Jrom 881 12 1 submrUal 

BREY.Hl Public Sorvice Co, of Colorado 63FH3a705 00378 80/12/0$. Docketing B 
Servlcaa Branch 28pp 40671,077-48671 120 

8903020687 Commenl on proposed rule lOCFR? re high level wasto repository kcons 
irtg supporl sys Sye should only contain documents |udged to have direct licensing ap- 

K 'fcablllly lo proposod silos tor licensing 

lOWRY.WR Fluor Daniel. Inc 53FR44411 00007. 88/12/05 Dockeling & Services 
Brarrch. 3pp 48670 350 4e670'360 

8905030029 Comment opposing proposed rules fOCFRSO A 65 re eduo B experience 
roQU^retnonis for senlcr reactor cperalora & supeArlsors ai nuclear power plants 
GOODMAN.LS, Affiliation Not Aaslgnod. 53FR527 16 00062 89/02/14. Docketing & 
Services Branch 4pp 4671008846718091. 
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&^03Q300<10 Commant opposing proposed ruFas 10CFR50 & 55 ro educ & expertenco 
requiramenls for senior reactor operators & supervisorial nuclear power plants 
' Affiliation Mol Assmnod 53FR52716 00054 89/0?/'07 Dockoting ■& Services 
Branch 2pp 48718 oa& 4871 8 087 

B98303004B Comnnenl opposing proposed rules 10CFRS0 & 55 re educ & eKperience 
rOQUircjnents for senior reactor operators & supervisors at nuclear power plants 
HAMMWONDJM Affiliatior^ Not Asswnad 53FR527ie 00052 39/02/07 Docketing 
& Services Qrar^ch 2pp 4871 B 084 48718 085 

8903030070 Comment re preposod rule 10CFR20 concerning final rule Requests Com 
mission re notice changed rule & provide new commant period 
SCHULIN.S Affifialion Not Assigned 5tFR30a70 89/02/17 NBC No Detailed Afhli 
alien Given 2pp 48718 062 48718083 

8903030096 Comment opposing proposed rule lOCFRId re sequestration of witnesses 
under subpoena 

‘ Association of the Bar of Ihe City of New York 53FR457B6 00022 89/02/17 
CHILK.S J Office of the Secretary ol the Commission Opp 48718 014 48710 022 

0903030118 Proposed (inal rule 10CFR50, "Licensee Action During Natl Security Emer 
gency" Rule would allow licensee to take action that departs from approved Tech 
Specs In natt security emergency 

STELLO.V NRC • No Detailed AffilraUon Given 53FR27174 89/02/06 lOpp 
48718 072 48716 081 

8903030137 Proposed rules 1QCFR50 & 55, “Educ & Experience Roquiremenls for 
Senior Reactor Operators & Supervisors at Nuclear Power Plants'* Commission, ap 
proves requests for extension of comment period 

CHILK.SJ NRC - No Detailed Affiliation Given 53FR52716 89/02/22 2pp 
48718 070 48718 071 

8903030148 Comment opposing proposed rules tOCFRSO & 55 re educ & experience 
req^uif aments for sonior reactor operalors & supervisors al nuclear power plants 
NICHOLSON.W O Affifiation Not Assigned 53FR 5271 6 00077 89/02/14 Docketing 
& Services Branch 2pp 48718 06B*4B7ie 069 

8903030152 Comment opposing proposed rutes 10CFR50 & 55 re educ & experience 
requiroments lor senior reactor operators & supervisors at nuclear power plants 
PARKER, RJ Virginia Power (Virginia Geclric & Power Co} 53FR52716 00097 89/ 
02/22 HOYLEJC Office os Iho Secretary of the Commission 2pp 40718 066’ 
48718 067 

8903030161 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors al nuclear power plants 
STOBOLIS.G E Aflillalton Not Assigned 53FR52716 00076 89/02/10 Office of the 
Secretary of the Commission 2pp 46718 064 48718 065 

8903030166 Comment opposing proposed rutes 10CFR50 & 55 re educ >& experience 
requirements for senior reactor operators & supervisors al nuclear power 
plants Solution to subj would be for NRC to luslify requirement degree througn new 

BARRY,JJ Inlernahonal Brotherhood of Electrical Workers 53FR52716 00098 89/ 
02/22 CHIIK.S Office of the Secretary of the Commission 2pp 4B718 062- 
48718 063 

8903030171 Comm e At opposing proposed rules 10CFR50 & 65 re educ & experience 
requirements for senior reactor operators & supervisors at nuctear power plants 
* Affiliation Not Assigned 53FR52716 00Q75 89/02/03 OMteo of the Secretary of the 
Commission 3pp 40718 059 48718061 

8903030172 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants No 
other industry Imposes degree requirement on shift workers 

ST JOHN K.E Aflilialion Not Assigned 53FR52716 00099 89/01/23 Office ol Ihe 
Secrelary of the Commisaioh 2pp 46718 057 48718058 

8903030176 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators 5 supervisors at nuctear power plants Both 
alternatives to proposed rule provide no enhacemant of reactor safety 
FAILOfl,AR Affiliation Not Assigned S3Fn62716 00096 89/02/21 Dockolino & 
Services Branch Ip 4B7lfl 0S6 46718 058 

8903038182 Comment opposing proposed rules I0CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants 
GtRRITY.C International Brotherhood of Electrical Workers 53Fn52718 00061 89/ 
02/14. Office of the Secretary ol the Commission 2pp 46718 054 46718 055 

8903030184 Comment opposing proposed rules 10CFR50 & 55 re educ a experience 
require manta for senior reaclor operators & supervisors at nuclear power plants 
WESTMAN.W. Affiliation Not Assigned 53FR52716 00095. 89/02/24 NBC - No De* 
tailed Affiliation Given 2pp. 46718 052-48718.053 

8903030190 Comment opposing proposed rules 10CFR5O & 55 re educ & experience 
requirements for senior reactor operalors & supervisors at nuclear power plants 
RHODES, M Affiliation Not Assigned. S3FR52716 00094. 89/02/21 Docketing & 
Services Branch epp 48718048 48710 051 

B903030197 Comment opposing proposed rules 10CFR60 & 55 re educ & experience 
requirements for senior reactor operalors supervisors at nuclear power 
plants Alternatives to proposed rule change provide no enhancement of reactor 
safety. 

ZANK,8 A. Affiliation Nol Assigned 63FR52716 00093 89/02/21 Docketing & Serv 
Ices Branch Ip 46718045 48718 045. 

8903030198 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requtremenis (or senior reactor operators & supervisors at nuclear power plants, 

MAC DONALD, J E JEWCO Engineering Co 53FR 52716 00092 89/02/21 NRC < No 
Detailed Affiliation Given Ip 48718 044-48718 044. 

6603030208 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants Prof 
studies done over past yrs indicate no basis for such rule 

KELLY, H N- Affiliation Not Assigned 5aFR52716 00091 89/02/29 Docketing & Serv- 
ices Branch. 2pp 48718,042-4B718 043 

6903030211 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements lor senior reactor operators & supervisors at nuclear power plants. 
HlETT.S.A Affiliation Not Assigned 53FR 5271 6 00090 89/02/19 Docketing & Senr- 
ices Branch. Ip. 48716 041-48716 041. 


B903030216 Commonl opposing proposed rulos 10CFR50 & 55 ro educ & axpenenco 
requirements for senior reactor operators & & supervisors al nuclear power 
plants AUernalive to sonior reactor operator diploma ruto end 

BREDEMAN.B Atfifiation Not Assigned 53FR52716 00089 89/02/16 Dockolmg & 
Sen/ices Branch 7pp 48718 034-48718 040 

8903030223 Comment opposing proposed rulos tOCFRSO & 55 re educ & experience 
requirements for sonior reactor operators S supervisors al nuctear power plarAts No 
sot up syllabus evident which will support improved safety 

MORAY.N Affiliation Not Assigned 53FR52716 00080 89/02/16 Docketing & Serv 
ices Branch Ip 48718 033-48718 033 

8903030237 Comment opposing proposed rules 10CFR50 & 55 re coHego degree re 
quiremont for senior reactor operators & supervisors 

* Affifiation Not Assigned 53FR52716 00086 89/02/02 NRC - No Detailed Affiliation 
Given 2pp 48718 031-48718 032 

B903030287 Comment opposing proposed rulos 10CFR50 & 55 re educ requiremenis 
tor senior reaclor operators & supervisors Turnover rate w/degree requiremenls 
would increase 6i level of knowledge decrease to dangerous levels 
MARSHALL.WM Affiliation Not Assigned 53FR52716 00087 80/02/09 Docketing 8. 
Services Branch 2pp 48718 029 40710 030 

8903090370 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants Obleclives of rule can bo achieved more 
efficiently w/o rule 

NOVAK,MA Energy, Dept of 53FR47022 00016 89/02/14 Office ol the Secretary 
of the Commission 2pp 48718 027-48718 028 

8603030390 Comment on proposed rule 10CFR50 re maint programs for nuclear power 
plants Rule should nol be implemented until realistic datermlnallon ol impact of rule 
on industry has been made 

COCKFIELO.DW Portland General Electric Co 53FR47822 00017 09/02/21. Dock- 
eting & Services Brar^ch 4pp 4871 B 023 4B718 026 

8903070112 Commant on proposed rules 10CFR50 & 55 re educ & experience require 
ments for senior reactor operators & supervisors First alternative far superior to 
second alternative 

BENJAMIN,!. Maryland, Univ of. College Park. MD 53FR52716 00138 89/02/27 
Docketing & Services Branch 2pp 48762 219-48762 220 

8903070114 Comment opposing proposed rules 10CFR50 & 55 re educ & experionco 
requirements for senior reactors & supervisors at nuclear power plants, 

GRAY.CM. Affiliation Not Assigned 63FR57216 00136 80/02/27 CHILK.SJ Olfico 
Of the Secretary of the Gommiision 4pp 48762 22 1 -48762 224 

8903070117 Comment opposing proposed rules t0CFR50 & 55 re educ & experionco 
requirements for senior reactor operators & supervisors at nuclear power 
plants Alternative 2 preferable because util could still obtain non degreed operators 
SHIFFERJO Pacific Gas & Electric Co 63FR52716 00135 09/02/24 CHILK.SJ. 
Office of the Secretary of the Commission Opp 48762 225 4B762 232 

8903070119 Comment on proposed rules 10CFR50 & 55 re educ of senior reactor 
operators Alternative 2 preferable Uhl suggests that neltor be Imposed Both altornalive 
could cause Immediate & long-term impact on plant safety, 

KEUTER.DR Sacramento Municipal Utitily District B3FR52716 00133 09/02/24 
Docketing & Services Branch 2pp. 48762 233-48762 234 

8903070128 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants 
SMITH.FW Affiliation Not Asafgned 53FR52716 00105 89/02/20. Office of the Sec- 
retary of the Commission 2pp 48762 170 48762 171 

8903070129 Comment opposing proposed rules tOCFRSO & 55 re educ & experience 
requirements (or senior reactor operators & supervisors at nuclear power plants. 
WRIGHT, MJ Affiliation Nol Assigned 53FR52716 00104. 89/02/20 Docketing & 
Services Branch 4pp 48762.173-48762 176 

B903070130 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements (or senior reactor operators & supervisors at nuclear power plants 
S^INQFfELDJ Affiiiato Not Assigned 53F^527t6 00103 89/02/19 Docketing & 
Services Branch ip 48762 172 48762 172 

8903070133 Comment supporting proposed rules 10CFR50 & 55 re educ & experionco 
requirements for senior reactor operators & supervisors at nuclear power plants 
DOMINGUE2.D. Affiliation Nol Assigned. 53FR52716 00102. 89/62/13 Docketing & 
Services Branch 2pp 48762177-48762 178 

890307C137 Comment opposing proposed rules 10CFR5D & 55 re educ & experience 
requirements for senior reaclor operators & supervisors al nuclear power plants. 
WHITE.AV Affiliation Not Assigned 53FR5a7t6 00101. 89/02/11 Office of the Sec- 
retary of the Commission 3pp 48762 179-48762 181 

8903070141 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors al nuclear power plants, 
MEVER.EJ Affiliation Not Assigned 63FR527 16 00100 89/02/07. Docketing* Serv- 
ices Branch 2pp 48762*182-4 8762 183 

8903070145 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
PIERCE.KG Affiliation Not Assigned. 53FR52716 0010Q. 89/02/21 Docketing & 
Services Branch Ip 48762 Ia4-487e2* 184. 

8903070149 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants, 
RltHARDSON,S A Affiliation Not Assigned 53FR527 16 00106 09/02/21 Docketing 
& Services Branch 2pp 48762185*48762*186 

8903070152 Comment opposing proposed rutaa tOCFRSO * 55 re educ & experience 
requirements for senior reactor operators & supervisors al nuclear power plants 
CASPERSEM.LC Affiliation Not Assigned. 53FR527t6 00107 89/02/21, NRC - No 
Detailed Affiliation Given Ip 48762 187-48762 187. 
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0QO3O7O156 Gommoni opposing proposed riilos tOCFRSO & 55 re educ & experience 
raquiromenls for senior roaclor oporalors & supervisors al miclear power plants Safely 
of power planl oporation would docroaso if rulo were to become effeclive 
KNUTFl.Df KMC, Inc 53FR527 16 00137 B9/02/27 Docketing & Services Qranch 
?1pp dfl7(>? 10? 40762 212 


8903080142 Comment opposing proposed rules t0CFR50 8 55 re educ & experience 
requirements for senior reactor operators & supervisors Alternatives provide no en 
fiancemenl of reactor safely 8 reduce experience level of senior operators 
GULOS.J Affiliation Not Assigned 53FR527t6 00116 89/02/22 Docketing & Serv 
ices Branch ip 48745 250 48745 250 


0003070167 Commont opposing proposed ruloa 10CFR50 & 55 re educ & experience 
roqiiiirumonfR for sonior roaclor operators & supervisors at nuefoar power plants 
RODNC,l Affiliation Not Asstgnod 53Fn527 16 00131 89/02/24 NRC - No Detailed 
Affiliation Oivon 3pp 4 £1762 235 48762 237 

0003070100 Cominont opposing proposed rules 10GFR60 & 55 re oduc & experience 
roquiromonlb for senior roaclor operators & supervisors al nuctear power plants Offers 
mor-o roasonnhlo altornativo to require staggorod lovol of oxpertenco 
KELUtlM.MF Affdiaiion Not Asatgnod r>3rR527 16 00132 89/02/24 Docketing & 
fiorviGos Branuh 6pp AQ762 2i3 46762 2ffl 

0903070166 Cofnmonl opposing proposed rules tOCFRSO & 55 ro educ & experience 
roqulr-oinents for sonior reactor operators & supervisors at nuclear power 
plants Proposal suageslrj that current sonior operators nol prolocting safety of public 
CIUhriNI.L A, Alliliatlon Nol Assigned 53rR52716 00130 89/02/27 Docketing & 
Sarvicub Hrnrrcft 2pp ^0762 239 48762 2'tO 

8903070169 Comment opposing proposed rules lOCFRSO & 55 ro educ & experience 
roiiniromonls (or sonior roaclor oporators & supervisors at nuclear power 
plants OuosHons ability of proposed rulo to achiovo obioctivo 
■ Porjjpnd General Eloctric Co 53rn52716 00127 89/02/24 Docketing & Services 
Branch 3pp 40762 241.40762 243 

0003070171 Commonl opposing proposod rutos 10CFR50 & 55 re educ & experience 
roqulfonfiontfl for senior roaclor operators & supervisors at nucloar power 

plant 0 Exproasos con corn that losses outweigh gains r^ 

GainSTON,D Affiliation Nol Asslgnod B3F1R627 16 00129 89/02/27 NRC * No De^ 
lailou Alliliatlon Given Ip 40762 230.48762 238 

6D03Q70210 Comment opposing proposed rules 10CFR5Q & 55 re educ & experience 
raqulromonts for senior roaclor oporators & supervisors at nuclear power plants 
MACIUSKA.ri Affiliation Nol Assigned 53FR52716 00128 89/02/24 Office of Ihe 
fiorrelary of llio Comniiasion 5pp 48762 244 48762 240 

8003070227 Commonl opposing proposed roles 10CFR50 & 55 ro educ & experience 
rociulromonln for senior reactor operators & supervisors ai nutdear power plants 
CONNERl B Connor & WoUerhahn 53FR527 16 00120 89/02/23 CHtLK.SJ Office 
of \\\o Secretary ot iho Commission 5tpp 40762 249*48762 299 

0903000030 Comment opposing proposed lulos 10CFR50 & 55 ro educ & experience 
reqvjiromenls lor senior reactor oporators & supervisors Proposed rule allernaiives 
would roduco lo hotliing reactor operators advancing lo senior opormor 
PUTYL.R Aflillalion Nol Assinnod 53FR62716 00134 89/02/27 Docketing & Serv* 
loos Branch ip 40745 221*40745 221 

0003080036 Comment opposing proposed rules 10CFR50 & 55 ro educ ^ 
rGauiromonlo lor sonior reactor oporators & supervisors at Rbcloar power 
CIUrriNkL A Commonweallh Edison Co 53FR527ie 00124. 80/02/27 Docketing 8 
SorvIcoB Branch Ip 40745 235 40745 235. 

0903000030 (iommonl opposing proposed ruloB 10CFR50 & 55 
for senior roaclor oporalor (SRO) Unless grandlathored in 4*6 yrs author lo be 
locked Old of fob & doos nol Intend spending 20 plus yrs ns ^ 

VARGA, R Afiiliaiion Nol Assinnod 63 FRB 2716 0010D CD/02/22 Office of the Socre* 
tary of Iho Commission 2pp 40745 222 48745 223 

8003000045 Commonl opposing proposed rules 10CFR50 ^ 55 re educ & expena^^^^^ 

” foquiromonlo for sonior reactor oporaiors & supervisors al nucloar power 

09/02/23 Office ol the Sec* 

rolary of the Commission 2pp 48745 236 4074 j 241 
-.8903080050 ExprossGS {lisappolntmonl that NRC allemplmg to make senior roaclor 

Of lUo Commission. 4pp. 48745 230*40745’241 

Sorvlcos Brandi. 1 1 PP 40745 224 40745 234 

Ices Branch, ip 40745 242 48/45 242 
“^oqTomSnf6°lT9o"nloTttoro^^^^^^^^ 
ices Branch 2pp, 40746 243-40745 244 

8903080110 Commonl oppMing proposed 

DockoOngi 

Services Branch ^p. 40745 245 48745 245. 

8903000119 Commonl suK aftematlverSd 

i!sxrT.“K».K5.as’^'‘'" 

8903080130 offiore & 6U*p0w?so?8^o*'oemon3tral8d^ate'wK^ 

O ' '”0 

secretary of the CommlSBlon 3pp 46745.247 48746 249 


8903080150 Commenl opposing proposed rules 10CFR50 & 55 re educ & experience of 
senior operators Stalements from operators include that proposed rule unnecessary & 
will have negative impact on safety & experience more important than degree 
VARNER, JR Affiliation Nol Assigned 53FR52716 00117 89/02/27 Docketing & 
Services Branch ip 48745 251-^8745 251 

8903080153 Comment opposing proposed rules tOCFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors Alternatives pronde no en 
hancement of reactor safety & reduce experience leiiel of senior operators 
VOZEN.G Affiliation Nol Ass^i^ed 53FR52716 00118 69/02/22 Docketing & Serv 
ices Branch ip 48745 252*48745 252 

8903080157 Comment opposing proposed rules tOCFBBO & 55 re educ & experience 
requirements for senior reactor operator Operator slaiemenls include that proposed 
rule not necessary & will result in greater operator turnover rate 
HYDEN.EL Affiliation Nol Assigned 53FR527 16 00122 09/02/27 Docketr>g & Serv 
ices Branch Ip 4B745 253 46745 253 


8903080160 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors Alternatives provide no en 
hancement of reactor safely & reduce experience fevef of senior operators 
CAHLSON.D Affiliation Nol Assigned 53FR52716 00120 69/02/27 Docketing & 
Services Branch ip 48745 254-48745 254 

8903060165 Comment opposing proposed rules tOCFRSO & 55 re educ & expenence 
requirements for senior reactor operators & supervisors Alternative provides no en 
hancement of reactor safety & wilt reduce experience tovel of senior operators 
MORROW, G Affiliation Not Assigned 53FR52716 00119 89/02/22 Docketir>g S 
Services Branch Ip 48745 255*48745 255 

8903080172 Commenl opposing proposed rules 10CFR50 & 55 re education & expen 
once requirements (or senior reactor operators & supemsors Atlernalive provides rK> 
enhancement of reactor safety & wilt reduce expenence level of senior operators 
HICK.J Affiliation Nol Assigned 53FR527 16 00121 89/02/27 Docketing & Services 
Branch Ip 48745 259 48745 259 

8903080185 Commenl supporting proposed rule 10CFR50 re ensuring e'foc^er^ess o( 
mainl programs for nuclear power plants, extension of NRC authonly to BOP portico 
ot plant & misapplication of adequate protection sld pf fjackfit rule _ 

PRESTON.B A Public Service Electric & Gas Co of Jersey S 3 FR 47822 CW36 
89/02/24 CHILK.S J Office of the Secretary o! the Commission Bpp 48745 2iu- 
4B746 217 

8903000190 Comment opposing proposed rule 10CFR50 re effect^ ness of 

mainl programs for nuclear power plants Proposed maml rule should not be exempt 

(rom performing analysis in accordance w/bagtfil rule rq/02/22 

BRADHAM.OS South Carolina Electric & Gas Co 53FR47822 00020 89 / 02/22 
Docketing & Services Branch 3pp 48745 260 48745 262 

8003080199 Comment ooposino proposed rule re exempbons from rMulatory conUol 
(expanded below regulatory concern policyf NRC abdicating 
mis tvoes of waste consumer producls.mfg practices & licensed mall stora^ 

ADaKs 53FR498es001^ 89/03/21 DocksLng i SaivK0S 

Branch 2pp 48745 263-48745 264 

8903080200 Comment supporting proposed mie 10CFR50 re ensuring etfccliverwss ot 

mainl programs for nuclear pwer plahj^s n-sPRaTas? noo35 89/02/23 NRC 

H1ATT,sC Ohio Citizens for Responsible Energy 89/02/2J rrrtu 

. No Detailed Affiliation Given 3pp 48745 265-48745 267 

89O30BO201 Comment opposing proposed rule 10CFR50 re ensurir^ 

^int ptoorStoT^nucK poww plants Bulamak,n(i will '"'"'ei mamt 

enhancemem as licence *>®FKIrack to assure^esenp ive ZECK.l W 

GRIFFIN.BL Florida Power & Light Co 53FR47822 oooib 
C ommissioners 3pp 46745 266 46745 270 

Affiliation Gwen 5pp 48745 271*48745 275 
«9030eO209 Comment on ptopos^ '.“'llllPrtTo'rasoST""’ 

KAMMERER.CC 

State, Local » Indian Tribe Ptoarams 2pp 40745 276 48748 27/ 

0903000213 comment oppesing 

SSssio™Sy'ir^^^^^ "power 00025 80/02/24 

«W«rerron?e^l.s^on.r 

0903000216 comments on P-t^rAutor’S 

SwSS.feSw-“"""‘"“ “ 

9903000219 comment supporting proposed Chapter 1 re poltay statement on exemption 
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8903060221 Comments on proposed rule 10CFRS0 le ensuring effectiveness of mafnC 
pfoarams for nuclear power pianta 

BEED.C Commonwaalih Edison Co> 53FR4 7822 00036 89/02/Z7 CHltK.SJ Office 
of the Secretary of the Commission 16pp 48745 276 48745 293 


8903088337 Comment opposing proposed rules fCCf R50 & 55 re education & expeii* 
ence requirements for senior reactor operators & supervisors at nuclear power plants 
JOHNSO^J.JW Affiftalion Not Assigned 53FR527t6 00140 89/02/t0 OocKating & 
Services Branch 4pp 46744 178-4^44 ffll 


8903060222 Comment opposing proposed rule IQCFRBO re ensuring effectiveness of 
mainl programs (or nuclear power plants, Concerned lhat rule wifl undermine efforts to 
effect malnl properly & will redirect resources from real Improvements 
LEE,B Nuclear Management &. Resources Council (NUMARC) (formerly Nucfear Ulidly 
Manage 53Ffl47822 00038 69/02/27, CHIUK.SJ- Office of the Secretary of the 
Commission 260pp 48744 199 48745 101 

8903080223 Comment opposing proposed rule 10CFR61 re definition of high fevef 
waste & disposal of grealer-lhan Class C waste (GTCC) Rule fails to ack comprehoH’ 
$ive scheme for developing policy for disposal of GTCC wastes 
KAYAE Energy. Dept ol 53^17709 00034 86/08/30 Docketing d Services 
Branch Itpp ^6745 294 48745 304 

8903080 228 Comment on proposed rule tOCFRSO re ensuring effectiveness of mainl 
programs for nuclear power plants 

CONWAY, WF. Florida Power Light Co 53FR47aa2 00039 09/02/27 CHfLK.S J 
Office ol the Secretary of the Commission 7pp 4B745 305-46745 311 

6903080235 Comment on proposed rule 1OCFR50 re ensuring effectiveness of maint 
programs for nuclear pov/er plants New rules will divert resources & attention from on- 
going improvements resulliixg from existing 10CFR50 65(b)(t) (16) initiatives 
BOOKER, JE Gu« Slates Otilities Co 53FR47e22 00021* 89/02/23 Office of the 
Secretary of the Commisslori 2pp 4B74531248745313 

6903060241 Comment on proposed rule t€CFR5D re ensuring effectiveness of maint 
programs for nuclear power plants Rule unnecessary considering recent industry initia- 
tives for Improved maint 

LEONARD, JO* Long Island Ughling Co 53Fft47e22 00027. 89702/24 CHltK.SJ 
Office ef the Secretary of the Commission 6pp 48745 314 48745 310 

8903080243 Comment opposing proposed rule t0CFR50 re ensuring effectiveness of 
mainl programs for nuclear power plants NRC failed to demonstrate lhat there is ir^- 
duslry maint problem & therefore lacks lusHflcationr for rule 

SHIFFER.J.D Pacilic Gas & Eloctiic Co 53FR47822 00022 69/02/23, CHILK.SJ 
Office of lha Secrelaiy of the Commission 1 13pp 46745 341-46748.093 

6903960245 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants 

BRONS.J C New York Power Authority (formerly Power Authority of tha Slate of New 
York) 53FFt47e22 00040 69/02/27 CHILK.S.X Office ol the Secretary ol the Com- 
mission 7pp 48745*181 -48745 187 

69030B0S62 Comment opposing proposed rule 10GFR50 re maint programs for nuclear 
power plants Util endorses comments Mad by NUMARC & Nuclear lIUI Backllttlng & 
Reform Group Rule falls lo provide basis for cfetermlnlng effaclive maint program 
EDWARDS.D W. Yankee Atomic Electric Co 5aFR47822 00028 80/02/27 Docketing 
& Services Branch 3pp 48745 320 48745 322 

8903060269 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
main! programs for nucloar power plants, Ukl convinced that most ol existing main! 
programs do not constitute public health &. safely concern 

TUCKER,HB Duke Power Co 53FR47B22 00019 80/02/22 Docketing & Services 
Blench 7pp 48745:174-46745 160 

6903980261 Comment opposing proposed rule 100FR50 re ensuring effectiveness of 
main! programs for nuclear power plants. Developmont of Indualry mainl program sld 
unnecessary. Sufficient info available In NRC policy statement* 

FOX.G H. tonnessee Valley Authority* 53FR47832 00026, 89/02724. Document Con- 
trol Branch (Documenl Co nVol Desk) 9pp 48745323-48745*331 


B90a0BQ-tO4 Comment opposing proposed rules 10CFR50 & 55 ro educ S experience 
requirements lor senior reactor operators & supervisors at nucloar power plants 
HICKS, M M UlihlY Workers Ur^ion of America 53FR527t6 00156 89/02/27 Docket 
ing & Services Branch 4pp 48744 174 46744 177 

6906060406 Comment opposing proposed rules 10CFR50 & 55 re educ & experienco 
requiremanis for senior reactor operators & supervisors at nuclear power plants 
HINE8,JJ Affiliation Not Assigned 53FR62716 00171 89/02/23 Docketing & Serv- 
ices Branch tp 46745 167-48745 167* 

8903080412 Comment opposingg proposed rules 10CFR50 & 55 re educ & experience 
requirements tor senior reactor operators & supervisors at nucloar power plants 
ENTEHLINE.GP AfWratton Not Assigned 53FR62716 00160 80/03/02, NRC - No 
Detailed Affiliation Given 2pp 48745*165 46745 166 

6903080420 Comment opposing proposed rules 10CFR50 & 65 re educ experienco 
requrrementa for senior reaeforr operators & supervisors at nucfear power pfanis 
COGSWELL, S M Affiliation Not Assigned. 53FR52716 00157 69/02/19. Office of the 
Secretary of Cho Commission 4pp* 40744 170-48744.173 

8903060422 Comment on proposed rules 10CFR50 & 65 re educ experience requlro- 
ments for senior reactor operators & supervisors at nuclei power ptanls.FIrat alterna 
live could possibly inhibit car a or progression 

* Detroit Edison Co 53FR62716 OD139, 69/02/07 Docketing & Services Branch, 2pp 
48745-163 4B746104 

6903000427 CJornmenl opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements tor senior reactor operatofs & supervisors at nuclear power plants 
D^ID.SA Pacific Gas 8 Electric Co. 53FR62716 00145 69/02/21 Docketing & 
Services Branch* 3pp 48744:167-46744*169* 

890-3030430 Comment epposmg proposed rules 10CFR60 A 65 ro eduo & experience 
requirements for senior reactor operalors & supervisors at nuclear power plants 
pfeAlN.G, Now Ya/k, Siaie Unhr of, Albany, NY S3FHS27W 00168 89/02/23 
Office of the Secrolary ot lha Commission 2pp, 48746.161-48745 162 

8903000431 Comment opposing proposed rules 10CFR60 & 55 which require degrees 
of senior oporators & shirt supervisors Both alternalrvos wouW confrlbufe fo lower 
morale among reactor operators 

SAMPSON.SE Affiflahon Mol Assigned. 53FR527t6 0014 f 80/02717 Office of the 
Secretary of the Commission 3pp 48745 157-46745 159 

8903080432 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants 
FACCHINA.R E All illation Not Assigned. 63FR52716 00168 89/02/22. Docketing & 
Senflces Branch 1p 4B744.166-4&'M4'ie6 

6903080433 Common! opposing proposed rules 10CFR50 & 65 re edge S, expetlonce 
requiraments (or senior reactor operators & supervisors at nuclear power plants Botli 
alternatives wilt reduce experience levels of reactor operators, 

HJLL,T.M AffiUatlon Nol Assigned 63FR52716 00167, 89/02/23, Docketing & Serv- 
ices Branch Ip 46745*160-48745,160 

8903080434 Comment opposing proposed rules 10CFB50 & 55 re educ & experienco 
requifsmenis for senior reaclor operators & svporvisora af r>uclear power plants 
SIMPSON JJ AlNIalion Not Assigned 53FR527 16 00161 B9/03/01. Commissioners 
Opp W44 163-48744,185. 


8903060262 Comment opposing proposed lule tOCFRSO re ensuring elfecUveness of 
main! program a for nuclear power plants Concerned that resourcos that would bo re 
quired to rmplemenl proposed requirement would not result in belief maint 
UOFLIN.LI. Carolina Power & Light Co 53FR47622 00034. 89/02/27 CHILK.SJ, 
Office of the Secrelaiy ol lbs Commission, 9 pp 48745,332-48746*340. 


6003080437 Commonf opposing proposed rules 10CFR50 & 55 re educ & exporlarrco 
requirements lor senior reactor operators 

WINFREE.JP* Affillatfon No( Assigned 53FR527(6 00146. Bmzm. HOVLEJ.C. 
Office of the Secretary ol the Commission ip 48745 154 •48745. 166, 


6903009274 Comment supporting proposed rule KX^FRBa re ensuring effectiveness of 
mainl programs for nuclear power plants 

CAMPBELL J*G Arkansas Power a Ugh\ Co 53FR47022 00029. 69/02724. 
CHILK.S J Office of the Secrelary ol the Commission 4pp 48745,170-48745*173. 


0 903060440 Commonl opposing proposed rules 10CFRBO & 65 re educ & experience 
requirements for senior reactor operators & supervisors at nucfear power pfantB. 
REED.C. Commonwealth Edison Co 63FR52716 00162* 80/02/27 CHILK.SJ, Olflco 
ol the Secretary of tha Commission, 8pp 48745,146 48745*153 


6903080265 Comment on proposed rule 10CFR58 re ensuring effectiveness ol main! 
programs for nuclear power plants Potentially adverse aspects ot proposed rule In- 
clude poor definitions of maint & balance of- plant .mainl surveillance & OA 
BREY^f L* Public Service Co of Colorado 53Fft4782Z 00024, 80/02/24 CHILK.SJ 
Office of the Secretary of the Commission 3pp 48745*256-48745 256. 


8903080444 Comment supporting proposed Chapter 1 re policy stalament on exomgilon 
from regulatory control.Recommends that NRC adopt numeric value for Individual 
dose criterion in range of 10-20 mrem 

USHtNOJ, Affiliation Not Assigned, 53FR40B86 00189 89/02/27. Docketing A Serv- 
ices Granch, 2pp 48745 219-48745 22D. 


S9O3D6O208 Commerit opposing proposed lute tOCFRSO re ensuring effectiveness of 
msinl progiams lor nucloar power pJanls Agraes w/NUMAHC assessment of impact 
& belief that maint rule likely to disrupt current elforta & set back progress 
SULL1VAN.J,L, General Public Ublilies Coip - GPU Service Corp, 63FB47e22 00023 
89/02/24 Docketing & Services Branch, 2pp 46745 168 48745.169 

6903080320 Commenl supporting proposed rule 10CFR5Q re ensuring effectiveness of 
mainl pro grams for nuclear power planls, 

CESARE.5,G Sy8lerr> Energy Resources, Inc 53FR47ea2 00030. 89/02/25* Dockeh 
ing & Services Branch Ip 48744-1 S7 48744*197, 

$903080340 Commer>l on behalf of OCRE re proposed lule ccmcerr^ng OL emend 
request Amend request, as subrhitled.delicient because stability analysis not conduct 
ad, 

HIATT.SL Ohio Cflizens for Responsible Energy 64FR5177 OOOOt 69/02/22. Prinl- 
fng S Audiovisual Services Branch 2pp 48822,001-48822,002 

8003050359 Commenl oppcsinp proposed mle 10CFR60 re ensuring eifeckveness of 
main! programs for nuclear power plants. 

REYNOLDS.NS Nuclear lilriily Backfilling & Reform Group* B3Ffl47B22 00032. 80/ 
02/27, CHILK^SJ. Office ol the Secretary of the Commission. l&pp. 48745:104- 
48745 121 

$903090368 Comment opposing proposed ruie 10CFR50 re a/>sur)ng ©Ifeobveness of 
maiM programs for nuclear cower plants. 

REYNOLDS.N.S. Bishop. Cook, Purcett A Reynolds 53FR47e22 OCWWl 89/02/27, 
CHILK.SJ. Office ot lha Secrolary ol the Commission* 16pp. 40744*182 46744,106 


6903080450 Comment opposing proposed rules 10CFR60 & 66 re educ & experienco 
requiremanis for senior reactor operators & supervisors at nuclear power plants 
LARSON, CE. Norlharr^ States Power Co 63FR52716 00166 89/02/23. CHILK.SJ* 
Office of lha Secrelary of the Commission 3pp 48785*109 48785:111. 

8003090457 Comment eupparf/ng proposed rules 10CFR50 & 55 re educ eKper/enca 
requirements lor senior reactor operators & supervisors at nuclear power plants, 
DfLLfCH,J-C. Affrilalton Not Assigned 63FR627fe 00165, 69/02/23. Docketing S^ 
Services Branch. Ip 4B745 145 48745*145 

6603000463 Comment opposing proposed rules 10CFR50 & 65 re eduo & experience 
requirements for senior reaefor operators & supervisors af nucfear powoi 
plants Requirement would be detrimental to morale 

LAFLELfR.M.G AffillaUon Not Assigned 53FR52716 00164 69/02/22 NBC - No Do 
tailed Affiliation Given. 2pp. 46745.143-48745*144 

$903080464 Comment opposing proposed rules 10CFR50 & 55 re requiremer^t that re 
actor operators have engineering degrees 

TH0MAS,E F, Alfillatlon Not Assigned. 63FR52716 00147. 89/02/22. ZECH.L CoiT 
mlsslofiers 2pp, 40746. 102-4e74& 103. 

8903080467 Comment opposing proposed rules 10CFR60 & 65 re eduo & experlanc 
for senior reactor opera lore, Proposw rule lo require bachelor degree for senior operj 
tor posilioo Qoas loo far does not Improve reactor safety or public safety. 

HOOVER J.B AfWialion Nol Assigned 53FR62716 00149. 89/02/26. NRC - Nc l> 
failed Alfilialion Given. Ip, 48744*162-48744*162 
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89030B0472 Comment opposing proposed Chapter 1 re policy statement on oxomption 
from rogulatory control Town officials conctudo that disposal of low level wasta m 
local landfills will result in long-torm impact on groundwater quality 
GRIFFIN, WR Plymouth. MA 53FR498fl6 00190 69/01/12 ZECH.L Docketing & 
Services Brar^ch 1p 40745 216 40745 216 

89030B0474 Comment opposing proposed rules 10CFR50 & 55 re educ, & experience 
requifemefTls tor senior reactor operators A superv,sors at audoar power 
piants Establishment of programs for operators to earn dooross would ho expensive 
NOWELL.WD Affiliation Not Assigned 53FR52716 00143 09/02/20 Docketinq & 
Services Brar^ch 2pp 46744 160 46744 161 

6903060479 Commenl opposing proposed rules 10GFR50 & 55 ro oduc & expencnco 
requirements for senior reactor operators & supervisors at nuclear power plants Both 
alternatives do not provide enttancemont o( roaclor safely 

KAPCHINSKE.M Affiliation Not Assigned 53FR52716 0014B 69/02/22 Docketing 6 
Services Branch 1p 46745 142 46745 142 

89D30B04B2 Comment opposing proposed Chapter 1 ro poti[:y stale meat on exemption 
from regulatory control 

BARES.F AKiliation Not Assigned 53FR4QQB6 00182 69/01/16 NRC No Detailed 
Affiliation Given 2pp 48745 140 46745 141 

0903080483 Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control Util agrees w/Healih Physics Society &, recommends that 
below regulatory control doso value be in range ol 10 20 mrom per yr 
SHIFFER.JO Pacific Gas & Electric Co 53Ffl498a6 00191 69/02/27. Document 
Control Branch (Document Control Desk) 2pp 46765 107 48765 10B 

6903080487 Common! on proposed rules 10CFR50 & 55 ro educ & oxperienco require- 
menis for senior reactor operators & supervisors No lust reasons exist for relenlloss 
Commission efforts indicating operators not sufficient & require more oduc 
BURNETT.S Affiliation Not Assigned 53rR52716 Q0150 09/02/23 Office of the 
Secretary o! the Commission 4pp 40744 156 40744 159 

8903080491 Comment opposing proposed rules 1QCFR50 & 55 ro oduc & exponence 
roquiremenls for sorxior reactor operators & supervisors at nuclear power 
planfs Proposed rules proi»lcfo no enhancemenl of reactor safely 
THEESFELD.T.L Adiliatlon Not Assigned 53FR527 16 00151 69/02/26 Docketing & 
Services Branch tp 46744 155 46744 155 

8903080494 Comment opposing proposed rules 10CFR50 & 65 ro oduc & oxpoilonco 
requirements for senior reactor operators & supervisors at nuclear power plants 
• Adiliatioh Not Assigned 53FR52716 00170 69/02/22 Oockoling & Services 
Branch Ip 4Q744'1 54 48744 154 

8903980500 Comment supporting proposed Chapter 1 ro policy slaiemoni on oxomption 
from rogulatory control 

LQRENZ.RW Alfihatlon Not Assigned 53FR4g886 00186 69/02/22 CHIUK.SJ 
Office of the Secretary of the Commission 7pp 46745 133 46745 139 

8903080504 Comment opposing proposed rules 10CFR5Q A 55 ro oduc A exponenco 
regulroments for senior reactor operators & supervisors at nuclear power plants 
VARGO.GJ Affiliation Not Assigned 63rR52716 00163 69/02/21 CHILK.SJ. Office 
of Ihe Secretary of the Commlsaon 4pp 46745 129 48745 132 

8903060507 Comment opposing proposed rules lOCPRSO A 65 re oduc A experience 
requirements tor senior reactor operators A supervisors at nuclear power plar^tsRulo 
will cause career stagnation A animosity among operators 

GOODIN.RC Commonwealth Edison Co 53FR527 16 00152 80/02/26 Dockollng a 
Services Branch tp 40746 126*40745 126. 

8903080508 Comment opposing proposed Chapter 1 re policy slatoment on exemption 
from rogufafory confrof 

HALLOCK.J. Affiliation Not Assigned 53rR498G6 00160 09/02/27 Ofitco of Ihe Sec- 
retary of the Commission ip 48745 127 46745.127 

8903080516 Comment supporting proposed Chapter 1 ro policy sialomonl on oxompllon 
from roQuialory confroi 

PRICE, DC California Radioaclivo Materials Managomonl Forum 53FR4DDQ3 001Q7 
89/02/23. CHILK,S Office of flio Socfolary of Tbo Commission 4pp 4B745123 
48745 1?6 

89030605 IB Comment opposing proposed rules 10CFR50 & 55 ro oduc & oxperlonco 
requirements for senior reactor operators & supervisors at nuclear power plants Rule 
would result in greater operator turnover rate 

GlBBS.Dd Affiliation Not Assigned B3FR52716 00153 60/02/26, Docketing A Serv- 
ices Branch 1 p. 46745’ 1 22 48745' 1 22 

8903080519 Comment opposing proposed rulos 10CFR50 & 55 re degree requirement 
for r\uclear plant operators. 

PETERSOhTd Professional Reactor Operator Society 53FR52716 00164, 89/02/25 
Docketing & Services Branch 26pp 46744 126 4B744'163 

8903080522 Comment opposing proposed Chapter 1 le policy stoloment on oxomption 
from regulatory control 

RUSSELL, K Great Lakes United 63rR40a08 00103 80/02 /lO NRC - No Detailed 
Affiliation Given Ip 48744 125-4D744'125 

8903080523 Comment on proposed rules 10CFR50 A 65 re educ A experience require- 
ments of senior reactor operators & supervisors, Requirement for educ from source 
other than industry will probably cut into kme ailotfed for training now recoivod 
COOPER.M D Profeasional Reactor Operator Society 63FR 527 16 00142 09/02/19. 
NRC - No Oefalied Affiiiation Given 4pp 46744 121-46744 124. 

8903060528 Comment opposing proposed rules 10CFR5O & 55 ro education A experi- 
ence requiromenis for senior reactor operators & supervisors at nuclear power 
plants Neither allernalive would Incroaso level of safety 

GALLAQHER.JW Philadelphia Electric Co 53FRB27 16 00165. B9/02/27 CHIUK.SJ 
Olfico of the Secretary of the Commission 6pp 46744 115-48744't20 

B9030BQ529 Comment opposing proposed rules 10GFR50 & 55 ro oduc & expanenco 
requirement for senior operators Operator comments include proposed rule unnecea* 
sary A will adversely impact on safety & experience more important than degree 
SANOERS.G R Affiliation Not Assigned, 53FR52716 00160 80/02/28 Docketing & 
Services Branch 1p 48744 114-46744'1 14. 


8903080535 Commenl opposing proposed rules 10CFR5O & 55 re educ & experionco 
requirements for senior reactor operators Noilhor altornative necessary & no demon 
slraled safety benefit realizorf if AUernalivo 1 cmplemc-nled 

PUZAUSKAS.J Affiliation Not Assigr^ed 53Ffl527t6 00144 69/02/21 Docketing & 
Services Branch 2pp 40744 11? 46744 113 

8903080542 Comment opposing proposed rules 10CFR5O & 5b re educ & experience 
roquiromonls tor senior reactor operators & supervisors Alternativos provide no en- 
hancement of reactor safely & will roduce oxperienco level of senior operators 
PALANYK.TS AfW'afton Not Assrgned 63Ffl527 18 00159 80/03/01 Dockelmg A 
Services Branch ip 48744 11 1 48744 111 

8903030001 Comment opposing proposed rules 10CFR170 & 171, "Rov of Foe Sched 
ulos *■ 

HOVLE.Oe US Council for Er^ergy Awareness 53FH24077 D0033 86/07/26 Dock- 
eting & Servicos Branch Ip 46753 016 48753 016 

8903090004 Comment submitting constituent concerns opposing proposed Chapter 1 re 
policy slaternent on oxemphon from regulatory control 

biNGELL.JD Mouso of Rop . Energy & Commerce 53FR49C06 00164 89/02/22 
ZECH.L W Commissioners 1p 46753624 46753 024 

8903090005 Comment supporting proposed Chapter 1 ro policy slatoment on exemption 
from fCQuIalory control 

OUEENER.R Affiliation Not Assigned 53Fn49fl86 00165 69/02/20 CHILK.S Office 
of the Socrelary of the Commiasiori 7pp 40753 017-46763 023 

B903100137 Commenl on proposed rule 10CFR50 ro ensuring oifeciivenesa of maint 
programs for nuclear power plants Endorsos NUMARC comments Proposed rulo will 
not conlnbuto signiticarvity 1o bettor programs 

SCHERER, A E Combustion Engineering, tnc 53FR470g2 00064 89/02/24 

CHILK.S J Offico of the Secretary of the Commission 1 p 40006 234-46006 234 

8903100150 Comment opposing proponed rulos 10CFRB0 & 55 ro educ A oxperionco 
requJremo/ito tor sormr reaclor oporaiora & supervisors at nadaar power 
pi arris Proposed altornallvos unfounded & would contribute to highor turnover rate 
KEISIC.O J Detroit Edison Co 53FH52716 00172 89/02/07 Dockollng & Sorvicoa 
Branch 2pp 46D06 230 4BB06 23 1 

6903100155 Comment opposing proposed Chaplor 1 ro policy slatomonl on exomplion 
from roqulofory control 

SHARP,J Affiliation Not Assigned 53FR496aB 00192 89/02/27 Docketing A Serv 
Ices Branch Ip 48606 229 48806229 

8903100164 Comment on proposed Chapter 1 re policy alalomonl on exemption from 
regulatory control Concurs w/concept of numeric below regulatory concern dose 
vamo 

SELMAN.RL Arizona Nuclear Rower Protect (formerly Arizona Public Service Co) 
53Fn490O6 00194. 00/03/01 CHILK.S Office of lha SeCfOtflry of the Commission 
ip 46606 228 48606 228 

8903100167 Comment on proposed rulo 10GFR50 ro maint program at nuclear 
plants Proposed maint rule has polanlial to significantly undormino util Inillativos & 
direct limited rosourcos away from roal tmprovomonts In main) 

KEISER,H,W Pennsylvania Power & Light Co B3FR47822 00063 89/03/02 
ZECH.L W Commissioners 2pp. 48806 167-40606 1GB. 

8903100175 Comment opposing proposed rules 10CFR5O & 55 re educ A experience 
roquiremenls for senior roaoior operators & supervisors at ttucloar power 

S lants Training & oduc ato not mutually exclusive 

/HITTIER.QD Maine Yankee Atomic Power Co 53FR527ia 00173 89/02/28, 
Docketing & Servicos Branch 5pp 40606 223 48606 227 

8903106196 Comment supporting proposed Chapter 1 re policy statement on oxempiion 
from regulalow control Agroos w/rocommendatlons & IlmUs proposed by Health Phys- 
ics SociGty in L Taylor Itr to Comml!,sion 

ESPENAN.GD Affiliation Not Assigned 53FR49Q86 00103 80/02/27 CHILK.S 
Office of the Socrolary of Ihe Commission 2pp 40866 220 46608 221 

60031Q0199 Commont opposing proposed rulo 16CFR50 re ensuring effectiveness of 
maini programs (or nuclear power plants. Industry development o! maint slds will be 
olfoctlvQ moans of assuring quality of nuctoar maint programs A practices 
HIGHFILL.KL Boston Edison Co 53FR 47822 00066 09/02/27 CHILK.S J Office of 
the Secretary of the Commission Ip 40608.331 48608331 

8903100291 Comment opposing proposed rules 10CFR50 & 65 re oduc requirements 
for oporaling peraonnot at nuclear power plants NRC staled advantages very soft & 
reasoning does not provide any basis for lustifylng proposed rule 
FAY.CVY Wisconsin Eloclrlc Power Co 53FR52716 00174. 89/02/20. Docketing A 
Servicos Branch 6pp 40808‘161 46606 166 

8903100209 Comment opposing proposed rulos tOCFRSO & 55 ro oduc & experience 
requiroments (or senior reactor operators dc supervisors at nuclear power plants 
HOBBS, PS Affiliation Nol Assigned 63FR52716 00176. 69/03/01. Offico of the Soc 
retaiy oltho Commission 4pp 40 BO0'3 27 46806 330 

8903100216 Commonl opposing proposed rule 1QCFRS0 ro ensuring effectiveness of 
maint programs for nuctoar power plants Industry supporting trend towards enhancing 
maint programs as discussed in NUMARC comments on rule 
GOLDBERG,J H Houston Llghling A Power Co. B3FR47822 00060 80/02/24. Dock- 
eting A Services Branch Ip. 4B8 q6 222-40806 222, 

8903100229 Comment opposing proposed rufe 10CFR6O ro onsiirirvg effocfweness of 
maint programs for nuclear power plants Util supports MUM ARC position on proposed 
rufo 

SHELTON.DC Toledo Edison Cp 53 FR4 702 2 00065 89/02/87 CHILK.S J Office of 
the Secretary of the Commission 2pp, 46806 232-46806 233 

8903100231 Commont opposing proposed Chapter 1 ro policy statemanl on exemption 
from regulatory cortUol Policy increases radioactive contamination of land A water 
FARQUE,SE Affiliation Not Assigned &3FR4gB66 00195. 69/03/05, Ollicd ol lha 
Secretary of tho Commission. Ip 48806.326 48806 326 
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0903100232 GomnnofU siipportinQ proposed tulo 10C:f=fl{)0' ro onsufinQ aficclivoness of 
mairil pro^rnrob for nuclear powor pl-ants Rosourcos to achiovo specific sofoly & por- 
formonco in^rovQmflnl goafs morooffoctwo (hon program mnlic offorts 
WIISONiR r Qatjcock & Wilcox OpoTolirtg Plants Owners Group 53Fn'17B22 00040 
00/02/2B ZECH.L Commissioners 2pp 40806 332 40006 333 


a903i00364_ Final rule lOCFRa, ‘Mnformali Hearing Procedures for Matls Licensing Adju 
dicalions '' Rule would allow conduct of informat adjudicatory heannos >n maJJs J'ceas 
mg proceodings 

CHILK,SJ Oflico of ihe Secretary of tha Commission 52FR20089 89/02/23 52 oq 
48806 254-40806 305 


a903t0Q23Q Comment ori proposed riito lOCFFISO lo ensuring offcclivenoss of maint 

f rrogmms for miclear power plants Indus Iry actions in maint area offeciivo w/con1inu 
no Tniprovomont across irdustiy Balance of plant equipmonl Inappropriate 
WiDEliL.RC Florida Power Cofp (subs ol Florida Progress Corp) 53FR47022 
00062 09/02/26 CHILK.SJ Of lice of llio Secretary of iho Commission 2pp 
40006 t&O 4606G 160 

B903100262 Commoitl on pr^osod riilo tOCriHSO ro malm for nuclear plants Slrongly 
support MOM ARC position & emphnsizo that rulo unnocossary w/many foqiiirod pro- 
grcirn ojnmonls already in place at plant Ruto would do <noro harm than good 
KAPLAN, A Cleveland Fleclric Illuminating Co 53FR47622 00061 69/02/87 

CHILK S vl Olfico ol Iho Secfeiary ol the Commission 2pp 48006 235 40806 236 

0903160274 Comment opposing nropusod rulo tOCrnSQ ro onburing elfocliveness ef 
rraint progioms (or nuclear power plants Propoaod rulo may be dolrimenlal lo safely 
by discouraging potontiolly superior maint praclicos 

MEGnEDV^nC Rochostor Qas & Etoclilc Coip 53FR4702P 00067 89/03/01 
CHILK, S J Office of tha Socroiary of Iho Commission 2pp 48606 324 40806 325 

6603100289 Common I on proposoU rules lOCFRSO & 55 ro ecluc & cxporionco require 
monts for operators Many oporalors havo stated (hat proposed rufo not riGcossary.will 
have negative impact on safoly & oxperlonco moro important than bachelor degrcQ 
ALLEY.PM Aim lotion Not Asslgnod 63FR527t6 00176 69/03/06 Dockatlng & Sorv 
tfiOs Branch fp 48006 170-48606 170 

6903180298 Commont opposing projjosod rulo 10CFR5O re mninl programs at nuclear 
plants PfopobQil rule would rocjuiro o5tflblishn\ont of maint programs based on reg 
guldos that havo not boon dovolapoci, proposed or approved 

BUnSKi,R F Louisiana Power & llshl Co 53FR4/322 00059 D9/02/28 Dockoling & 
Snrvicos Branch 2pp 46606 171 4CQ06 172 

0903100302 Commonl opposing proposod rulo lOCFRSO ro ensuring offectivonoss of 
maint programs for nuclear power plant's Rulo will not Improve moinLroliabilUy or 
anfoly of Arizona Nuclear Power Prolocl plants 

KARNEFt.DB Arizona Nuclear Power Prolect Uormorly Arizona Public Sorvico Co) 
53FR47a22 00048 00/OP/P7, Docketing & Sorvicos Branch 5pp 48006 318 
48806 323 

8003106383 Conrmorit opposing proposed rules lOCFRSO & 55 ro acJuc & experLonce 
rcquiromonls (or oporalors 

PiTCHrORD.TE AKillallon Not Assln-ned 53FR52716 00175 00/03/08 Dockoling & 
Sorvlcos Branch Ip 46Q06 tGO-48806 160 

0903100317 Commont opposing proposed rulos 10CFR50 & 56 re educ & oxpodenco 
rotjulromerrls for senior reactor oporators ^ supervisors Proposod rulo will docrease 
Opernllnn crow oxpor^onco & Increase senior operator/ supervisor turnovor 
MURPHY^WR Vermont Yankoo Nuclear Power Corp 53FR5271C 00177 00/03/03 
Ijockoling A Sorvlcos Branch Opp 40806 173 40806 100 

6603100310 Commanl opposing proposod rulo 10CFR56 ro ensuring oflcciweness ol 
mninl programs for nuclear powor plants Lfteclivo maint programs losult from ekllled 
6. dodlcalGd employoos & not from boittg regulated into being 
LARSON.CE Norlhorn Slaloa Powor Co 63FR47e22 00050 80/02/24 CHILK.SJ 
OPiCe Of tho Socrolary of Iho Commleaion 4pp 48008313 48806 316 

6983100327 Comment opposing pror>o<iod rulo lOCfRSO to maint at nuclear 
plants Suftpof la NUMARC commonte Rule unnocoasary lo Improvo maint at nuclear 
power plants 6i will be dolrimontat to plants w/oflective maml programs 
STeiNMAnDT.G,n Wisconsin Public Sotvico Corp 53FR4782Q 00054 80/02/27 
Dockoling & Services Branch, 27pp 46800 161 46800 207 

8903100332 Final rule 10CFR2, *'lssimnca or Amond of Power Reactor Ltcenso or 
Permit roJIowing Inilial Decision " Rulo revises regulations re when license, perm it or 
amend can be issued following adjudicatory decision rosotvlrig issues, 

CHILK.SJ OKico ol tho Secretary of Iho Commission B2f^3442 09/02/16 lOpp 
48906 210 48806 210 


6903100386 Commom opposing proposed rule 10CFR5O re en'^uring effectivonoss ol 
mainl programs for nuclear power plants Ulit committed lo goal of achieving improved 
reliabiliU & safety through belter maint 

HAIRSTON.WG Georgia Power Co 53FR47B22 00041 89/02/2? CHILK.SJ Office 
of the Secretary of me Commission 4pp 48806 250-48806 253 

8903160388 Comment opposing propo'ied rule 10CFR50 re maint at nuclear power 
plants Rule nol reeded to cause maint improvements 

PRYOR.C W. Babcock & Wilcox Co 53FR47822 00047 89/02/2? ZECH.L Commis- 
sioners 5pp 48806,240-48805 244 

0603100391 Comment opposing proposed rule 10CFR50 ro ensuring effeclivenass of 
maint programs for nuclear power plants Supports NUMARC position Proposed rule 
will hind or important Initiatives lo improve maint 

BRAM.SB Consofidated Edison Co of New York, fne 63FR47fl22 00046 89/02/24 
CHILK.SJ Office of the Secretary of the Commission 2pp 48B06 245 48806 246 

8063100409 Comment opposing proposod rule 10CFR50 re maint programs for nuclear 
power plants Endorses NUMARC commonls Major concern is lack of dGmonstralod 
need for rule since most ulils already have effective maint programs 
SCHNELL.DF Union Electric Co 53FH47822 00055 89/02/27 CHILK.SJ Odjce of 
the Socrolary of tho Commission 3pp 48008 247-48806 249 

8903100416 Comment opposing proposod rule 10CFR50 re ensuring effectiveness of 
mairrt programs for nuclear power plants Issuance of rule could result in present suc- 
cessful industry ettorls being redirected w/no clearly identified benefits 
JOHNSON.WJ WealsnghousB Electric Corp 53FR47822 00056 89/02/23 

CHILK.SJ Office of the Secretary ol the Commission 2pp 48006 238 48606 239 

8003100425 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
mainl programs for nuclear power plants Supports NUMARC views in opposition & 
concerned that rule mi^ be detrimental to ulifs continued improvements 
THOMAS, G S Public Service Co of New Hampshire 53FR47822 00057 09/02/27 
CHILK.SJ Office of Ihe Secretary of ihe Commission Ip 48006 237-48006 23? 

09031 0047 1 Comment opposing proposed rule 10CFR50 re maint at nuclear power 
pfants Industry efforts of self-assessments per INFO Guideline 85 038 useful NRC has 
nol demonstrated that utils do nol have established maint programs 
CARTW RIGHT, W R Viminra Power (Virginia Electric & Power Co ) 53FR47822 00058 
89/02/27- CHILK.SJ Office of the Secretary of the Commission 2pp 48806146- 
46886 147 

B9 031 004 77 Commenl opposing proposed rule 10CFR50 re ensuring effectiveness of 
mavnt programs for nuclear power plants 

CREeL.GC Baltimore Gas Bt Electric Co 53FR47822 00045 89/02/24 Docketing & 
Services Branch Qpp 4BB06 148 48806 155 

9903100487 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants Sufficient documentation not provided to 
demonstrato that nuclear plant maint warrants regulations m maint area 
GALLAGKER.J W Philadelphia Electric Co 53FR47822 00044 89/02/27 CHtLK.S J 
Office of Iho Secretary ol tho Commission 3pp 40607 007-46807 009 

8903100489 Notice ol 890130 & 31 public meetings to obtain input on proposed rule 
10CFR35 ro OA in medical use of byproduct matt 

MORRIS.B.M Division ol Regulatory Applications (Post 870413) 52FR36942 89/01/ 
11 3pp 46806 156-46606 156 

9903100531 Proposed rule 10CFB50. "Acceptance of Products Purchased lor Use in 
Nuclear Power Plant Struclures.Sys & Components " Rule would require enhanced 
acceptance procedures including receipt insp & testing of products purchased for 
plant sys 

CHILK.S J Office of the Secretary of Ihe Commission 54FR0229 89/02/20 22pp 
48806 348.48007 006 

8903100565 Handout for meeting between NRC/NUMARC on 890222 re proposed 
rulos on internal dose 

* NRC - No Detailed Affiliation Given 50FR51992 B9/02/2Z 52pp 46609 024- 
40809 075 


0003100338 Comment opposing proposed rulo 10CFR50 ro elfoctivoness of maint pro- 
grams for nuclear powor plants Proposod ruto on matnl will not improve maint in 
plants nor improve aaloly or roliablllty of plants Proposed rule much too vague 
MnOCZKA.E J Connecticut Yankee Alomic Powor Co MROCZKA»EJ Northonst Nu- 
eJoor Enorgy Co. (subs, of Noilhoast Utilitlos) MROCZKA.EJ Northeast Uliliilos 
53rR47Q22 00053 09/02/27, Dockoling & Sorvicoa Branch 12pp 48800.334- 
4e80G'345 

0903100339 Comment opposling proposod rule 10CFR50 ro ensuring effoctlvenoss of 
inalrtl programs for nuclear powor planta Issuance of rule viould adversely alfocl mo- 
jorlt y 0 F c u rren I Indus I ry ni ain t p rograma 

CAVANAUGH, W Mld^O South Ulilillos, Inc 63FR47fi22 00052 88/02/24 CHILK,S J 
Office of llio Socrolary ol tho Commission 2pp. 48606, 200-48B08"a09 

6903100349 Commohl opposing proposod julo 10CFR60 re ensuring offectivoneas of 
mnlnf programs for nuclear power planis Util endorses NUMARC comments on pro* 
posod rule 

WHITTIER, 6 D Maino Yankee Atomic Powor Co 53FB47022 80051. 89/02/24 
Docketing & Services Branch tp, 46906317 40006317. 


0903100352 Comment opposing proposed rulo tOCFRBO re ensuring etfoclivoness of 
maint programs for nuclear power pleats UUI conllneoa lo implemont now programs & 
procticosTlmi enhance A Improve mainl 

KUNCL.L.Q. Nebraska Public Powor Dlslrlcl 63FR47822 00043 89/02/27. 
CHILK, SJ Office ol tho Secretary of tho Commission 3pp- 48QO6'309*4B806 3li 


8993100360 Comment opposing proposod rulo 18CFR50 re ensuring offectivenpss of 
maint programs lor nuclear power plants Application of adequate proleclion In ihis 
case unlualKied. Util commillad lo goal ol achieving improved rellabllily 
HAIRSTON, W.G Alabama Power Co 63FR47822 00042 09/02/87. CHILK.S J Olfice 
ol the Sacrotary of tho Commission 3pp 48006.308-40806 308 


8903130711 Responds lo Staff Requiremenis Memo 8902 2 2, add res sing three issues in 
encr ACRS 890215 Hr re fOCFR52Clariffca(ion oF cnlena in WCFBSS 47(b)(2) vsed (o 
detormlnQ if -advanced design ready lo be certified as stated requested 
STELLO.V Ofc of the Executive Director for Operations 89/03/07 ZECH, ROBERTS, 
CARR OommfBSfOnOfS Spp 46822254-48822260 

0903 140385 SECy-89 036 Di&cusses rulemaking on early site permits, design certifica- 
tions & combined licenses & recommends that draft noUce be published 
PARLER^WC Office of the General Counsel 89/02/0? 176pp 48837 327- 

4eB38H44 

8903150173 Comment on proposed Chapter 1 ro Policy Stalement on Exemption from 
Regulatory Control Endorses Commlssfor> ellorts to establish numeric below regula- 
tory concern dose. 

SIEGEUJ.R. us Council for Energy Awareness 53FR49B86 00197. 89/03/07. 
CHILK.S. Office of the Secretary of the Commission Spp 48063.276-48063*28O 

8903150184 Comment opposing proposed Chapter 1 re Policy Statement on Exemption 
from Regulatory Control. Requests withdrawal of proposed deregulation 
VEGA.D AKilfaiion Nol Assigned 63FR49806 00196. 89/03/06 Office of the Secre- 
tary of Ihe Commission Ip 48663 275 4B863.275 

0903 150 205 Forwards WC Melzner !tr re proposed NRC rule concerning educational 
qgatifications of senior operators & supervisors at nuclear power pfanfs.for response. 
MADIGAN.E R House of Rep. 53FR527ie. 09/03/02 KAMMERER.C NRC - No De- 
tailed Affiliation Given. Ip 4 8863*28 1-4 0063 283 

-8903160213 Comment opposing proposed rules 10CFR50 & 65 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power planis 
METZNERpWC. Affiliation Not Assigned B3FR52716 00179 89/02/16 

MADfGAN.ER House of Rep. 2pp. 4fl863;2e2-4 8863 *203 
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8&031 60247 Commenl on proposed rule 10CFR71 ro compaiibilily of iransportaiion reg 
^jfaliQns w/IAEA Rulomakina action combined w/DOT action would make US rnqula» 
tjons re transporlalion of radioactive matl internalionally compaiiblo 
SHIFFER.JD Pacific Gas & Electric Co 53Fn2t556 00027 60/03/06 Document 
Conlrof Srafwh fOocumenl Conifof Desk) 7pp 48076029*46870 335 

8903170250 Comment opposing proposed rules tOCFRSO & 55 re educ & experience 
requirements lor senior reactor operators & supervisors at nuclear power 

plants Believes attributes that make good operators are not measured by college 

sShROCK.CA Affiliation Mot Assigned 53FR52716 001B1 69/03/03. Oecketing & 
Services Branch 2pp 46676 f90 48676 t9f 

6903170261 Comment opposing proposed rules 10CFR50 & 55 re educ & expensnca 
repuifemenJs for senior reactor operators & supervisors at nuclear power 

plants Believes current experience requirements for operators adequate 
SCHNEl.L,DF Unrorr Efcclrto Co 53FH527t6 QOtQO 89/03/07 Docketing & Sorv^ 
ices Branch 6pp 46878 183 48878' 186 

B903 170275 Comment opposing proposed rule 10CFR50 ro ensuring effecliveneas of 
mamt programs lor nuclear power plants New rulemaking does not ensure affective' 
ness of maini program 

SHIRCLIFF,F M Alliliation Mot Assigned 53FR47822 00068 89/03/10 Docketing & 
Services Branch fp 48876 169 46876 f89 

S903170367 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requlremenis ior senior reactor operators & svpBrviSors al nuclear power 

plants Recent Improvements In qualifications & training adequately addrosses safety. 

STEIMHAROT.CR Wisconsin Public Service Coip 53FR527t6 00182 69/03/09 
Docketing & Services Branch 8pp 48070 213*46878 220 

B9031 70369 Comment opposing proposed Chapter 1 re policy sjetemeol on exempjion 
from regulatory control 

BREM£^l..S Affilffllion Not Assigned 6aFR46aa6 OOfflO 89/03/ JO Docketlrig 
Services Branch Ip 48878 221'4Ba7B 821 

3903220360 Comment supporting proposed Chapter 1 ro policy slaloment on oxempllon 
(rom regulatory control Allowance of aultablo below regulatory concern criteria will 
reduce both dose & ftsH 

QRONSON.F L Afliliallon Not Assigned 63FR49BflQ 00200 69/03/07, Dockolmg & 
Services Branch 3pp 46890 005*46690 007 

8903220386 Proposad rule tOCFR2, •’Statement of Policy on Litigation ol TMLRelated 
Issues m Power Reactor Operaling License Procoodings.Revocation o/ Superseded 
Policy Statement Concornlng TMI-Related Procedures ” 

CHILK.S4 Commissioners 64FR7897 69/02/16 4pp 46800001*48890004 

6903220400 Comment opposing proposed rule Chapter 1 ro generation of nuclear 
waste NRC should shift policies so as to stop ail waste from being generated i-n first 
place 

HAGBERG.T Afliliattort Not Assigned 53FR49886 OOf09 80/03/05 Dockoflng & 
Services Branch Ip 48998 346‘4D990 346 


6903230396 Comment opposing proposed rules lOCPRSO & 55 re educ & experience 
requirements for senior reactor operators & supervisors al nuclear power plants 
JEFFRIES RW Atl/ialJon Nol Assigned 53FR527 J6 £>0J87 89/0307 Docketing S 
Services Branch Ip 49035 tBQ 49035 1 86 

8903240027 Summary of 890222 meeting w/nucloar industry ropresantativos in 
Rockville.MD ro elfecls of revs to 10CrR20 on nuclear fuel fabrication facilities 
• NRC ' No Detailed AffiJiaiion Given 50rR5lD92 89/02/22 NRC No Dela'ied Af 
hliation Givers 12pp 49U6 345 49116 356 

6903240205 Comment supporting proposed rule 10CFR52 re rulemaking on early site 
permits, design certifications & combined licenses Strong standardization rule wilt con* 
Inbuto to needed certainly & discrpljne in JicensJng process 

STERN.T, Weslinghouso Eteciric Corp 53FR32060 00077 89/03/10 ZECH.LW 
ComnvssKyneis 2pp 49873 007 49073 QOB 

660324029S Comment opposing proposed Chapter t re policy statement on exemption 
from repula lory control 

MELONIP Afiillalion Not Assigned 53FR49086 Q02Q4 89/03/10 Office of IhQ Sec- 
retary of tlio Commissfon 6pp 4&073 809 49073014 

8903240240 Comment opposmg proposed rules 10CFR50 & 55 re educ & experience 
requirements for server resclor opei’alors 8 supervisors at nuclear power pJa/)ls 
MclNTIRE,RK Affiliation Not Assigned 63FR52716 00189 89/03/15 NRG No De- 
la/fGd Affiliation Given Ip A9073 013 49073 016 

0903240241 Comment opposing proposed rules 1OCFR50 & 55 ro educ & experience 
roquiremenls for sonlo; reactor oporelOfs ft supervisors at nuclear power p'snts Rules 
Impose restriclions on operators 

STERNITZKy.J.W Aflilialion Not Assigned 53FR627 16 00188 89/03/14 Docket.frg 
& Services Branch 2pp 49073017 49073 018 

8903240243 Commsnj opposing proposed Chapter 1 re polcy siaiomoni on exempfion 
from regulatory control 

MORAN, D Al/ifiatlon Not Assigned 53FR40886 00210 69/03/14 NRC * No Detailed 
Affiliation Given Ip 49073 019 49073 019 

8903240259 Comment opposing proposed rulo 10CFB50 ro roquiremonls to er)Suro of 
foclivonoss of mainl programs lor nucloar power plants 

GOLDBERG, JH Houston Lighting & Fbviwr Co 53FR4 7822 00069 69/03/16. 
ZECH L.W. Commissioners 3pp 49073 023 49073 025 

8903240263 Comment opposing proposed Ohsplor ) ro policy slstement on exompiJon 
from regulatory control Urges NRC to do away w/proposal 

DOVLE.J E AffilialfOrt Not Assfgned 6OFR40a8Q 00207. 89/03/13 Dockafing & Sarv 
ices Branch Ip. 49'073 026 49073 026 

8903240254 Commonl on proposed Chapter 1 ro policy statemanl on exeippllon from 
regulatory control Proposed dose limit of tOO mrem too high 
SIMS.B L Michvesl IrTferstafe Low-Levol Radfcractive Waste Commission 53FR40886 
00209 89/03/14 Docketing & Services Branch 4pp 49073 027*49073030 


B9Q3220434 Comment on proposed rule ro policy sloiemenl on exemptions from rogula 
tory control Endorses NUMARC comments & options for disposal of soil type matla w/ 
low levels of U or Ihonum onslle or in landfill type disposal faclktloa 
MCGULLUGH.R W Advanced Nuclear Fuels Corp tiormorly Exxon Nuclear Co , Inc) 
53FR49866 00203 83/03/07 CHILK.SJ Office of (he Secretary of (he Commlssfort. 
Ip 48998 347*48998 347 

8903220485 Comment on propoBod rule Chapter 1 ro below regulaiory concern exemo* 
tion of certain radioactive metis NRC decision Irresponsible & totally 
unethfcal.Proposed rule does not remove probtom of adequate disposal for ofi^llcsblfi 
products 

f4Ay.CJ Affiliation Not Assigned 53FR49866 00202, 89/03/13 Oockelmg ft Sorv* 
ices Branch Ip 48880 009-46890 009 

8903220490 Commont opposing proposed rulos tOCFRSO ft 56 re degree requrremont 
lor senior operators Proposed rule would have demoralizing effecl on operators w/ 
career path blocked for advancement to etther senior operator or shift supervisor 
SAMPSON, SE Affiliation Not Assigned 53FR62716 00183. 69/02/17 

ROBERTS.TM CommiBsioners 2pp 48890.010*40090 011 

8903220499 Comment opposing proposed rules 10CFR50 & 55 re degree requirement 
for senior reactor operator 

MCGREW.V Affiliation Not Assigned 53FR5a716 00184 89/03/13 Docketing ft 
Services Branch. Ip 40890 0t2'48a90 012 

89Q3230121 Proposed rule 10CFR9, •’FOI A, Appeal Authority for Deputy Executive Dirac* 
tor’“ Rulo amended to reflect recent reorganteaKon witbfn EDO Amand will permit 
Deputy Executive Director to respond to appeal in lieu of Executive Director 
STELLO.V Ofc ol the Executive Director for Operations 64FR10138 89/02/27, 4pp. 
49073 001*40073 004 

8903230168 Comment supporting proposed Chapter i re policy statament on exemption 
from regulatory control Coorol nation w/slate ft local radiatlorii control programs 
throughout devefopment of poffey ft rufemaktng process essential 
TEDf=?ORDAF Arizona, Stale of. 53FR408B6 00201 89/03/08 Oocheling ft Services 
Branch 3pp 49035 183 49035 185. 

8903230162 Proposed rules 10CFR5D ft 55, •'Policy Slstement on Conduct of Nuclear 
Power Plant Operations '• Policy statement Issued to make clear Oommisslon expecta- 
tion of util mat & licensed operators w/reapeot to conduct of nuclear power plants, 
CMILK.SJ Office ol the Secretary of the Commission 64FR03424. 89/01/17 12pp, 
49035-1 71 *49035' 182, 

8903236382 Comment opposing proposed rules fOCFRfiO ft 55 re educ ft expefienca 
requirements (or senior reactor operators ft supervisors at nuclear power plants 
FLOMERFELT,0 Affiliation Not Assigned 63FR62716 00188. 69/03/13. Docketing ft 
Services Branch 2pb 49035 109 49035-190 

BB032303B7 Comment opposing proposed rules tOCFR60 ft 55 re educ ft excerlencd 
requirements for senior reactor operators ft supervisors at nuclear power plants. 
fltCHAfl0S,T Affidadon Not Assigned 63FR52716 00186 89/03/12. Docketing ft. 
Services Branch. 2pp 49035 187*49035 188. 


8903240285 Comment opposing proposed Chapter 1 re policy sJalemenl on exemplio/) 
born regulaloiy control 

TVSON.F. AfftWftflon Not Assignod S3FR4088Q 00206 89/03/14 NRC * No Deia.lod 
Affiliation Given 3pp 49073031*49073033 

8903240259 Comment opposing proposed Cliaplor 1 re poJjcy stalomDnl on oxompbon 
from regulatory control 

DOWNfNQ.H AfMralmn Not Assrgnod 53FR4O0fle 00206 80/03/12, OUlca of (tie 
Socrelary ol the Commission Ip 49073 034-49073 034 

8903240268 Comment opposing proposed Chapjor 1 re po'lcy statement on exempjion 
from regulatory control Belfevos stalomonl wholly itl-conceived ft dangerous approach 
!o deregolatian of fuel cyciq. 

LEWIS, Ml Lewis, M 53 FR40 688 00205 09/03/12 Docketing ft Sorv Icos Branch. Ip 
49073 035*49073 035 

8903260092 Comment supporting proposed Chapter 1 re policy slatemonl on exompllon 
from r-egcilafory control l/frl endorses trse of Irrcflvidoaf doso errfadon as primary cute 
rion for grantina exemption from regulatory control. 

WlOELL.R C Florida Power Corp (suba of Honda Progress Corp) 53FR49666 
00211 89/03/17 CHiLK,S Office of Iho Socrelary of the Commission Ip 

49144 036 40144 036 

8903280095 Comment on proposed rule 140 as to whether indemnity agreements w/ 
radiopharm licensees should bo provided 

BELLMAN, HS Bellmarv H S 53FR40233 89/03/16 CHILK,SJ Oltice of the Secre- 
tary of tha Commisaion, 26pp, 

8903260124 Comment opposing proposed rules IBCFRSO ft 55 ro educ & experience 
requiromants for senior reactor operators ft supervieoia at nuclear power plants 
MADDEN.J J Art Illation Not Assigned 5aFR52716 03190 89/03/17 NRC * Mo Do* 
tailed Affiliation Given Ip 49144.039 49144.039 

8903280356 Comment on proposed rule 10CFR52 ro sfanderdizatlon of nuclear 
plants Three significant areas ol rule require change Uso ol design corlilicalton rule* 
makings ft Dolenlial lor hoailng must he addressed 

0'CONNOR,J J Nuclear Power Oversight Committee 53FRa2060 00078 89/03/17 
ZECH.L W. Commisslonsrs 2pp. 49144 009*49)44.010 

8903260360 Comment opposing proposed rules IQCFRSO ft 5S re educ ft experience 
requiremenls for senior reactor operators ft supervisors at nuclear power plants 
JONES,MA Affiliation Not Assigned 53FR52716 00191 89/03/11 NRG * No De* 
failed AWtoftGrven 2pp. 49)44 0)1*49144.0)2 

6903280370 Comment on proposed rule 1QCFR52 ro early site permits, design certiBca* 
lion ft combined licenses fSECy*69*36),Thjee major concerns must be 
addressed, including Intended use of rule to revise established regulatory require 
menffl 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 63FR32060 00080. $9/03/21. CHfLK,SJ Office of the Secretary of the 
Commission 20pp 491 44.0 14*49 144 035 
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fionioArti?? CnrnmGnis on proposed rule tOCFR52 ro iocensing procoss Commission 

TgX’ auVmy 

C^S^Tpp -.^U. oof 

^503290242 Corr/nenl opposing proposed rules 10CFR50 & 55 re oduc & cxponcnco 
fVnii r^rrenti, for senior redder operators & supervisors al nuclear power plants 
KeLMSEN G R AffMtionN 53FR52716 00192 89/03/22 Docketing 

& Services Branch 2pp 49144 065 491'14 066 

8903290435 Comment on proposed rules toCFRSO & 55 re Qduc & GxperioncQ require 
ment«i for senior reaclor operators & supervisors al nuclear power ptanls 
GINSBERG R J Kion Not Assigned 53FR5271i6 00195 89/03/21 Dockeimg & 
Services flrdnch 2pp 49076 350 49076 J51 

8903300002 Forwards consliluent concern fo proposed rules 10CFR50 & 55 ro ecfuc & 
CApenence requirements for senior reactor operators & supervisors at nuclear power 

tpTONF House of Rep 53FR527t6 89/OP/20 BflAOBURNF.JC Congressional 
Affairs Ip 49124 165 49124 167 

.•3903300050 Comment opposing proposed ruTes 10CFR50 & 55 ro educ & expenonca 
reauirements (or somor reaclor operators & supeivisors at nuclear power plants 
BAKER KR Indiana Michigan Power Co {tormerly Indiana & Michigan Eloclnc Co ) 
53FR52? 16 00193 89/02/09 UPTON, F House of Rep 2pp 40124 166 49124 167 

0903300003 Comment supporting proposed rules 10CFR50 & 55 re educ & exponence 
/eauremerts for senior reaclor operators & supervisors at nuclear power plar^ts 
KREHELY.WA Affiliation Not Assigned 53FR52716 00196 89/03722 Docketing & 
Services Branch 3pp 49124 162 49124 164 


0903280111 Gommont supporting petition for rulomakiriq PRM-20 10 requiring delecla 
ble odor to he iniected into radioactive amissions o1 nuclear power plants & all other 
lacililies 

KLINE C Atfil ration Not Assigned 54FR5009 OOOtO 89/03/17 Docketing & Servicos 
Branch ip 49144 037-40144 03/ 

8903280116 Comment supporting petition (or rulemaking PRM-2D 19 requiring clelecto- 
ble odor lo bo injected into radioaciivo emissions of nuclear power plants & all other 
IclCllltlOS 

BURLING T hA Concerned Citizens of Geauga County, OH 54FR50B9 0001 1 89/03/ 
10 Docketing & Services Branch ip 49144 038 49144 030 

8903280364 Comment supporting pelilion lor rulemaking 20 19 ro adding detoc table 
odor to radioactive emissions of nuclear power plants 

RKE.J Affiliation Not Assigned 54FR5009 00012 89/03/16 Ottice of the Secretary 
of the Commission Ip 49144 013-49144 013 


PROJ PROJECTS - PREOOCKET LICENSING 


B902270299 Forwards rev to operational safety requiremont manual, consisting of Rov 2 
to TR/IRTS 4, “Operation Safely Requirements ' 

SCHIFFHAUER.C West Valley Nuclear Services Co. Inc HF 09 0042 09/02/08 
BONENBERGER.D West Valley Nuclear Services Co . Inc 5pp 48587 2/7* 
48587 289 

-8902270362 TR IRTS 4 R02 Rev 2 to TR IRTS-4. "Operalionat Safely Requirements “■ 
STEFFES.D R . ROBERTS.C J , HUMPHREY.R A West Valley Nuclear Services Co , 
Inc 25176 89/02/00 8pp 48587 202 48587 289 


8903300007 Comment opposing proposed rules 10CFR60 & 55 ro educ & experience 
requirements for senior reactor operators & supervisors al nuclear power plants 
LANSDENC Jnlornational Brolherhood of Electrical Workers 53FB527 16 00194 89/ 
03/15 CHILK.SJ Office of the Secretary ol Iho Commission 3pp 49124 169 
49124 161 


8902270627 Submits comments on DOE notice of intent to prepare environ impact 
statomenl on coimptalion of West Valley Demonstration project & closure ol siio 
BERNERO.H M Office of Nuclear Material Safety & Safe guards, Director 89/02/23 
SPAUNBURGH.R G Now York, State ol, Energy Research & Developmonl Adminis- 
tration 3pp 40587 087 40587 009 


8903300017 Comment opposing proposed Chapter 1 ee policy slatomonl on exemption 
from regulatory contra I Opposed to all doregulalion of nucioar waste in communilios 
HAFFNER,K Affiliation Not Assigned 53FR490B6 00212 89/03/20 NRC • No De- 
tailed Affiliation Given 26pp 49124 133 49124 158 

8903300024 Comment opposing proposed rule 10CFR50 ro ensuring elfectlvenoss of 
mainl programs for nuclear power plants Conclusions rcachod in NUREG-1212 do 
not reflect current state of mamt activities at niictoar plants 
CAIN,JM Louisiana Power & Light Co 53FR47e22 00070 89/03/20 ZECH.LW 
Commissioners 4pp 49124 129 49124 132 


PRM PETITION FOR RULEMAKING 


8902270632 Submits comments on DOE notice of intent lo prepare environ Impact 
statement on completion of West Valley Demonstration project & closure of site 
BERNERO.RM Office ol Nuclear Material Safoly & Safe guards, Director 80/02/23 
LJUNGBERG.C Energy, Dept of 3pp. 40587 094-48587 096 

8902270552 Forwards DW Moeller 890126 Itr re 090123 preseniaiion lo Advisory Com 
mittee on Nuclear Waste 

HURT,RD Fuel Cycle Safely Branch 89/02/17 DEBOER, TK Now York, State of 
2pp 4B587 090 48587 093 

8903020219 WVDP/B9AR “Annual Rept West Vallay Demonstration Project, West 
Valley. NY ” 

•Energy, Dept ol 25224 89/01/31 54pp 48690 033.48690 061 


8903008232 Comment supporting petition for rulemaking PRM 20 19 ro GE StockhDld- 
ers Alliance pelitiorr Advises distinction between ''pormlttad” & “in advertent'’ releases 
& ewlusion ol mercaplan as detector In reactor emissions 

NEMETHY.E Ecology /Alert 54FR05089 00002 09/02/22 Docketing & Services 
Branch Ip 48744 110 46744 110 


8903030170 Forwards amended response lo NRC Question 10,pef NRC 881012 Itr re 
request for addl info concerning criticality analysis assumptions & cnleria used in 
NUHOMS 24 P topical rept 

MCCONAGHY.WJ NUTECH Engineers, Inc 25214 89/02/17 ROBERTS, J P. Fuot 
Cycle Safety Branch 6pp 48692 001.48692 006 


8983080255 Comment supporting petition for rutomaking PnM-20'19 ro adding odor to 
radioactive emissions 

LEWIS,ML Affiliation Not Assigned 54FR050Q9 00001 69/02/19. Office of the Sec- 
retary of the Commission ip 46744 198 40744 198 

8903100310 Withdraws petition for rulemaking PRM 31 4 requested In K Dow 661118 
lU.per introduction of new products 6i resullanl changes In marketing strategy 
PARSQNS,G Gene-Trak Systems 53FR2Q53 Q9/02/2& NRC • No Delalled AtflH- 
ationGwen Ip 48606 318 48806318 

8903100372 Comment on petition for rulemaking PRM 20-1 9, Detectable odor should be 
interjected into radioactive emissions 

&ROWN,S Affliiation Not Assigned 54FR05089 00003 69/03/01 Docketing & Serv- 
ices Branch Ip 46006312-40606312 

6903228378 Comment supporting petition (or rulemaking PRM-20.19 to require Injection 
of odor into emissions 

STEYSKAL.N Self Government Center, Waahinglon, DC. 54FR05089 00004 80/03/ 
13 Docketing & Services Branch Ip 40890008-48890 008 

8903240193 Comment supporting petition for rulemaking PRM 20-19 re addmg odor lo 
radioactive emissions ol ell nuclear power plants 

RIGG.CM Affiliation Not Assigned 54FR5089 00008 89/03/14 Dockeimg & Senr- 
JcesBrarjch tp 49073 006-49073.096 

8903240196 Comment supporting petition for rulemaking PRM-20 -16 re adding odor to 
radioactive emissions of nuclear power ptan1& 

FRENCH.F Affiliation Not Assigned. B4FR50B9 00006 09/03/14- Docketing & Serv- 
ices Branch. Ip 49073 005 49073 005 

8903240239 Comment supporting pelilion for rulemaking PRM 20-19 re injection of de- 
tectable odor into radioactive emissions of nuclear power plants. 

FISHMAN. J Affiliation Not Assigned 64FR5089 00007. 89/03/14. Dockeimg & Serv- 
ices Branch tp 49073,015-49073 016. 

8903240246 Comment supporting petition for rulemaking PRM-20-16 re delectable odor 
to be injected into radioactive emissions of nuclear power plants & other facilities over 
NRR jurisdiction 

SCHALUER.O Affitlation Not Assigned 54FR5089 00006 89/03/14 Docketing & 
Services Branch Ip 49073 020 49073020 

8903240249 Notice of withdrawal of petilioji for rulemaking PRM-31-4 re eatabllehment 
of Ipp u^Ci ol p.32 for use In GENE-TRAK salmonella & listeria assays. 

CHILK.SJ Office of the Secretary of the Commission 63FR2853 89/03/09. 2pp. 
49073 021 49073 022 


6903080067 Requests response to end questions re off gas vitrification process under 
const at Wost Valley Demonstration Project 

HURT.R D Fuel Cycle Safety Branch. C9/02/2B BIXBY.W W Energy, Dept, of, Idaho 
Operations Office 2pp 48742 349 46742 350 

8903080103 Responds to Garrish 680916 Itr to Slello re containment structure on pro- 
posed NPR version of modular HTGR vs civilian version of mociular 
HTGR Commission will need thorough & detailed justificatlan to support design 
BECKJORD.E S Office of Nuclear Regulatory Research, Director (Post 860720). 09/ 
02/28- NOVAK.M A Energy. Dept of Ipp 48760 274 4670B 276 

6903080106 Responds to 881109 Itr to Chairman Zech requesting timely Issuanco of 
preapptication SER for modular high temp gas- cooled reactor (MHTQR) Understands 
that DOE plans to do engineering studies on civilian MHTGR design 
BECKJORO.E.S Office of Nuclear Regulatory Research, Director (Post 860720) 00/ 
02/28 WALKER, R F Affiliation Not Assigned 2pp 48768 264-48768.265 

6903080362 Discusses request for withholding Info from public disclosure, per 
10CFB2 790(b)(5) & Section 103(b) of Atomic Energy Act of 1954>as amended 
(DUNNING HAM, R E Division of Industrial 6 Medical Nuclear Safety (Post 870729). 
69/03/02. MCCONAGHY.WJ NUTECH Engineers. Inc. 2pp 48765 039 48765,040. 

8903090202 Requests eddi info re advanced LWR requirements document, Chapter 
6 Provide Info on level of detail consistent w/ Reg Guide 1 70 for SAR 
LONG.WO Standardization & Non-Power Reactor Prolecl Directorate. TAG 71248 
09/02/23. KINTNER.EE ALWR Utility Sleeting Committee 16pp 48600*321 ► 
48800 335 

8903100012 Fowards draft responses to recent verbal questions by LLNL personnel on 
TN-24 TSAR 

NOLAN.DJ Transnuclear, Inc 25219.80/02/22 ROUSE.LC Division of In du sir let 8^ 
Medicat Nuefear Safety (Post 870729). 5pp 400QB 175-48B0B'179. 

0903100216 Comments on DOE notice of intent to prepare EIS on completion of WobI 
Valley Demonstration Project & closure of West Valley slte.Concept of considering 
total West Valley site strongly endorsed 

BERNERO,R M. Office of Nuclear Material Safety & Safeguards.DIrector, 89/02/23 
SPAUNBURGH.R G. New York, State of fipp 48874 06 2-48874 053. 

8903100280 Requests that NRC cease review of Rev 1 to topical SAR for NuPac CP-& 
concrete storgage cask Vendor will request that NRC continue review when cuBlomer 
available 

KAPJNOS.LE Pacific Nuclear Systems, Inc 26248 89/02/20 ROUSE, L C FuoJ 
Cycle Safety Branch. 2pp 48B08 340-48008 341 


6903280107 Comment supporting petition for rulemaking PRM-20-19, amending 
10CFR20 lo require that delectable odor be intected Into radloaclJve emissions of nu- 
clear power plants & other facilities. 

MHERTY.W. Affiliation Not Assigned, B4FR6089 00009. 89/03/ 16, Docko«r>9 & 
Services Branch Ip 49144 001-49144 001. 


8903100282 Forwards proprielary Vols 1 & 2 to “Westinghouse AP600 Plant Description 
Repi for Technology Programs In Support ol Advanced LWRs" Rept describes plant 
design concepLMeeting w/NRC requested Vols 1 & 2 withheld (ref 1 0CFR9.6f4)) 
JOHNSON, W.J. WestlnghousG Electric Corp NS NRC-e9-3412. 09/02/22, Documeni 
Control Branch (Document Control Desk) 3pp. 48806:1 43-48606’145 
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8903100354 Porv^.mls rt^lcvildlion for rJUIKJMS tr, ussier ci'JSk lop covor plalo 

bolls por J Stokipy rcquosl 

rACCONAGHY,W J Notcth Inc OUk 0>l \\) ROHU^TSJP Division o1 

trnjiisifidl a MtHjical fJuUonr Snlnly (Posl H7()7?0) xlpp .1BB03 068 40603 070 

0903130456 f oiwardb Lomnuiils on stnliuinuy rn ulioii radiogtaphy syb inslalled at 
McCollan Ait f orcp UaM* C A 

ADAMS, A Slantli»Uh?atioii & Rim Rovvpt H»>nclQt Projocl DirccUnalo 89/02/23 
NEILSGRRC Ait For(n, Drpl nl Bpp 48821 278 48R? I 282 

8903130650 \ orwarclb AH Wolfs 881222 Hr lo Balnlo ptovidiriq inlo on sittlaco flux-cs 
a dose talPs oblairu'd lo ^uppnrl tncliibiort of NAC 120 S/T rusk in fSFSI SAH 
WELLS AH NiJClPar Assurntico Corp AHW/80/022/BTS 80/03/01 RODERTS.J 
Ofliro of Nucloat Matnrial Safoly & Safogitards Difpctor I7pp 48QJ3 206 40033 221 

89031 40 1B2 Advises ihpl DOE 801 128 lit to site cemt'nl low level waslo form ciualdica 
tion provides resolulion o1 NHC rommnnls Sumniaiy o1 090124 meoling w/DOE m 
flockv/Jlr MD chlI 

GREEVESJ r Tethnical Branch 89/01/09 OiXBY.WW Energy. Dopl of I5pp 
mSfi f04 40050 J70 

8903140435 forwards drafl robpoiibps lo III. vribal gucslions ro NRC Project M 42 
^Transoudoar P/o/pci 97 0 

NOLAN DJ Transmiflear. Inc 282b 1 89/03/01 ROUSE.LC Divibion of Industrial a 
Medical Nitdpar Safety jf’psl 8/0729) /9pp 48855 2/5 48855 3b3 

B9031600BB Advises lhal pnrl o1 SAR will bo subrniUcd in Apr or May 1980 
KERSH.K Arkansas 7 p(h Univ . nussollvillc*. AR 89/03/00 ADAMS, A Siandardiza 
liQh & Non Power Roaclor Projcrl Dirpciorato ip 48877 249 48877 249 

8903160134 Ack receipt oi request for DBS or lo receive lurlher info on EIS preparation 
for complolion of Wosl Valley Demonslration Proiecl activities Identification numlior 
assigned for request 

SPAliNBURGH.n G Now York. Siam of 25262 09/02/28 0ERNERO.R M Oilico o1 
Nucloar Material Safety S Snfequards.Direclor 2p|> 48079 323 48870 323 

8903200138 Forwards "Advanced LWR Reguiremor^ts Documonl Chaptor 7 'Fueliriq & 
Rolufliing Sys 

KtNTNEREE ALWR Utility Steering ComniiUeo KINTNER.E E Gonorat Public Ulili^ 
lies Corp GPU Service Corp 89/02/28 Document Conlrol Branch (Documenl Con- 
trolOesk) tp 4Q973 272-48974 007 

*-8903200142 “Advanced LWR Rcguiromenls Documor^LChaplor 7 'Fueling & Roluet 
mg Sys 

* Electric Power Research Inslilulp 89/02/26 96pp 40973 273 46074 007 

8903200247 Forwards Feb 1900 status repl ro current review miloslonos for each sld 
plant proiGct 

MILLER, C L Slandardizalion & Non Power Reactor Projocl Diroclornlo 00/03/07 
SHAO.L Division of Engineering & Systems Technology (Poai 070411) GRIMES, B 
Division of Reactor Inspection & Saloguards (Post 070411) CONGEL.F Division of 
Radiation Protection & Emernoncy Proparodness (Post 870411) IQpp 4B970 331- 
4B970 350 

8903200283 Forwards rov lo operational safety roquiromonl manual, incfuUing Rov 2 to 
TR/iRTS-2.RGV 3 lo TR/IRTS 5 & Rov 3 to TR/IRTS 6 & table of conlonls 
SCHIFFHAUER.C West Valley Nuclear Sorvices Co, Inc HF 89 0124 89/03/02 
BONENBERGER.D West Valley Nuclear Services Co , Inc 6pp, 46970 097- 
48970 123 

-89032003 13 Rov 2 to TR/IRTS 2, Control of CSS Recipe for Oocontaminatetf Supor- 
nafanl " 

STEFFES.OR West Valley Nuclear Services Co, Inc 09/03/02 6pp 4Q070 103- 
48970 106 

-8903200405 Rev 3 lo TR/IRTS-5, “STS Process InsUumonl Limils” 

' West Vaffoy Nuclear Services Co . fnc 69/03/02 7pp 46970 t09 46970 115 

“8903200408 Rev 3 lo TR/IRtS-O, "Sampfing & Analysis Requiroments for Tanks S-D- 
15A1 &A-2 •• 

‘ West Valley Nuclear Services Co . Inc 89/03/02 8pp 40970 116 40070 123 

8903210292 Notificailan of dale change lor 890315 mooting w/EPRI in Polo AUo.CA re 
overview of sovoro accident Issues lor advanced LWR requirements 
document Meeting origlnallv scheduled on D00316 

LONG.W 0 Standardization & Non Power Roaclor Project Directorate 09/03/08 
MURLEY.T E , SNIE2EK.J , MIRAQLIA.F, NRC - No Detailed Aflillallon Given app 
40990358*40990 360 

8903210318 Forwards nonproprietary responses to Questions 10 & 11 ro Topical Rept 
NUHOMS 24P 

MCCONAGHY.WJ Nutec. Inc DUK 03 469 09/03/13 ROBERTS, JP Division 0l In* 
dustnal & Medical Nuclear Safely (Post B70720) 31pp 49002.323 49002 352 

8903210414 Forwards comments re CESSAR-DC baseline PR A submiWed by 860122 
itr Comments should bo taken into consideration during development of PRA for 
CESSAR'OC design Meeting lo discuss comments proposed 
KENYON, TJ Standardization & Non Power Reactor Project Directorate Bfi/03/14 
SCHERER, A E Combustion Engineering, Inc lOpp 48983 186 40983 197 

8903220327 “Technical Evaluation Rept Std Modular HTGR '* 

MOSES.D L Oak Rldgo National Laboratory FIN A 9477 BB/04/30 WILLIAMS^P M 
NRC * No Detailed Alliliation Given, 61pp. 40094 050 48994 110 

8903220333 Forwards syslomallc assessment of MHTGR design Ir^sensltivlty to opera- 
lor error 

NEYLAN.A J General Alomlcs (formerly GA Technologies, Ino /General Afomlc Co) 
GA/NRC 010 GB 68/06/30 WlLUAMS.P. NRC - No Detailed A ffiliaflon Given 4pp, 
49008 240 49008 243 

8903220330 Forwards diagrams of fuel spec & performance mechanisms developed 
Since meeting on 690317 Diagrams Indicate contribution of various dofecls & failed 
fuel mechanisms to fission product release 

NEYLAN,A J General Afomlcs (formerly GA Technologies, Ino /General Atomic Co,). 
GA/NRC-008 06 68/05/17 WILLIAMS, P NRC - No Detailed Affiliation Given, 6pp 
49004 237-49004 242 


0903230095 Summanzes 690209 moolinq w/NRG in RockvilIc.MD ro CP 9 dry liicl stor- 
age Ccisk a vpnlilaled storage cask iilorago sys 

NIJNE7,J S Pacilic Sierra Nuclear Associates PSN-09-OQ8 89/02/24 
ROBERTS, JP STUnZ.r Office of Nuclear Malcritil Safety A Saloguards, Ovt'clof 
SWENSON, V/H Otiice of Nuclear Reactor Regiitfifiori, Director (Post 870111) fipp 
49029 071 40020 0/G 

8903240108 Forwards Amentj E lo C E Std SAB Grouo E2 re dosign 
CQtldicalian Summary of revs also onci 

SCHERER, AC Combustion Engineering, Inc LUfl9 020 B9/03/15 

CRUlCHFIELDiD Associate Director loi Pioiocls (Post 87041 1) !jpp 4‘J04U 230 
49044 055 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


0902230377 Part 21 rept re potential protjlenis aflechng commercial non qual died 
valves Mf purchasers notified & provided w/comptelc details of pjrchases Automatic 
Switch Co does not have adequalo knowledge of artuaf insl alia lions 
MGCONNELL.JM Autotnalic Switch Co 09/02/14 MURLEYJE Office o1 Mudonr 
Reactor Regufalion, Diroclor (Post 6704 1 1 ) 20pp 485/0 230 46570 253 

B902240282 LER 69 004 01 on 890 104, exhaust rocker arm fur 0L cyliridor 
failed.resulling in cmerguncy diosel goncraior trip Failure also reportable per Part 
?1 Caused by crack which existed prior lo delivery Rocker arm replaced W/09020 8 fir 
SHRIVER.T D , HAYNES JG Arizona Nuctoar Power Project (formerly Arizona Public 
Service Co) 192 00449 JGH/T 89/02/08 14pp 48500 204 4B580 296 

0902260314 Pari 21 ropl ro potential lailuio cjf Model 1153 & 1 154 iransrniUori Via loss 
of fill fluid from transmilter sensing module due lo inlernnl leak Recommends lhat util 
Klentily location of imnsmilteis at facility 

WANEK,S Hosemounl, Inc 89/02/09 Affiliation Nol Assigned gpp 48G33 200 
48633 2011 

0903010062 Part 21 rept ro aoiamic lost of K-Lino switchgear malfunction in circuit 
breaker slow close latch possibly resulting in jamming of breaker & failure of breaker 
to close Results of Wylo Labs 4.framo samplo teal program end 
RHOADS.EW ABB Power Distribution, Inc 89/02/ 16 BERLINGER.C Gi'neric Coin- 
municaiions Dranch 2pp 48637 178 48637 179 

6903010240 Supplemcnlal Ooliciency Repl CP-fla-39 ic valvo posilion indication on 
RHR HX outlet volvo Initially reported on 88 1221 Dili will modify passivo valve featuros 
in Wealing house design I fern not ropOTloWc per 10CFB21 

CAHILL.W J TU Elocirtc (formerly Texas UtiLilios Genaralmg Co) CP B9-39 89/02/ 
13 Document Control Branch (Docuruunl Conlrol Desk) 2pp 48822 003 48822 004 

8903020629 Part 21 ropt ro failure lo comply w/roquiremonts of 10CFR50 55a(g) re lirst 
10 yr interval inservice insp program Del icioncies first Idonfified in Jan 1988 Missed 
oxama will bo performed during current refueling oulago 

TEHRY.CD Niagara Mohawk Power Corp NMP1L 0362 80/02/24 RUSSELL, WT 
Region 1, Ofc of Iho Director 3pp 48669 143-4GG69 145 

8903070044 Port 21 &. Inter im Doficloncy Ropl CP 89 002 ro IMO Dolavel luol inloctton 
pump Initially reportod on 800125 Spare pumps In waraliouso will bo disassomuled & 
examimsd Noxl rept will be submittou by 800531 

CAHILL.W J. TU Eloclnc fformorly Texas Uuiilios Generating Co) CP 69-002 89/02/ 
24 Document Conlrol Branch (Oocumont Control Desk) 2pp 48763 180 48703 181 

0903080096 Part 21 repl ro crimping indpntor component not machined lo proper di 
monslons causing lool to bo out of calibr spocs Qualifiod tool furnished by vendor as 
roplacomonl (or dafectivo klom Crimping tools satis! actor ily tested, 

SMITH. R E Rochester Gas & Eloclnc Corp 69/02/28 MURLEY.T E Offico of NucIg 
ar Roaclor Regulation, Director (Post 87041 1) 3pp 4B768 210-46789 218 

8903090021 NRC Info Notice 80 020, “Potential Failure of ASEA Drown Bovori Circuit 
Breakers During Solsmic Event ’’ Sve list end 

FtOSSLCE Division Of Operational Events Assessment (Post Q70411) 89/03/15 
Consol Idalad Edison Co of Now York, Inc t06pp 4CB70 053 48Q70 189 

8903090024 Part 21 fopt ro Volan Main! Manual VEL FQBM 2 1/2 24 Inch forged boltocJ 
bonnet gale & globo valves & bolted cover chock velvos Investigatlan rovoalod that 
Mm lubfream nof app/oprfafa Lubfrcafion mant/al romoii 
SHtLTON.D C Toledo Edison Co NP43-80.001 69/02/27. DAVtS, A B Region 3, Ofc 
of Ifro Oireefof 2pp 46704 02Q 48704 030 

0903100191 Part 2 1 rept advising lhat 3S relays supplied to vendor installed Ir^ diesol 
enfllno gonorplor equlpmonl Initially roported on 899223 01 12 diosal onglno units 
orfgfnGffy supp/ied, fO sofef tor non nuclaar sve 

GUNTRUM.BG Cooper IndusUlea, Inc 09/03/03 NRC - No Detailed Affilialfon 
Given Ip 4BB09 340 48809 345 

8903100446 Followup Fart 21 met re failures of closing mechanisms in two SBC Brown 
Bovon.fnc.Typo 5HJK2S0 cfrcuit broakors fnslaffed m safely sys at plant fniHalfy report 
ed on 090301 Mainl procedure will bo revised 

ALEXfCH.MP Indiana Mscfiigarv Powor Co (formorfy Indiana & Michigan Electric Co ), 
AEP NRC0971F. 89/03/03 MURLEY.T E Document Control Branch (Document Con 
trolOesk) 3pp 48504 119 48804 121 

8903140190 Part 21 rept ro cracked wolds discovered on sinker plates o1 GE circuit 
breakers inftfally reported on 600130 (3E advised ulil M sinker pWes sub) to impact 
loading only when breaker in racked out & opo rated in lost por,ition 
WITHERS, 0 0. Wolf Creek Nucleer Oporairng Corp WM 89-0063 89/03/03 Docu- 
ment Conlrol Branch (Oocument Conlrol Desk) 2pp 40Q58030 45858 031 

8903140553 Part 21 rept re lube eil strainers Reported on QQ1221 Scopo of problem 
reviewed & no safely hazard exists 

REDER.TJ CoU Induslries. Inc 09/02/10 Region 3, Ofc of the Director 2pp 
48055 229 4BdG5'230 

8903160209 Pari 21 rept re failure of core spray fine T-box & tt^ermal sleeve weld lend 
ing lo opening up of gap between T-box & thermal sleeve spilling core spray through 
gap All affected ulils operating 3,4 & 5 olanls Informed of siluatlon 
§TRAMBACK,G& General Poclfic Co. MFN 014-D9. 59/03/52 0ERLINGER.CH 
Generic CommunicaDons Branch, 3pp 48960,324 40860.326, 
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B9O316O330 Pari 21 rept fp recirculaliort ilow conirol logic failure Dofocl in flow conlrol 
valva limit signal of recirciilalio-n conlrol logic for BWR 5 & 6 product line designs Mfg 
evaluation shows no damage to luel S no safety hazard aicist 
MARHIOTT^P W General Electric Co MFN 016^09 89/03/08 Office of Nuclear Re* 
actor Regulation, Director (Post B704 11) 6pp 48885 1 10 4BB86 123 

8903160381 Part 21 rept re spring pack response under different pressure Tesling 
planned lo qiranlify rale of loading effect for add! aclualors Applicability of spring tosb 
ing lo actual differential pressure condition also being evaluated 
CARR,R W MOVATS. Inc 89/02/22 ROTHBERG.O NRG ^ No Detailed Affiliation 
Given 6pp 48877 221 48877 226 


0903160357 Part 2 1 rept re locked rotor condilton due lo grease reliof ktt Motor oporaU 
ed valves modified by grinding protrusion of male fitting flush to dust cover 
• MOVATS. Ino 89/01/31 ROTHBERG.O NRG - No Detailed Affilialion Gwen 2pp 
480B4 338-48884 339 


8903200079 Pari 21 repl re defect in component pari of fuol fnjeclton pump of standby 
diesel generator Recommends exam using magnotic panicle techniques of valve as* 
sembly during next scheduled plant outage 

GUNTRliM.B C Cooper Industries, Inc 14B 89/03/01 Office of Nuclear Reactor 
Regulation, Director (Post 87041 1) 5pp 4B964 096-48964 100 


0903200227 Part 21 repl re emergency diesel generator fuel supply crossover line mfg 
by Fairbanks Morse Initially reported on 890303 Fuel leaking from line could come In 
contact w/hot engine parts Crossover pipe will be replaced 

CRUSE.CH Baltimore Gas & Electric Co 89/03/07 Document Control Branch (Doc- 
ument Control Desk) 2pp 48983 123*48983 124 


0903200256 Part 21 repl re defect in motor mounting bolls on LImitorque operators & 
Reliance motors Caused by loosening of motor end bell bolts All normally inaccessible 
operators w/ susceptible boiling will be inspected 

MURPHY.WP Vermont YanKeo Nuclear Power Coip 89/02/14. RUSSELL, W Region 
1, Ofc of the Director 3pp 48954 152 46954 154 


0903200282 Part 21 rept re core monitoring during fuel loading After full core 
olfload.BWR recently began reloading fuel Irom etc of core in spiral fashion GE antici 
pales surveying BWR plant current fuel loading plans & devefop final guidelines 
STRAMBACK.GB General Electric Co MFN-013-09 89/03/02 BERLINGER,C H 
Generic Communications Branch 6pp. 4B970 1 94*48970 1 99 

0903220081 Pert 21 rept re nuclear fuel potential loss of shutdown margmCE issuing 
info bulletin re shutdown margin during refueling 

CREEL, GC Baltimore Gas & Eieclric Co 89/03/15 Document Control Branch (Doc* 
ument Conlrol Desk) 3pp 49004 090*49004 092 


8903220357 Part 21 rept re defect in post lube pilot valve of emergency diesel genera* 
lors 

TERRY.CD Niagara Mohawk Power Corp NMP2L 1192. 89/03/16. RUSSELL, WT 
Region 1, Ofc of the Director 3pp 49004 35 8 49004 360 

8903220511 Advises that NRG received tOCFH21 notification from WPPSS, addressing 
discovery of unmonitored radiological release path at Washington Nuclear Plant Unit 
2, that was caused by design error by Burns A. Roe, Inc Related XER end 
0'CONNOR,P W Proiect Directorate IV 89/03/08 TREVORS, G A> Nebraska Public 
Power District 3pp 49005 057*40006 004 

8903230093 Part 21 rept re possibility that ASCO solenoid return spring on listed valves 
may disengage from solenoid core .resulting in leakage Initially reported on 
890310 Hold tags placed on all affected valves & valves returned to mfg gn 890216 
BRAM.SB Consolidated Edison Co of New York. Inc 89/03/13 RUSSELL.W 
Region 1, Ofc of the Director 3pp. 49029 092 49029 094 

8903230452 Intenm Deficiency Rept GP 89 003 re Gamma-Metrics supplied cable as 
semblies for post accident neulron flux monitors Initially reported on 890215 Gamma* 
Melrics issued 10CFR2t notilication Next rept will be issuecl by 890802 
WOODLAN.DR TU Electric (formerly Texas Ulililies Generating Co) Cp.89 003 89/ 
03/17 Document Control Branch (Document Control Desk) 1p 49030140 
49030 140 


-8903200146 Insp Repl 99900005/88 01 on 881214-15 No violations & d e vial ions /non- 
compliance noted Major areas inspectod records re mfg of hafnium control rods for 
rod cluster assemblies for plant 

CILIMBERQ.R L . BAKER.ET Office of Nuclear Reactor Regulation, Direclor (Post 
670411) 69/03/10 4pp 48965 148 46965 151 

6903200452 Informs of RL Pettis visit to facility on 090321 lo review program for fur* 
nishing technical info to customers 

BRACH.EW Vendor Inspection Branch GL 83 2B 89/03/14 TAYLOR, J Babcock & 
Wilcox Co 2pp 48965 079 48965 080 
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6902020115 Responds lo 881213 Ur re nuclear safety issues raised by Subcomrpittoo 
during lOOIh Congress Two of four remaining jssues.filness for duty & terrorism boing 
pursued by NRC w/rulemaking or development of regulations NRC actions end 
ZECH.L W. Commissioners IEB-88 001 89/01/19 GEJDENSON.S House of R op , 
Interior A Insular Affairs 9pp 48347 269 48347 298 

6902240200 Forwards roquesl for addi info re FSAR Chapter 7 issues & Rev 2 to Rog 
Guide t 97 re manual design factor for pumps & manual override design contfol (oa 
lure 

GRIMES, C I Comanche Peak Project Division 89/02/06 CAHILL.WJ Texas UliiiUos 
Co 7pp 4B576 269-48576 299 

-8902090324 EGG NTA 0287 “Conformance lo Reg Guide 1 97 Comancha Peak -1/ 
2,’’ technical evaluation repl 

UDY.AC EG&G Idaho, fne (subs, of EG&G. Inc) FIN A 6493 TAG R00405 88/12/ 
31 NRC * No Detailed Affiliation Given. 25pp 48576 276 40576 299 

8902280349 Forwards responses to open items identified in NRC 881 1 15 Ur re conform 
anca to recommendalfons for inslrumenlallon to monitor component cooling water 
flow.per Reg Guide 1 97, Rev 3 

WHtTTIER.GD Maine Yar^kee Atomic Power Co MN*89*15 89/02/10 Documoni 
Conlrol Branch (Document Control Desk) 7pp 4B627 241-48627 247. 

8903010047 Advises that confirmation of environ qualification of neuton flux 
monitors, per Reg Guido 1 fiy.dolayed unlit first refueling outage after Gamma Metrics 
provides qualified items 

FAY.CW Wisconsin Electric Power Co VPNPDB9 0B9 09/02/17 Document Control 
Branch (Document Control Desk) 2pp 48646 102*46646 103 

8903070155 Comment on proposed Rev 3 to draft Reg Guide 1 9 Reg Guide must rec- 
ognize differences in age of emergency diesei generators & consider mfgs recommen 
dalions in prescribing testing requirements 

MANC^INI.G P Americati Society of Mechanical Engineers 53FR45B31 00007 80/02/ 
03 Office of the Secretary of the Commission 4pp 4B762. 188-46762*191 

8903080520 Advises that 880426 resubmitted changes lo safeguards plan in conform 
ance w/Reg Guide 5 59 & acceptable 

BELLAMY, R R Region 1, Ofc of the Director 69/02/27 CARTER.R S National Insli 
lute o1 Standards & Technology (formerly National Bureau of Standa. 2pp 48767 052- 
46767 053 

8903090202 Requests addl info re advanced LWR requirements document, Chapter 
6 Provide info on level of detail consistent w/ Reg Guido 1 ,70 for SAR 
LONQ.WO Standardization A Non Power Reactor Project Directorate TAG 71246 
89/02/23 KINTNER.ee ALWR Utility Sloonng Committee 15pp 46000 321- 
48600 335 

8903090331 Apptication for renewal of Certificate of Compliance 9181 for Model PAS* 
2 Proprietary & nonproprietary versions of Rev 0 to "Consolidated PAS-2 SAR Author- 
izing Shipment of Radioactive end Proprietary SAR withheld Fee paid 
TEMUS.CJ Nuclear Packaging, tnc TEMUS,C3J Pacific Nuclear Systems. Inc L- 
9629 89/02/27 MAGDONALD.C E. NRC - No Detailed Affiliation Given 3pp, 
48802 003-48802*131 


89032401 SB Responds to 690109 Ur re imposing 1DCFR2I on suppliers of calibr 
sves Recipient position that calibr of shunt meter test set does not require imposition 
of 10CPR21 correcLbut basis used not acceptable. 

BRACH.EW. Vendor Inspection Branch 89/03/17 BLANKER SHIP.W. MQS Inspec- 
tion. Inc (formerly Magnaflux Corp ) 2pp 49039 006-49039 009 


8903140083 Provides results of evaluation of new section lo Station Blackout Rule 
tOCFReo 63,per NUMARC 87 00,except where Reg Guide 1,155 lakoa 
precedence Mods will be completed within 2 yrs after NRR notification 
MCDUFFIE, M A Carolina Power & Light Co. NLS-89-053 89/03/03 Document Con- 
trol Branch (Document Control Desk) bpp 48854.197-48854 201 


8903270066 Part 21 rept re contaminated lubricant on operating mechaniams of two 
5MK250 circuit breakers resulting in failure to dose on command & lo perform safety- 
reialed function fnilially reported by util on 690303 

RHOAOS.E W ABB Power Distribution. Inc. 69/03/21 BERLINGER.C NRC - No De 
laliad Affiliation Given 9pp 49119 001 491 19 033 


-0903270072 Procedure MS-3 21 9-1 B, “Mainl & Surveiliance ITE Medium Voltage 
Switchgear Equipment " 

* ABB Power Distnbutfon, inc. 89/03/21 12pp> 49119010*49119 021 


-8903270075 Procedure MS-3 1 1 9-2B, "Maint & Surveillance ITE Low Voltage Switch 
gear Equipment " 

^ ABB Power Distribution, (nc 69/03/21 12pp 491 19 022 49119 033 


QA999 QUALITY ASSURANCE INSPECTIONS 

8903010255 Forwards rept of insp on 881117*18 No violation noted 
GBIMES.BK Division of Reactor Inspeclion & Safeguards (Post 670411) 89/02/23 
RADEMACHER.K Germany, Federal Republic of 3pp 48651 001*48851 011- 

-B903010256 Rept of insp on 881117-18 No violatrons noted Major areas 
inspected implementation of KSM OA program In selected areaa.incloding design 
change conlrol & testing 

NAtDU.KH, Division of Reactor Inspection A Safeguards (Post 870411), BAKER.ET. 
Vendor Inspeclion Branch 69/02/22 epp 4 8651 004*46651 011 


8903140107 Responds lo station blackout rule, Listed mods & procedure changea Idonti- 
hed in Parts B & C will be completed within 2 yra of notification provldecT by NRO. 
MCDUFFIE, M.A Carolina Power & Light Co TAG 68652 BO/03/03 Document Con- 
trol Branch (Document Control Desk) 5pp 48834 197-48834 201 

8903140164 Summary of 890214 meeting w/util in Middletown.PA re status & future ac- 
tions of all active licensing Issues List of attendees, listing of activities discussod & 
handout of draft NRC evaluation of remaining App R iSBues end 
HERNAN.RW Proiect Directorate I 4 lEB 87*002 89/02/24 Project Direcloralo 1*4 
28pp. 48857 254-48857 281 

8903140291 Discusses proposed changes lo Commitments 7,14.16,4.8 & 10 to reaolvo 
issues remaining from plant SER (NUREQ-O0e7),(or approval 
KAPLAN.A Cleveland Electric Illuminating Co PY-C^/NRR-0969 89/03/03. Docu- 
meni Control Branch (Document Control Desk). 5pp 46648*344-46848,348, 

8903140334 Provides evaluation of plant requirements against station blackout rulfot 
10CFR50 63 using guidance from NUMARC 67-00 except where Reg Guide 1 165 

MCdJfrE.M aT Carolina Power & Light Co. NLS-89-045 89/03/03. Documoni Coq- 
tfol Branch (Document Control Desk) 6pp 46855 354*48855 360 

6903140450 Forwards occupational radiation exposure portions of plants operating repl a 
for 1968, per Reg Guide 1 16 

RESCEK,F Commonwealth Edison Co. 89/02/22 DA VIS. A B Region 3, Ofc of lhx> 
Director Ip 48853-21 8-48853*243 


8903200122 Forwards Insp Repl 99900005/88-01 on 881214-15 No dovlatfons or viola- 
tions noted 

BRACH.EW Vendor Inspection Branch 89/03/14. O'AMORE.M Westfnghouse Elec- 
IncCorp Ip 48965.147-48965.151 


‘8903140468 Forwards occupational radiation exposures rept for 1988, per Reg Guido 

QUER10,R E Commonwealth Edison Co 89/01/27 DAVIS, A. B Region 3, Ofo of llvo 
Direclor, Ip 48053 220-48853 223 
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-6903140475 Forwards occupalional radiation expo'sure rept for lOBfl.per Rog Guido 
t 16 

PLENIEWIC2.R Commonwealth Edison Co 89/02/14 DAVIS A B Region 3. Ole o1 
the Director Ip 40053 224 40653 227 

-6903140480 Forwards occupational radiation exposure rept for 1988, per Reg Guide 
1 f6 

EENIGENQURG.E Commonwealth Edison Co B9/02/06 DAVIS.A B Rogion 3, Ole 
0/ the Direcior ip 48053 223-48353 231 

-B903140G45 Forwards occupational radiation oxposuro ropt for 1988, per Rog Guide 
1 16 

PUML.G J Commonwealth Edison Co 89/02/02 DAVIS, B Region 3, Ofc of Iho Di 
rector Ip 48853 232-48853 235 

-6903140650 Forwards occupational radiation exposures for lOOG.por Rog Guido l 16 
BAX^RU Commonwealth Edison Co R LB 89 29 89/02/01 DAVIS B Reoion 3, Ole 
of the Director Ip 4Q053 236 4 8853 239 


6903270tQB lER 89 004 00 on 09021 5|deteiminGd that cable tray covers did not 
comply w/App R commitmentB srnco min cahto soparaiion did not meet Reg Guide 
1 75 require moots Caused by Improper install atiori & re install a jion VV709O315 Ifr 
KANSLEn.M n Virginia Power (Virginiq Electric A Power Co I 89 007 09/03/15 5pp 
49049 170 49049 102 

8993200075 Comment on proposed fleg 3 to Reg Guide 1 9 re selection 
do sign, qualification. testing & reliahilily o! dtesel gerierator units used as onsilo eJecJnc 
power sys at nuclear power plants 

MROCZKA.EJ Connecticut Yankee Atomic Power Co GL 84-15 89/03/00 

MEYERhD L NRC - No Ootailod Affiliation Given Bpp 49144 050 40144 057 

6903260068 Comment on Dralt Reg Guide 1 9,Rov 3, ‘’Selection,DGSlgn, 
aualificalion, Testing A Reliability of Diesel Generator Units Used as Onsite EIcctriG 
Power Sys at NuclonT Power Plants " Concurs w/sfated NUMARC position. 

LEONARD, JD Long Island Lighting Co 53FR45a31 00179 89/03/14 NRC No Da 
tailed Afrifiation Given 7pp 49144 D50-4Q144 064 


-6903140656 Forwards occupational radiation exposures rept lor lOQO.per Rog Guide 
1 16 

DIEDERICH.GJ Commonwealth Edison Co 09/02/14 DAVtS.AD Region 3. Ofc of 
the Director Ip 48853 240 48853 243 

6903140646 Responds to NRC 890123 Ur re viotaHons noted m Insp Ropl 50 220/06- 
34 Corrective actions all variables listed in Reg Guido t 97 ,(Rqv 2) as Category 1 & 2 
re reviewed by ucif oquipmonf quafificalion group 

BURKHARDT.L Niagara Mohawk Power Corp NMPIt 0367 89/03/06 Document 
Ccnirof Branch (Documonl Control Desk) 4pp 40855 225 40655 220 

8903150435 Forwards ccjmmonls on NUMARC 07-00, App 0 did 890103 re emergency 
diasef generator reliability program Subi draft does not reflect previous understandings 
& commitments, per Reg Guido 1 155, Section 1 2 & 071120 NUMARC 07-OO.App 5 
SERKIZ,AW Reactor Plant Safety Issues Branch 80/03/02 MARION.A Nuclear 
Managomenl & Resources Council (NUMARC) (formerly Nuclear Utility Manage 2pp 
40873 084 48073 094 


8903200087 Comment on draft Rov 3 to Reg Guide i S.Task RS 602-5 

-Ccin-. ,,, ol DiesQl Generator Units Used as 

■ . toe prepared 

■ IDS Generating Co) 53FR45831 00011 

lOpp 49144 040 49144 049 


8903300297 Comment on proposed Rev 3 to Reg Guide t 9, “SDlocKon. 
Design, Qu all licalion,TosUng & Reliability of Diesel Ganorator Units Util recom 
mends tulQ bo revised to kncorporale add) JlexibDity In considormn age oi dieso' 
MROC2KA,EJ Connecticut Yankee Atomic Power Co MROCZKAife J Northeast Nu- 
clear Energy Co (subs of Northeast UliMles) MROCZKA.EJ Northeast Ulililies 
63FR45831 00013 69/03/08 MEYER, DL Offjco of Adm'risPation (Post 890205) 
8pp 49124 121 40124 128 
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-8903070214 Forwards commonts on NUMARC 8700, App D, "Emorgoncy Olosol Gon 
eraior Program " Reliability program needs addi work bofore program can bo op 
proved 

ROSA.F Electrical Systems Branch 89/03/01 SERKI2,AW Reactor Plant Safely 
Issues Branch 5pp 48873 006 4D073 090 

69031S0481 Special ropt on e90203,dlosot generator output broakor ACB 1423 failed to 
close during monthly operating survolllance Caused by faulty solid state overvoltage 
relay used in closing breaker Relay replaced temporarily w/similar relay 
DIEOERICH.G J Commonwealth Edison Co 09/03/03 DAVIS, A B Region 3, Ofc of 
(he Drreefor tp 46060 323 48660 323 

8903170243 Forwards util comments on proposed rov to Reg Guide 1 9, 
"Selection, Design, Qualification, Testing & Reliability of Diesel Genoralor Units Used as 
Onsite Efeefric Power Sys at Nuclear Power Pfania " 

SYLVIA, B.R Detroit Edison Co, NRC 89 0005 89/03/03 Document Control Branch 
(Document Control Desk), 3pp 40950 182 48050 184 

8903210006 Submits addI Info re wide-range steam generator lovot used in emorgoncy 
operating procedures as criteria to control auxiliary toodwator flow to steam aonoraior 
!o avoid ovfidrl/ing.per Rog GuWo 1 97 

MUSOLF.D Northern States Power Co 89/03/06 Oliico of Nucloar Roocior Regula- 
tion, Director (Post 670411) 2pp 48902. 190'489B2 107 

6903210102 Commonts on proposed Rov 3 to Reg Guide 1 9, ‘’Solocllon, 
Design, Qualilicatlonjesting & Reliability of Dlosel Generator Units Used as Onslto 
Electric Power ^s at Nuclear Power Plants/' Reg puido does not provide flexibility 
MROCEKA.E J Connecticut Yankee Atomic Power uo MROC2t<A,E J Northeast Nu 
clear Energy Co (subs of Northeast Utilities) MROCZKA,EJ Norihoaal Utilities 
53FR45B31 00008 09/03/08 MEYER, D L Rogulaloiy Publications Branch Dpp 
48990 120 48900 135 

8903210352 Comment supporting proposed Rov 3 to Guido 1 9, 

"S e I action, Deal gn.Ouali I Icatlon.Te sting & Reliability of Emorgoncy C5losol Gonorator 
Units Used at Nuclear Power Plants " 

RASIN.W H Nucloar Management A Rosourcea Council (NUMARC) (formerly Nucloar 
Utility Manage 53FR4S031 00009 89/03/13, MEYER.DL Rogulatory Publlcotlona 
Branch lOOpp 49001 132-49001 245 

8903220113 Forwards proposed Reg Guido 2,9, "Quido (or Preparation of Applications 
for fndustrlaf Radiography Exam," for review Commonts due by 890317. 
MCBURNEY.RE, Texas, Stale of 89/02/15. Texas, State of dpp 49008:011* 
49008 014 

8903230070 Submits comments on proposed Rev 3 to Rog Guide 1 9 ro testing diesel 
generators during normal operation, trip on (ow tube oil prosauro 8 full load carrying 
c^abiiity of diesel generators 

KEI8ER.HW Pennsylvania Power & Light Co PLA-3164 89/03/10 Ragulatoiy Publi- 
cations Branch 2pp 49023001-49023 002 

8903230203 Forwards Safety Insp Ropt 50 461/89-06 on 890206 0303 Violations 
noted Uii) aliould be prepared to explain why corrective actions lailod to Identify un- 
qualilied Kynor butt splices & justify missing weep holes 

M1LLER,H J. Region 3, Ofc of the Director 80/03/16 GERSrNER,W,C Illinois Power 
Co. 2pp, 49028 346.4OO2O'360 

-B903230205 Safety Insp Ropt 60-461/89-06 on 890208 0303 Violation nolad.tailure to 
perform adquale corrective action on Kynar butt splices & junction boxos.Ma|or areas 
inspected LERs.Reg Guide 1.0? commitments & torque switches. 

GAUTAM.AS,, GARDNER,R N Region 3. Ofc of the Director 89/03/16 lOpp 
49020 350-49020 350 

8903240272 Forwards Insp Repis 60-335/89 02 & 50-389/89 02 on 800123*27 & notice 
of violation, 

JULIAN.C A Region 2, Ole of the Direcior. 89/03/03 CONWAY.WP Florida Power & 
Light Co 2pp 49039.134-49039 156 

-8903240279 Insp Repts 60-335/89 02 & 60 380/83 02 on 890123*27 Violations 
noted Malof areas Injected (feensee conformance to Reg Guide 1,97, Rov 3 
FILUON.P F., CONLONJ.E. Region 2, Ofc of the Director. 60 389/89*02 89/02/27, 
tOpp 49039.138-49039 160 


8811180179 NotilicatBon of CRGR MeoUng 150 on 8B11O0 to discuss proposed rule on 
storage of spent nuclear fuel In NRC- approved storage casks at nucloar power reac- 
tor sites 

JORDAN»E L Commiltoo lo Review Generic Requiremonts 60/11/04 
BERNERO.R M Oil too of Nuclear Molarial Safety & Safoauafds.DIroclor 
GOLOBGFlG.JR Office of the General Counsel PAPERIELLO.C J Regior^ 3, Ofc of 
Iho Director 4pp 48706001 48706 077 


0811160179 Notification of CRGR Mooting 150 on 881109 to dtscuas proposed rulo on 
slorago of spent nucloar fuel In NRC approved storage casks at nucloar power reac- 
tor sites 

JOflOAN,El Committee to Roview Generic Requirements 08/11/04 
OERNEHO^RM Offi-CQ of Nuclear Material Safely & Salogunrds, Director 
GOLOBERG.JR Assistant Corporal Counsel lor Hearings PAPERIELLO.C J Roflion 
3, Ole of the Director 4pp 4 8708 001-40706 005 

-0902200234 Forwards Issue sheol & addi backgraiind documents ro agenda Hem lor 
CRGR Moellng 150 on proposed saloly evaluation on QAW-10167, "Jiistdicatlon (or 
fncrqasfnp Reader Trip Sys On-Zmo Test /nforvafs " 

CONRAhLJ Commilleo to Review Generic Require me nlB 80/1 1/07 Commiltoo to 
flov low Generic Requirements 3pp 48706075 40706 077 

8901190347 Notification o1 890124 moollng w/NUMARC in Rockvillo.MD to discuss 
seismic issues ro Individual plant exam for severe accidents Revised agenda end 
SHAO.LC External Events Steering Group 03/01/11, ARLOTTO.QA.. 
HOuSTON.WR Office of Nucioar Regulatory Research, Director (Post 860720) 
NOVAK, TM Office for Analysis & Evaluation of Oporatlonal Data, Direcior. 3pp 
46706 07G 48706 oat 


8902280072 Summary of 09020! meolino w/ NUMARC ro status o1 NUMARC Initiatives 
on nuefoar pfanf equipment procurement & dedic allots programs List of aliondoos & 
meeting handouts w/oulll no for policy/ position paper & action plan end 
BRACH.E W Vendor Inspection Dranch 89/02/16. QRIMES.BK Division of Roadof 
Inspection A Safeguards (Post 670411) 7pp 40833 070-46633 085 


8902280323 Summary oi 890124 meeting w/NUMARC ro sotsmic Issues on Individual 

g iant OKam for severe accldenis List of attendees & meolino vlownraphs and 
HAO,lC External Events Slooring Group 89/02/13 ARLOTTO.QA., 
HOUSTON.RW, NOVAK, T.M External Events Steering Group 20pp 46836119* 
48636 146 


8903010348 Requesls 30 day oxtenaion to provide comments (or proposed rulo 
10CFR50 & 55 re ©due & exportenco roqulramcnts for oporatlons personnel 
LEE,B Nucloar Menagenionl a Resources Couhcl! f NUMARC) (formerly Nuclear Ujilily 
Manage 53FR52716 89/01/27 ZECH.L W Commlsslonors lp 48589 324^ 

485B9 924 

8903026551 Notification of 800223 moeting. w/NUMARC in Reckvll1e,MD to discuss info 
needs ra coteria in radwast© boicjw regulatory concorn 

GLENN.C Renulatorj^ Branch. 69/02715. BELL.M Rogufatory Branch LAHS,B, 
HOPKINS.D Orilce of Nucloar Regulatory Research, Directer (Post 860720) Ip, 
46673 016-46673 016, 

8903090202 Roquestn addi ir^to ro advanced LWR roquiromqnls documonl, Chapter 
0, Provide into on level of detail consistent w/ Rog Guido 1,70 for SAR. 

LONQ,W.O Slendardlzallon & Non-Power Reactor Pro led Dlracterate TAG 71246 
89/02/23 K(NTNER,EE ALWR Utility Steormg Gommtttee. 16pp. 48000321* 


BB03D90316 Transcript of 890222 Individual plant exam maoting In Rockville, MD,Pp,l- 

' Corqmisslonors. 89/02/22, 26pp. 40BOO 021-48800 046 

8903100039 Notification of 800308 CRGR MgqIIoq 159 in Rockville, MD re interim sfd 
for occupatiionaf exposure of skin 1o radiation from small radloaclive par tides. 
JORpAN,EL Commhteo to Review Generic Require men la 09/03/01 
BERNERO.R M. Office of Nuclear Material Safety & Safeguards, Direcior. 
GOLDBERG ,J.R Office of Ihe General Counsel. PAPERiELLO,C.J. Region 3, Ofc of 
the Direcior. 2pp 48804.034*46004*059 
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-‘8902170071 Forvxarcl'i gcnonc Hr ro hot poiticio exposure^; of skipi for review binder 
provisions of CRGH chart p-r Draft tnlGnm std that will be sent to Commission after res 
oitjtion of GRGR comments & recommonclattoiis on generic Itr also end 
SniEZEKJ H Office of Nuclear Reactor ffegufahon, Oirocior {Post 8704 1 1) 89/02/ 
OD JORDAN E L Cornmiltee to Review Generic Requiremonts 24pp 40804 036 
48BQ4 059 

89O3f4OOS0 Forwards documenls ro below #QgLlatory concern petitions per 090223 
meeting NUREG/BR 0050 NUREG/BR 0053 & 890223 mooting miniites end W/0 
and 

GtENN.CJ Regufatojy Branch 89/03/03 FAtROBENT.l Nuclear Managomenl & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage Ip 40034 216 
4G034 216 

8903150435 Forwards comments on NUMARC 87 00 App D dtd 890 f03 ro emergency 
diosel geiierator reliability program Sub] draff does not rofteot previous understandings 
S commitments, per Reg Guide I 155,SQClion 1 2 & 871120 NUMARC 87 OO.App 0 
SERKIZ,AW Reactor Piant Safety Issues Branch 89/03/02 MARION.A Nuclear 
M an a gem 0 nil & Resources Council (NUMARC) (formeriy Nuclear Utility Manage 2pp 
48873 004-48873 094 

-8903070214 Forwards comments on NUMARC 8700, App D, ' Emergency Diosel Ger^- 
eralor Program ” Reliability program noeds addE work beforo program can bo ap- 
proved 

ROSA.F Electrical Systems Branch 89/03/01 SERKI2.AW Reaclor Plant Safety 
tasiics Branch 5pp 46873 086 46873 090 

-8903150452 Commenls on Rev 1 to NUMARC 87-OO.App D did 890103 Cfanlicalions 
suggested in discussion o1 surveillance teslmg 

LOFGREN.EV Science Applications International Corp (formerly Scionco Applies 
lions, Inc) 69/02/02 SERKIZ.A NBC • No Dotailed AlfiEialton Given 5pp 
46873 091-48873 094 

6903200259 Forwards NUMARC commenls representing industry stgmlicanl concerns & 
(lii03tions ro NRC Individual PlanI Examinations Generic Ur 88 20 SERs 
RASIN.W H Nudoar Management & Resources Council (NUMARC) (formerly Nuclear 
Ufility Manage GL*a8 20 89/02/08 HOUSTON, W Division of Safety Issue Resolu- 
lion (Post 880717) 15pp 4B965 155 48965 169 

6903200292 Informs that end talking point paper faxed te A Marion of NUMARC to fa 
cilifato discussions w/A Marion & NUMARC working group led by B 
Cavanaugh Talking point covers issue of substandard or falsified components 
GRIMES.B K Division of Reactor Inspection & Safeguards (Post 870411) 89/03/16 
RAISIN.VV Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Ulilily Manage 3pp 48971 001 46971 003 

8903200300 Summary of 881202 meeting w/NUMARC task group vvriling now STS for 
RCS Analysis for Wealinghouse plants revealed concerns w/rod withdrawal accident 
during periods of natural circulation Handouts end 

BUTCHER.EJ Tecbnlcnl Specifications Branch 89/03/14 ROSSI, CE Division of 
Operational Evonfs Assessment (Post 870411) 8pp 48971 03Q 48971 045 

8903200326 Summary of 881202 meetina w/NUMARC Task Group re new STS for 
plant sya presently being written Markea up Tech Spec pages ro turbine cycle safety 
valve s.componGnt cootmg water sys & control room emergency air cleanup sys enci 
BUTCHER, EJ Tochnical Specificalions Branch 80/03/06 BOSSI.CE Division of 
Operational Events As^sessment (Post 870411), ilpp 48969 295 40969 305 

C9032C0335 Summary of 081216 meeting w/NUMARC STS Improvement coordination 
group re progress of work on Tech Spec Improvement Program List of attendees end 
BUTCHER.EJ Technical Specifications Branch 89/03/06 ROSSl.CE Division of 
Operational Events Asiessment (Post 870411) 3pp 48970 014'4G970 016 

89Q32 10116 Notification of 890320 meeting w/NUMARC In Rockville, MD to discuss 
stress corrosion cracking of high hardness steol mechanical components in safety re- 
lated oqufpment 

ROOD,H Projocl Directorate V 89/03/15 KNIGHTON, GW. Project Directorate V 
6pp 48981 329-48981 334 

6903210234 Advises that NUMARC has sf^ificanl concerns ro draft ger^eric Itr on sve 
water sys degradations Reouests that GRQR consider concerns In review of Ur No 
doctimonled basis exists to juslify magnifude re close cycle sys 
RASIN,W H Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 89/02/27 JORDAN, E L Commiflee to Review Generic Requirements 
2pp 489B0 360 48980'361. 

8903210352 Comment supporting proposed Rev 3 to Reg Guide 19, 
“SoJeclion,Design,Qualiflcation,Testing & Reliabilily of Emergency Diesel Genefalor 
Units Used at Nuclear Power Plants ” 

RASIN.W H Nuclear Management & Resources Council (NUMARC) (formerly Nuefear 
Utility Manage B3FR45B31 00009 89/03/13 MEYER.D.L Regulatory Publications 
Branch lOOpp 49001 •132-40001.245 

B903230482 NotiNcatlon of CRGR Meeting 160 on 890322 Agenda provided Advises 
that review packages for items scheduled at meeting, will not do released to PDR until 
NRC considered or decided metier addressed by info 

JORDAN,E L Committee to Review CSeneric Requirements 89/03/16 
BERNERO.RM Office of Nuclear Malenal Safety & Safeguards, Director 
PAPERIELLO.C J Region 3, Ofc of the Director. ROSS.Dh Office of Nuclear Regula 
lory Research, Director (Post 060720) 2pp 40036 358‘40036 359 

8903240053 Discusses 890228 meetiing w/NUMARC re status of working group activi- 
ties to review licensee programs for procuremenU 

BRACH.E W Vendor InspecHon Branch. 89/03/03 GRIMES, B K. Division of Reactor 
Inspoclion a Safeguards (Post 870411) 4pp. 49069 137 49080.140, 

6903270184 Nolificalion of 090408 meeting w/NUMARC m Rockvillo.MD to discuss 
NUMARC final draft IQCFRSO 59 guidance documen.!, 

BUTCHER, EJ Technical SpecHications Branch 89/03/16. ROSS1,CE Division of 
Operational Events Assessment (Post 870411), 2pp 46049 221-49049 222, 


SECY POSITION PAPERS BEFORE THE COMMISSION 

6807290166 SECY 68-204 Recommends that Commislon approve notice of final rule- 
making that would amend 1OCFR3O,40 & 70 to sel out emergency preparedness re- 
quirements for fuel cycle & other radioactive mall licensees 
STELLO.V. Ofc of Ihs Executive Director lor Operations 88/07/15 ?0pp. 4904B.22B 
49048 297 


6901260312 SECY 89 010 Requests Commission approval fo publish advance notice of 
proposed rulemaking, ' Acceplance of Products Purchased for Use m Nuctoar Power 
Plant Structures Sys & Compononts " 

STELLO.V Ofc of the Execulivo Director for Operalionb 89/01/17 t'/Ppp 
48866 001 48866 119 

8902070084 Requests approval lo publish advance notire o1 proposed rulemaking ‘'Ac 
ceplanco of Products Purchased for Uso In Nuclear Power Plant Sir uc lure s.Sys & 
Componenls," lor puhitc comment 

STELLO.V Ofc of the Executive Director (or Operations 89/01/17 3p|i 48504 143 
48504 146 

8902130352 SECY 09 027 RGf|UQsls Commission review & approval of final rev to 
10CPR2 ro procedures for high (cvol waste licenbing procoodiny 
OLMSTEAD.WJ NRC - No Detailed Affiliation Givon 89/01/30 199pp 48706 1 14 
48706 312 

6902160232 SECY-B9 030 Advises that notice of final rulemaking re fitness for duty pro 
grams will be published in FR allowing 180 days for implemontalton & that paj or 
should bo scheduled at open session if discussion w/stnif desired before approval 
STELLO.V Ofc of the Executive Director for Operations 89/01/31 ?59p!) 

48991 021-48991 279 

8902230255 Staff requirements memo re 090209 affirmalion/drscusston & vni.* m 
Rockvillo.MD on SECY 88-334, concerning policy stalomont on cooperation w/slalub 
al commercial nuclear power plants Commission approves final policy statement 
CHILK.SJ Office of the Secretary of the Commission MQ9Q209 89/02/ lO 
PARLER.WC Office o1 the General Counsel 41pp 48578 197 40578 237 

8903060269 SECY-89 060 Recommends Commission approve proposed policy on 
import & export of low level radwaslo & proposed action on inquiry from Eldorado Re- 
sources Lid to dispose of waste In US 

STELLO.V Ofc of the Executive Director for Operations 89/02/23 33pp 60676 221- 
69676 253 

8903090205 SECY-B9 017 Presents NRC recommendation ro Mark I conlammont par- 
formanco improvement & other safety entiancemenls 

STELLO.V Ofc of the Executive Director for Operations 09/01/23 92pp 40704 229- 
4B784 320 

8903140365 SECY 80 036 Oiscusses rulemaking on early silo permits, design certifica 
lions & combined Itcortses & recommends that draft notice bo published 
PARLER.WC Office of the General Counsel 89/02/02 176pp 48037 327- 

48038 144 

8903150165 Responds to appeal of denial of FOIA request for Documents 36>6t on 
App C Releases Documents C 38 - C-58,C 60 & C 61 Other App C documents with- 
held (ref FOIA ExempUon 6) 

CHILK.SJ Office of the Secretary of Iho Commission 89/03/03 AFTERGOOD, S 
Committee to Bridge tho Gap Ip 48875 123-40875 251 

-6405 160013 SECY-03-500A Recommends Commission affirm SECY 83-500 lo roviso 
10CFR7a 40(a), general physical protection requirement 

DIRCKS.WJ Oto of the Executive Director for Operations 84/04/20 3pp 48B75252- 
48875 266 


STATE PROG STATE PROGRAMS 


8902230425 Ack receipt of CB1223 response to commenls on 190B review of Statu of 
TX radiation control program Slate will be informed when proposed rule on omergoncy 
preparedness finalized 

KAMMERER.C Slate, Local & Indian Tribe Programs 09/02/16 BERNSTEIN.R. 
Texas, State of tp 4BS55.139 4B555 139 

8602240078 Forwards now request for disposal of potassium iodine tablets AddI Info ro 
chemical incompatibility of potassium iodine w/other chemicals end, per 890103 
telcon 

SCHMIERBACH.M Tennessee Valley Authority 89/02/01 MOOSE, Q Y Tenneagoo, 
Stale of, Opp 48576 325 48576 333 

6902260299 Forwards BB0&02 semiannual repl review indicating NRC conclusion lhal 
well field successfully restored.based on data submitted Conclusion Incorporated into 
Amend 3 to License 5UA-1492,dld 881212, also end 

HAWKINS.EF Uranium Recovery Field Ofc. R4 89/02/16 ENGEL.S Wyoming. 
State of. 2pp 48628 001-4862 8 021 

8903010176 Provides rept ro background & initial data gathered by Citizens Monllorlng 
Network around plant for Dec 1988 Jan 1089 

MUiRHEAD.O , BURROWS.B . QUAID.D Affiliation Not Assigned 89/02/14 DUNN.V 
Massachusetts, Commonwealth of. 35pp 40648 120 48648 T41 

6903010414 Comment supporting proposed rule 10GFR50 re ensuring effectiveness of 
maint programs for nuclear power plants Council supportive of any measure to 
reduce likelihood of accident affecting pvibllc health & safety 

ESCHELS.C Washington. Stale of 63FR47822 00009 89/02/13 Docketing Serv- 
ices Brartch 2pp. 48642 357-48642 358 

6903020616 Notifies that documents filed by licensees & correspondence from author 
re licensee facilities will continue to be made available in NRC PDR & LPDRs. 

CHAN.T Project Directorate V 69/02/16 FLENNER.J.M Arizona. Stale of 2pi>, 
48669 359 46669 360 

8903030020 Forwards minutes of 890222 meeting w/State of NV & Sargent & Lundy re 
resolution of 30 comments on Nuclear Waste Prolecl Ofc QA manual. 

LINEMAN, JJ, Repository Licensing & Quality Assurance Pro ect Directorate (881 120) 
HLWR B9/03/03 LOUX.R Novada, Slate of 5pp. 48694.269-48894 273 

6903030196 Forwards draft permit & public notice re Everest Minerals Morton 1-20 
Permit UlC 89 030 Class 1! Halliburton treating repla tor add job performed In 1981 & 
vondor step rate test performed In 1988 end Comments requested by 890330 
LUCHT.R Wyoming, State of 89/02/08 KONWINSKI.G R Uranium Recovery Ffeld 
Ofc, R4. 35pp 46694 175 4B694 209 



NONDOCKETED ITEMS 291 


0903030467 Notificalion of conlract oxecoiion.Moil / to ‘'Radiation Monitoring Progmni 
RequirGmonts " Contractor Staio of DE 

hughes, A Conlrnct Administration Branch NRC-2G 83 602 FIN 9 8352 09/02/07 
MARTIN J T Region 1 Ofc ot tho Director HUGHES, A Division of Contracts & Prop 
erty Managomont (Post 090205) Ip 48694 290 40694 206 

-090306001 1 Mod 7,QXtonding period of porformanco.providing CYQO funds & rovisinc} 
Article V.inco/poraUng rovisod slatomont of work, changing accounting & appropriation 
data & revising contractor namo & address, to “Radiation Monitoring ’ 

HUGHES.J A Detawaro State of EDGEWORTH.P J Contract Administration Branch 
FIN B 8352 NRC 20 03 602 89/02/07 6pp 40694 291 48691 296 

8903080209 Comrnont on proposed rule lOCFRlSO Agroemont States have assemhted 
listed objectives and concerns which should bo resolved 

ANDERSON, LF Utah. Stale of 53FR3l8aO 00048 88/t0/24 KAMMERER.C C 
State. Locat & Indian Tnbo Programs 2pp 48745 276 48745 277 

B9030B0554 Informs that State of ME has no objections to proposed Tech Spec 
changes re steam oxcess flow chock vatvo surveillance testing intervals & deletion of 
orgamzaiion charts from administrative controt requirements 
DOSTIE.P J Maine, Siato of 89/03/01 Document Control Branch (Documonl Conlrol 
Desk) 2pp 48778 358 48778 359 

8903090272 Responds to 881222 Itr roquosiing inclusion o! town of Bourrro within 
plume exposure pathway EPZ for plant NRC determined that oxistmg plume exposure 
pathway EPZ suffices for public safety 

ZECH.LW Commissioners 89/03/01 KIRBY.EP Massachusetts. Commonwoallh of 
4pp 48800.014*48800 010 

.-6903090278 Endorses request of Bourne Board of Selectmen that town bo mefudod in 
radiological emergency response plan 

KIRBY, 6 P Massachusetts, Commonwealth of 88/12/22 Commissioners Ip 
48800 018 4D800 018 

8903090290 Responds to 801227 Itr roquostmg NRC tmnoso moraloiium on ail applica* 
tions submlllod by util & thoroughly review all info previously submit led by util lo deter 
mine veracity, accuracy & authenticity 

ZECH.L W Commissioners 89/03/02 SWBENEV.R , YEVOLf.L J . BIANCHI,! W New 
York. Slate of 6pp 48798 290 40708 304 

-0903090292 Requests that NRG imposo Immodiato moratorium on all applications sub- 
mitlod by util for license for plant & that NRC rovfow all prior info submitted by utit to 
dotormlno veracity.ac curacy & authenticity 

HARENBERG.P, YEVOLf.L J, SWEENEY, R Now York, State of 66/12/2/ 
ZECH.LW Commissioners 1p 40700 304 48790 304 

8903100024 Responds to 090112 request for access to NRC Saloly Issues Mgt 
Sys NRC presently in process of verifying accuracy of pfant-speclfic data & expects to 
completa task by mid>1989, 

MURLEY.TE Office of Nucloar Reactor Regulation, Director (Post 070411) 09/02/ 
28 LASH.T R Illinois, Stale of Opp 48008 330-46800 337 

8903100178 Nolrflcaffon of 600322 moolrng w/OOE, Stele of NV & fopresemelives of 
Nye, Lincoln & Clark Counties in Las Vegas, NV ro QA Agenda end 
KENNEDY, JE Repository Licensing & Quality Assurance Prolcct Directorate 
(001120) HLWR 09/03/09 LINEHAN,J J Repository licensing & Quality Assurance 
Project Diroclorata (801120) 3pp 40002 320 48802 322 

8903130133 Notification of contract execution, Mod 7, to “Radiation MonltorlnQ Program 
Requirements “ Contractor Tennessee Oopt of Health 

HUGHES, A NRC • No Dotailetl Affiliation Given FIN B 0401-0 IMRC-29 8 3 622 89/ 
02/21 MALEY.n J Region 2. Ofc of the Director KAHLE.J B NRC - No Detailed Af- 
IMon Given Ip 4 8B26 324 46020 335 

-8903130141 Mod 7, extending period of performance, providing CY89 funds, revising Ar- 
ticle V,in corpora ling revised statement of work & changing accounting & appropriation 
data lo “Radiation Monitoring Program Roqulremenls." 

LUNA.JW. Tennessee, Stale of * Division of Contracts & Properly Management 
(880515 090204) FIN B 8401-9 NRC-20 03.622. 89/02/21 11pp. 40020 325- 

46628 335 

6903130444 Ack receipt of B00209 Itr commenting on util 890202 submillol proposing 
Tech Specs cliange dealing w/leaiing of primary containment isolation valves State o1 
VT commonls wl/l do considered In rev/aw of proposed cfiango 
FAIRTILE.M B Project Directorate t*3 09/03/01. STERZINGER.G Vermont, State ot 
3pp 4e630'208 48630 300. 

6903130692 Discusses 890307 telcon re U$ Ecology variance request to alter disposal 
depth for three Enviraltoy HICs w/surface levels greater than 100 R/hr from Q meter 
disposal depth to 6-iheter disposal depth lor Class C waste In 10CFR61 
ROBERTSON.G, Washington, Slate of 89/03/07, SHAFFNER.J, Office of Nuclear 
Material Safely & Safeguards.Dlrector 3pp 40820 014*46620 016 

8903140146 Responds to MJ Bell request for Info ro NRC guidance for cloasifylng hei 
erogeneous low level radwaste NRC position on mixing separate waste streams in 
container will be specifically addressed In future rag guide. 

JOHNSON.T.C Regulatory Branch 69/03/08. GHARNIQO.C Now York, Slate of. 
2pp 48858 197-46858- too 

8903140273 Responds to 890117 Hr ro offsite emergency planning alalus Assures that 
views of state/local officials considered In 801221 Commission ondorsmant of 
deliberate .phased start-up program over 4-0 month period w/augmented NRC over* 
sight 

ZEGH.L W. Commissioners 89/03/00 DUKAKIS, M S Massachusetts. Commonweallh 
of 6pp 40063.250-48063 266. 

8903140298 Discusses util 801230 application for amends to Licenses DPR-70 & DPR- 
7 5, incorporating new fuel design VANTAGE 5 Hybrid Toiel Zlfcaltoy4 mass used In 
core grill warrants evaluation before NSHG determination rendered. 

TOSGH,K New Jersey, State of 89/03/06 Document Control Branch (Document 
Conlrol Desk) Ip 40034.056-40834-056 

6903140612 Notification of contract execution, Mod 7.to "Radiation Monitoring Program 
Requirements '■ Contractor Radiological Health Program 

HUGHES, A Contract Administration Branch FIN B 8367 NRC-2B63 611 69/01/17 
MARTIN, TT. Region 1, Ofc of the Director KOrrAN.J NRC - No Detailed Atfillatlon 
Given. Ip 48858 105 4B85B 110 


-8903140683 Mod 7,exlen(ling period of perfoimancG, providing CY80 funds, revising Ar 
tide V incorporakno revjsod stalcmenl of work & changing accounting & appropriation 
dala.lo “Radiation Monitoring Program Requirements " 

WALLACE, WT Now Hampshire. State of EDGEWORTH.P J Davisicn o1 Contracts & 
PfOpoity Managomont (000515-090204) TIN 0 B367 NRC-2S 63*611 69/01/17 5pp 
4BB50 106 48850 110 

8903140831 Nolilicalion ol contract oXGculion.Mod 6 to “Cooporauva 
Agreement Environ SurveiUanco (or Measunng Concentrations of Radioactivity & Radi 
ation Levels in Environ ot Commission Licensed Aclivilios '* Contractor Nebraska 
Oept of Health 

HUGHES, A Contract Admmislfalion Branch FIN B-8503-9 NRG-Sl 66.330 09/02/ 
20 MEYER.OM Rogaoin 4, Ole of tho Director Ip 46037 025 40837 040 

“69031 600SO Mod O.Gxlcndmg ponod of perlormancD, providing CY09 funds & revising 
Arlicio V.lo "Cooporalivo AgroomGnl Environ Surveillance for Measuring Concontra 
lions of Radioactivity & Radiation Lovels in Environ ol Commission licensed “ 
WRIGHT.G F Nebraska, Siato of EDGEWORTH.P J Division of Contracts & PropoiW 
Management (Post 690205) FIN 8-8503-9 NRC 31-06 330 89/02/20 I5pp 

40037 0 26 40637 040 

8903150260 Dhcussos Siato ol WV continued participation in NRC Slate Liaison Oil ice r 
Program Individuals solocted lor role should be ahla to commumcato effectively w/ 
ether stale agoncies on nuclear issues 

ZECH.LW Commisslonors 89/02/16 CAPERTON.G West Virginia, State ol Ip 
40860 19G-48B60 106 

8903150437 Informs that NRC will cqnlinuo to work w/L Lloyd unless new Individual ap 
pointed Stale of MT aiato liaison officer Conlmued poriicipation In NRC State Liaison 
OMicor Program encouraged 

ZECH.LW Commiasionors 89/02/16 STEPHENS, S G Montana, Slate of Ip 
40871 352 48071 352 

8903160446 Discusses State of NV continued pcirliclpallon in NRC Siato Liaison Oflicor 
Program NRC lo work w/RR Loux as most recent State of NV liaison officer unless 
informod ol now choice 

ZECH,LW Commisslonors 89/02/16 MILLER,RJ Nevada, Stale of Ip 46671350 
48871-350 

8903150454 Discus&os Stato ol NH coniinuod parlicipalion In NRC State Liaison Officer 
Program NRC work w/R Slromo ns most recent Stale ol NH liaison officer unluss in 
formed of new choice 

2ECH,LW CommlSBlofiGis 89/02/16 GR0GQ,J Now Hampshire, Stato of Ip 
48671 359 4DB71 359 

8903150460 Discusses State of IN continued participation In NRC State Liaison Officer 
Program NRC to work w/TS Danielson as most recent Indiana Stato liaison officer 
unloss recipient inform NRC of new choice 

ZECH.LW Commisslonors 89/02/16 BAYH.E Indiana, Stato of Ip 46071 275- 
40671 276 

8903160134 Ack receipt oE reouegt for DES or lo receive further mio on EIS preparation 
(Of completion of West Valley Domonalration Prelect activities tdonkficatlon number 

SP^NBUR6H.RQ New York, Stale ol 25262 60/02/20 BERNERO.RM Odico of 
Nuclear Material Safely & Safoguards.Diroctor 3pp 40870 323-46870 323 

0903(701 5 f Second motion ter rocofisfcteraflofi of CU-flS-fO * Comnrtlsslorr shouW re 
consider CLI 86-10 & admit cor^tentions dealing w/ cost & availability of low level 
waste disposal for Migalton W/sepporfvfTg fnEo A CerlJroafo of Sve 
TRAFICONTE.J Massachuselta, Commonwealth ot #189 8235 OL-1. 89/03/03 
Commissioners 15pp 46811,166 46811:200 

8903170433 Foiwards info re radwastos at pfants.includfng radwaste vet projections for 
Class A,6 & C & mixed wsslo for 1990-1094, eslimale of present radwaste storage 
capacity & esflmato for expansifon of sforago capacity 

MROCZKA.EJ Norlheasl Nuclear Energy Co. (subs of Northeast Utilillea) 69/03/06 
LfNSCOTT.S K. Ccmaclicui, Sfefo of 7pp 48053 246-48053 252 

8903200301 Partial response to FOiA request for documents Forwards App E/E & por- 
tions of App F/F documents App 0/D,E/E & portions ol App F/F documents availabie 
(n POR.APP G/Q portions of App F/F wiffthofd (ref FOIA Examption 6) 
GRIMSLEY.OH Division of Freedom of Information & Publications Services (Post 
600205) 69/03/10 JOHNSON.G E Swidler & Berlin 9pp 40931-236-46634 061 

“8993200322 Responds lo 661222 tlr & rept re slate of omergoncy preparedness at 
util Emergency preparedness wiU be reviewed In coming months In preparation lor de- 
cision on reaatness of plant Findings will be discus sod w/rocipient after review 
MURLEY.TE, Region 1, Ofc ot tho Director 07/01/05 BARRY.CV Massachusetts. 
Commonweallh of tp, 46931-332*46931-332 

“8903200332 Requests lo appear boloro Commonwealth ol MA special joint committee 
or^ investigation & study ot plant on 070302 in Boston.MA durlnq review of pubilc 
safety.rinanclng, supplies, equipment & plans (or emergency prepareuness 
NORTON.TG. FORM AN. P Massachuaeils, Commonweallh of 67/02/10 

PARLEfl.W Office of the General Counsel, 1p 48031:333 48031-333 

6903210016 Responds to NRC 890112 Itr ro results of Nevada radiation control pro 
gram audit conducted by NRC in Nov 1986. 

QRtEPENTROG.3. Nevada, Slate of 89/02/21 KAMMERER.C Stale, Local & Indian 
Tribe Programs 6pp, 489S2 110 48962 114. 

6903210124 Forwards Mod A010 to Cooperative Agreemonl DE-FC04 81 All 6257 be 
tween DOE & Stale of CO. 

DIXSON.G.R, Energy, Dept of. 89/03/17. LOHAUS.P.H. Oporations Branch Ip 
48994.1 07-48994-2O3 

“6903210127 Mod A016 to Cooperalivo Agreement DE-fCO4-81AL10257 between DOE 
& Stale of CO 

THIELA.L Colorado, State 0 ( B9/03/17 5pp. 48994- 19B-4a904 203 

6903210380 Responds to 681227 Itr requesting NRC to include town of Bourne within 
plume exposure pathway EPZ for plant Existing EPZ at plant considered sufficient to 
provide assurance that public heattn safety will be protected 
ZECH.LW. Commissioners 89/03/0 1« CAHIRJ S Massachusetts, Commenwealth of 
4pp. 48964 046-40984.050 
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'•’•B903210366 Proposes lhni town o1 Qourno bo designated its pari o1 ptant EPZ sinco 
pari o( town rests within 10 mifos of facility 

CAHIR.T S Massachusotla, Con^monwGalth of 80/12/27 ZECH.LW Commssionors 
tp 489a'1 050 'taDO'l 050 

8903210409 PNO II 39 014 on 0Q(}223,Stato of NC comploterj preliminary investigation 
at SRS Tochnologles.Inc determined that damage to thorium beating signs occurred 
after sliipmant tnvestigaton highlights listed 

TROJANOWSKI.R Region 2, Otc of the Director 89/03/03 2pp 489B9 360- 
40989 351 

5903210521 Documents technical concorns agreed upon during 890215 meeting ro Du- 
rango UMTRA final cover design Cover placement will begin as soon as possibTe to 
minimize amount of precipitation allowed to intiltrato disposal coll 
B1SCHOFF.E L Colorado. Stale of 89/02/22 HAWKINS.E F Uranium Recovery Field 
Ofc, R4 2pp 40982 277-48982 278 

8903220058 Errata sheet to application & supporting onvlron repl for State of NE under- 
ground inloction control program commercial permit Replace originat sheet w/corroct 
od pages 

• Nebraska. State of 89/02/21 15pp 49020 135 49020 149 

8903220087 Ack request for renewal of Ouivira Mining existing discharge plan Requests 
addi info for review of ronewal 

MORGAN,! Now Mexico, Sloto □( 09/02/20 FERDINAND.B Ouivira Mining Co ?pp 
40007 213 49007 214 

8903220113 forwards proposed Rog Guido 2 0. "Guido for Preparation of Applications 
for Industrial Radiography Exam." for review Comments due by 890317 
MCBURNEY.RE Toxas. State of 89/02/15 Texas. Slate of 4pp 49008 011- 
49008 014 

8903220159 Forwards Slate of NE 801230 Hr to Empire Fko & Marino Insurance Co 
roloasing surety bond for Crowe Butte Project, per License Condition 43 
COLLINGS.S P Forral Exploration Company of Nebraska, Inc 89/01/16 
KONWINSKf.G Uranium Recovery Field Ofc, R4 2pp 40000 202-49008 293. 

8903230057 Requests a cK of receipt of annual survey rept for Lioenso NS-1 
WALDROP, CG South Carolina. State of 89/03/14 NRC - No Delailod Affiliation 
Given 2pp. 49020 096 49020 120. 

-8903230062 Forwards "Annual Survey Repl NS Savannah " 

WALDROP.C G South Carolina, Stato of 89/02/20 NRC - No Detailed Alfiliation 
Given 3pp 49020 090 40023 120 

-8903230066 "Annual Survey Rept, NS Savannah, TLD Monitoring Ropi.Direcl Radiation 
Survoy.Conlamlinallon Survey ResuHs & Environ Sample Analysis Repl,0 60321 -22," 

• South Carolina, Stale of QB/00/22 20pp 49020 101-49020 129 

8903230058 Applicant response to second motion for reconsideration of CLI-08-10 * 
Atty general of Commonwealth of MA 090303 motion tor reconsideration of Commis- 
sion 801221 decision sfiould bo denlacj Affidavit of QS Thomas oncl.W/Certificete of 
Sve 

DIGNAN.T Q Public Service Co of New Hampshire DIQNAN.T O Ropes •& Gray 
#189 0285,01-1 89/03/13 Commissioners 21pp 40680 021-46089 052. 

S90323015B Commont supporting proposed Chapter 1 re policy staloment on exomption 
from regulatory control Coordination w/stale & local radiation control programs 
throughout devolopment of policy & rulemaking process essential 
TEDFORD.C.F Arizona, Stato of 53FR49aa6 00201. 89/03/00. Docketing & Services 
Branch 3pp 4Q035'ie3-49035 IBS, 

8903230169 Requests state participation tn NRC State Liaison Officer program. 
ZECHLW. Commlasionera 89/03/03, DIPRETE,E.D Rhode Island, Slate of. Ip 
49026 135-4002$. 135 

6903240248 PNO-l-80 023 on 6003 16, two rosoarchers dotecled P-32 contamlnalfon on 
shoes while conducting ond-o!-day survey at Albert Einstein. Collage of Modicirte, Spill 
considered minor & confined to lab Lab being cleaned up. 

MCGRATH, J Region 1, Ofc of Iho Diroclor 09/03/17, Ip 49039 255 4 9039*255 

8903240317 Approves umv 890222 request to extend submission date for high to low 
enriched U conversion application from 090301 to 890901. 

MICHAELS,! 8 Standardlzatton & Non Power Reactor Project Directorate 89/03/10 
OIMEGL10.A.F Rhode Ealand, Slalo of 3pp 49039*313 49039 315. 

8903240339 Forwards commools on radiological & continaency plan lor Richland low 
level radwaste disposal facility Concern raised re lalilure of plar) to discuss Involvement 
of ofiaiie emergency reaponso personnel 

ROBERTSON.Q Washington, Slate of 69/03/20 CARPENTER.S US Ecology. Inc 
fformerly Nuclear Engineering, Inc 3 6pp 49039 290*49039 295 

5903270310 Confirms 690120 tetcon re current review of State of KS radiation control 
program State program for regulation of agreement malls adequate to protect public 
health & safely. Commends slate for efforts re leaking Po-210 eliminators. 
KAMMERER,C Assistant Director for State, Local 8 Indian Relations 89/03/20 
GRANT.S C. Kansas, State of. 4pp 491 10 066-49110 069. 

8903270318 Nolificallon of contract execution, Mod 7, to "Radiation Monitoring Program 
Requirements." Contractor .State of MD Dept of Environ, Radiological Health. 
HUGHGS.A Coniraci Admlntstratlon Branch. FIN B-B353 NRC-28 63 608 0 9/03/15, 
MARTIN J.T. Region 1, Ole of the Director KOTTANJ NRC - No Detailed Affiliation 
Given, ip. 4 9055.24 7-4 &055 256. 

-8903270319 Mod T.exlanding period of performance .providing CY89 funds, revising Ar- 
ticle V.lncorpo rating revised statement of work 8 changing accounting data.io "Radi- 
alion Monilorfng Program Requirements " 

FIETGHER,R.Q. Maryland, Slate of. EDQEWORTH.P J Division of Coni rads & Prop- 
erty Management (Post 890205) FIN 0 8353 NRC.za-83-608. 89/03/15 lipp 
49055*248-49055:258. 

8903270387 Nolilicallon Of contract executiori.Mod 12,|o "Radiation Monitoring Program 
Requlrem&nls.'*Contracior.SlalGofOH. 

HUGHES, A Conlract Adminlslratlon Branch NRC 30*93-846. 69/03/03 
NORELIUS.C.e. Region 3. Ofc of the Director CANIANO.R J>. NRC - No Detailed Af* 
filiation Given 1p 49110,171-49110.172 


-0903270389 Mod 12,changing name of technical representative, to "Radiation Monitor 
mg Program Requirements " 

* Ohio, Slate of EDGEWORTH, PJ Division of Contracts & Properly Management 
fPost 8902051 NRC 30 03 646 89/03/03 Ip 49110 172-49110 172 

0903270418 Noiificalion of contract execution.Mod 11, to "Radialion Monitoring Program 
Requirements " Contractor State of Ml 

HUGHES. A Contract Administration Branch NRC-30-83 644 89/03/03 

NOBELIUS.CE Region 3. Ofc of the Diroclor CANIANO.R J NRC - No Detailed A(- 
lihalion Given ip 49110 225 49110 226 

-5903270419 Mod 1 1. Changing name of technical repreaeniative.to "Radiation Monitor 
mg Program Requirements *' 

‘ Michigan, State of EDGEWORTH, PJ Division of Contracts & Properly Management 
(Post 090205) NRC 30 83-644 89/03/03 Ip 491 10 226 491 10 226 

6903280003 Noiification of conlract execution.Mod 11, to "Radiation Monitoring Program 
Requirements " Contra dor State of MN 

HUGHES,A Contract Admlnislrallon Branch NRC 30 83 645 80/03/03. 

NORELIUS.CE Region 3. Ofc of the Director DOLEZAU.A NRC - No Dolalled Affili 
ation Given Ip 49074.142 49074 143 

-8903280004 Mod 1 1, changing namo of technical rapresentalive.lo "Radiation Monitor- 
ing Program Requirements " 

* Minnesota, Slate of EDGEWORTH.PJ Division of Conlracls & Property Manage 
men! (Post 890205) NRC 30 83 645 89/03/03 1p 49074 143 49074 143 

8903290122 Seacoast Anil Pollution League motion for extension of record of litigation 
re State of NH radiological emergency response plan notice of appeal ‘ Adel two 
pages requested W/ supporting documentation & Sve list 

BACKUS.RA Seacoast Anti Pollution League. #189 8343 82-471-02 OL 89/03/21 
Atomic Safely and Licensing Appeal Panel 6pp 49001 118 49001 123 

8903290141 Seacoast Anti Pollution League brief on appeal of partial initial decision on 
Slate of NH Radiological Emergency Response Plan LBP 80-32 * Sve list 8 support 
Ing documenlalion end 

BACKUS.RA. Seacoast Anti Pollution League #189 0345 LBP-QO 32 89/03/21 
Atomic Safely and Licensing Appeal Panel 02pp 48999 201*40999 282 


TOPBEP VENDOR REPORTS AND RELATED CORRESPONDENCE 

8805160121 Forwards evaluation of SuppI 1 to Topical Rept Tfl UR 85 225, "ASEA 
ATOM BWR Control Rod Blades for US BWRs " Repl acceplable lor referencing in 
license application 

THADAN1.AC Slruclural & Geosciences Branch 80/05/05 TENERZ.G AS E A Atom, 
Inc Ip 46736 317 46738*324 

-8005170115 Topical rept evaluation of Supp1 1 to TR UR 85-225, "ASEA- ATOM BWR 
Control Blades for BWRs " Full scale seismic testing of ASEA-ATOM C lattice design 
show that seismic performance acceplable 

* ASEA Atom, Inc. 88/05/05 2pp. 45730 318 40738 310 

-6903030481 TR UR 05 225 P S01 SuppI tA to TR UR 85 226 P, "ASEA-ATOM BWR 
CoMrol Blades for US BWRs " 

* ASEA Atom, Inc 87/10/15 5pp 40738 320 40736.324 

8002210633 Forwards description of damage of BWR recirculation pump in-water boar 
Ing ring in Japanese reactors, per 890203 meeting, Meeting w/GE & B Jackson to de- 
termine understanding of Issue & safety ImpNcafions for US requested 
MURLEY.TE Office of Nuclear Reactor Regulalion, Director (Post 070411) 89/02/ 
03 MARRIOTT.P.W General Electric Co. 3pp 48706.002-48706.084. 

8902230423 Advises that WCAP- 10977, SuppI 1, "AddI Info in Support of Technical Jus* 
lificalion for Eliminating Large Primary Loop Pipe Ruptures as Structural Design Oasis 
for Indian Point Unit 2 . withheld (ref 10CFR2.790),per 880112 request 
SLOSSON.M.M Project Directorate 1-1 TAG 68310. 09/02/16 WIGSEMANN.R A. 
Weslinghouse Electric Corp 5pp 40568 a35-48S60‘239 

8902240074 Forwards Topical Rept NUSCO-165. "Large Break LOCA Fuel Rod Re* 
eponse (NUFnAP*T6) & Core Oxidation Evaluation Models (NUCOM) " Final rept pro- 
viding plant specific large break LOCA analysis remains scheduled for submitlal in Jut 
19B9 

MROCZKA.E.J. SEARS.CF. Conneclicuf Yankee Atomlo Power Co. MROCZKA.EJ 
Northeast Utilities B 131 SO 09/02/17 Document Control Branch (Document Control 
Desk) 2pp 40576 063*48576 243. 

-8902240076 MUSCO 165 "Large Break LOCA Fuel Rod Response (NUFRAP-T6) & 
Core Oxidation Evaluation Models (NUCOM) " 

* Northeast Utilities Service Co (subs, of Northeast Utilities). 89/02/20. 160pp 
40576065 4B676 243 

B902240078 Forwards new request for disposal ol potassium Iodine tablets Addi info re 
chemical incompatibility of potassium iodine w/other chemicals end, per 090103 
telcon 

SGHMIERBACH.M Tennessee Valley Authority 89/02/01. MOOSE .G.Y. Tennessee, 
State of 9pp 48576 325 48576 333. 

8902240207 Forwards WCAP-12020, "Analysis of Capsule P from Wisconsin Public Sve 
Corp Kewaur^ee Nuclear Power Plant Reactor Vessel Radiation Surveillance Pro 
gram." Rapt includes updated withdrawal schedule for capsule T 
STEINHAROT.C R. Wisconsin Public Service Corp NRC-89-18. 89/02/17 Document 
Control Branch {Document Conlrol Desk) Ip 48679.269-48679,369 

-8902240200 WCAP-12020 "Analysis of Capsule P from Wisconsin Public Sve Corp 
Kewaunee Nuclear Plant Reactor Vessel Radiation Surveillance Program " 
VANICKKO.S E.. ANDERSON.S L , ALBERTIN,L Wostinghouse Electric Corp 08/11/ 
30 06pp 48579*270-40579 359. 

8902270235 Forwards AEOD/T902, "Inadvertent Reactor Trips Due to RCS Flow Inslru- 
mentation Malnt Activities, " technical review rept Repl end for consideration In trip 
reduction assessment program or other similar efloris. 

NOVAK.T.M. Office lor Analysis & Evaluation of Operational Data, Director 09/02/07. 
NEWTON,R. tWestinghouse Operating Plants Owners Group. 3pp. 46587*223- 
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--B902270256 "Inadverlenl Reactor Trips Duo 1o RCS Flow Insirumentaiion Mairtl Atlivi- 
lies 

PADOVAN.L M Office for Analysis & Evalualion of Operational Data. Director 80/01/ 
G1 lOpp 48587 226 40507 235 

0902270329 Forwards propriotary memos re draft cornments.cioeslions & requosli (or 
addi into ro Chem Nuclear Sys.Inc topical repts “Waslo Form Certification Program ♦ 
Rept 1 PMC (Binder Chemistry" & " Rept 2 Pozzolanlc Binder Chemistry " 

SISKIND, B Brookhavon National Laboratory FIN A-3174 69/02/23 MCDANIEL.K 
Technical Branch Ip 4B5BG 180 48586 180 

Q902270373 Forwards nonproprielary Chem Nuclear Sys.lnc responses to NRC addI 
info request - Topical Rept 111 "Waste Form Cerldicalion Program Cement Binder 
Chemistry" & Rev t to "Waste Form Certification Program Rept IT Pozzolaric " 
RYAN.MT Chom-Sysiems. Inc RA0l1fl*9 89/02/24 TOKAR.M Technical Branch 
ip 46623 267 48623 309 

-B9022703B6 Rev 1 to "Waste Form Certification Program Rept II Pozzolanic Binder 
Chemistry '* 

‘ Chem-Nuclear Systems, Inc 89/02/28 16pp 48623 296 46623 309 

6902270446 Forwards EDE*04-0189, "Control Sys Common Failure Analyses Rept Cov 
erinn Limerick Generating Station, Unit 2,” for review 

KEMPER.J S Philadelphia Electric Co 89/02/17 Document Control Branch (Docu 
menl Control Desk) Ip 48566 14t<4858B 192 

-'B902270449 EDE 04*0189 "Control Sys Common Falluro Analyses Rept Covering Lim- 
erick Generating Station, Unit 2 " 

BENNET,DE, KOSLOW,A General Etoclric Go 89/01/31 52pp, 48588 142* 

4850B 192 

8902270614 Forwards nonpropnetary WCAP 12177 & proprietary WCAP* 121 60, "AnhvI 
brallon Bar Insertion Depth & Effect on U Bend Flow Instability votodty,*’ tn response 
to NRC questions & discussions & to provide appropriate documentation 
JOHNSON.W J, Westlnghou'ie Electric Corp NS NRC 3414 89/02/21 CHENG, CY 
Maienafs Engineering Branch 2pp 48621 156 46621 2t1 

-8902270616 Requests withholding of propriotary Rept WCAP’121b0, "AnK Vibration 
Bar Insertion Depth & Us Effect on U-Bend Flow Instability Velocity," Cfol 
f0CFR2 790) 

WIESEMANN,R,A Westinghouse Eleclrio Corp AW‘B9 032 89/02/21 CHENG, CY. 
Mafenals Englneenng Branch fOpp 40621 150*48821 167 

-8902270619 WCAP-12177 Nonproprielary "Anti Vibration Bar Insertion Depth & Effect 
on U-Bond How Instability Velocity," 

• WeslinghousQ Electric Corp 89/01/31 45pp. 48621 168*48621 211. 

8902270639 Notification of 890208 meoting w/Bechtol In Rockville, MD to discu6<$ ref to 
licensee in NRC Info Notice 8B 035 

BAKER,ET Vendor Inspection Branch lEtN 80 035. 89/01/24 BRACH.EW Vendor 
Inspection Branch 3pp 46587.077*40587 079 

6902280177 Informs of TR Golandrea address change 
KA1L,J K General Atomics (lormorly QA Technologies, Inc /Qonorol Atomic Co ) 89/ 
01/10 Olfice of Nuclear Reactor Regulation, Dlroclor {Post 870411) Ip. 48636 175* 
46636 175 

8902280389 Summary of B90208 meeting w/Bechtel & util ro portrayal of Bechtel & util 
auditing of Nuclear Energy Sves In Info Notice 88'035, "Inadequate Llcanseo Par* 
formacT Vendor Audits " l\s\ of aUondeea end 

BRACH.EW. Special Inspection Branch lElN 88 035 89/02/16. GRIMES.B.K Divi* 
Sion of Reactor Inspection & Safeguards (Post 870411) 2pp. 48627 211*46827*212 

89Q2280476 Forwards nonprqprletary WCAP 12126 8 proprietary WCAP 12126, ‘’Ca* 
tawba Unit 1 Evaluation for tube Vibration Induced Fatigue," In response to NRC Bui 
letin 60*002 Proprietary rept withheld (ref 1OCFR2,70O), 

TUCKER, HB Duke Power Co. 89/02/20 ERNST.M.L Region 2, Ofc of the DIraclor 
4pp 48628'022*4B620;214 

-8902280406 Requests withholding of proprietary WCAP 12126, "Catawba Unit 1 Evat* 
oaWon for Tube Vfbrallon ImfucecT Falfquo" per 10CFR2 790 
WIESEMANN,R A. Westlnghouse Electric Carp, CAW 89 026 09/02/10 MURLEY,T 
Office of Nuclear Reactor Regulation, Director (Post 870411) 10pp. 48628:026 
46628 035 

-8902200494 WCAP 12126 Nonpropfielary "Catawba Unit 1 Evalualion for Tube Vibra* 
tion Induced Fatigue " 

CONNER8.H J., CURLEE.N J., PITTERLE.T A Westlnohouse Elaclrlc Corp. 09/02/20. 
150pp. 48628 036 48826*214 

0902280490 Notification of 890301 meeting w/ANF In Rockville, MD to discuss & 
answer questions on BWR core neulronics simulator model (CASMO/MICROBURN** 

LOIS.L Reactor Systems Branch 89/02/24. HODGES,MW. Reactor Systems 
Branch. 2pp. 46625*1 64*48625' 165 

8902280531 Requests that proprietary Info In AP600 plant description rept be withheld 
from public discfgsure (ref 1OCFfl2.70O) 

WIESEMANN.RA Westlnghouse Electric Corp. AW‘89 035 89/02/22 

RUBENSTEIN.L.S. Slandard^afion & Non-Power Reactor Profect Ofreclorata. Ip, 
46627.117*48627:117 

890301 01 06 Advises that CR Fisher replaced T Colandraa as director of OA, effective 
890127. 

DEAN, R A General Atomics (formerly GA Technologies, Inc, /General Atomic Co,) 
89/02/13, 8PRAUL,J. NRC * No Detailed Affiliation Given, ip 4B64e*270*48040.27O, 

8903010121 Application for amends to Licenses DPR 32 & DPR*37, revising heatup & 
cooldown curves. 

CARTWRIGHT ,W R Virginia Power (Virginia ELeclrlc & Power Co ), 87*223D. 89/08/ 
20, Document Control Branch (Document Control Desk) 3pp. 48845 001-46645 062. 

-8903010134 WCAP-11492 flOl "Analysis of Capsule V From Virginia Power Co Surry 
Unit 1 Reactor Vessel Radiation Surveillance Program • Surry Unit 1 Reactor Vessel 
Heatup & Cooldown Umit Curves for Normal Operation." 

SCHMERT2,JG, RAY,N.K, MEYER, T A Westlnghouse Elaclrlc Corp 88/06/30. 
34pp 48646 020 46645:052 


8903010308 Trip rept o1 8B1015 llOt VkSil to Europe to exchange info ra experience w/ 
BWR neutron power oBcillations during operations & testing Discussions continuing re 
cooperate 0 programs for analyses of stability lest data 

PHILLIPS,!. E Reacior Systems Branch 09/02/24 HODGES.M W Reactor Systems 
Branch Gpp 48637 1 BO 48637 1 Q5 

8903020367 Notilication of 890130 maehng w/ Westlnghouse fn Rockville, MD re hot coll 
rosuUs of Hofn/um conhoJ rods 

WU.SL Reactor Systems Branch 80/01/24 HODGES, MW Reactor Systems 
Branch 2pp 48672 029 4B672 030 

0903020418 Foiwards nonpropneiary Suppf 1 lo WCAP-12094 * proprfelary Suppl f to 
WCAP-12093, "Addi Info m Support of Evaluation of Thermal StraUUcalion for Beaver 
Vaffey Unit 2 Pressurizer Propristary rept wilhhefd (ref fOCFfl2 790) 

SlEBER.JD Duquesno Light Co IE B 80 003 69/02/24 Document Control Branch 
(Document Control Desk) 4pp 48739 021 48739 053 

-8903020429 Requests withholding of propriotary Supp) \ lo WCAP 12093, "Addi Info 
in Support of Evaluation of Ttiarmat Strahficalton for Boavor Valley Unit 2 Prossunzor 
Surge Lino." (ret 10CFR2 790) 

WIESEMANN.RA WaMlnghouse Eleclnc Corp CAW-89 034 89/02/20 MURLEY.T 
Office of Nuclear Reactor Regulation, Director (Post 870411) 25pp 46739 025 
46730 050 

-8903020440 WCAP 12094 SOI Suppl t to "Acldl Info In Supper! of Evaluation ot Ther 
mat Stratification (or Beaver Valtoy Und 2 Pressurize r Surge Line " 

COSLOW.B J . ANTAKI.Q A , PALUSAMY.SS Westlnghouse Electric Corp 89/02/28 
9pp 48739 051 46739 050 

8903030004 Forwards sofoty evaluation re review of WCAP* 10271, Suppl 2 & WCAP- 
10271, Suppl 2,Rev 1 ro evaluation of siirvoillance (requencLes & out of sve limes (or 
ESFAS 

ROSS1.CE Division of Operational Events Assessment (Post B70411) 69/02/22 
NEWTON, HA Westlnghouse Operating Plants Owners Group NEWTON, R.A Wis 
consin Elecfric Power Co 4pp. 4D691 022 48691 150 

-99030300015 Safety evaluation re review of WCAP 10271, Suppl 2 & WCAP* 
10271, Suppl 2, Rev 1 on ovaluallon of surveiilnnce frequencies & out of sve times for 
ESFAS 

* Office of Nuclear Reactor Regulation, Director (Post 670411) 89/02/22 6pp 
40601 026 48691 031 

-8903030124 "Review of Westlnghouse Owners Group Tech Spec Relaxation Analysis 
for Enginoerod Features Actuatufon Sys," (echnicaf evafuation ropi 
B020KI,GE, AUEFENDIOGLU. FITZPATRICK, R. Brookhaven Nalional Laboratory 
FIN A-3838 86/09/30 NRC No Dolalled AMilialior^ Given. 127pp 48691 032* 
48691 150 

8903030148 Advises that WCAP-12112, "Evaluation of Thermal Sfratificatlon (or Alvin 
VoQllo Dnil 2 BHR Lines," wilhheld (rot 10CFR2 790(b)>(5^j3er 090117 raquesl 
HOPKINS, JB, Pfoiect Diroclorale ll 3. 89/02/25 WIESEMANN,R A. Westlnghouso 
Electric Corp Opp 48716 259 40716 261 

B903030310 Discusses changes & Improvoments that Weslmgheuse Radiological Sves 
made to radwasta dewalering containers S process described in Toplcall Rept STD*R 

05 01 IP Outline of dirierencas betwoen present conlalners & those fn ropt end 
ROY.B Woslloghouso ElecUic Corp 89/02/10 CRAIG, J. Division of Engineering & 
Systems Technology (Post 870411), 7pp 48690*250 48690 266. 

8903030317 Application for amend to LIconso NPF*63, revising limits for end ol Hie mod 
orator temp coelficiant Nonpropdotary WCP 11039 8i proprietary WCAP*11914. 
"Safely Evafnabon , " 41 applrcatlon for wHhhoWfng WCAP-1 1914 end 
MCDUFFIE,M K Carolina Power & Light Co. NLS*89 030, 69/02/22. Document Con- 
trol Branch (Document Control Desk) 12pp 48739 059 46739.131, 

-8903030330 WCAP 11939 "Satoly Evalualloti Supporting Mora Negative End-Of Life 
Modoralor Temp Coelficlenl Tech Spec for Shearon Harris Nuclear Power Plant" 
PERRY.WR, LAMURO,RG., ANKNEY.R.D Westinghouae Electric Corp 68/08/31. 
49pp. 48739.064*48739 131 

8903030351 Advises that DL Quammo replaced JE Huston as vice prosidenl & director 
of OA depLelfectlvc on 801213 Designation of ofc of chief executive changed on 
600101 to ofc of chairman 

QUAMME,DL Stone & Webster Endnooring Corp 89/02/14 Document Control 
Branch (Document Control Desk) Ip. 46744*109 48744.109. 

8903080036 Provides revised response to util 870213 response to certain action items 

6 rept on current status of Items ro operability /reliability of emergency diesel genera* 
tors. Monthly lube oil analysis performed Including lerrographlc. 

CAHILL,W.J Tennessee Valley Authority. TXX-a0O77 89/02/24 Document Control 
Branch {Document Control Desk! 6pp. 4o768.2BB 4876B'263 

8903080041 Responds to 661215 request for clarification of NRC recordkeeping re* 
quiroments con^ned in IQCFRilO 53 Records must be kepi only from dale of actual 
export or import beyond expiration dale. 

P^ERSON.M R Aaslslanl Direclor lor International Security. 69/02/26 HUDeC,WS 
Westlnghouse Electric Corp 2pp. 467 78*072*467 78*07 6. 

-B9O3OSOO40 Requests clarificaiion of listed questions re NRC recordkeeping require* 
ments contained In lOGFR1 10.53, Including meaning of duly authentlicatee 
HUDEC,WS. Weaiinghouse Electric Corp. WSH-197-8& 88/12/16 PETERSON, M R 
Assistant Director for International Security 2pp, 467 76*074 *48778 076 

8903090105 Forwards WCAP-1 1966, "Metallurgical Investigation of Recorded Uluasonfo 
Tesling Indications at Pressurizer Surge Line Wolds at... & WCAP-1 2092, "UlUasonlO 
Investigation ol Pressurizer Surge Line Welds at, for info. 

COCKFIELD,D.W. Porfland General Electric Co 89/02/20. Document Control Branch 
(Document Control Desk). Ip 48783 215*48783.207. 

-8903090190 WCAP*1199e "Metallurgical investigation of Recorded Ultfasonlo Testing 
Indications at Pressurizer Surge Line Welds et Trojan Nuclear Generating Station " 
RAO,Q,. PEZZE.C. Westlnghouse Electric Corp 80/09/30. 33pp, 48763 218 
46703:247 
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-6903090195 WCAP'1 2092 Ultrasonic Investigalion of Prcssunzcr Surge Line Wolds al 
Troian Nuclear Generating Slalion " 

KUhEK,D RAO.GV Woslinghouso Electric Corp 08/12/31 41pp 48703 348 
46783 287 

8903090241 Forwards proposed Rev 8 lo NEDO 11209 04A. “GE Nuclear Energy QA 
Progranri Description " Rev incorporates organizational changes per commitment 
CASE.J M General Electric Co 89/03/03 Dorumeni Control Branch (Document Con 
1rol Desk) 3pp 48BOO 082 48800 152 

-9903090243 NEDQ-1120g 04A RQ8 Rev 8 to ‘GE Nuclear Energy! QA Program On 
scriplion" 

CASE,JW General Electric Co 89/03/03 6Qpp 48800 005 48800 152 

8903090305 Notilicalian oF 890307 meelir^ w/ Wo 8 ling house Owners Group m 
Rockville WD lo discuss forthcoming new STS topical rep I submillal 
REINHART. M Technical Specifications Branch 89/02/28 BUTCHER, EJ Teclinical 
Spociiications Branch 2pp 48799 353-48799 353 

0903030338 NaUhcatior^ of rcschecfuled Q90301 meeting to 690310 w/ANP in 
Rockville, WD lo discuss BWR core neutronics simulator model known as CASMO/MI 
CROBURN B 

LOIS.L Reactor Systems Branch 69/02/24 HODGES.MW Reactor Systems 
Branch 2pp 48801 135 48801 136 

8903090436 Application for amend to license NPF 21 .revising Toch Specs lo allow use 
of Advanced Nuclear Fuels Core reload fuel in Cycle 5 

SORENSEN, GC Washington Public Power Supply System GO2-89 029 89/03/03 
Document Control Branch (Document Conirot Desk) 6pp 48807 305 48808 098 

-B903090450 ANF-&9 01 "Washingtor^ Nuclear PJanl-2 Cycle 6 Plant Transient Analy- 
sis " 

KRAJICEK.TE Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Inc) 89/ 
01/31 47 pp 48607 326 40806 011 

. 8903090451 ANF 89 02 "Washinglon Nuclear Plant-2 Cycle 5 Reload Analysts” 
KRAJICEK,JE Advanced Nuclear Fuels Corp (lormorly Exxon Nuclear Co, Inc) 89/ 
01/31 46pp 40808 012 40608 059 

-8903090455 WPPSS EANF 124 “Washington NucTeer Plant 2 Cycle 5 Reload Surpma* 
ry Repi ” 

WOLENHAUEH.W C . PE TRAGLI A.J P . HUMPHREYS, MC Washington Public Power 
Supply System 09/02/28 30pp 48608060-46808 090 

8903100040 Forwards WCAP-11993, “Joint Westinghouso Owners Group/ Wealing 
house Program Assessment ol CcmpliancG W/ATWS Rule Basi^ for Westinghouse 
PWRs,” (or info Main conclusions of program listed 

NEWTON ,R A. Westinghouse Operating Plants Owners Group OG B9 09 89/03/01 
THADANI.A C Assistarii Director for Systems 3pp 46B05 326 48806 062 

-8903100050 WCAP-11993 “Joint Weslingliouse Owners Group/ WoslingliousQ Pro 
gram Assessment of Compliance W/ATW^ Rule Sasis for Westinghouse PWRs ” 
SLOANE,B,D. AMENT.G G , CASSIDY.B G WesUnghouse Electric Corp 88/12/31 
96pp 48805329 4BB06 062 

8903100119 Forwards corrected Rev 54 to Topical Repl CE-1-A, “QA Program for Nu- 
clear Gcneralifig Stations," incorporating Pages 1-38 8 1 44 
RICHTER ,M H Commonwealth Edison Co 89/03/01. Documonl Control Branch (Doc- 
ument Control Desk) Ip 46808 252-40008 253 

-8903100138 Corrected Rev 54 to "QA Program for Nuclear Generating Stations/’ in* 
corporaling Pages 1*36 & 1-44. 

SHEWSKI^ J Commonwealth Edison Co 69/01/27 lOpp 49808 254 4BB08 263 

8903100239 Requasla rav o1 B90217 SER rojecling BAW claim Ihat BWCMV CBF cor- 
relation applicable to Westinghouse designed optimized fuel facility to include applica- 
tion of correlation to design Justiticalbn end 

TAYLOR,JH BabcocK & Wilcox Co. JHT/80 40 83/02/28 NORB6RQ.JA Division 
of Engineoring & Systems Technology (Post 670411) tp 4891 0’2 14-46810 214 

8903100399 Forwards nonproprletary WCAP-12t76 & proprietary WCAP-12175, “Eval- 
uation of Degraded R 1 C55 tube located in Steam Generator A of Zion Unit 2 “ Pro- 
prietary rept withheld (ref 10GFn2 700). 

TRZTNA,GE, Commonweallh Edison Co 0049V 89/03/02 Office of Nuclear Reactor 
Regulation, Direclor (Post 670411) 12pp 48603*133-48803 228 

-8903100402 WGAP-1217& Non proprietary “Evaluation of Degraded R1C55 Tube Lo- 
cated in Steam Generator A of Zion Unit 2 " 

KOUTMAN.JX. Westinghouse Electric Corp 89/02/28 B4pp. 4B803 1 45-48803 228 

8903130220 Approves requasf lor WCAP-11977. "Row 1 & Row 2 Steam Generator 
Tube U-bend Heat Treatment Licensing Rapt for South Texas Units 1 & 2“ to be 
withhold from public disclosure per 10CFR2 790. 

DICK.GF Project Directorate IV 89/02/23 GOtDBERG.J H Houston Lighting & 
Power Co 6pp 4882X286-48821 '290. 

8903130354 Forwards SgppI 1 to CEN 327, "RPS/ESFAS Extended Test Interval Eval- 
uation." per EC Sterling 681128 llr.NRC approval of end rept requested on rovlew 
Priorily 2 basis, per meeting w/NRC In Jan 1989 

STERLINGS C C-E Operating Plants Owners Group CEOG-eo-ISO. 89/03/03 
CRUTCHFIELD, D. Associate Director for ProfeclQ (Post 870411) 2pp 48822.130 
48822 253. 

-8903130367 CEN-327 SOI Suppi 1 to "Reactor Proiecllon Sys/E^FAS Extended Test 
Interval Evaluation " 

* Combustion Engineering, Inc 89/01/31. 21 7pp 48822 136 48822 253 

8903130359 Advises that proprietary WCAP-1 21 08, “Evaluation of Thermal Sirallhcatlon 
for South Texas Units 1 & 2 RHR Lines," withheld (ref 10CFR2,790),p6r B90127 re- 
quest. 

DICK.G F Proieci Directorate IV 69/02/23 GOLDBERQ.J H Houston Lighling & 
Power Co 6pp 48620117-48820.121 

8903130420 Forwards non prop rielary Addendum 2- A to WCAP'1D444-A & proprietary 
Addervdum 2-A lo WCAP*10444'P-A, ♦VANTAGE 6H Fuel Assembly" Pfoprlelary ad- 
dendum withheld (ref 10GFR9 6(4)) 

JOHNSON.WJ. Westinghouse Eleclric Corp NS-NRC-BQ-SSe?. 89/02/13. 
HODGES.M W Reactor Syalams Branch 2pp 46330:203-48830 266 


-8903130424 Requests that propfiolary Addendum 2 lo WCAP-10444 P-A. "VANTAGE 
5H Fuel Assembly, " be wiWihold from public disclosure per 10CFR9 5(4), "FOIA" & 
tOCFR2 79iO 

WIESEMANN.RA Woslmghouso Etociric Corp AW 89 21 B9/02/13 

RUBENTSTEIN.L S1andardi?ation & Non Power Reactor Project DirGctorate 9pp 
48830 205-4BB30 213 

- 8903130428 WCAP 10444 A ADD 2-A Nonpropriotary Addendum 2-A lo "VANTAGE 
5H Fuol Assembly " 

KNOTT.RP Westinghouse Electric Corp 86/04/30 73pp 48630 214 48830 2Q6 

0903150071 Forwards draft WCAP-12159, "Methodically Engineorod, Restructured & 
Irnproved Tech Specs, MERITS Program, Phase 2 Topical Ropt, Chapter 3 1 - Reactor " 
NEWTON.R A Westinghouse Operating Plants Owners Group OG 69 08 89/02/27 
REINHART.M NRC - No Ootaited Affiliation Given 5pp 48B71 001-48071 204 

-8903150074 WCAP-12159 DRFT "Methodically EngineofOd.Restfunlurod & Improved 
lech Specs, Merits Program Phase 2 Topical Rept Draft Chapter 3 1 - Ronctor " 

* Westinghouse Electric Corp * Westinghouse Operating Plants Owners Group 69/ 
02/28 199pp 40871006 48871 204 

8903150085 Final draft "Electrical Power Sys Spec “ 

* Babcock & Wilcox Operating Plants (jwners Group 69/02/26 91 pp 46658 227- 
46659,006 

8903150008 Final draft "Conlalnmonl Tech Spec " 

* Babcock & Wilcox Operating Plants Owners Group 69/02/26 227pp 48858 317- 
48859 0B6 

890315O10B Forwards Amend Applications 76 & 64 lo Licenses NPF-IO & NPF 
IB.rospGcUvely.consisllng of Proposed Change NPF-10/15 287 Increasing capacity of 
fuel sterage racks, per Tech Specs 39 7,5 6lb&562 

BASKIN.KP Southern California Edison Co 89/03/10 Documonl Conlroi Branch 
(Docuenenl Control Desk) 4pp 46863 297-48865 056 

- 8903160115 Requests that proprietary Rov 1 to WNEP-Q901, "San Onofre Units 2 & 3 
Fuel Rack Seismic Analysis Methods & Parameters," bo withheld from public 
disclosuro.per 1 0CFR2.790(b)(4) 

WIESEMANN.RA Westinghouse Electric Corp SPE89 044 69/02/10 MURLEY J E 
Oflico of Nuclear Roactor Regulation, Director (Post 870411) lOpp 46863 301 
48063 310 

-8903160133 WNEP-8909 ROO “San Onofre Units 2 & 3 Fuol Rack Seismic Analysis 
Methods & Parameters " 

FLANDERS.HE, WATSON, rc, GREEN.DJ Westinghouse Electric Corp 89/02/28 
58pp 48863 355 4B864 055 

8903150248 Notification of 890314 meeting w/Westinghouse in Rockville, MD lo discuss 
Westinghouse advanced neuironics codes 

MCCOY.M Reactor Systems Branch 89/03/06 HODGES.M W Reactor Systems 
Branch 2pp 40071 205-48871 206 

8903160288 Forwards addi info on three full power OL items, per JB Hopkins 890225 
request Initial startup lest program.TDI diesel generators & NUREG-0737,llom II.F2 
addressed 

BAILEY.J A Georgia Power Co QN-1582, 09/03/06 Document Control Branch (Doc- 
ument Control Desk) 7pp 4BB71. 250-48871 ’256 

6903150392 Advises that util 890215 submittal of WCAP-12132, "Surge Line Stratifica- 
tion Presentation Overheads-Ulil/NRC Meeting 890124" will be wilnheld from public 
disclosure (ref 1OGFR2 70O) 

HOPKINS, J B Project Directorate II 3 69/03/09. WiESEMANN.R A Westinghouso 
Electric Corp 3pp 48B76 324-48B76 326 

8903160045 Forwards Rev 0 to Topical Rept 056, "Evaluation of Oyster Creek MS IV 
Leak Rale" Anticipated MSIV leakage under DBA conditions does not represent 
safely concern.since leakage/offsito dose w/zero pressure below SEP dose 
WILSON, RF General Public Ulllilies Corp - GPU Service Corp 5000-89.1733 89/ 
03/10 Document Control Branch (Document Control Desk) 2pp 48687 260- 
488B7 290 

-8083180052 058 ROO Rev 0 lo "Evaluation of Oyster Creek MSIV Leak Rale ’* 
MOORE,J P. DEMPSEY.T.M . LANESE.LC General Public Utilities Corp. - GPU Serv- 
ice Corp B9/02/28 2epp 48887 262-48687-290 

8903160364 Forwards CEN-3B2(B)-NP, "Veriftcallon of AcceplabilUy of l.pin Burnup 
Limit of 30 MWD/Kg for Calvert Cliffs Units 1 & 2," per request Rept supports Unit 2 
Cycle 9 reload analysis 

UPPOLD,WJ Baltimore Gas & Electric Co 69/03/03 Document Control Branch 
(Document Control Desk) Ip 4B865.036-4d6B5’114 

-6903160369 CEN-382(B)-NP "Verification of Acceptability of 1-hn Burnup Limit of 60 
MWD/Kg for Calvert Cliffs Units 1 & 2 “ 

* Combustion EnginoBring, Inc 89/01/31 70pp 48885 037-48885 114, 

B903160400 Summary of 890117*19 meetings w/B&W \n Lynchburg, VA re technical 
basis document review & resolution 

JONES, RC Reactor Systems Branch 99/03/01. HODGES, MW Reactor Sy a terns 
Branch 7pp 48879 349 48879 355 

8903170033 Suppi 2 to Amend Application 156 to License DPR-13, consisting of Pro- 
posed Change 197 Changes cover resolution of TDI diesel generator Issues re max 
load limit for monthly surveillance leafing & contlrmency plan if cracks found 
BASKIN.KP Southern California Edison Co. 89/03/11. Document Control Branch 
(Document Control Desk) lipp 48894-235-48894.249, 

694)3170051 Forwards TR-7049C, “Discussion of Torsion Effects on Limit Moment 
TheoN & Piping Code Criteria," per IE Bulletin 79-14. 

MUS(jLF,0 Northern States Power Co |EB'79-14 89/03/08. Document Control 
Branch (Document Control Desk) 4pp 48894.110-48894-172, 

-8903170068 TR-7049C "Discussion of Torsion Effects on Limit Moment Theory & 
Piping Code Criteria “ technical rept. 

* Tefedyne Engineering Services, 89/01/19 46pp 48894 114-48894;172. 
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8903170239 Forwards prosenlalion mail ol mcolinq w/Nnc lo discuss Oyron 

JacKson rocin ulalion pump hydrostatic hearing balfiG plate issue NRC will revitjw inlo 
& dGcido on appropriate actions 

GRACE DN BWR Owners Group nWFtOG tt922 Bi)/01/03 MURLEYTE OUice ol 
Nuclear Reactor Rogulaiiorr, Director (Post 07041 1) 59pp 48D50P26 

8903200121 forwards final draft, Impact of Radiation Embntllomunt on Integrity of 
PrejiSure Ve'^sel Supports for Tv/o PWR Plants & safety evaltialion which conrludob 
that issue challongos margins provided by rlefonse in doplh concept 
MIRAGLIA.FJ Associate Director lor Inspection & Toclinical Assessment (Post 
870411) 89/03/13 NEWTON, R Wostinghoube Operating Plants Owners Group 
NEWTON.R Wisconsin Electric Power Co 374pp 40956 241 40957 256 

”*0903200127 Solely evaluation ol embrillfoment of reactor vessel supports 

* NRC No Detailed Allilialion Given 01 84 04 09/01/31 6pp 40957 251 
48957 256 

8903200231 Forwards application lor amend to License DPR 6(5, consisting o! Proposed 
OL Change Request 156jevising several reactor trip & ESfAS instium&ntation sel 
points & allowable values Pfoprietary WCAP- 11410 withbpld ffol 10CFR2 790(b)(4)) 
SIEBER,J D Duquosne Light Co 89/03/02 Document Control Rranch (Document 
Control Desk) 2pp 40977 1 78 46977 300 

-8903200237 Requests that proprietary WCAP 11419, "Woslinghouso Setpoint Mothod 
ology for Proleclion Sys Seaver Valley Unit l." be wilhliold.por H>Crri2 790(b)(4) 
WIESEMANN.R A Wostinghouse Electric Corp CAW'87-108 87/10/26 

MURLEYJE OfliCQ ol Nuclear Reactor Renulalion, Director (Pobt 870411) 9pp 
48977 205 4B977 213 

-6903200233 WCAP-lt420 ''WestinghousG Solpoint Methodology lor Proioclion Sys 
Beaver Valley Unit 1 " 

MOOMAU.WH WGStinghouse Electric Corp 07/10/31 G6pp 48977 214 46977 300 

89032003SQ Notification of 690315 rneeling w/ANT in Rockville, MD to discuss ANF 
progress on boat osfrmale LQCA analysis plarrs 

JONES, RC Reactor Systems Branch 89/03/10 HODGES, M W Reactor Systems 
Branch 2pp 48959 078 48959 079 

8903200435 Requests placement ol end Bcchtol 890228 Itr ro ln(a Notice 06 035, “In 
adequate Licensee Performed Vendor Audits” in PDR 

SHAPAKER,JW Division of Operational Events Assessment (Post 070411) lEtN-80- 
035 89/03/14 MCKNIGHTJ NRC - No Detailed AKilialion Given Ip 4D959 942 
48959345 

-89Q32Q0439 Corrects record re control oxorcibed by Bochtot over activilies performed 
by defueling canister mfg (Nuclear Energy Svcs),per Into Notice D6 035 
BERNSEN.SA Bechtel Power Corp IEIN8D 035 80/02/26 ROSSI, CE Office ot 
Nuclear Roactor Regulation, Director (Post 87041 1) 3pp 46959 343*40959 345 

6903210002 Summary of 890308 mooting w/Wostinghouso Owners Group ro emergen 
cy operating proceduros List of participants end 

SMtlH.DL Human Factors Assessment Branch 00/03/14 REGAN,WH Human 
Factors Assessment Branch 2pp 48092 352 40992'353 

8903210040 Forwards C Fistior resume ro qualilications for dlroclor ol OA organization 
DRYER, C. General Atomics (formerly GA Technologies, Inc /General Atomic Co) 
GA/NRC*002*89 89/03/02 SPRAIIL,J NRC - No Detailed Affiliation Givon 4pp 
46963 272-48983 275 

8903210108 Notification o( 690315 mooting w/ANF in RQCkvif(o,MO to discuss ANF 
plans for future topical rcpl submittals. Portions of meeting will be dosed to public to 
permit discussion of proprietary info 

JONHS,RC Reactor Systems Branch 89/03/10 HODGES, MW Roactor Systems 
Srarreh 2pp 46080 244-48900 245 

S903210147 Notification of 890315 meeting w/Wostinghouse In Rockville, MD to dis 
cuss Wesilnghouse process for communicating findings on field porformanco of Wes 
tlnghouse equipment to nuclear industry 

ROSSI, CE Division of Operational Events Assessment (Post 670411) BO/03/10 
MIRAGLIA.FJ Associate Director for Inspection & Technical Assessment (Post 
870411). 2pp 48981 335-48081.338 

6903210276 Nolilication of 890320 mooting w/WostInghouse in Rockvillo,MD for pres- 
entation of results of steam generator tube bundle uncovery analyals 
DESAI.K, Reactor Systems Branch 89/03/00 HODQES^MW Roactor Systems 
Branch. 2pp 48684 034-48964 035 

6003210296 Notification of 890330 mooting w/Westmghouso in Rockville.MD to discuss 
advanced nuclear design sys SPNOVA 

LOIS.L Reactor Systems Branch 89/03/10 HODGES, MW Reactor Systems 
Branch 2pp. 48966 359-46985 360, 

8903210370 Forwards public version of dralt Root WCAP- 12169, "Method icaliy 
Engineered .Restructured & Improved Toch Specs MERITS Program'* W/B903I3 re 
lease memo 

HINDS.JR Wesilnghouse Operating Plants Owners Group OQ-80-10 09/03/02 
REINHART, M NRC - No Detailed Affiliation Givon 4pp 40984 324-48985.042 

-8903210374 WCAP-12159 Draft "Methodically Englneered.FlQstruclufod & Improved 
Tech Specs MERITS Program." 

* Wesilnghouse Electric Corp * Westinghouse Operating Plants Owners Group 89/ 
02/28 76pp 46084 328 48985042 

6903210454 informs that financial info for 1939.contalned In 690306 lU^satiaflas require- 
ments of 1QGFR140 that each licensee maintain approved guarantee of payment of 
deferred premiums for each operating reactor over 100 Mwie) 

NASH.DA Policy Development & Technical Support Branch (Post B70411) 89/03/ 
15. OSTER,J Commonwealth Edison Co Ip 46903 174-46983' 174 

6903220001 NEDC-31661 Draft improved 8WR Tech Specs, consisting of Chapters 31, 
"Reactivity Control Sys" & 3.8, "Electrical Power Sys " 

* General Electric Co 89/03/01 400pp 49006 025 49007.113. 

6903220027 Forwards non proprietary WCAP-t2206 & proprietary WCAP- 12204, "Hafni- 
um Rod Cluster Control Assembly Issues " Proprietary rept withheld (ref 
10CFR2 790(b)(4)). 

JOHNSON, WJ, Wesilnghouse Electric Corp NS NRC-89-3418 89/03/69 

BERLINQER.C.H Generic Communications Branch 9pp 46094 267-48995' 006. 


-8D03220032 Requests that propriolary WCAP-12204, ‘‘H?ifniuni Rod Cluster Control 
Assembly "bo withhold, per 10CFR2 790(b)(4) 

WIESEMANN.R A Weslrnghouse Electric Corp AW 89 043 89/03/09 MURLEY.T 
Olliro of Nuclear Roactor Regulation, Director (Post 870111) Ip 4B994 2?C 
48994 2/6 

-6903220034 WCAP 12205 "Malnmm Rod Cluster Control Assoinbly Issues" 

* WostinghoiJSG Electric Corp 89/03/31 89pp 48994 277-46995 006 

B90322033O Transcript of 690227 briefing m Rockville, MD ro final ropt on BWR Mark 1 
confainment issues Pp I 33 

‘ Commissioners 89/02/27 3tipp 49004 249 49004 284 

0903220371 Summary of 890307 mgt muelinfl w/DWR Owners Group ro dems of cur- 
rent interesl to bath groups.licGnseo trends & group desire to lake more proactive ap- 
proach to tsbuesEncI \ Nsts meeting allondees 

SHAO.LC Division ol Engineering & Systems Tochnolooy (Pest 8704 it) 89/03/10 
MIBAGLIA,FJ A'isociale Director for Inspeclioo & Technical Assessmeni (Post 
070411) 4pp 40994 234 46994 244 

-6903220376 Confirins 890307 meDling in Rockville, MD to discuss BWR Ov;nora Group 
issues that require interaction w/NR(5 including valve erosion .hydrogen water chamis 
try & reactor vessel insps 

KAPLAN. A Rabcock & Wdcox Co BWROG 6921 09/03/01 MIRAGL1A,F Aasocinlo 
Director (or Inspection & Technical Assessmeni (Post 070411) 7pp 48994 838- 
40994 244 

8903230226 Forwards propfioiaiy WCAP- 1 084 1-P-A & nonproprielary WCAP 1062 NP-A 
lo "Ouatilicnlion of PHOENIX/POLCA Nuclear Design & Analysis Programs for 
DWRs” Propriolanr info withhold (rot 10CFR9 5(4)) 

JOHNSON.WJ Weslinghouso Eloclnc Corp NS-NRC-89 3395 89/01/23 

HQOGES.MW Reactor Sysioms Drone h 2p() 49026040 49026 134 

-6903230231 WCAP 10842.NP A Nonpropnetn^ 'Qiialilicalion of PHOENIX/POlCA 
Nucloor Design & Analysis Programs for DWRs '' 

* Westinghouse Electric Corp 89/01/23 400pp 49026 050 49026 134 

8903230242 Fonwards rov to proposed Amend 12 to PUKG-I-A, "Topical Ropf QA Pro- 
gram" Rev clarifies response timoframo to audit repts Rev also reflect position tiUea 
for OA organisation at operotmg stations 

GR1ER*G W Duke Power Co 89/03/15 Document Control Branch (Document Con 
trot Desk) 2pp 49037 201 49037 281 

.-6903230260 DUKE 1 A Al2 ROI RoviaodI Amend 12 to DUKE-I A, "OA Program" 

* Duko Power Co 69/03/15 60pp 49037 263 49037 281 

8903230262 Forwards Hafnium rod cluster control assembly oxam guidelines, per NRC 
690130 meoling request Guidelines provide clarification ol how annual & '10 month 
cycles defined 

JOHNSOt^WJ Westinghouse Eieclnc Corp NS NRC- 60-34 17 09/03/07 

BERLlNQtR.CH Generic Communications Branch, 3pp 49030:007 49030 009 

6903240023 Forwards proprielaiy WCAP.12171 & nonproprletary WCAP* 121 72, "Eval. 
ualiOA of Thermal Btratificalion of Surge Line for Comanche Peak Unit 1 - Presonla- 
lion Overheads tor 090221 Util/NRC Mooting” WCAP.12171 wllhhelci (ret 
10CFR2 790) 

CAH)LL,W J TU EloclfiG (formerly Texas Utilities Genofaling Co) TXX‘89145 09/03/ 
17 Document Control Branch ((Documoni Control Desk) 2pp 49044.301-40045 057 

-6903240026 Roquesls that proprietary WCAP'1217t, "Evaluation of Thermal Stratifica'- 
lion ol Surge Lino & RHR Line** lor Comanche Peak Unit 1, Presentation Overheads 
for 090221 Util/NRC Mooting," be withheld from public disclosure (ref 10CFR2 700). 
WIESEMANN.R A Westinghouse ECaclric Corp CAW 89-041 09/03/07 MURLEY,! 
Office ol Nuclear Reactor Regulation, Director (Post 070411) lOpp 49044 303* 
49614 312 

..8903246030 WCAP.12172 Nonpropriofary "EvafuaHon of Thermal Sfratlflcatfon of 
Surge Lino & RKR Linos lor Comanche Poak Unit 1 • Prosonlaiion Overheads (or 
800221 TU Eleclric/NRC Meeting " 

CHANG,K C.. GOSLOW.B J . BAMFORD.W H Woslinghouse Elaclflc Corp 89/03/31 
t05pp 49044,313 49016057 

6903240219 Ack receipt ol 690 226 Ur expressing concerns about certain aspects ol 
NRC Info Notice 83 035, "Inadequate Licensee Pniformod Vendor Audita " Llr placed 
In PDR 

ROSSl.CE Division of Operational Events Assessment (Post D70411) IEtN-6a035 
60/03/13 BERNSEN.SA Bochlol Group. Inc Ip 49030 164 49036 164 

8903270205 Forwards revised Rev B lo NE DO- 11209, "OA program Description Llcens* 
)ng Ropi ■* 

CASE.J M General Etoclric Co 862. 89/03/16 Document Control Branch (Document 
ConUot Desk) Ip 49056 265 49056 295 

-6903270212 Revised "OA Program Description Licensing Topical Rept " 

‘ Generat Eloclrlc Co 89/03/16 lOpp 40056 266 49-Cl58'295 

6003270326 Forwards pfopriotary WCAP-12170-P, ’’MINI Revised ThOfmat Design Pro- 
cedure (MINI RTOP). ’ Weatinghouso Intends lo use methodology primarily for plants 
that cucrenlty rrse $td DNB design methods Rept withheld (rel 1()CFR9 5(4) Too paid. 
JONNSON.WJ Wesflnohouse Electric dorp NS-NRC-83 34f3 69/03/ tO 

HODGES.M.W Reactor Systems Branch 2pp 40^55 262-40055 284 

-8903270335 Requests that WCAP-12l7a-P, "MINI Revised Thermal Design Precodura 
(MfNf nTOPI" be withheld from public disclosure (rof 10CFR0 SC4)) 

WIESEMANN.R A Westinghouse Eleciric Corp AW 69 042. 89/03/10. 

RUBENSTEIN.LS Stand ardizallon & Non Power Reactor Project Oirectorate 1p. 
49655’ 264 4905$ 264 

6903270401 Requests lhat rept WCAP- 1064 l-A, "Quallllcalion of PHOENIX/ POLCA 
Nuclear Design & Analysis Programs (or BWRs ” he treated as proprietary malt, per 
I0CFRQ5(4). 'TOtA Regulations," 

WIESEMANN.R A. Westinghouse Electric Corp. AW-8Q.(}08. BO/Ol/23 

RUBENSTBIN.L.S Standardization & Non-Power Reactor Project Direcloralo. 2pp. 
49056,067-49056 056. 



89032^0006 Responds to postmarked B9D208 Hr to V Stello re conduct ot liconsoe em- 
ployees & details of particular 7VA repl NRG multi-tevel insp program has beeri effec- 
tive in detecting any misstatements by licensees 

CRUTCHFIELD.D Assocnaie Director (or Special Proiecls (Post 890101) 09/03/21 
DELIUS, L Affilialion Not Assigned 3pp 49074 132-49074 134 

8903200019 Advises that WCAP-12151, ''Assessment of Thermal Straiiiicalion for Sea 
brook Unit t Pressurizer Surge Line** will be wilhUetd from public disclosure (ref 
lOCf R2 790), per 890307 request 

NERSES, V Project Directorate 1-3 89/03/20 BROWN.E Public Service Co of New 
Hampshire 4pp 49074 144-49074 147 

8903280038 Forwards proprietary Supp! 3 to Vol 1 of XN NF-80-19(P), "Advanced Nu 
clear Fuels Methodology for BWR Benchmark Resutts for CASMO-3G MtCROBURN-B 
Calculation Methodology" Repl withheld (rej t0CFa2 79'0) 

COPELAND, R A Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Inc) 
RAC 01988 89/03/08. Olfrce of Nuclear Reacior Regulation. Director (Post 87041 1) 
4pp 49075 346 49075 340 

8903281)256 Forwards GA-C19576. "Insp Repl on Helium Circulator C-2105 in Compti 
ance W/Toch Spec SR 5 2 18 '' No defects or unacceptable indications found in any 
of components Inspected from Circulator C-210S 

WAREMBOURG.DW Public Service Co of Colorado P 89093 89/03/20 Documenl 
Control Branch (Document Control Desk) 2pp 491 19 129 49119 169 

--6903280257 GA Cl 9576 "Insp Rept on Helium Circulator C-2105 in Compliance W/ 
Tech Spec SR 5 2 18 " 

NICH0LS,M K General Atomics (formerly GA Technologies, Inc /General Atomic Co,) 
89/02/26 aepp 49119 131-49119 159 


WASTE MQT NUCLEAR WASTE MANAGEMENT 


8902010333 Forwards technical position, "Tectonic Models in Assessment ot Perform- 
ance of High Level Radwaslo Ropositones,’* for review 

0ALLARD,R L Geoscience & Systems Performance Branch (Post 880911) 89/01/30 
BUNTING, J O Engineering Branch (Post 880911) 29pp 48359 163 48359.191 

8902020288 Responds to recommendation made by GAO in Sept 1988 rept, "Nuclear 
Waste Repository Work Should Nol Proceed Until QA Adequate '' NRC agrees w/rec- 
ommendalions including DOE s^lo characlorization after NRC approval oJ QA pro 
grams, 

ROGERS,KC Commissioners CCS 86/12/28 GLENN, J Sen alo. Qovernmenlal Af- 
fairs, BROOKS.J House -of Rep, Government Operations, 6REAUX.JB Senate, Envi 
ronmant & Public Works 9pp 48354 088 48354 897 

8902230141 Forwards info to assist In moelinc Low Level Radwasle Policy Amends 
Acts of 1985 mileslona requirements for 1990 NRC urges all states planning to submit 
certifications to do so as early as possible 

BERNERO.RM Office of Nuclear Material Safely & Safeguards, Director. 69/02/10 
MOPFORaR Arizona, Slate of 9pp 48566 GOO-4B56B 368 

6902230500 Confirms arrangements for technical consultant from BNL to attend 890124 
moetjng w/representatives of DOE for discussion of ongoing work to solidify low level 
waste produced at West Valley Nuclear Sves Cir at West Valley, NY 
WIDmAyER.DA Technical Branch 89/01/18 SISKIND, B BrooNhaven National Lab- 
oratory ip 48571 034-46571 036 

»«a903010129 Informs that meeting between DOE, NRC & consultants to discuss waste 
cement solidification at West Valley scheduled on a90t24.per E Maestas request 
TOKAR,M NRC - No Detailed Affiliation Given. 69/01/18 KNAPP, M., GREeVES,J, 
SUnMEIER,J NRC - No Oelailed Affiliation Gwen Ip 48571 035 48571,035. 

S902230S17 Forwards FR notice re guidance on 1990 milestone of Low Level Radwaste 
Policy Amends Act of 1985 

LOHAUS,P,H Operallons Branch 89/02/13 MEYER,DL NRC - No Detailed Affili 
ation Given Ip 48578 338 48S70 350 

-9902236803 Notice of guldanco & other relevant Info provided to states to assist in 
compliance w/1990 milestone of Low Level Radwasle Policy Amends Act of 1985 
LOHAUS.P.H Operations Branch 89/02/13. 12pp 48670 339 48570,350 

8902230656 Forwards summary of EPRI/NRC 890131 meeting re IMPACTS-BRC com- 
puter code (n Alburquerqua.NM Reviewers indicated that code comprehensive in treat- 
mem ol pathways for assessing radiological doses 

GLENN.C. Regulatory Brancn 89/02/10. BOYLE.R Regulatory Branch 7pp 
48569 221-40569 227. 

8902230695 Rev 27 to Secilon D of NNWSt QA program plan 
SCHWARTZ.ft Lawrence Livermore Natlonar Laboratory. HLWR 89/01/11. lOpp 
48569 291-48569 300. 

8902240033 Responds to fast pfobabillstic performance assessment (FPPA) & CQNVO 
evaluation & enhancement plan repls Comments on two repts For cir consideration In 
formulating recommendations end 

BUNTING, J,0. Engineering Branch (Post 880911). HLWR S9/02/14 MACE.MH. 
NRC • No Detailed Amilatlon Given Ip 4a587;023-4B5B7 043. 

-6902240065 Presents comments on reviewed CNWRAs draft rept, "Fast Probalistic 
Performance Assessment Melhodology Evaluation," 

CHANQ.KC Engineering Branch (Post 880911) 60/12/05 FORTUNA.S Engineering 
Branch (Post 680911), 3pp 48587 024 46587.026 

-8902240067 Forwards consolidated comments on draft CONVO evaluation enhance- 
ment plan reviewed by member of engineering branch No prioritlas & schedules have 
been provided for recommended work, 

CHANG.K NRC - No Detailed Affiliation Given. 68/10/17. &UNTINQ.d NRC - No De- 
tailed Af II liation Given 1 7pp. 4 B587.027-4 8567 043, 

6962240096 Confirms 690218 telecon re state observation of QA audit by CNWRA on 
690227-28 Participation in audit inappropriate due to use of agency records pnvitaged 
or exampt from public disclosure 

BROWWNG.RE. Division of High Level Waste Managefrtent (Post 870413) HLWR. 
89/02/23 LOUX.R R Nevada. State of. Ip 48534 001 46584.001 


8902240099 Forwards notice of upcoming meetings re NRC high level waste mgt 
program, per FR 840027 notice Tentative & firm meetings between NRC & DOE to be 
updated weekly 

LINEMAN, JJ Repository Licensing & Quality Assurance Project Directorate (061120) 
HLWR 89/02/27 NRC - No Detailed Affiliation Given 2pp 48583 271-48583 272 

8902240153 Interim Change Notice t to Rev 0 to QMP 02-08, "Technical Assessmom 
Review " 

* Science Applications Internalional Corp (formerly Science Applications. Inc ) 89/ 
02/07 8pp 48571 140-48571 167 

8902240165 Forwards Yucca Mountain Project site rept for Jan 1989, addressing activi 
lies re waste packaging & surface facilities 

GILRAY.J W. NRC - No Detailed Affiliation Given 89/02/13 LINEHAN.J J Division of 
High Level Waste Management (Post 870413) 15pp 48580 1B6 485B0 200 

6902240193 Forwards Yucca Mountain project site rept for Jan 1989 DOE field opor- 
alions planning.geotogy.hydrology, geochemistry, repository engineering re exploratory 
shaft.licenslng & NRC-DOE interactions updated Related info end 
PRESTHOLT.PT NRC - No Detailed Affiliation Given HLWR 89/02/13 
LINEHAN.J J Repository Licensing & Quality Assurance Project Directorate (681120) 
Odpp 48583 165-48583 247 

8902270160 Discusses waste form cement solidification of resin type waste 
PHILLIPS, WS Stock Equipment Co 89/02/20 TOKAR.M, Technical Branch 5pp 
46584 190-48584 194 

8902270198 Forwards "Ind^endenl Review of Natl Low Level Waste Computerized 
Info Network" & Nuclear Energy Low Level Waste Mot Program response Focus of 
work effort to provide computer tools & sves to access Tow level waste data sys 
OZAKLCB EG&G Idaho, Inc (subs of EG&G. Inc) OZAKI.CB Idaho National Engi 
neering Laboratory 89/02/21, LOHAUS.P NRC - No Detailed Affiliation Given 3pp 
46584 339 48585 009, 

-8902270290 "Independent Review of Natl Low Level Waste Compulonzed Info Net- 
work " 

MIYASAKl.FS Idaho National Engineering Laboratory 89/01/31 28pp 48584 342 
485B5 009 

8902270305 Rev 7 to UMTRA design procedures, Flowchart of UMTRA end 
WADE, C.W,. LONG.JS, OLDHAM. JG MK- Ferguson Co 89/02/24 6pp. 40585 354- 

48585 359 

8902270313 Forwards Rev 0 to MKF-UMTRA34. "Health Physics Monitoring Plan Mexi- 
can Hal.UT & Monument Vaily.AZ*' 

SULllVAN.S MK-Ferguson Co 89/02/24 SOLLENBERGER.D NRC - No Dotailad 
Alfitiation Given 3pp 48587 110 48587' 154 

-8902270323 MKF-UMTRA-34 ROO Rev 0 to MKF-UMTflA-34, "Health Physics Monitor- 
ing Plan Mexican Hat.UT Monument Valley, AZ " 

GOIDHARRY.J,, MEYER.H.R , CARMINS.C A Chem-Nudear Systems. Inc 88/07/20 
42pp 48587113-48587 154 

8902270347 Trip repl ol 890216-17 visit to Yucca Mountain vicinity & Las Vegas, NV for 
preparation of NRC.DOE & Slate of NV meeting on 8903 13, including discussion of 
meeting agenda & overview of site & facilities 

PATHluK.W G , RUSSELL, J L Center for Nuclear Waste Regulatory Analyses. 99/02/ 
21 LINER AN, JJ Repository Licensing & Quality Assurance Project Dlrectorato 
(881120) 4pp 46588,236 46568.241 

8902270365 Djscusses suggestions & comments for planning of workshop re cementi- 
tious waste forms Listed types of personnel should be considered for participation S 
listed Issues should be presented 

RYAN.M T. Chem-Nuclear Systems. Inc RA-0074 09 89/02/24 TOKAR.M Technical 
Branch 2pp. 48587 326 46567'329 

8902270373 Forwards nonproprietary Chem Nuclear Sys, Inc responses to NRC addl 
info request - Topical Rept III "waste Form Certification Program Cement Binder 
Chemistry" & Rev 1 to "Waste Form Certification Program Rept iT.Pozzolanic..,." 
RYAN.M T Chem-Syatems. Inc RA.0118-9. 89/02/24. TOKAJR.M. Technical Branch. 
Ip. 46623 287-48623 309 

.-8902270380 Chem-Nucfear Sysjnc responses to NRC addi info request - Topical Rept 
111 "Waste Form Certification Program Cement Binder Chemistry " 

* Chem-Nudear Systems, Inc 89/02/28. 30pp 4 8623 '268- 4 8 623 295 

-8902270386 Rev 1 to "Waste Form Certification Program Rept Ih Pozzolan^c Binder 
Chemistry.’* 

* Chem-Nudear Systems, Inc. 89/02/28, 16pp 48623 296-48623 309 

8902270397 Discusses 890216 telcon w/NRC-HLTB & ABC/WWL team reviewing geo- 
hydrology portions of Yucca Mountain SCP under Subcontract 19363 • Task Direcllve 
S.Telcon ctarifled & focused team review for draft mails due 690309 
LOGSDON,M.J, Adrian Brown Consultants, Inc (formerly Nuclear Waste Consultente, 
Inc,). FIN D-1021 HLWR. 89/02/17 RUSSELL, J. Center for Nuclear Waste Regula- 
tory Analyses, lOpp 48586 073-48586.082 

6902270447 Requests access to Nevada Test Site on 880302 for NRC visit Areas to 
be visited include Mercury.Q tunnel, Yucca Mountain & sample mgt iadlity. 
PRESTHOLT.PT. NRC * No Delailed Affiliation Given. 89/02/22 WEST.C- Enoroy. 
Dept, of Ip. 4Q5a6.230-4e586’230 

6902270450 Forwards Info re nuclear waste under Task 4 of SPAE/T operations plan In 
order to provide relevant Input to program architecture & provide protective guidance 
HAQEMAN.J P. Center lor Nuclear Waste Regulatory Analyses 89/02/23. 
DELLIGATTI.M Division of High Level Waste Management (Post 870413). 2pp 

48586 369-46586360, 

B902270453 Submits proposed Itinerary for B Youngblood 890302 site visit 
PRESTHOLT.PT NRC - No Delailed Affiliation Given. 89/02/22. LINEHAN.J J Divi- 
sion of High Level Waste Management (Post 870413). Ip 465691 52-48589.1 52. 

6902270537 Notification of 890118 meeting in Rock\4lle,MD to discuss classification of 
double-shell tank waata at Hanford, 

80YLE,R Regulatory Branch 80/01/05, KNAPP.M Division of Low Level Waste 
Management d Decommissioning (Post 870413), Ip. 46588:21 0-465B8‘210. 
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8902270555 Responds lo DOE commonls re NRC draU, “Technical Positior^ on Std 
Formal & Canlonl for Documenlation of Remedial Aclion Selection at Title I U Mill 
Tailings Sites (SF&C| " Final SF&C scheduled for Fpfa til89 

UOHAUS.P Operations Branch B9/01/10 MATTHEWS, M Energy, Dept of 6pp 
^8507 044 48537 089 

8902270664 Ack receipt of ttr re proposed high level riuctoar waste repository at Yucca 
Mounlain RE Browning hr lo R Stoin summarizing NRC review & discussing five fund a 
mental concerns onct W/o end 

QAGNER.S F Public Affairs 09/02/07 ROGERS, H A Aflilialtan Not Assigned ip 
48580 358.48500 360 

-8902260031 Requests copy of NRC rept listed in Dec 1960 newspapers rn las Vegas 
& Rono.NV re proposed high level nuclear waste dump at Yucca Mountain Inclutling 
rel to NRG review of DOE cnaracterization plans 

ROGERS.N A Afliliation Not Assigned 89/01/22 NRC - No Detailed AfUliation Given 
2pp 485BB 359-40S88 360 

89O227OB02 “Risk Assessment & Cost Estimation for Cleanup oi Radioactivo Mad," 
monthly rept for Jan 1909 Financial data available in Central Files only 
CRANWELL.R M Sandia National Laboratories FiN A't76i 89/02/15 BYKOSKIX 
Regulatory Branch 3pp 46589 211-48509 213 

89022B0026 Forwards NRC 090210 Itr ro provisions of 1990 milestone ef Low Level 
Radwasto Policy Amends Act of 1905 W/o end 

GREEVES.J T Division of L ow Level Waste Management & Decommlssioniino (Post 
870413) 89/02/17 VISOCKI,K Southeast Compact Commission for Low Level Ra 
dioaciwe Waste Management SLOSKY.L Rocny Mountain Compact Commissior^ 
CARLIN, E Washington. State of 3pp 48027 357.40627 350 

B902280131 Requests access to Nevada test site on 800309 Proposed agenda 
listed US security info sheet for individuals attending end W/o end 
PRESTHOLT,P,f NRC . No Detailed Affiliation Given HtWR 89/02/23 WEST.C 
Energy, Dept of tp 46636 266 40636 266 

B9022B0139 Forwards preliminary summary outline for SAR of license application for 
high level radwaste geologic repository 

APPEL, G Energy, tJopL of HLWR 09/02/22 ItNEHAN.JJ Roposilorv Licensing & 
Quality Assurance Profect OIrectorato (8Q1120) 17pp 48626 231 48626 247 

8802280167 “Low Level Waste Mgt Program Nall Status Rept” 

* Energy, Dept of 89/01/31 lOpp 48636176 40636 105 

8902280181 Forwards revised version of Mod 1 to "Final Remedial Action Plan" for 
Rivoflon,WY for signature & to be forwarded lo State of WY for oxecution 
MATTHEWS.M L Energy, Dept of 69/02/20 LOHAUS.P H Division of Low Level 
Waste Management & Decommissioning (Post 070413) Ip 40626 324 40626 340 

"6903070076 Mod 1 lo “Final Remedial Action Plan" for Riverlon.WY 

* Energy, Dept of 00/12/15 16pp 48626 325 40626 340 

8902260192 Discusses potential Impacts & requested action by NRC of U Mill Tailings 
(UMTRA) project schedules for Durango. Lakeviow & Mexican Hat/Mounlaln 
Valley NRC unable to support UMTRAP schedules for 3ub| siles duo lo limilotJ re- 
sources 

MATTHEWS.M L Energy, Dept of 89/02/20 SMITH, D Uranium Recovery Field Ofe, 
R4 4pp. 48627 34e-40627 349 

8902260222 Forwards comments on "Topical Ropi on 10CFR01 Oualilied Radioaclivo 
Oocontaminaffon Resin Waste Forms." irom LV TechnotoQies 
TOKAR.M Technical Branch 80/01/31 VOIT.R E LN Tochnoleoies Corp (formorty 
London Nuefoar Sves, fnc ) fOpp 45624 351 48624 360 

8902280230 Forwards commonls on US Ecology ropl "Stability of NS-l Solidllied W/ 
High Strength Asphalt " 

TOKAR.M Technical Branch 89/01/31 DAY.JE US Ecology, Inc (formerly Nuclear 
Engineering, Inc ) 12pp 48624 208 48624 210 

8903010021 Forwards Yucca Mountain project master list of controlled documonh as o1 
Q60223 

CARTER, N E Science Applications Intornationat Corp (formerly Scionco Applications, 
Inc) L89RMDMDC13S 80/02/23 LINEMAN, JJ NRC - No Dolailoci Affiliation 
Given 23pp 48653 105 48653 214 

8903010048 Discusses prerequisites prior lo NRC approval of remedial action at Can- 
nonsburg site Prerequisites include, ostablishmont of NRC licensing proceduros lor 
UMTRAP sites & completion of NRG & DOE romodial action activities 
LOHAUS.P Operations Branch 89/01/30 MATTHEWS.M L Energy. Dopt of 5pp 
48846111 48646-115 

8903010095 Ack receipt of 8801 10 ttr forwarding ropl, “Making Suportund Work " 
KNAPP.M R. Division of Low Level VVaBle Management & Decommissioning (Post 
870413) 89/01/00 GRUMBLY.TP Clean Sites, tnc tp 4805a38O-«8O63 060 

8903010101 Forwards high level waste info summary by CNWRA for B90223 
DELLIGATTl.M NRC - No Detailed Affiliation Given 89/02/24 Division o! High Lovot 
Waste Management (Post 070413) 5pp 48902 039-48992 043 

8903010135 Forwards FR notice of receipt of DOE SCP for Yucco Mounlain, Nevada 
site 

BERNERO.R M Office of Nuclear Material Safety & &afoguards,Diroctor 09/02/22 
HICKEY, TJ Nevada, State of 3pp 4 8653 357-40553 359 

8903010142 Forwards FR notice of receipt of DOE SCP for Yucca Mounlain, Nevada 
Site 

BERNERO.R M Office of Nuclear Material Safely & Safeguards, Director 80/02/22 
MILLER, RJ Nevada, State of 3pp 48644 334-40644 336 

8903010233 Interim Change Notice 1 to Rev 1 to QMP 1602, "Surveillances “ 

* Energy, Dept of 88/172/08. 3pp. 40848 250-48648 280. 

8903010243 Authorizes release of working draft of, “Formal & Conlenl of Docommia- 
sionlng Plans for 10CFR30.4Q.50 & 70 Ulcensoos” Release will assist Northern 
Slates Power Co in preparing complete application & minimize NRC review tlmo 
BERNERO.R M. OflTce of Nuclear Material Safely & BafoguaTda.Direclor 89/01/31 
MARTIN.R D. Region 4, Ofc of the Direclor. 4pp 48547 165-48647,108 

8903010352 Rev 2 to "NNWSI QA Plan " 

BLAYLOCK, J , GERTZ.C , BARETT.L Science Applications International Corp (for- 
merly Science Applications, Inc ) 88/ 12/09 2t6p0 45646 228 48647004 


8903010364 Forwards “Rept & Analysis of Erosion Prelection tnvosti gallon" did 871120 
& peak riinofi calculations did 890207 prepared by MK Ferguson Co in response lo 
0901 13 tolcon betvifean M Abrams & D Gillen 

MATTHEWS.M L Energy. Dept of 09/02/27 LOHAUS.P H Op ora lions Branch Ip 
40670 1 40 46670 357 

--5903010407 04 390-17 04 Peak runoff calculations for ShIprock.New Mexico, U mill 
fartrngs r&mo:iiaf aciion srte 

* MK Ferguson Co 89/02/07 DBpp 40070 141 48670 228 

-8903010417 “UMTRAP.Shiprack.New Mexico, Ropl & Analysis of Erosion Protection in 
vostigaUon " 

* MKFergusonCo 87/11/20 1l4pp 4B670 220 4C670 357 

8903020232 "Development of Low Level Waste Form Criteria - License Fee." monlhly 
mgt rept lor Jan 1989 Financial data available in Geniral Fites 
BARI, R A Brookhaven National laboratory FIN A-3174 QD/02/22 TIKTINSKY.D 
Technical Branch epp 48690 086 4D600 091 

Q9O302O255 “Analyses of Special Waste Problems," monlhly mgl repl for Jan 1909 
under FIN A 3175 Financial mlo available In Ceniral Files 

BARI, R A Brookhaven National laboratory FiN A-3175 89/02/22 WIOMAYER.D 
Technical Branch 6pp 48669 095 46&G9 101 

6903020390 Forwards update list for Las Vegas library 
PRESTHOLT.pt NRu No Dotaifed Afniia lion Given 89/02/24 TANA, E Division of 
High Level Waste Management (Post 870413) 13pp 4D673 338 48673 350 

8903020428 Forwards dafinilions ol terms Irom silo char acleiiza lion plan coinciding or 
ro terms lo ho defined in draft ASTM sld practice on long term porformnneo of waste 
package matls list of relovant definitions from other sources also end 
CUNNANE.JC BattGlIo Memo nail natituto HLWR 89/02/24 PETERSON,CH Divi- 
sion ol High Lovol Waste Managomonl (Post 070413) 4pp 48690082 40690 085 

B903020455 Disciissoss solicitation of NRC/stalo/local Govt views on technical 
planned approaches by DOE lo assess suitability of Yucca mountain 
site Recommends that lirst meoUng bo planned for first of Apr 
STEIN, R Enorgy. Dopl ol HLWR 09/02/27 GERTZ.CP Energy, Dopt of Ip 
40673 313-40673 313 

8903020554 Advises of nomination of C Pilltgtio for Working Group for Decommission 
ing as NRC represontalivo Nominoe participation does not connote NRC agroomenl 
w/or ondorsomcnl of decisions reached by group or stds approved or pubhBhed as 
resvrif 

BECKJORD.ES Olfico of Nuctoar Rogulalory Resoarcb, Difoclor (Post 860720) 86/ 
12/15 BANKS, H H American Socioly of Mochanical Engineers BANKS, HR Carolina 
Power ft Light Co 3pp 40690 001-40690 003 

8903030D20 Forwards minutes of 890222 meotmg w/Slato of NV ft Sargent ft Lundy ro 
resoluhon of 30 commonls on Nucloar Waste Projccl Ofc QA manual, 

LINEHAN.J J Roposilory Licensing ft Quality Assurance Project Diroclorale (851120) 
HLWR 59/03/03 LOUX,R Nevada, Stale of. 5pp 46694 260-45694 273 

8903030107 Roquoals roviow ol scoping package (or propoaod rulomaklng, "DBA Doso 
Limit." ro rosolutlonof lincortalnties m iOCFR60 & in rulomaklng rocordw/rospocl to 
Commission Inlont ro DBA Commonls roqueslod by Q9D317> 

BALLARD, R L Geoscience ft Systonia Performance Branch (Post 560011) 69/03/01 
LINEHAN,J. BUNTING, J DwisLon Of High Lovol Waslo Mananomont tPosl 070413) 
SILBERBERG.M Wasto Manage men I Branch 15pp 48703 333-48703 347. 

8003030173 Forwards "NRC Observalion Audil Rapt lor Yucca Mountain Projeci Ole 
Audit 60 02 Fonix ft Scisson NRC awailing DOE ovafuadon ft rosofulion of tillo I 
do&ign aciivilies ft impact of design packages using commorcial-grado software 
UNBHAN.J J Repository Licensing ft Quality Assurance Project DJroctorale (801 120) 
HLWR 69/03/01 STEIN, R, Energy, Dopt of 2pi> 40602'27a 40602 200 

-8903035105 "NRC Observation Audit Ropl (er Yucca Mounlain Project Ofc Audit SG9- 
S.Forux ft Scisson " 

KENNEDV.J , HOLONICH.J . GILRAY.J W Repository Liconslng ft Quality Assuranco 
Project OirocloratG (881120) 89/02/28 9pp 45692 270 48692 285 

8903030205 Advises that review of site charactofizntlon plan for Yucca Mountain pro 
coeding W/Q90209 receipt of eulstanding supporting documems Planned mid Apr 
onsflo audit may iiepaet sito characioTizalion assessment schedulo 
BERNERO.R M Office of Nuclear Material Safely ft Safeguards, Director HLWR 09/ 
03/01. ROUSSO,S Ehergy. Dopt of 2pp 45694 263 40994 264 

8903030209 Forwards nohe© of upcoming moolmgs ro high level wasl© mgl program 
LINEHAN.J J Repository Licensing ft Quality Assuranco Project Directorate (001120) 
HLWR 69/03/06 NRC - No DotaiTed Affiliation Given 2pp 4C694 322 40094 323 

G903030227 Discusses application o1 sys ortglnBering ft integration by DOE lo DOE high 
lovol waste program Concerns raised ro NRC evaluation of waste acceplanco pack- 
age ft exploratory shaft documents w/o inlograllon spec 

BUNTING, J.O Enginoerlng Branch (Post 060911) 80/03/01 BROWNING.R E Divi 
Sion of High Lovol Waste Management (Post 870413) 4pp 45715025 46716 122 

8003030249 Forwards SECY-89 037, ' 'Quarterly Progress Rept on Pro- Licensing Phase 
of DOE Civilian High Level Radwasl© Mgt Program," did 090203. 

TANA.ET ReposHory Licensing ft Quality Assuranco Project Directorate (051120} 
HLWR 00/03^1 NRC No Data Hod Affiliation Given Ip 40692 201-40692 201. 

8903030465 "Evaluation ft Compilation of DOE Waste Package Tost Data," monthly 
proflTGss rent for Oct 1085 Financial data available (n Central hIqs 
INTERRANTE.CO National Inslilute of Standards ft Technology (formerly National 
Bureau of Slanda FIN A 4171-7 HLWR 09/02/25. PETERSON, C Division of High 
Level Waste Management (Post 570413) t9pp 48692 243-40692 261 

5903030464 Forwards summary of 690301 tolcon ro program architoclure 
re orfentallon Telco n covered itoms.lncludina example of regulatory elements of proof 
ft tochnical components of proof slructuro.dftd 090224 ft 090223 momo. 
ALTOMARE,pM Enginooring Branch (Post 660911). HLWR 89/03/02 
WHITING, A R Conter for Nuclear Waste Regulatory Analyses 2pp, 40693'331- 
4B693 337 
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• 8903030468 f summary of iloms of discussion bf’^twpen fJRC & CNWIlA 

during telcon re reononlation of program architocluro Atfrr^dcos listed 
LtE.M Enginceiing Branch (Post 880911) 89/03^02 NRC No Detaikd Aflilralion 
Gi/en 2pp 48693 333 40693 334 

- 8903030475 Responds to 890215 guery re program arcl^itoclure fLorinnlation NRC/ 
CNVVftA proicci mgi agree lhat there ina> be nsT m eACrctsing rnainsCruam PA rlevtl 
opment process when encountering regulatory uncerlainty 

ALTOMARE.P NRC No Detailed Affiliation Given 09^02/ 23 WHITING.A ronicr (or 
Nuclear Waste Regulatory Analyses 3pp 48693 335 48693 337 

8903030477 Transmits refs for five consf pha sc, Oicpl oratory sfialt facilily study plans 
031222831224631422 831 15 15 & 831 15 J l.pcr 881215 DOF/NRC 
rrceting 

GERTZCP Energy Dept of HLWR 89/02/27 LINEMAN J NRC No Detailerf Aflili 
afion Given 5pp -18G90 186 46690 190 

8903030465 Advises that four refs to sile characicnzalion plan (SCP) transinitlej under 
separate cover on 890131 Refs identifred dunng check of SCP loxt citations Packing 
list that accompanied shipment end 

GERTZ.CP Energy Dept of HLWR 89/02/27 LINEMAN J NRL No Dolnilcd Atlili- 
a lion Gwen 2pp 48740 235 1674 0 236 

8903060024 Forwards draft minutes of 890215 program committee moeiinq in 
Washington DC for review Comments requested by 690315 

DU TEMPLE, OJ American Nuclear Society MLWR 89/03^01 American Nuclear So 
Ciely 40rp 48705 128 18705 169 

8903060 1S6 Table of contents to Design Control Procedures" & YMP Projuct Proco 
duro Manual 

BULLOCKTL Fenix & Scisson. Inc HLWR 89/02/10 6pp 40736 123 4K736 1 28 

8003070162 Forwards proposed approach & decision criteria for periormanco dssobs 
monl review strategy Strategy needed to plan NRC review of DOE porlcrmancc as 
scssmont & apply NRC resources efficionliy Comments requested by 0903 1 5 
BALLARD RL Geoscience & Systems Performance Branch fPosI 860911) HLWR 
89/03/01 LINEHAN.J J Reposilo/y Licensing S OunMy Assurance Projec* Directorate 
1881120) lipp 48763 298 48763 306 

890307OT68 Forwards absiraci re NRC strategy for identifying & reducing uncortainties 
import a nl to licensing high level radwaste repository using geological example applied 
bfe to 5 lie, for Workshop W3B of 2Blh Inll Geological Congress 
BROWNING, R E Division of High Level Waste Managemonl (Post 070413) HLWR 
86/02/28 WITHERSPOON, P Lawrence Beikeley Laboralory 4pp 40763 357 
48763 360 

8903070170 Requests cover design review within limeframc allowing for 890401 const 
slartup,du! not compromising review integrity Discusses setbacks due to lack of cover 
cfesion 

MAYNARD,© Durango Mill Tailings Task Force 89/02/07 SMiTH.D Uranium Recov 
ery Field Ofc, R4 2pp 48740 27/ 48740 278 

8903060417 Advises lhat three ongnal signature pages documenting NRC concurrence 
w/final RAP for Riverlon,WY forwarded to Slate by 890123 Hr 
LOHAUS.PH Operations Branch 89/03/01 MATTHEWS.M L Energy, Dept ol 2np 
40768 212 48768 213 JJ'- h rn 

8903000429 Forwards signature pages lhal documer^ts concurrence w/Mod 1 to reme 
dial action planner 8901 23 Itr 

LOHAUS,P H Operalions Branch 89/03/01 PRESTON,C L Energy, Dept of I d 
46767 129 48767:129 u ip 

8903080486 Summary of 890223 meeting w/NUMARC in RockviHe.MD re content ef 
petition for designating some nuclear plant wastes as below regulatory concern 
GLENN, C Regulatory Branch 89/03/02 BOYLE,R Regulatory Branch 4pp 
4B76B 01 5 4B768 018 

6903080511 Discusses erosion protection cover design options utilizing local rock al 
Green River site, per 690222 meeting 

LOHAUS.PH Operations Branch 89/03/01 MATTHEWS,M Energy, Depl of 4pp 


Forwards cos! & assessment for sile charactenzalion plan lor review under 
NRC-02'88 005 Directive requested lhat assessment bo performed w/regards to Iisled 
effects 

^TZ,J E, Center for Nuclear Waste Regulatory Analyses 89/02/28 MACE.M H 
Management Support Staff (Post BSO205) 6pp 4B781 264*48781 259 


8903090236 Cn m lnvmcal Lvniiitition of Cont.umri.int Proiluulion /I. lr,iiisport at U Ro 
Kjvojy Opijratioris inonlhly repl for Ian 1009 Enel firuifKitd info avdilnhlf in Ceniral 
Tiles 

HOSTCfLEROJ Baltullr Mcmuirinl InMituU*, Panlir Noftliwi'sl l.iitorjinry FIN B 
2182 89/02/27 DLCRING.l Dffict‘ of Nuck'ar Mrffivi.il ‘Lili ty & rmloquards Oirectcr 
Dpp <1(181)0 250 48800 25H 

8903090J19 Forwards inonlhly issuance ol s< lirduk's foi si'IccIncJ UMTRAP 
sites ruflLCtiruj curront S futiirn key projocl dc hvilios in listed diodb.tncludmg site 
chaiactofization NbPA compliance ilosiijfi dovolopmcvil A rofiicdiiil ih lion const 
MATTHEWS, ML Tni^rqy, Dept of 80/03/01 Fnoiqy, Df fil of t'OpjJ 4tt799 085 
40790 1 13 

8903090326 Forwards NMG/nOf; 881215 rnrolinq <5tunnurry on sKidy plniv. Significant 
concern Oral sliiiJy plfiiis for ongoing aclivihos not schedufod to lU cniopuny silo char- 
acterization plan as agreed to in May 1906 discuiisncJ 

LINEMAN J Repository I ironsing (i Ouafily Asbur.inio Pro|e{,t Dime Inrcrto (8B1120) 
HLWR 80/03/03 STEIN, R Energy, Dept ol 2pp 18/82 105 40/02 2/(1 

-B903090329 Summary of 081215 meoling w/I>OE in Horkv(l(e,MD ro slut/ 
plans Relaled info oriel 

STABLEIN.K Repository Licensing a Duality Assuranro FYojuct Dirertoralo (G0112O) 
APPEL,G . QROCOUM.S Energy, Dept of 89/02/0') Hopository I ireiisincj & Quality 
Assurance Project Directorale (001 120) Olpp 48/02 10/ 48702 'V« 

0903090332 Requesls to bo informed on DOE proijross in rjlrtnining l(A|i5l£ltive with 
drawal of land for Wustn Isolation Pilot Plant site 

BERNERO,RM Offico of Nurloar Material Safety S Siifoguaids Director HLWR 09/ 
03/0/ 0RADDURNE,J C Congressional Affairs 5pn 48700 305 18/08 309 

G903090335 OibCussos lirms for NRG/CNWRA 890300 10 meetings in Sdn Antoni o,TX 
rc fuluro architecture dovelopmont 

ALTOMARE,PM Engineering Branch (Posl OOOOll) HLWR 89/03/03 
WHITING A R Cenler for Nuclear Waste nogulatory Analyses 3iip <10800 161 

48B00 163 J y y M 

8903090386 Forwards "1<)07 Slate By Stale Assossmonl of Low Level nadwaslos Re 
reived al Commorcial Di^osal Sites" 

TYRON HOPKO A EG&G, Inc TYRON HOPKO,A Idaho Nalional Engirnnnng Labo 
lalory AKT 228 89 K9/02/22 PANGBURN.G Oporalions il/anrl) Ip 40799 204 
40799 351 

*-8903090396 DOE/LLW-6GT "1907 Slate by Stale Assessment of 1 ow Lovel Rad 
wastes Received al Commercial Disposal Sites " 

TYRON HOPKO, A, OZAKI,C B EG&G, Inc TYRON-HOPKO,A lifaho Nalronal Engi 
neering Laboratory 08/12/31 Energy, Depl of 131pi> 48/99 205 48709 351 

8903090403 Ack rcceipl of 890228 Hr forwarding abstfaci for Workshop W3H, "Gcologr 
cat Problems tn Radwasto Isolation ♦ Worldwide Rovmw” schctfulod for 800715 & 16 
tn Washington, DC Tult ropt al lime of workshop expected 

WITHERSPOON P Lawrence Berkeley Laboratory HLWR 09/03/01 
BROWNING, RE Oivjsfon of High Lovcl Waste Management (F^os Q70413) Ip 
40798 233 48790 233 a ' 

8903090424 Forwards Yucca Mountain Proiect Offico QA Surveilfnnco YMP SR 09 02 
reptRcpl contains status of impfemonlntron & verification of oorreclwa nctions for 
each corrective actioni repl ro OA program 

STEIN.R Energy, Dopt of FILWR 89/03/03 LINEHAN.J Division of High Level 
Waste Management (Post 070413) 61pp 48700 171 48700 233 

6903090446 Forwards QA program plans for Yucen Mountain proioci participants QA 
program plan for Molmos & Narvor & Lawrence Livermore Nall Lnb,ma1rix for each 
plan showing consistoncy w/review requirements as govornod by NNWSI/OD-9 Rev 2 
end 

APPEL.GJ Energy. Depl of 09/03/03 LINEHAN.J J Repository Lie onsmg & Quality 
Assurance Project Direclorato ( 061120 ) 5pp 40754 082-40/50 106 

-6903090454 QA Program for Untv of CA, Lawrence Livormoro Nall Lab 
• Lawrence Livermore National laboratory 88/12/19 I40pp 48754 007-40754 233 

-8903090457 OA Program for Holmes & Narvor, Energy Support Div 
Holmes & Narver, Inc 89/01/30 504pp 40754 234-40756 106 

8903090470 Agenda For Las Vegas Cily Council 8903 1 0 meeting In Las Veoas.NV 

Nevada, Stale of HLWR 69/03/10 Nevada. Stale of Ip 40801 208-40601 208 


8903090206 Provides recommendalion for continuing Tasks 2 & 3,t. "Seismic Rock Me 
kated^^ Project," per 890224 discussion Suggested revs to project plan 

Waste Regufalory Analyses NRC 02 88 005 HLWR 
89/02/20 MACE.MFH Division ol Contracts & Property Management (Pos! 890205) 
9pp 48783 311-45783 319 

89f>3090217 Forwards DOE weekly rept for wk ending B90217 
PHESTWLT.PT. NRC - No DetaiJed Affilialion G^en 69/03/01 LINEHAN.J J Divi- 
sion of High Level Waste Management (Posl 870413) lOpp 48703 058 4 8783 063 

®®oa?:c°Ti?orT actjvdy repl .prototype testing for wk ending 890205 

Delalled Affiliation Given HLWR B9/03/01 
48780 253^487a^'266" ° Management (Posl 870413) 4pp 

draft, "Opfjgns Study for Mgt of Commingled Waste From 
UMTRAP, per request Recommends that NRC personnel pfanning to attend 890323 
meeting review rept in advance 

MATTHEWS.M L Energy, Depl of 89/03/02 LOHAUS.P, Division of Low Level 
Waste Management & Decommissioning (Post B70413) 4 pp. 48760 325 48761 026 

Comnitngled Waste From UMTRAP.” 

^ ^Ularis point of contact for UMTRA OA matters 
MATTHEWS,ML Energy. Dept of. 69/03/02 G REEVES, JT Division of Low Level 
Waste Management & Decommissioning (Posl 870413) Ip 467B3 359-48763 359 


NoiHication of 890322 mealing w/DOE, Stale of NV & roprosonlalives 
N ye, Lincoln & Clark Counties fn Las Vegas, NV re OA Agenda end 

KPMMCrnV IC □nnn.fvll.xn. I B t.i. . mr... _ 


Licensing & Quality Assurance Proiect Direclorale 
(081120) HLWR 89/03/09 LINEHAN.J J ReposHory Licensing & Quairty Assurance 
Project Directorate (081 120) 3pp 40802 320 40802 322 ^ 


upcoming meetings re high levol waste mgt program, per 

040827 rH notice 


Licensing & Qualilv Assurance Project Direclorato <881120) 
HLWR 89/03/13 NRC - No DelaiTed Affilialion Given 2pp 40010 280 40010 299 


^NWRA Program Manager Periodic Repl on Activi- 
ties of CNWRA for Fiscal Reporting Period 800121- 0217” Proprietary coal of subi 
TMl portion withheld • 

Nuclear Waste Regulatory Analyses NRC 02-06 005 HLWR 
lpM 80 ^O 215 ™B^O 273 °''^'®^ Level Waste Management (Post 670413) 

Periodic Rept on Aclivihes ol 

CNWRA for Fiscal Reporting Period 090121-0217 ” 

Nuclear Waste Regulatory Analyses FIN D 1035 0 NRC 02-B8-006 89/ 
408^0 273 ° Waste Management (Post 070413) 57pp 48B10 217- 

Forwards extended & updated version of paper, "Use of Solidification Sva 
Bt Hipti Jntagrily Containers for Disposal of low Level Waste,” presented at 16lh water 
reactor safety mfo meating.per 090228 telefax water 

GET«Bte«8<54M68 KU8SMAUL.K Slullflarl, Unlv of, Slullgarl, 
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6903130035 Pnpcr entiKotl, Use* dI Solulificnlion Sys & Hi()h inlPijnly (<ont«uniirs for 
Disposal oi Low Level Wnsle prosunletl til Iblh wainr reactor salrly inlo nieoliiuj on 
801024 

TOKARiM Office of Nuclear Malorial Safely & Safi'guards.Dtfoctor 08/10/21 llpp 
40804 150 40004 160 

B903130150 Press release announrincj DOE presentation on loilirujs sile solechon re 
suits on 890314 in Gunnison LO CafKlirlate sile found itiosl suilalilo lor permanent 
disposal of tailmgb will tie announced at meeliiu} 

MCCARTY B E . UOOPES.J Ericrqy, Uept ol 00/03/09 Ip 10020 240 48020 240 

8903130651 rory/ar<Js business meotinq notebook lor lucbon Technical Coordmnling 
Commilleo mcelru) Complotion of end users questionnaire requesled 
OWENS, CB EG&G Idaho Inc (subs ol EG&G, Inr ) OWENS CB Idaho National 
Engineerirq Laboratory CMB 06 89 09/03/08 SURMEIER J J NRC No Detailed 
AMilialiQn Given AUfREY.V Soulti Caroltnn, Stale of HANA,S Washington, Staio of 
154pp 48865 059 48065 200 

8903130699 Rccujosls scientific investiqalion plans that correspond to five study plans 
siibmittod to NRC w/sito ctinract(*rizal(on plan 

PnESTHOLT,PT NRC No Detailed Allihalion Given HLWR 09/03/09 GERTZ.CP 
Energy. Dopt of Ip 4B828 355 40820 355 

8903130701 Forwards weekly activity rcjpl re prototype tosting for wk ending 600212 
PRESTHOLT.pt NRC No Detailed Affiliation Given HtWR 89/03/10 

LINEMAN, JJ Repository I tconsinq & Quality Assurance Proicct Directorate (881 120> 
3pp 4G028 358 40028 360 

690'313Q705 Forwards DOE ‘ Yucca Moiintnin Protect Weekly Highlights for Wk Ending 
690303 " 

PRESTHOLT.pt NRC No Detnitod AHillation Given MLWR 89/03/0/ 

LINEMAN. JJ Division ot High Level Waste Management {Post 8/0413) 5pp 
48020 017 40020 021 

8903140016 Addresses four reconiniendations spucilied in B90222 Itr re DOE silo char 
aclerization program Comrnonl ponod oxtondod unlit 890601 to provide adequato time 
for interesiod public to roviow thousands ol parjos of plan 

WATKINS, JD Energy, Oopl of lUWR 09/03/10 MILLER, D Nevada Stale of 4pp 
48057 250 40057 253 

8903140040 “Porformnneo Assossniont Mothodology Oovolopment Low Level Waste 
Disposal Safely Assessmonl." monthly ropl lor Fob 1989 Financial dala available in 
Central Files 

BONANO.E J Sandia National Loboraiorios FIN A 1/64 00/03/06 SHUM.EY Tech 
nical Branch 5pp 40053 214 40053 217 

8903140056 Forwards documonts ro bolow reoulalory concern polilions per 000223 
mooling NUREG/0R 0050.NLIREG/BR 0053 & 000223 mooting minutes end W/o 
end 

GLENN,CJ, Rogutalory Brandi 00/03/03 FAIROBENT,L Nucloar Management & 
Resources Council (NUMARC) (forniorly Nucloar Utility Manage 1p 40034 216- 
46034 216 

6903140070 Trip ropl of 800222 & 23 visit lo ORNL w/NRC roprosenlalivos ro RES/ 
NMSS funded research activities at ORNL 

MURPHY.W M , PABALAN.RT Southwest Research 1981(11110 HLWR 80/03/07 
FUNCHES.JL Program Managomoni, Policy Dovotopinonl & Analysis Stall (Posl 
870413) 71pp 40055 006 48055 157 

6903140113 Discusses soalod sources ns mixed waste based on investtgalion of chemi- 
cal forms & malls from mig catalogs from Amorsham A Isotopes Products Labs 
JOHNSON JC Regulatory Branch 80/03/06 BBLL.MJ Regulatory Branch 3pp 
40855073-48055 075 

6903140146 Responds lo MJ Doll request for info ro NRC guidance for classifying hol- 
erogoneous low lovol radwasto NRC position on mixing separate waste streams in 
container will bo specifically addressed In futuro reg guide 
J0HNSON,TC Regulatory Branch 00/03/08. CTlARNIGO.C New York, Slate of 
2pp 48850 197-48850.108 

8903140226 Forwards Rev 0 lo 033 NNWS1 P 1/7, “Accoptanco ot Dala Generated 
Before Aug 1980 & Non NNWSI Technical Data" & Chapter 17 lo OA manual 
CONWAY.J RoposUory Licensing Project Olroclorato (301013 881119) HLWR 09/ 
03/09 NRC - No Oolailod Atfitialion Given Ip 48054H35 48054*153, 

-3903140237 Rev 0 lo 033 NNWSI P 17 7, “Acceplanco of Data Genoralod Doforo Aug 
1080 & Non NNWSI Technical Data " 

DRONKERS,JJ Lawrence Livermore National Laboratory HLWR, 87/01/16. 9pp 
48854*138 40854 143 

-8903140247 Chapter 17, "QA Records" to OA manual 

* Lawrence Livermore National Laboratory HLWR 09/03/09 lOpp 49054*144- 
48854*150 

8903140266 Forwards "NNWSI Projocl Environ Monitoring Program Summary for 1087 " 
CARTER, N E Science Applications Iniornallonal Corp (formorly Science Appltcallona, 
fnc) HLWR. 89/03/01 GERTZ.C.P. Energy, DepI of 4pp 40036 293 48837 019 

-8903140263 NNWSI/0Q-12 "NNWSI Prolect Environ Monitoring Proomm Summary for 
1987 

* Science Applicalions International Corp (formerly Science AppllcallonB, Inc) 
HLWR. 88/05/31 26pp 48836 297-48037 010 

8903140330 Forwards well logs, volcanic hazard investigations work plan & listing of pro- 
esduroB 

PRESTHOLT.pt NRC - No DelQliod Affiliation Given 69/03/01 LINEHAN.J J. Divi- 
sion of High Level Waste Management (Post 870413) 92pp 40037 229 48837 326 

-8903 140363 "Volcanic Hazard Investigations Work Plan '* 

CROWE, B Los Alamos National Uoboratory. 82/1 1 /24, 6pp 48837 321 46837 326 

8903140392 Forwards DOE weekly rents for wks ending 090210 & 24 
PRESTH0LT,P,T. NRC - No Dolailod Aftillallon Given HLWR 89/03/07 
LINEHAN.J J, Division of High Level Waste Managsmenl (Posl 870413), lOpp, 
48857.326 48857*335. 


89O31405QO Forwards Ftev l to 'OA Waniial rorisisting cl Rev 1 to DOE/RW-CI214, 
"^QA Requirtmcnts for Cwilian Radwasio Mql Prfigram (QAR) " ft Rav 1 to DOE/RW- 
0215, "QA Piograrn [Toscriplion lor Civilian Rndv^aslr Mql Program (OAPD) " 
BAFTRETTLII Fiiorgy, Dopt ol HtWfl Cq/ 02/24 FTcpository Liconsing d Qualily 
A5‘5Ufanco PrnH’Cl Direclorato (881 120) 2pp 48854 256 18855 04Q 

- 8903140513 Rov 1 to "OA Manual ' 

* Energy, Dept ol 69/02/21 ISOpp 48851 25t3 48855 049 

8903140521 Forwards FTov 0 to DOh/RW 0197, QA Atlmimslrative Procpiluros " 
□ARBETT.LH Energy Dopt ol F-ILWR 89/02/24 Rupository Licensing ■& Quality 
Assurance Proiecl Diroclorah^ (Bfll 120) 2pp 48834 244 18835 054 

8903140541 Rov 0 toDOE/RW 019/, OA Administrativo Prorodurcs " 

• Energy, Dopt of HI WR 89/02/24 POSpp 48B34 24G 48B35 054 

Q90314Q552 Summarizes OLitslancImg issues re program arrhilectiKO (PA) dovolopiriGnt 
process ft PA contenl Slalcrncril ot work eniillcd, "Program Elomcnl Plan, Waste Sys 
Enqineerino ft Integration ft Overall Program ActivitiDs" end 

LCE.MP Engineering Branch (Posl 80091 1) 89/03/07 ALrOMAnE.P M Engineering 
Branch (Post 1)809 11) 1 /pp 18 0 33 267 488 33 303 

800 31 40600 Requests into re Ihrou incidonla in which technical discrepancies found w/ 
waste procoss/containers {felivered liy LN Tcchnol-ogms for disposal at Barnwell sito 
on 080696 ft 10 It & 1 3 fTesponso within 30 clays roqucalod 

TOKAR,M Technical Qranch 09/03/08 VOIT,R E LN Technologios Corp (forniorly 
Lonrfon Nuclear Sves, IrK ) 3pp 4BQ40 303 40846 305 

8903140621 Forwards ’ CNWRA MilGslrjf\es for Acceleration ol Program Arcfritecturo," 
progross ropt for Mar 1989 

lEE.MP C.nginceriri(| Branch (Post 680911} HLWR 09/01/09 Enqineorinq Branch 
(Post 800911} 26pp 48875 063 100/5 079 

8003140694 Forwards response to NRC ft technical consultants, BNL ft NIST 830131 
comments on Rov 0 to US Ecology Flopt USE 61 001 P, 'Stabjliiy of NS I Solidified 
W/Hinh Strength Asphalt 

WONG, OP US ecology, Inc (formerly Nuclear Engmeeriiig, Inc) 69/03/13 
TOKAR,M Toctinical Branch 32pp 40034 024-40834 055 

8903140702 Forwards rent of Yucca Mountain Projocl Ofe QA Siirvoillanco YMP SR-00 
Ota condLfclod at LASL on BQ1 129 Rept updntos LASL Implemontalron ft verification 
of correciivo actions taken to rtose out NFTC doliciannea ft findings 
STEIN, R Energy, Dopl of HLWR G9/03/0T LINEMAN J Repository Liccrislno & 
Quality Assurance Project Qiroctoralo (881 120) Oapp 48065 209 46065 271 

8903140706 Forwards checklists againnt NRC SRP used during compliance reviow ot 
cacti ol four listed QA program plans suhrmttod to NRC on 890214 ft 0309 
APPEL,GJ Energy. Dopl of HLWR 09/03/09 ilNEHAN.JJ Roposilory LIconsinq ft 
Qualify Assurance Ptojoci Directorate (08 1120) 1 lOpp 40854 022 40854 131 

8803150052 Responds to 890119 Ur ro accoss to DOE technical data bases for NNWSI 
projocl Author reileralos DOE 001013 offer lo genoralo tape of site ft engineering 
properties data base on periodic basis 

STEIN.R Energy, Oopl of HLWR 09/03/13 LINEHAN.J Division ol High Level 
Waste Manaaomenl (Posl 870413} 2pp 48871 33/ 48871 338 

0903160050 Forwards Rov 4 3 to LANL-YMP-OAPP. "LASL OA Program Plan for Yucca 
Mountain Projod" QA program plan roqeiramonta lo bo implamenlod by LASL 
Immodinicly.pQr Inaiructlons 

APPEL.QJ Energy, Dept ol HLWR 09/03/15 LINEHANJJ Repository Licensing ft 
Quality Assuranco Projocl Dirocloralo {881120} 3pp 48061*157 4606? 152 

-89 03166073 Rev 4 3 lo "LASL OA Program Plan (or Yucca Moiinlain Projocl " 
GEORQE,JJ Los Alatpos National Laboratory NUNES.HP, OAKLEY.DT Energy, 
Depi or HLWR 89/02/10 304pp 40061 160-40062 152 

0903160544 Requests gooscienco data from Yucca Mountain s tie ft vicinily to indo- 
pendent ty review presoni descrlplion of natural sys ft processes fun c Honing in sys 
CHERY.DL Gooscionco & Systems Performance Branch (Posl 889911) HLWR 09/ 
03/14 STAOLEIN.N K Repository Liconsing ft Quality Assuranco Project Dlroctoralo 
(00112CF) I Ipp 48063 804-40663 206 

6903150547 Forwards "NRC Audit Observation Ropl for CNWRA Inlornat QA Audil 89 
C 1" & audit plan Schodufa for acconipllshmont of discussed Items afler evaluation of 
audit findings ft corroclive action plans formulalod, should be provided 
OELLIGATTI.M S Englneenno B/anch (Posl 88091 1) HLWR 69/63/14. MABRITO.Q 
Conlor for Nucloar Wasio Regulatory Analyses 2pp. 48076,139-48676 174 

-0903169548 "Audit Observalion Rept For CNWRA Inlornal QA Audit 89 C 1" 

HOOKS, K R , KENNEDY ,J E Roposilory Licensing ft Qualily Assuranco Proiocl Dlrec- 
1orQto(e81120) DELLIGATTI.M 3 Engineering Branch (Post 880911) 00/03/10 6pp 
48876141 40076145 

-8903160253 Audit plan for CNWRA program archllecture. 

ENGELHARDT.n E Soulhwoal Research Instlluto 89/02/16 2Dpp 40076*140- 
40076 174 

8903160553 Advlsos Ihat NNWSI "Training Mel Plan" (TMP) did May 1908 reviewed ft 
concludos that TMP addresses previous NRC concerns ro tralr\ing o1 personnel on 
Yucca Mountain Projocl 

LINEHAN.J J Roposilory Licensing & Oualily Assuranco Project Dlroclorato (661128) 
09/03/14. STEIN.R Energy, Dept ol Ip 48073*360 48073.360 

0903160567 Forwards listed documents re NRC Integrated Design Insp Program.CAT 
Insp Program ft Readiness Roviow Program W/o ends 

LINEHAN.J J. Repository Liconsing ft Quality Assurance Proieci Diraclorate (861 120). 
HbWfl 09/03/14. STEIN.R Energy. Depl ol 2pp. 40059J3fe-4885D.136 

6903160240 Forwards Rev 3 toQMP 5 03, "Development ft Malnt ol Ouetity Mgl Proco- 
duros," Rev 1 to OMP'5 04, ‘ ‘Preparation ft Control of YMP-USQS QA Program Plan'*’ 
& Rev 3 to QMP-t7 0l, "YMP-USQS Records Mgt " 

WILLMON.J R Inlodof, Dept, of, GoeiogSea) Survey HLWR 09/03/03 KENNEDY ,J 
NRC • No Dolalloci Affiliation Given 1 p to78.1 02 -48678 102 

-0903160310 Rev 3 to QMP 5 03. "Dovelqpmenl ft Malnl o( Qualily Mgl Procedures " 
WllLMON.J.R, REYNOLDS.MW, ROSEBOOM.E.H Inlorior, Dept. of. Gaotogical 
Survey 89/02/17 6pp 48078 103-46678 108, 
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-8903160313 Rov 1 lo QMP 5 O'i. ‘‘Preparation & Conlrol ol YMP USGS QA Program 
Plan " 

WILLMONJR. REyNOLDS,MW, ROSEBOOM.E H Interior, Depl of. Geological 
Survey *39/02/ 17 3pp -18878 109 48878 lit 

-8903160316 Rev 3 lo OWP 17 01. “YMP USGS Records Mgt " 

WII.LMON.J'R, REYNOLDS.MW, ROSEGOOM E H Interior, Depi of. Geological 
Survey 89/02/17 a7pp 48878 112 48878 148 

8903168251 Trip rept ol 890307 09 visit to Albuquerque.NM re DOE NRC dala roviow 
carccrnmg water flux ifirounh earttion covers on tailings disposal units Summary 
mootmg notes.DOE handout & related info end 

WEBER, MF Technical Branch 09/03/13 STARMERRJ Technical Branch 43pp 
40B70 270 40879 312 

8903166347 Forwards Rov 0 lo Administrativo Procedure AP 3 0. "Readiness Review" 
PRITCHETT ,n F Reynolds Electrical & Engineering Co, Inc HLWR 89/02/28 
KENNEDY, J NRG • No Detailed Affiliation Given Ip 48803 075 48893 080 


8903170437 Submits info re whether or not U mill tailings mall conslitules mixed 
waste Suggests that licensees be ccrlain not to iniroduce any wabto into tailings that 
is hazardous waste under EPA regulations 

LOHAUS.P H Division of Low Level Waste Management & Oocommisbioning (Post 
870413) 89/03/15 Affiliation Not Assigned 3pp 48953 127 48053 129 

89O32OD041 Grants 890220 request to relocate Monument Valley tailings to Mexican 
Hal site prior to NRC formal concurrence 

HAWKINS, E F Uranium Recovery Field Ofc, R4 99/03/07 MATTHEWS, M L Energy. 
Dept of 2pp 48959 287-48959 280 

8003200098 Press release re 890412-13 & 0713 14 meetings of tow level waMe forum 
' Low Level Waste Forum 89/03/14 8pp 48964 003 40964 010 

0903200110 Reviews & comments on Sandia Itr rept on IMPACTS BRC computer code 
validation 

STARMER,HJ Technical Branch FIN A-1763 89/03/16 GLENN, CJ Regulatory 
Branch 2pp 48064 054-40964 055 


-6903160350 Rov 0 to "Readiness Roview'" admmislrativo proccdur-e 
PRITCHETT, R.F Roynofds Elecincal & Engineering Co. Inc 89/02/27 lipp 
40603 076 48093 008 

8903160365 ' licensing Methodology Asslalanco,’' monthly ropi for Feb 1989 End finan 
clal info availablo in Central Files 

BONANO.EJ Sandia National Laboratories FIN A 1165 HLWR 69/03/15 
TIKTINSKY.DH Division of High Level Waste Management (Post 870413) 16pp 
40879 216 48079 288 

8003160444 Responds lo 890202 Itf ro meeting objoclives of Eow Level Radwaslo 
Policy Act & obstacle posod by dual NRC & EPA regulation Dual regulatory approach 
consistent w/mlent of Congress Rosponse la mi'xad waste Issues one! 

BERNER 0,R M Offico of Nuclaar Material Safety fi Safeguards, Direclor 89/03/00 
RASTERNAK.A California Radioactive Materials Manag ament Forum 7pp 
40950 162.48950 168 


89-03200112 Trip ropI of 800227 0301 visit to Sandia to discuss performance assess 
ment project under FIN A'I764 

STARMER.RJ Technicat Branch FIN A.1764 89/03/16 SURMEfER.JJ Technical 
Branch 2pp 48964 085 48964 086 

$903200119 Revised draft summary of Nall Research Council Water Science & Tech 
nology Board moeling on 881212*13 in Washington, DC Topics discussed 
included.groundwalor modeling assessment & Commilloo on Irrigation-Induced Wafer 
Quality problems 

PARKER.SD National Research Council HLWR 89/02/01 National Research Coun 
oil 18pp 48965 059 46965 076 

B903200126 Summary of 880818 19 Nall Research Council Water Science & Technola 
gy Board sixteenth meeting in frvine.CA 

^ National Research Council HLWR 80/08/19 National Research Council I5pp 
48964 056 48964 070 


6903160483 Requests info re limit to which orgarkic solvents such as acotone.aythyl 
acetalu.otcohors or chloroform co-ntainin-g tow levels of C 14 labeled organic com 
pounds can bo considered nonradioactivo 

lETCHWORTH.PE IC( Americas, fnc 89/03/13 BAHADUR.S Office of Nuclear Ma 
tonal Safety & Safeguards, Director Ip 4QQ04 340-46884 340 

$91)3170048 Forwfl/ds commonis on ‘‘Evaluation A Compilation <>f DOE Waste Package 
Teat Data," morithly Ur repi for Sapl 1980 No changes in costs or delivery of contract, 
ed produols authorized 

PETERSON, CH Enginoermo Branch (Post 880911) FIN A.4171 89/03/14 

INTeRnANTE,CG National Inslitule of Standards & Technology {formerly National 
Buroau of Stenda 5pp 46894 258 4 8894 262 

6903170062 Forwards notice of upcoming meetings ro high level waste mgt program 
LINEMAN ,JJ Repository Ltcensing $k Quality Assurance Projecl Directorate {881 120) 
HLWR 89/03/20 NRC No Detailecf Atiliaiion Given 2pp 48893 197-48393 190 

B903170Q75 Responds lo 8001 16 Hr re commonis on ‘‘Regulatory Strategy & Schedules 
for High Level Waste Repository Pro gram " NBC emphasized In SECY 88-285 that 
rasQluKoh of potential ifeonsmg issues will be achieved through rulemaking 
0£RNERO,R M Cffico ol Nuclear Material Safely & Safeguards, Director HLWR 89/ 
03/14 LOUX.RR Nevada. Stale of Opp 48094 263-48094 265 

8903170030 Responds lo 090216 Itf forwarding add! fnfo in accordance vr/lopics dis 
cussod at Commission 001220 brioiing, including streamlining process for iicer^sing 
high lovol weslo resposHory & casks for transport, storage & disposal 
BlBNERO.R M. Office of Nuclear Material Safety & Safeguards, Director HLWR 09/ 
03/14 HOUSSO.S Energy. Dept of 2pp 48 094 0 4 8 4 8 894 1 09 

6903 17 0233 Discusses definltien of high level waste & application of dotmition to Han 
ford defense waste El S, per mutual meetings lo discuss classification & disposal of 
Haa ford double shell tank -wastes 

RIZZO.AJ Energy, Dspi of 89/03/06 BERNERO.RM Office of Nuclear Material 
Safely & Sateguards.DIrcctor, 12pp 48894 301*46894 312 

8903176314 Transmits proprietary Inlerrm spending plans for high favel waste work seg- 
mohls of CNWRA Plans represent eight & one hall fiscal periods of contract yr & 
cover period ending 8906 09 

LAT2,J,E Cenlcr for Nuclear Waste Regulatory Analyses HLWR 89/03/14 
MACE.M H Divlaion of ContfBCls & Properly Management (Post 090205), Ip 
40953 279-48953 270 


B9O31703S2 Advises that review of Durango disposal cell cover design will be complet- 
ed as soon as feasible Placement of cover before tailings dewatered would very likely 
result In difforontial selUomenl ol tailings under cover* 

HAWKINS.EF Uraniurfli Recovery Field Ofc, R4. 09/02/27 MAYNARD, O Energy. 
Dopi of 2pp 40953 133 4 8953.) 37 


0903170383 Advises of change of schedufe for first round of questions on "Stability of 
NS 1 Solldifcad w/HIgh Strength Asphall " 

TOKAR.M. Technical Branch 09/03/15 SUMFSON.Sf US Ecology. Inc {formerly 
Nucloar Enginoofing, Inc) 2pp 48953 270-48953 271 

0903170391 Ack receipt of 890309 llr re olacemanl of polyethylene containers in Envir 
alloy high Integrily containers (HIC) NuPac Model EA-210 Serres C Enviralloy HIC ac- 
ceptable for usQ as overpack for NuPac El 142 polyethylene containers 
TOKAR.M. Technical Branch 09/03/15 CLARK.GL Pacific Nuclear Systems, foe 
Ip 4B900360 46900 360 

8903170411 Forwards final Technical Position, *‘Std Format & Content for Documenla- 
lion of Remedial Action Selecllon at Tille I U Mill Tailings Sites ‘’ 

LOHAUS.P H Operations Branch 89/03/15. MATTHEWS, M Energy, Dept of Ip 
48953:158-46953 200 


8903200130 Discusses statiis of "Ground Water Models Scier^tific & Regulatory Applica 
lions " 

PARKER,SD Nalional Research Council 89/03/16 CHERY.DL NRC - No Delailod 
Affiliation Given 1 p 46959 353 48959 353 

69032(10377 Fo-rwards trip rept of participation in 890306 tO meeting re 3 DEC provision 
& Irainma Cost breakdown available in Central Files only 

HART.n D ITASCA Consutling Group. Inc FfN D 1016 HLWR 89/03/14 
TANIOUS.N NRC ♦ No Detailed Aftilialion Given Ip 48934 001 48964 002 

-6903200379 Trip rept of attendance at 890306-10 meeting in Rockville, MD ro 3DEC 
computer program & training in use of code for technical review analysis 
HART.RD ITASCA Consulting Group. Inc FIND 1016 89/03/14 ITASCA Consul ling 
Group. Inc Ip 48964 002-48964 002 

6903200388 Forwards list of site characterization plan refs sent on 890227 All refs Idon 
liftod lo date provided 

GERTZ.CP Energy, Dept of HLWR 89/03/16 UNEHAN.JJ Division of High Lovol 
Waste Management (Post 870413) 2pp 46971 122-40971 123 

6903200392 ‘‘NRC Technical Assistance for Design Reviews," progress rept for Feb 
1969 Enel financial info available In Central Files 

HART.RD ITASCA Consullmg Group. Inc FIN D 1016 NRC 02 85 002 89/03/16 
TANiOUS.N NRC No Detailed Affiliation Given 6pp 40971 050 48971 055 

8903210007 Forwards update list of publications on file at Las Vegas, NV library 
PRESTHOLT.pt NRC No Detailed Affiliation Given HLWR 09/03/00 TANA.E Re 
posilory Licensing Project Direclorate (601013-681119) 3pp 48984 001 40964 003 

6903210025 Forwards Sandia data catalog for period ending 890115 
PRESTHOLT.pt NRC - No Detailed Affiliation Given HLWR 89/03/16 
LINEMAN, JJ Repository Licensing & Quality Assurance Project Directorate (801120) 
Ip 48961 016-48981 076 

-8903210026 Forwards quarterly update to Sandia dala catalog for period ending 
690115 

BLANCHARD, MB Energy, Dept of HLWR B9/03/01 PRESTHOLT.PT NRC - Mo 
Detailed Affiliation Given 57pp 48981 019-40981 076 

8903210033 Forwards nine comments & two questions raised during Nall Inslitule of 
Stds & Technology review of site characterization plan for Yucca Mountain project 
INTERRANTE,C(5 National Institute of Standards & Technology (formerly National 
Bureau of Stands FIN A-4i71 HLWR 89/03/17 CHANCi.K Division of High Laval 
Waste Management (Post 870413) 12pp 48982 279-48982 290 

8903210042 Discusses documentation of FLAC.UDEC & 3DEC codes for high level 
waste rngl.per NBC extensive use in review analysis Codes will meet same guidelines 
required for computer codes used by DOE, per NUREG 0865 

HART.RD ITASCA Consulting Group, Inc FIN D-1016 NRC 02 85 002 89/03/15 
TANIOUS.N NRC - No Detailed Affiliation Given 2pp 48904 218-40984 219 

8903210047 Forwards llrs re water application 52338 for diversion of 30 0 million gal 
tons of water for Yucca Mountain Project from Well J-13 

PRESTHOLT.PT NRC - No Detailed Affiliation Given HLWR 89/03/13 
LINEHAN.J J Repository Licensing & Quality Assurance Projecl Directorate (801 f 20) 
5pp 48932 291 46982 295 

B9632 10124 Forwards Mod A0 18 lo Cooperative Agreement DE-FC04 81AL16257 be 
tween DOE & State of CO 

OJXSON.gr Energy, Dept of 89/03/17 LOHAUS.P H Operations Branch 1p 
46994 197-40994 203 

-8903210127 Mod A018 to Cooperative Agreement DE FC04-eiAL16257 between DOE 
6 Slate of CO 

1 HIELA,L. Colorado, Slate of 89/03/17 5pp 40994.198 48994,203 


■0963170432 "Sid Formal & Conleni for Documentation of Remedial Action Sefection 
at Title I U Mill Tailings Sites;* staff lechnlcat position 

* Division ol Low Level Waste Managemanl A Decommissioning (Post 870413), 89/ 
02/24 42pp 46953.159 48953 200 


8963210140 Forwards errata Page 11 to GAAP 5 1,Rev 0 & errata Page 10 to QAAP 
16 1,Rev 0 & requests signature to acK completion of action 
• Energy, Dept of HLWR 89/03/15 KENNEDY, J Repository Licensing & Quality As 
surance Proiect Directorate (881120) Ip 4B984 313-40984 315 
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•’B90S21021Q Errata Page \ 1 to QAAP 5 l,Rov 0 

* Energy. Dopl of HLWR 09/03/15 Ip 409B4 3M 4Q904 314 

-BG03210221 Errata Page 10 1o OAAP 16 I.Rcv 0 

* Energy. Dopl ol HLWR 09/03/15 tp 48904 315 40904 315 

3903210247 Forwards Enginooruig Design & Testing Corp 890317 Hr providing narrative 
disc-ussion re LN composite High Integrity Container Barrier Plus Submittal addresses 
large differences of elongation reportoa for some tost samples 
VOlT,R E LN TechnologiQs Corp (tormorty London Nuclear Sves, Incl LN 89-0t50 
OPS 89/03/20 TOKAR.M Division of Low Lovel Waste Management & Decommis* 
sionmg (Post 070413) 22pp 48083 279 40083 300 

89032 102B3 Requests clarification of considorations which guided dovelopmenl of final 
rule tOCFRei re definition of high fovQl waste & disposal of greater lhan Class C 
was to, per listed topics 

ROUSSO.S Energy. Dopl of HLWR 89/03/07 QERNERO.R M Office of Nuclear 
Material Safety & Safeguards, Director 2pp 48984 044-48904 045 

8903210290 Fonvards list of Yucca Mountain projocl participant controltad documents 
did 890306 

PRESTHOLT.pt NRC • No Detailed Affiliation Given HLWR 89/03/16 

STABLEIN.K Repository Licensing & Quality Assurance Projocl Dirociorale (861 120) 
42pp 40989 209 40989 250 

89D321029S Forwards DOE weekly ropt for wk ending 890310 
PRESTHOLT.pt NRC No Detailed Affiliation Givon HIWR 89/03/16 

LINEHANpJ J Roposllory Licensing & Quality Assurance Project Directorate (881120) 
5pp 49020.032-49020 036 

8903210305 Monthly progress rept for Contract NRC 02 87 004 for period 800204* 
890303 Financial data available in Central Files 

WIMPEY.J.F Science Applications International Corp (formerly Science Applications, 
Inc) FIN D-1002 NRC-02 87 004 89/03/13 TIKTINSKY.D NRG * No Detailed Affili 
alion Given 2pp 40020 030 40020 031 

8903210312 Requests comments on proposed US positions at IAEA Inti Advisory Com 
miltee nfioetlng, scheduled for 800410 14 in Vienna 

COOLEY.QR Energy, Dept of RW*22 89/03/17. BROWNING.R NRC ♦ No Detailed 
Affiliation Given MATHUR.J. COLEMAN.J Energy, Dept ol 55pp 40089 117* 
48960171 

B9 0321 0326 Forwards DOE/LLW-71T, ''Intruder Scenarios for Site Spocific Low Lovol 
Radwasto Classfffcaflon " 

BRAOFORD.JD. Idaho National Engineering Laboratory BRADFORD. JO. EG&G 
Idaho, Inc (subs of EG&G, Inc) 89/03/10, BEIL.M J. NRC * No Detailed Affifiallon 
Given 2pp 48000 1 1 6 48980 1S3 

><8903210331 DOE/LLW 71T ‘’Inlfudor Scenarios for Silo Specific Low lovol Rndwasio 
Classilicalion '* 

KENNEDY, W E, PELOQUIN.R A EQ&G. Inc 88/09/30 35pp 40980.118 40980153 

8903210521 Documents technical concerns agreed upon during 090216 meeting ro Du 
rongo UMTRA final cover design Cover placement will begin as soon as possible to 
minimize amount of precipitation allowed to infiltrate disposal coll 
8ISCHOFP,b L Colorado, Slate of 89/02/22 HAWKINS, E F. Uranium Recovery Field 
OfC. R4 2pp 48902 277 40982 278 

8903220003 Forwards paper, “Summa^ of Resources Conservation & Recovery Act 
Compliance & Disposal Options for SX Tank Sludge*' Sludge will bo analyzed for 
dioxins as will olher tested waste where presence of pentachforophenol detected 
MATTHEWS, M L Energy, Dept of 89/02/22 HAWKINS, E F Uranium Rocovory Field 
OfC, R4 12pp 49007.287*49007 200. 

8903220024 Requests moeling to further discuss project ro processes donondont on 
future human activity that could significantly affect charnctoriBlIcs & charactorizalion of 
Yucca Mountain silo 

DELLIGATTLM Engineering Branch (Post 080911). HLWR 80/03/16 HAGEMAN,J 
Center (or Nuclear waste Regulatory Analyses 2pp 49003.203 49003 204 

8903220071 "Definition of Solute Transportation Mechanisms at Low Level Waste Dis- 
posal Sites in Support of Transport Modeling,'* progress rept for Feb 1089. Financial 
data available In Central Files 

KRUPKA.KM Batlelie Memorial Institute, Pacific Northwest Laboratory FIN B 2403 6. 
89/03/16, DEERINQ,LF Office of Nuclear Material Safety 6 Safeguards, Director 
3pp 49003.162-49093 164 

6903220108 Discusses potential impacts & requested action by NRC ro UMTRA project 
schedules lor Durango, Lake view & Mexican Hal/ Monument Vatley reviews 
MATTHEWS.M L Energy. Dept, of 09/02/20. SMITH, D Uranium Recovary Flold Ofc, 
R4 4pp. 48993 356 46993.359 

8903220113 Forwards proposed Reg Guido 2 9. *’Qulde for Preparation of Applications 
for Induslrlal Radiography Exam,'* for review Comments duo by 899317, 
MCBURNEY,RE Texas, Stale of. 89/02/15 Texas. State of 4pp 40000 01 1> 
49008 014 

B9D 3220276 Forwards radlotoglcal engineering assessment tor Spook acid pond, tor 
review & commenLper 801123 request DOEin full concurrence w/applicallon of sup 
plemental slds based on high associated excavation costs relative to health benefits 
MATTHEWS, ML Energy, Dopl of 80/03/21. LOHAUS.PH Operations Branch 2pp 
49922 001*49022 100. 

>>8903220292 "Radiological & Engineering Assessment " 

" MK-Ferguson Co 89/03/20 05pp 49022.003-49022.100 

6903220366 Fonvards rept, "Evaluation of Geotechnical Proportfes of Cover Mails U 
Mill Tailings." per closeout meeting to DOE/ NRC data review on 890309 Data sot 
from Earthen Dams section of data package also end, 

CORMIER.C Energy. Dopl of 89/03/21 FLIEGEL.M NRC • No Detailed Affiliation 
Given 6pp 48995145 48996.209 

-8903220361 "Evaluation of Geotechnical Properties of Cover Mails U Mill Tailings Re 
medial Action Project." 

* Sergenl, Hauskins & Beckwith 89/03/21 363pp 48995.151*46096 209. 

8903220360 Forwards Hr to DOE advising of review completion of site characlerlzatton 
plan for Yucca Mountain, NV site 

BERNERO.R M Office of Nuclear Material Safely 8n Safeguards, Director. HLWR. 89/ 
03/15 MtLLER.RJ Nevada, Stale of Ip. 49007'210-49007;212 


6903220426 Discusses 890317 mcoling on R8 & R9 milestones re site cbaraclcnzation 
plan & exploratory shaft facility, respectively Changes for final rept on MileBlono RO 
(isted 

DELLIGATTI.MS Engineering Branch (Post 88091 1) HLWR 69/03/17 PATRICK, W 
Center for Nuclear Waste Regulatory Analyses 2pp, 49020 106 49020 109 

6903230091 Forwards koy technccal topics for Yucca Mountain site detailed review- 
guides in NRC site characlenzalion pfan review plan.par agroenriGnl during briefing of 
Advisory CommilteG on Nuclear Waste on 890221 

LE'AR.G Repository Licensing & Quafity Assurance Proiecl Oiroctorato (081120) 
HLWR 89/03/20 MAJOR.R Advisory Commitloe on Nuclear Waste lOpp 
40029 309 49029 319 

6903230123 Forwards summary of 890223 monttrly QA meeting Area dis-cussod was 
DOES schedule for conducting surveillances ot QA programs 
LINEHAN.J J Repository Licensing & Quality Assurance Project Direclorate (B81120) 
09/03/20 STEIN.R Energy, Dept of 40pp 40026 281 49026 320 

6903230136 Forwards 890315 high level waste info summary prepared by CNWRA 
DELLIGATTI.M NRC - No Detailed Affiliation Given HLWR 89/03/21 Division of 
High Lovel Waste Managomoni (Posl 870413) 7pp 49029 120 49029 126 

8903230331 forwards *'Porl 0 fmanco Assessmonl Mathodologv Dovelopmenl Low Level 
Waste Disposal Safety Assessmonl," final Hr rapt Mar 1989 Doscribos significance of 
radionucDiciG mlgrat-ion & oxposnro pathways for low level waste disposal facililios 
HARIAN.C Sandia National Laboralonas FIN A- 1764 89/03/20 SHUM,E Y Techni- 
cal Branch Ip 49022.154-49022 203 

**6903230333 "Performance Assessment Molhodology Develop monl Low Lovol Waste 
Disposal Sofoty Assess menl." final Itr rept Mar 1989 

SHIPERS.LR. HARLAN.CP Sandta National Laboratories FIN A-1764 89/03/31 
NRC No Detailed Affiliation Gwen 49pp 4Q022 155-49022 203 

6903230379 Responds to 890302 Itr ro Tdle l residual radioactive mall that may have 
commingled w/olhor hazardous wastes at Grand Juncticrt,CO vicinity 
propertros Permll or exemption from rolovant EPA authority nocossary to cover subj 
disposal 

LOHAUS.PH Operations Bra r^ch 89/03/21 MATTHEWS,M L Enoroy, Dept of 2pp 
40020 000 49029 001 

6903230392 Responds to 090224 & 0303 Hrs re aiithorrzallon for use of alter naliyo pol- 
yol hylone malls for lining LN composite H!C 

lOKAR.M Technical Branch 89/03/10 VOIT.R LN Technologies Corp (formerly 
Lor^dor> Nucloar Sves, Inc) Ip 49028 237-49026 240 

<*8003230397 Provides cemmonls on R Voil 890224 LIr LN‘89 0107 ro altarnativo poly 
Qlhyfono malls (or LN composite HlCUr & aUached rapl provide Insuffidont justifica 
lion for proposed substitutes 

COGWILL.MQ Orookhavon Nallonat Laboratory 09/03/06 WICK.E Technical 
Branch 3pp 49028 230-49026 240 

6903230424 Comments on 'Mnlillralion Evaluation Moltiodology Ltr Ropt 1 Stgnllicant 
Factors Affecting Infiltration." proparod by BNWL Ropl too general to bo of use to 
NRC staff & is unoven in scope of depth or covomno of various factors 
STARMER.RJ Technical Branch FIN B 2934 09^/03/20, NICHOLSON,! J Division 
of Engin oaring (Post 870413) 3pp 4D029 003*49020.024 

-6903230426 "InfillrQllon Evaluation Motliodo logy, Sinn If leant Factors Affecting Inliltra- 
lion." Ltr Ropt l 

KINCAID, CT., GEE,QW Batieilo Memorial Instiluto, Pacific Northwest laboratory 
FIN B*2934 89/02/26 NRC - No Dotallod Alfitiation Given 19pp 49929 004* 
49020.024 

6903230437 Responds to Itr to Governor Oeloslo ro disposal of radwasto in South 
Africa Spent (uot from nucloar genaration stations in US not oxportod to South 
Africa Low lovol waste dispoaod of nl throo silos in Stales of SO.NV & WA 
GnEEVeS,JT Division of Low Lovol Waste Wanagomont & Docommissioning (Post 
670413). 09/03/21. STRICKLAND.G AlfiSiallon Not Asafgnod 2pp 49029 001* 
49 020 0 02 

8903230445 Forwards Fft nolico publishing Commission final ruio on "Informal Hearing 
Procedures for Motts Licensing Adiudlcatrons " 

MARTIN.OE, Regulatory Branch 69/03/20 PAY.D Technical Intormallon Project. 
13pp 49022 307*46022 319 

8903240168 Forwards Rov2 lo "NRC Review plan for High Lovol Waste Roposllory QA 
Promam Descripilona *' 

LINEMAN, J.J RaposHery Licensing & Quality Assurance Proioct Qiroctorato (881129) 
HLWR 89/03/23 STEIN, R Ei\orgy. DapI of Ip 40035014 40035060 

-0903240191 Rqv 2 to "Review Plan for High Level Waste Roposllory QA Program Do- 
scfiptiona " 

* Division of High Level Waste Managemont (Post 870413). 80/03/31 46pp 
49036.015-49035 060. 

6903240194 Commonis on draft survey aclivity of program archrtectura supported 
products Listed Individuals should be added as (nlervlawoes following lino-item aclivi 
ties 

ALTOMARE.PM Engineering Branch (Post 680911) HLWR 89/03/23. 
WHITING, A R Center for Nuclear Waste l=tegulatory Analyses 3pp 40110020* 
49110.026. 

-8903240199 Forwards form repfesenting draft of survey activity of program arcbllac- 
luro supported producla.lntenda to utilize format during interview process w/NRC lo 
determine which relatfonal database fields apply to IndMdual products 
WHITING, A. Center (or Nuclear Wasto Regulatory Analyses HLWR 89/03/17 
ALTOMARE.P. NRC - No Dot ailed Alfilialion Given 3pp 491 10 023-401 10 026 

8903249260 Forwards notice of upcoming meetings ro NRC high level waste mgl 
program Meeting between NRC & DOE In Rockville, MO to discuss final rulorr^aWng 
10CFR61 ro disposal ol greater than Class C low level radwasto schoduled for 
090414 

LINEHAN.J J Repository Mcensing & Quality Assurance Project Dlrecloralo (081120) 
HLWR, 89/03/27 NRC - No Detailed Affiliation Given. 2pp 49089 288*40039.289. 
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8903240264 Forwards corFimenls on Fenix & Samson QA Program Plan QAPP 002, Rev 
6 Provisions for rogolving aClegalions of inadequata duality not addressed in program 
□fan 

LINEHANJ J Repository Licensing & Quality Assurance Project Direclorala <8B1 120) 
HLWfl 69/03/22 STEIN, R Energy, Dept of 3pp 49038 20B 49030 210 

6903240271 Monthly Progress Hr Repl 59 for Fob lOBO re aclivdies under Corjtracl 
NRC02 84 001 

FANNOHMM Weston Geophysical Coro NRG 02*84-0011 WGC 01631-23 89/03/ 
20 IBRAHIM, A NRC - No Dataited Affiliation Given 2pp 49039 260-49039 261 

8903240284 Submils Yucca Mountain ProfecI silo rept for Feb 1969 ihrough to 890310 
GILRAY.J.W NRC - No Detailed Affiltalion Given HLWR 69/03/16 LINEHAN.JJ Di- 
vision of High Level Waste Management (Pest 870413) 7pp 49039 296-49039 302 

6903240287 Forwards NNWSI site rept for Feb 1989 
PRESTHOLT.pt NRC - No Detailed Affiliation Given HLWR 89/03/15 
LINEMAN, J J Repository Licensing & Quality Assurance Project Directorate (801120) 
t4pp 49049 063-49049 156 

8993240291 Advises of inability to issue Hr accepting QA programs for organization 
bemg audited urrtil another audit conducted which examines implejnentallon of pro 
gram into technical products such as design s.test procedures & drawings 
LINEHAN.J J Repository Licensing & Quality Assurance Project Direclorata (681120) 
HLWR 89/03/23 STEIN, R. Energy, Dept of Ip 49045 077'49045 077 

8903240314 Forwards review & comments on CNWRA plans re program architecture 
refinement 

BROWN IN G.R E Division of High Level Waste Management (Post 870413) HLWR 
89/03/21 LEE.M, DELLIGATTI.M . HOLONICH.J Repository Licensing & Quality As- 
surance Project Directorate (881120) 4pp 49038 21 1 4903B 290 

'•8903240316 Forwards recommended PA procedural revs to program architecture 
WHiTING.A , ROMINE,T Center lor Nuclear Waste Regulatory Analyses 89/03/20 
ALTOMARE.P NRC - No Detailed Afhlaation Given t7pp 49036 215-49036 231 

-8903240318 Forwards actions in response to NRC comments on PA process & prod 
gels on program archilecluro, 

WHITING, A, ROMINE.T Canter for Nudear Waste Regulatory Analyses 89/03/17 
AtTOMARE,P NRC - No Detailed Afliliation Given lipp 49036 232-49038 265 


-8903240322 Forwards comments on program architecture process <& content 
ALTOMARE.P M Engineering Branch (Post 880911) 69/03/03 OTTW NRC - No 
Detailed Affiliation Given 3pp 49038 260 49038268 

-8903240334 Discusses trade studies & recommended approach for reorientation of PA 
process 

ROMINE.D.T Center for Nuclear Waste Regulatory Analyses 69/02/21, 

ALTOMARE.P M NRC - No Oolailed AffilJalion Given 16pp, 49038 269-40038 263 

-8903240337 Forwards example of regulatory element of proof 8. technical concept of 
proof structure Suggests changing namo io proof of compliance 
ROMINE.D T Center for Nuclear Waste Regulatory Analyses 89/02/24 

ALTOMAREP M NRC • No Detailed Alfiilalion Given 3pp 49038 284 49038 290 

8803240340 Provides clarification of Sandia Nall Lab position re future technical assist- 
ance to NRC Assistance In areas of independent review of BAG petitions 8 implemen- 
tation of IMPACTS-BRC methodology & user workshop discussed 
CRANWELL.R M. Sandia National Laboratories FIN A-1763 89/03/09. GLENN, C, 
Regulatory Branch. 4pp 49080 131-49080 134 


8993270086 "Evaluation .ValidatJ on, Venfrcslfon & Oocumeniation of JMPACTS-BRC 
Computer Code/* monthly rept for Feb 1969 Financial info available in Central Fifes 
CRANWELL,R M Sandia National Laboratories FIN A-1763 69/03/14 GLENN, C 
Regulatory Branch 2pp 49058 021 49056 022 

8903270103 Summary of 690225 A 0302 Program Advisory Committee Waste Mgl 09 
meeting Proposed topJea for Waste Mg I 90 meeting Include .status ol inll nuclear 
waste mgt & public issues fn nuefear waste mgt 

^ Anrona, Uriv of, Tucson^ AZ 89/92/25, Arizona, Univ. of, Tucson, AZ I2pp 
49059 226 49059 237 


8993270164 Submils Yucca Mountain Project site rept for 890201-0310 Rept re 
OA, waste package & surface facility activities associated w/Yucca Mountain Project 
for month of Feb 

GILRAY.JW. NRC - No Detailed Affilialion Given HLWR 69/03/16 LINEHAN.J J 
Repository Licensing Project Directorate (081013 881119) 17pp 49054045- 
49054 062 


8903270264 Submits addi info re Yucca Mountain site characterization plan Article from 
raining annual review in which resource exploration at depths groaler than 1 kilometer 
documented end 

WELDIN.RD interior, Dept, of, Bureau of Mines HLWR 89/03/22 ABRAMS.C NRC 
- No Detailed Affilialion Given 4pp 49059 055 49059 058 

6903270276 Press release re DOE selected fandlill site for Qunr^fsoo tailings disposal 

• Energy, Depi of 69/03/20 1p 49055.335-49055 335 

B90 3270376 Forwards "Policy & Procedures for Class location of Class III Groundwater 
at IIMTRAP Silos ” Document will serve as guide to bo applied In lulure UMTBAP 
groundwater compliance strategies & remedial action planning activities 
MATTHEWS.M L Energy, Dept of 89/03/23 LOHAUS.P NRC • No Delaifed Alfili- 
allon Given. 2pp, 49059 059 49059 087. 

-B 903270380 Final "Policy & Procedures for Classification of Class HI Groundwater at 
UMTRAP Sites " 

• Energy, Dept of 89/03/31 a7pp 49059 061-49059.087. 

8903270392 Forwards draft, "Regulatory Alteratives for Groundwater Compliance lor 
DOE UMTRA Project’Allarnale Concentration Limits Supplemenlal Sfds & Inslilutfonal 
Controls." 

MATTHEWS.M L Energy. Dept of. UMTPADL 69/03/24, LOHAUS.P . HAWKINS. E 
NHC - No Detailed AffiliaKon. Given. MANN.S Energy, Depi of 2pp, 49117 891- 
49117.092 

-8993270395 Draft ‘‘Regulatory AiCernalives for Groundwater Compliance for DOE 
UMTRA Project Alternate Concentration Umils & SuppI Stefs ■& Institutional Conirofs." 

• Energy, Dept of efl/03/31i 28Spp 49117 093-49110043. 


0903270413 Ack receipl of drail rept on 'Low Leve) Radwasio" Requests that Amen 
can Medical Assoc consider revising listed items Western Compact renamed South 
western Compact & ratified on 801123 

DENTON.hr OKice of Governmental & Public Affairs (Post 870413) 69/03/03 
HENDEE,W American Medical Association 2pp 49110 261 49110 262 

8903280188 Forwards "NNWSI Project.Environ Monitoring Program Summary for 1967 " 
CARTER, N E Science Applications International Corp (formerly Science Applicatiors, 
fnc) HLWR 89/03/09 GERTZ.CP Energy, Dept of 4pp 49119 096 49110 126 

-8903280196 NNWSI/88 12 "NNWSI Project Environ Monitoring Program Summary for 
1967 " 

* Energy. Dept of. NNWSt/88-12 87/12/31 26pp 49119 100 49119 126 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


8902270329 Forwards proprietary memos re draft commenls.quoslions & roquosts for 
addI info re Chem Nuclear Sya,rnc Iqpical repts, "Waste Form Cerlificalion Program 
Rept 1 PMC Binder Chemistry" & ", Rept 2 F^ozzolanlc Binder Chemistry *' 

SISKIND.B Brookhaven National Laboraloiy FIN A-3174 89/02/23 MCOANIEL.K 
Technical Branch Ip 485B6 100 40506 180 

8902270397 Discusses 090216 lelcon w/NRC-HLTS & ASC/WWL loam roviowing goo 
hydrology portions of Yucca Mountain SCP under Subcontract 1 9363 • Task Oireclivo 
8 Tefcon clarified & focused team review for draft matis due B9030D 
iOGSDON.M J Adrian Brown ConsuHanls, Inc (formerly Nuclear Waste Consultants, 
fnc) FIN D-1021 HLWR 89/02/17 RUSSELL.J Center for Nuclear Waste Rogula- 
lory Analyses lOpp 40560 073 40560 082 

8902270682 "Risk Assessment & Cost Eslimation for Cleanup of Radioactive Mall," 
monthly rept for Jan 1989 Financial data available in Central Fifes only 
CRANWELL.R M Sandia Nolfona) Laboratories FIN A-1761 89/02/15 BYKOSKI.L 
Regutatory Branch 3pp 48509 211-40589 213 

8903020232 "Development of Low Level Waste Form Cnterra • License Foa," monthly 
mgl rept for Jan 1 9B9 Financial data available In Central Files 
BARI, HA Brookhaven National Laboratory FIN A 3174 89/02/22 TIKTINSKY.D 
Technical Branch 6pp 46600 066 46690 091 

8903020255 "Analyses of Special Waste Problems," monthly mgt rept for Jan 1009 
under FIN A-3t75 Financial info available in Central Files 

BARI.RA Brookhaven National Laboralory FIN A-3175 69/02/22 WIDMAYER.D 
Technical Branch. 6pp 48669 096-48669.101 

8903030455 ‘’Evaluation & Compilation ol DOE Waste Package Test Data," monthly 
progress root for Ocl 1988 Financial data available (n Central Files 
INTERRANTE.CG National Institute of Standards & Technology (formerly National 
Bureau of Slanda FIN A 4171-7. HLWR 89/02/28 PETERSON, C Division of High 
Level Waste Management (Post 870413), 19pp 48692 243 48692 201 

B90 3060067 "Technical Assistance in Hydrogeology • Project B • Analysis," monihly 
progress rept for Jan 1 989 Financial data available In Cantraf Files 
LOGSDON, M.J Adrian Brown Consultants, Inc (formerly Nuclear Waste ConsuHanls, 
Inc). FIN D-102t HLWR 89/02/23 POHLE.J Technical Review Branch (0704 13- 
880910) 12pp 48715 335 48715 346 

8903060089 Forwards draft of proposed Subtask 1 for proposed Task Order 6 to be 
placed under FfN A-3176 

SISKtND^B- Brookhaven National Laboratory FIN A-3175 89/03/02 WIDMAYER.D 
Transporlatfon Branch 2pp 48727 356 48727 357 

8903060094 Submits proposals for generic work for technical assistance group at BNL 
under FIN A-3175, per 8901 19 tefegn Eiaboration of existing tasks listed 
SISKIND.B, Brookhaven National Laboratory FIN A-3T76 89/02/28 TOKAR.M 
Technical Branch. 4pp 48735:222*48735 225 

8903090236 "Geochemical Evaluation of Contaminant Production & Transport al U Re> 
covery Operations," monthly rept for Jan 1989 End financial info available In Coniral 

H(5sTETLER,C J Battelle Memonal Institute, Pacific Northwest Laboralory FIN B 
2482 09/02/27 0 BERING, L Office of Nuclear Material Safely & Safeguards. Director, 
0pp 48800 250 48800 268 

8903100136 Forwards "Draft Summary Evafuation Rept on Sections of Protolypo Li- 
cense AppI [cation SAR (OOE/LLW-73T)," in partial fulfillment of requiremonls or Sub- 
task 3 of Task Order 6 

COGWlLL,MQ Brookhaven National Laboratory FIN A 3175 89/02/23 

WIOM AYER, 0. Technical Branch Ip 48803,277-48003 285 

-8903100168 "Draft Summary Evaluation Rept on Sections of Prototype LIcenso Appfi* 
canon SAR (DQE/LLW-73T)," technical Hr rent 

• Brookhaven National Laboralory. FIN A-3176 WM-3175 3. 09/02/28 NRG - No De- 
tailed Affiliation Given 8pp 48803-278-48803 205. 

8903140040 "Performance Assessment Methodology Development * Low Level Waste 
Disposal Safety Assessment," monthly rept for Feb 1969Rnancial data available fr> 
Central Files 

BONANO.EJ Sandia National Laboratories FINA.1764 89/03/08 SHUM.E.Y Tocli- 
nicai Branch 5pp 48853 214-48853 217 

8903160365 "Licensing Methodology Assistance,’' monthly rept for Feb 1989 Enel finan* 
cial info available In Central Files 

BONANO.EJ Sandia National Laboratories FIN A-1165 HLWR 09/03/15 
TIKTINSKY.D H Division of High Level Waste Management (Post 870413) 16pp 
48879 216-48079 238. 

8903170048 Forwards comments on "Evaluation & Compilation of DOE Waste Package 
Test Data." monthly Hr rept for Sept 1988.No changes in costs or delivery of contract- 

■ . 3t 880011) FIN A*4171. 89/03/14 

■- . idards & Technology (formerly National 
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6903200110 Reviews & connmenls on Sandia Hr ropt on IMPACTS BRC compulor code 
valid alio n 

STARMER.RJ Technical Branch FIN A-1763 69/03/ 16 GLENN, CJ Regulatory 
Branch 2pp 48964 054 48964 055 

B90320011Z Trip rept of 890227'0301 visit to Sandia to discuss performance assess- 
ment project under FIN A-1764 

STARMeR,RJ Technical Branch FIN A-1764 89/03/16 SURMEIHRJJ Technical 
Branch 2pp 46964 0B5 4B964 086 

a9<03200377 Forwards trip rept of participation in 890306 10 meeting ro 3t)EC provision 
& training Cost breaKdown available In Contral Files only 

HART.rId ITASCA Consulting Group, Inc FIN D 1016 HLWR 89/03/14 
TANIOUS.N NRC - No Detailed Affiliation Given tp 48964,001-48964 002 

-8903200370 Trip rept of attendance at 890306-10 meeting In Rockville, MD ra 3DEC 
computer program training in use of code for technical review analysis, 

HART.RD ITASCA Consulting Group. Inc FIN 0 1016 89/03/14 ITASCA Consulltng 
Group, Inc. Ip 46964 002-4B964 002 

8903200392 "NRC Technical Assistance for Design Reviews," progress repl for Feb 
1989 End financial fnfo available In Central Files 

HART,RD ITASCA ConBulling Group. Inc FIN D-1018 NRC 02-85-002 89/03/16 
TANIOUS.N NRC - No Detailed Aflilialion Given Opp. 48971 050 48071 065 

8903210033 Forwards nine comments 8^ two questions raised during Nall Institute of 
Slds & Technology review of site characterization plan (or Yucca Mountain project, 
INTERRANTE.C.G National Institute of Standards 6 Technology (formerly Notional 
Bureau of Stands FIN A 4171 HLWR 80/03/17. CHANG.K Division o( High Level 
Waste Management (Post 870413). 12pp 48982 27d-48962'2O0 

B90321Q042 Discusses documentation of FUAC.UDEC & 3DEC codes for high level 
waste mat, per NRC extensive use in review analysis Codes will meet same guldollnes 
required tor computer codes used by DOE, per NUREQ 0065 
HART,R.D. ITA&A Consulting Group. Inc FIN D-1016 NRC 02 85-002 89/03/15 
TANIOUS.N NRC • No Detailed Atlitiatlon Given. 2pp 48984 210 40904 210 

0903210112 Fonvards trip rept of 600227-0302 visit to Tucson,AZ re participation in 
Waste Mot 1909 Conference. 

COWGILL.MG. Brookhaven National Laboratory FIN A-3951-0 89/03/15 

MCDANIEL, K Technical Branch 4pp 40980 164 48980.173 

-8903210118 "Mails & Degradation Modes In Allernato Low Level Waste Disposal Fa- 
cility," presented at Waste Mgt 890227-0302 conference In Tucson, AZ 
COWQlLL.MG Brookhaven National Laboratory FIN A-3951 9 80/02/27. 16pp 
48980 158 48980 173. 

8903210137 "Assessment of NM8S Financial Assurance Regulatory Framework," 
monthly progress rept for Feb 1989, End financial data available in Central Files 
BAILEY,PE, KOLSKY.KB ICF, Inc FIN D 1047 NRC 02-87-002 89/02/28, 
8YKOSKI.L NRC ■ No Detailed Aflilialion Given 3pp 48084 075 40904 077 

8903210305 Monthly progress rept for Contract NRC 02 87-004 for period 090204 
B90303.Ffnancfa( data available fn Central Files 

WIMPEY,JF Science Applications International Corp (Icrmefly Science Applications, 
Inc) FIN 0.1002, NRC-62-B7-004. 89/03/13. TIKTINSKY.O NRC - No Detailed Alfili. 
allon Given. 2pp 49020 030-49020-031. 

89Q3220071 "Definition of Solute Transportation Mechanisms at Low Level Waslo Dis- 
posal Sites in Support of Transport Modeling," progress ropt for Fab 1089 Financial 
data available in Central Files 

KRUPKA,K.M Baltelle Memorial Institute, Pacific Northwest Laboratory FIN B.-2483 6 
69/03/16 OEERfNG.LF. Office of Nuclear Material Safety & Safeguords.Olroctor 
3pp 49003.162-49003.164. 

0903220263 "Analyses of Special Waste Problems/' monthly mgl rent for Feb 
1989 Monthly highlight Ur together w/breakdown of costs for month A yModate 
end, End withheld 

0AR1.R.A Brookhaven National Laboratory FIN A-3176. 89/03/17 WIDMAYER.O 
Technical Branch. 5pp. 48993*119-48993*123. 

8903220265 "Development of Criteria for Malls Used in Engineorod Components & 
Waste Forms at Near-Surface Low Level Waste Facilities?' monthly mgt rept for 
month of Feb 1969. Enel financial data available In Central Files. 

BARLRA Brookhaven National Laboratory FIN A-O&SI 09/03/17. TIKTINSKY.D. 
Technical Branch 4pp. 49007.319 49007.322 

8903220274 "Development of Low Level Waste Form Criteria • License Fees," monthly 
mgt rept for Feb 1989, Financial data available In Ceniral Files 
BARLRA Brookhaven National Laboratory FIN A.3174 . 89/03/17 TIKTINSKY.D 
Technical Branch 6pp. 49008.160-49008 173 

8903230331 Forwards "Performance Assessment Methodology Development Low Level 
Waste Disposal Safely Assessment," final Ur rept Mar 1989 Describes significance of 
radionuclide migration A exposure pathways lor low level waste disposal (acllblles 
HARLAN, C, Sandia National Laboralorlea FIN A-1704 89/03/20 SHUM.EY Techni- 
cal Branch, tp 49022 164-49022,203. 

->8903230333 "Performance Assessment Methodology Development Low Level Waste 
Disposal Safety Assessment." final ilr rept Mar 1 989, 

SHrpERS,L R., HARLAN.C.P. Sandia National Laboratories FIN A-1764 89/03/31 
NBC - No Detailed Affillalion Given 49pp 49022*155-49022,203 

8903240271 Monthly Progress Ltr Rept 59 for Feb 1969 re aclivilles under Contract 
NRC-02-84 001 

FANNON,M.M. Weston Geophysical Corp NRC.02-84-001. WGC-01 631-23. 69/03/ 
20. IBRAHIM, A NRC - No Detailed Aflillatlon Given, 2pp 49039.>260'49039'2&1. 

890324Q340 Provides clarification of Sandia Natl Lab position re future technical assist* 

Mor' I — -i review of BRC petitions A Implemen- 

* * orkshop discussed 

J3 FIN A-1763 89/03/09. QLENN.C. 


8903270080 "Evalualloh, Validation, Verillcatlon A Documentation of IMPACTS-BRC 
Computer Code," monthly rept lor Feb 1889. Financial Info available In Ceniral Files. 
CRANWELUR.M. Sandia National Laboratories FIN A-1763 89/03/14. GLENN, C 
Regulatory Branch. 2pp. 49056*021 -49056 022 


8903270143 "Assessmienl of IMPACTS BRC Computer Program for Reactor Wastes " 
final repl 

ROGERS.VC. MURPHY.es Rogers A Assoclaies Engineering Corp FIN A-1763 
OB/ll/30 t05pp 490S6 1 14-49056 214 

8903270284 Submits add! into re Yucca Mountam site characterizatron plan Ar^cle from 
mining annual review In which resource exploration si depths greater than 1 kilometer 
documented end 

WELOIN.R D. Interior. Dept of. Bureau of Mines HLWR 89/03/22 ABRAMS, C NRC 
• No Detailed Aflilialion Given 4pp 49059 055 49059 058 


XPORTUC EXPORT AND IMPORT LICENSES 


8902230320 Forwards vendor 890131 Ur requesting withdrawal of application (or export 
License XCOM-036S 

PETERSON, M.R Assistani Director for Intern alional Security 69/02/07 
THORNE.CE Slale, Dept of, Bureau of Oceans A Inti Environ A Sciontific Affairs 
ip 46568 119 48560 120 

-8902230324 Confirms 800130 telcon lhai license application submilted on 861201 re- 
questing aulhorizallon to export zirconium to Argenlina will replace applicatlars ponding 
smee Mar 1980 

AERNI.B L, Toledyno Wah Chang Albany (formerly Web Chang Corp). 89/01/31 
WRIGHT.B L NRC • No Delailed Affiliation Given ip 4B668 120 46566 120 

89 02230334 Confirms that License Appllcaion D002136 submilted to Dept of Com 
morco to replace NRC Appilealion XuOM 0305 Application roque'^ls aulhorizahon to 
o^ort zirconium to Argentina 

AERNI.B L Teledyne Wah Chang Albany (formerly Wah Chang Corp) 89/01/31 
WRIGHT.B L NRC - No Delailed Aflilialion Given Ip 46569 118 46569 115 

8902240149 Applicallon for Amend 6 to export he enso.c hanging ullimate consignee 
name A address to Federal Republic of Germany A increasing total quantities to be 
delivered to 5,796 kg U-235 

QUAIN.PB Transnuclear. Inc 89/02/07. WRIGHT.B NRC - No Detailed Aflilialion 
Given 3pp 46576 244 40576 246 

8902240165 Advises that mall for export lo Japan shipped to US In Ocl 1060 & Mllshu- 
bishl Nuclear Fuel Lid will receive 3,822 kg U A 264 kg U onnehod to 2 0% 

FlSK.RH Edlow Intomallonal Co KLK44 (T3R7) 69/02/07 WRIGHT.B. NRC - No 
Dotaitod Aflilialion Given Ip, 40500 274-40560 274 

8902240162 Tetox reauastlng Govt of Japan aseurancoa re export of low anrichod 
reload fuel under US-Japan Agreement for Cooperallon Diplomatic notes exchanged 
on 8ubj listed 

* Japan, Govt of 00/02/00 State, Dept of Ip 40600 273 48580,273 

8902240262 Ack roceipt of 690120 application (or license to export civilian nuclear 
power plant lo Republic of China Liconsa cannot bo Issued until Agresmorit (or Coop- 
oration In force A all export criteria inel 

PETERSON, MR Asslslanl Oireclor for Iniornational Socuritv 89/02/13. DAVID.W, 
Washington Public Power Supply System Ip 46503 310 46503 319 

8902 270159 Roquosle that NRC provide route plan for transport ol Irradiated roactor 
fuel from Norfolk Inti Terminal to US DOE In Alkon.SC 

RAVENSCROFT.N Ediow Intoroationat Co 25199 80/02/09 HILLMAN, C Division of 
Safeguards A Transportation (Post 670413). 2pp 465B7 319-4B5B7 320 

6902270163 Requests NRC route plan (or transport of Irradiated roactor 1uo1 from New- 
port News marina terminal to DOE Savannah Rivor Plant in AlkoaSC 
nAVENSCROFT,M Ed low Inlarnationai Co 321 221 89/02/09 HILLMAN .C Division 
o1 Safeguards A Transportation (Post 070413) 2pp 48587 330 48567:331 

890227026E Executive Drench position re Mitsubishi Inll Corp application to export 
05,000 Kg U hexafluoride lo Japan 

STRATF0RD,RJ Slats, Dept oL Bureau of Ocoans A Inti Environ, A Scionlilic Af- 
fairs 89/02/14 SHEA.J,R. NRC - No Dolaitsd Affiliation Qlvon 6pp 40586 039- 
48580 044 

0902270521 License (or Mltsublshl.lnt) Corp to export 05,000 kg UFo to Jopan, 
PETERSON.MR Assistant Director for International Scjconly. HSA-6479-00 89/02/ 
15, 2pp 48587*208 40587.209 

8902260243 Incoming telegram reciuosl for Govt of Japan assurances for (ow enriched 
U reload fuel experts under US A Japan cooperative agreement re diplomatic notes 
exchanged for Casa Nwmbe/« 22,27 A 28 

* Japan, Govt, of 09/02/13 State, Dept o( Ip 46644 137 48644,137 

89022B9263 Requests ExoculWa Branch position re WPPSS application for llcenSQ to 
export iniHal reactor core loading lo Peoples Ropubllc of China 
PETERSON, MR Assisfanf Olrocfor for fnfemailonaf Security 80 / 02/23 
THORNE.G.E Stale, DepI o(, Bureau of Ocoans A Inti Environ A Sclentillc Affairs 
Ip 40625 170 40625 174 

-8902200269 Application for ilcanso to export 116,080 kg enriched UJn form of ZIrca* 
loy cladded U02 pollels.w/assoclaled fuel assembly slruclural components, to Peoploa 
Republic cl China. 

DAVID.W F Waahlnglon Public Power Supply System. 89/02/14, 3pp 48625*171- 
48625:173. 

-0902280268 forwards application for liconse to export enriched U.ln form of Zircaloy- 
Cladded U02 pollels.w^sscclated fuel assembly structural compor^ents.to Peoplos 
Republic of Ghfna. 

DAVID.W F. Waahlnglon Public Power Supply System. 69/02/14 Assistant Director 
lor Ini am all onal Security ip, 48825.174-48825 174 

6 902280274 Forwards Transnuclear 898207 application for emend to 1lconaa,lncrca$lng 
q^uanlity of mail authorized lor export to Unleiweser Nuclear Power reaclor in West 
Germany Ltr of assurance requested 

RETERSON.MR Asslslanl Director for internailonal Security. 89/02/23 
ROONEY, J M Energy, DepL of ip 48624 203-48824 200 

8902200262 Telex listing Govt of Japan diplomatic notes re assurances for low enriched 
U reload fuel exports per US- Japan Agreement for Cooperallon 

* Japan. Govt, of 89/02/10 State, Dept of 3pp. 48828,267 46526 269 
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•6902280324 Appficalion lo amend export license, increasing quantity of Canadian origin 
mall from 75,000 kg lo 05,000 kg U 

HUDEC.WS WestmghouSG Electric Corp 69/02/ 13 PETERSON.M R Assistant Di 
reclor for fnlemalional Security Ip 46B26 286'4Be26 2fi'6 

8902280395 Arnolaled Mr forwarding application to renew export license OKpIring on 
B9O301 C+ianges to company name & nannool intermediate consignee discussed 
RIOSG BW/Tp International, Inc (formerly Byron Jackson Pump Division) 69/02/06 
NRC No Detailed Affiliation Given Ip 4B644 176 4B644 181 

« 0802280400 Application for renewal of license to export reactor primary coolant 
pump 5, to Japan 

RI05,Q 0W/IP Inlernalional, fnc (formerly Byron Jackson Pump Division) JAPAN 
89/02/06 2pp 46644 1 77-48644 181 

8902200491 License for Ecllow Inti Co to export 249 kg 11-235, contained in 7,210 Kg 
U.to Japan 

PETERSON,MR Assistant Director for Inlernalional Security KLK 40 89/02/24 2pp 
48624 138 48624 139 

0902280510 Advises that Japan Elecinc Power Co estimates quantity of feed of US- 
origin mall at 91,449 kg U & Canadian ongin nrhalt at 146,081 kg U Enrichment quantity 
IS 14,677 kg US origin & 23,445 kg Canadian origin 

LENGJAK,B Mitsui & Co (USA), Inc (subs of Mitsui & Co, Ltd) HSA-548906 09/ 
02/23 WRIGHT.B NRG - Mo Detailed Afliliation Given Ip 48624 127-48624 127 

8902200539 Amend 2 to license for Nuclear Metals, Inc to increaso quantity of mall au- 
thorized for export to 500,000 kq depleted U 5tock,to United Kingdom 
PETERSON, W R Assistant Diroclor for fnlernafionat Security 89/02/24 2pp 
48644 113 48644 116 

-8902 2 8 0540 Forwards export license for Nuclear Metals, lnc,adding Ministry of 
Defense, PE, Atomic Weapons Research 

Estal3[ish-menVA!dermaston,Reading,Berks,Uniled Kingdom as addi ultimate consign- 
ee 

CARPENiTO.T Nuclear Materials, Inc 89/01/17 WRIGHT.B L NRC • No Detaifod Af- 
filiation Given Ip 46644 114-46644 116 

8903D10027 License for Marubeni America Corp lo export 947 kg U 235 contained In 
29.125 kgU to Tokyo, Japan 

PETERSON.M R Assistant Director lor International Security, JJ5701 09/02/24 2pp 
48648 281-46648 262 

8903010201 Requests assistance m obtaining required approvals per US-Canada Agree- 
ment for Peaceful Uses of Nuclear Energy re enci Weslinghouso application for 
amend to export license, increasing quantity of matl by add1 10.000 kg 
PETERSON.M R Assistant Director for International Security 89/02/24 HART.T 
Energy, Dept of Ip 48670 072 46670 073 

• 8903010209 Application for amend to license to export^increasina quantity of U by add) 

10.000 hn 

HUDEC.WS VVeslinghouse Elecinc Corp 89/02/13 PETERSON.M R Assistant Di- 
rector for International Security Ip 48670 073-48670 073 

8903010288 Advises that no changed circumstances associated w/Export License 
XSNM-2427 from conditions existing at time of issuance of Lrcense XSNM-1435 Li- 
cense be issued 

MOORE, RN Assistant Director for Inlernalianal Security 69/02/24 Assistant Direc- 
tor for imernaliona) Security. Ip 48649 004 48649004 

8903030041 Forwards approved route lo be used for transport of spent reactor fuel 
from Porlsmoulh,VA lo Idaho Falls, lO.per 881029 request 

MACDONALD, CE Transportation Branch 89/02/24 MCLAUGHLIN, J Transnuclear, 
(nc 34pp 4a694'324 46694 360 

8903030066 Informs that License XSNM'2424 may be issued No mali changed circum- 
stances since issuance of License XSNM>t435 involving similar considerations 
MOORE, R N Assistant Director for Inlernalional Security 89/02/24 Assistant Otrec- 
lor for Inlernalional Security. Ip 48716019 48716 019 

8903030203 Informs (hat License XSNM 2423 may be issued No matl changed circum- 
stances since issuance of License XSNM 1435 

MOORE, R N Assistant Director for International Security 89/02/24 Asslslanl Direc- 
tor for International Secunly 1p 48694 091 48694 001 

8903030217 License for Ediow (nil Co lo export 311 kg U-235,contalned in 6.096 kg 
U.to Japan 

PETERSON.M R Assistant Director for International Secunty KLK-46 89/02/24 2pp 
48690 331-48690.332 

8903030221 Informs that License XSNM-2405 may be issued No matl changed circum- 
stances since issuance of License XSNM-1435 

MOORE, R N Assistant Director for International Security 89/02/23 Assistant Direc- 
tor for International Secunty 1p 46693 229 48693 229 


8903030479 License for Mitsubishi Inti Corp to export 1,747 kg U-235, contnlnod in 



24 2pp 48693 342-48693 343 


8903030508 License for Mitsubishi Inti Corp lo export 547 kg 11-235. contained in 
15,053 kg U,lo Japan 

PETERSON.M R Assistant Director tor International Security HSA-5409 01 89/02/ 
24 2pp 48693 344 48693 345 

8903060204 Amend 5 to licenso for Woslinghouse to export pressurized wnlor foactor 
w/power level of 930 MWe to Spain 

PETERSON.M R Assistant Director for Inlornational Security 89/02/26 Ip 
48713 356 40713 357 

-8903060207 Requests extension of License XR 0099 
HUDEC.WS WesimghousG Eloclfic Corp WSH 019 89 69/01/26 PETERSON.M R 
Assistant Director for International Security Ip 48713 357-48713 357 

6003070131 Forwards GE 890216 application for Amend 6 to Export Liconso XR- 
01 04, adding Spain as addI Inlormedialo consignoe for fabrication process Hr of assur- 
ance required 

PETERSON.M R Assistant Director for Inlernalional Security 89/02/26 
ROONEY,JM Energy, Dept of Ip 40763 275 48763 276 

-8903070138 Application lo amend ficenso lo add Spam as addi intormodiate consign- 
ee to export components & associated equipment of BWR lo Switzerland 
FLOWEHS.FD General Electric Co 09/02/15 WRIGHT.B L NRC - No Dolallod Af- 
filiation Given 2pp 48763 276-46763 278 

8903080154 Expresses concern ro limo elapsed sinco filing of 881028 applicalion A ro- 
quests license issuance in limo to meet schediilod shipment of matl 
IKEDA.M Mitsui & Co (USA), fnc (subs of Mitsui & Co. Ltd) 80/02/23 NRC • No 
Detailed Affiliation Given tp 4B741 280 48741 291 

8903080170 Requests cooperation In expediting 8B1 107 application for export license, fin 
order to meet Apr 1989 scheduled shipment 

IKEDA.M Mitsui & Co (USA), Inc (subs of Mitsui & Co , Ltd) MBK-Kt-R1 00/02/ 
23 NRC - No Detailed Affiliation Given tp 48766 049 46766 052 

8903080194 Requests lhat RBU GmbH be deleted & replaced w/RBU by Siemons AQ 
to listed licenses 

FLINGOU.C European Communities, Commission of 09/02/17 ROONEY, JR 
Energy, Dept of 2pp 48741 268 48741 269 

8903080343 Forwards GE application for amend lo License XSNM-1227. adding Inlof- 
mediate consignee Ltr of assurance requested 

PETERSON.MR Assistant Director for tnlernalional Security 89/03/01 
ROONEY.J M Energy, Dept of 1 p 

-8903080353 Application for amend to license, authorizing export of nucloar matl of US 
& Australian origin (o Spam 

FLOWEHS.FD General Eleclric Co 89/02/16 WRIGHT.B L NRC • No Doleilod Al- 
litiation Given Ip 46768 013 48768 014 

8903080366 Amend 3 to license for Transnuclear.lnc to export 2,756 kg U-235 lo Korea 
& change name of one intermediate consignee to Seimens AG 
PETERSON.MR Assistant Director for Inlernalional Security 89/03/03 Ip 
48748 359-48740 359 

8903080370 Requests Executive Branch position re C-E application for licenso lo export 
irradiated fuel rods to Canada Application end, 

PETERSON.MR Assistant Director for Inlernalional Security 69703/01 
THORNE, CE State, Dept of. Bureau of Oceans & Inti Environ & Scientific Affairs, 
tp 40743 267-48743 271 

-8903080385 Forwards application for license to export irradiated fuel rods to Canada 
SCHERER.AE Combustion Engineering. Inc LD80O2O 69/02/17 PETERSON.MR 
Assistant Director for International Security 2pp 40743 260 48743 271 

-8903080395 Application for license lo export 20 each irradiated fuel sealed rods lo 
Canada 

SCHERER.AE Combustion Engineering, Inc. 7580, 89/02/17 2pp. 48743 '270- 
40743 271 ' 

8903080373 Amend 5 lo license for Westmghouse.extendmg expiration dale from 
891231 10 941231 

PETERSON.MR Assistant Director for Inlernalional Security 69/02/28 tp 
46778 216 48778 217 

8903080379 Amend 3 lo license for Tran snu dear, Inc .changing name of ullimale con- 
signee lo Siemens AG & authorizing export of 1 20 kg U-235 & Australian & Canadian 
origin matl 

PETERSON.M R Assistant Director for Interr^alional Security TNP 466 89/03703, 1 p, 
4B748 360 48748 360 


8903030223 License for Mitsui & Co (USALInc to export 526 kg U235, contained in 
18,907 kg U.ennched to 2.95 w/o max, to Japan 

PETERSON.MR Assistant Director for International Secunty M8K-K1-R4 (A), 89/02/ 
24. 2pp 48693 230 48693 231 

6903030235 Informs that License XSNM 2417 maybe issued under authority corrtalned 
m Sections 109b or t26Ca)(2) of Atomic Energy Act & lOCFRIlO 44(a)(2) No mall 
changed circumstances since issuance of License XSNM 1435 w/similar consider- 
ations 

MOORE, R N Assistant Dtrector for International Security 89/02/24 Assistant Direc- 
tor for International Security Ip 4B693 212-46693 212 

8903030243 License for Marubeni America Corp to export 246 kg U-235, conlalned In 
7.565 kg U, enriched to 3 65 w/o max, lo Japan 

PETERSON.M R Assistant Director for International Security JJ5701 89/02/24, 2 dd 
46693 359 48693 360 

8903030403 Amend 5 lo license for Westingbouse to export 12,700 Kg U-235,contamed 
in 305,263 kg Ujo Korea 

PETERSON.M R Assistant Director for International Security WSH 029-89 69/03/02. 
tp 46693 213-48893 213. 


8903080413 Forwards correspondence re Mitsui & Co (USA) export license applications 
XSNM-2412 & XSNM-2410, concerning expedition of applications to meet shipplno 
schedules (or /^r 1989 

PETERSON.MR Asslslanl Director for Inlernalional Security 89/03/01 

THORNE, CE, Stale, Dept of, Bureau of Oceans & Inti Environ & Scientific Affairs. 
Ip 48B79 330 4BB79 330. 

890308D413 Forwards correspondence re Milsu & Co (USA) export license applications 
XSNM 2412 & XSNM-24 18, concerning expedition of applications to meet ahlpoina 
schedules for Apr 1 989 ^ 

PETERSON.MR Asaislanl Director for International Security 09/03/01 

THORNE, C E. State, Dept of, Bureau of Oceans & Inti. Environ. & Sclenllfio Affairs, 
tp, 48879 330-48879 330 


-8903160140 Requests cooperation In expediting 881107 ai 
1KEDA,M Mitsui & Go (USA), Inc (subs of f^lsul & Co., 
Detailed Affiliation Given. Ip 4B879 331-48879 333 


plication for export licenso, 
Ltd ) 89/02/23 NRC - No 


-690316D146 Application for license to export 976 kg U-235 as UF6 lo Japan 
IKEDA.M Mitsui & Co (USA), Inc (subs of Mitsui & Co, Ltd) 08/11/07 Ip. 
46079 334-48879 334 
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69030804QO Application tor amend to export liconso,oxt ending expiration date to 
90033 l,channir \9 address & deleting Transnukloar.GmbH as other parties to export 
QUAIN.P B Tronsmjclear, Inc 09/02/27 WRIGHT, B NRG > No Dotailod AltLilation 
Given 2pp 48765 t05-40765l06 

0903080651 Amend t to license for Transnuclear.inc to export 24 258 ko U 235,con 
lained in 26 065 kn U.to Swcdon.changing Ticensee adaross.dQlGling 
Tran snuMear, GmbH as oiber party to export & extending expiration date lo 900331 
PETERSON, M R Assislar\l Director for International Socurily NUK-446 89/03/03 tp 
4B799 114-40799 t16 

8903090009 Requests cancellatiQn of ticense application 
OLIAIN.PB Transnuclear, Inc 09/02/27 tMtGHT.B NRG. No DotallGd Affdsation 
Given 2pp 40801 133 40001 134 

8903090050 Requests timely approval of application for amend to Liconso XSNM 2417 
IKEDA.M Mitsui & Go (USA), Inc {subs of Milsui & Co, Ltd) 89/02/23 NRC - No 
Detailed Affiliation Given Ip 40780 167-48780 1/0 

890309Q065 Informs that license XSNM-2415 may be issued No mall changed clrcum^ 
stances since Issuance of License XSNM 1435 

MOORE, R N Assistant Director for International Security. 09/02/24 Assistant Direc- 
tor for International Security Ip 48780 245 48780 246 

8903090072 License for Mitsubishi Inti Corp to export 303 kg U-235. conlainod in 0,320 
kg U,lo Japan 

PETERSON, M R Assistant Director lor International Security, 09/02/27 2pp 
40781 197-48701 190 


0903090075 Informs that License XSNM 2413 may bo issued No mall changed clrcum- 
stances since issuance of License XSNM-1435 

MOORE, R N Assistant Director for International Security 09/02/23 Assistant Diroc- 
tor for International Sacurity ip 48780 049-40780 048, 

8903090098 Discusses 890126 Hr requesting agreement to enrich Canadian source mall 
& to transfer product lo CERCA In France for fuel fabrication 
SINDES.DB, Canada Atomic Energy Control Board 09/02/21 CEJA.SN Energy, 
Dept of Ip 40700 246 48780 246, 

8903090106 Application for amend to oxpo/l liconse,chBnginQ name of ultimate consign 
eo & Increasing total quantities from 5,401 O kg U-235, contained in 153,200 kg U on 
f I died lo 4 05% max 

FLINQOU.C European CommunUios, Commission of 09/02/21 ROONEY, JM 
Energy, Dept of. Ip 48703 208 48703 288 

8903090134 Forwards fax from Mitsubishi Inti Corp ro country ot origin of source matl 
for export license application XSNM 2425 

PETERSON, M R Assistant Director for International Securily, 89/02/24 
TMORNE.G E, State, Dept of. Bureau of Oceans & Inlt, Environ S Scientific Affairs 
Ip, 48783.353 407B3 354 

*<8903090139 Telex advising that Japan Electric Power Co gave Mitsubishi Inti Corp 
best estimate of listed feed quantity 

LENJAK.B. Mitsubishi Inleinallonal Corp (subs of Mitsubishi Corp), 89/02/23, NRC - 
No Detailed Affiliation Given Ip 40703 3S4-4B783 354 

8903090170 Informs that License XSNM'2409 may be Issued No matl changed circum- 
stances since Issuance of License XSNM-1435 

MOORE, R.N Assistant Director for Internalional Security 89/02/23 Assistant Oiroc- 
lof for International Security Ip 48801,089 48001 089 

8903090176 Informs that License XSNM-2411 may bo Issued No matl changed circum- 
stances since issuance of License XSNM<1435 

MOORE, R,N. Assistant Director for International Security 89/02/23 Assistant Direc- 
tor for International Security Ip 4OB0O351.4Qa00'35l, 


8903090179 License (or Edlow Inti Co lo export 551 kg U-235, contained In 13,262 kg 
U,to Japan 

PETERSON, M R, Assistant Director lor International Security, KLK-47 89/02/24 2pp 
48799.119 40799120, 


8903090234 Amend 1 to export license for Transnuclear, Inc, authorizing export of 0 213 
ko U-235, contained in 1 1 495 kg U, enriched to 3.5083 w/o max & changing name ot 
ultlmale consignee from Reaklor Bronnelement Union, QmbKto Siemens AG. 
PETERSON, MR Assistant Director for International Securily, RBU-489 89/03/03 Ip, 
46800 307-48000307 


8903090269 Amend 1 lo export license for Trails r^uclearjnc.changing licensee 
address, u II imaio consignee name from Roaklor Drerinelement Union.GmbH.lo Sis- 
mens AG & authorizing export of 0 195 kg U 235 contained in 10 083 kg U 
PETERSON.MR Assistant Diroclor for Inlernatiorial Security TNH 477 89/03/03 Ip 
48G00 303 48800 303 

8903090274 Amend 3 lo license lor Transnuclear, Inc to oxporl 4.245 190 kg U 235, con 
lained in 150,005 kg of UJo West Germany & changing licer^see address & name of 
inlermedialo consignee to Siemens AG 

PETERSON.M R Assistant Director for Intern aUanai Security RBU 41 1 89/03/03 Ip 
40798 272 48790 272 

6903090344 License for Transnuclear, Inc to oxporl 3 779 kg U-235. conlfiined in 4 050 
Kg U,to Canada 

PETERSON.M R Assistant Director for International Securily MIS 4B5 89/02/27 
app 48798 296-40790 297 

8903060348 Applicalion for amend to License XSNM- 1227 .authorizing export oi nuclear 
mall to Spam as fabricator 

PLOWERS.F D General Electfic Co 69/02/16 WRIGHT.BL NRC - No Detailed Af 
filiation Givers Ip 40800 019 48800 020 

8903090357 ExgcuIivo Branch position re Mitsubishi tnll Corp application to export 
1,747 kg U 235 lo Japan Recommends that license bo issued 
THORNE.CE Slate, Dept ot. Bureau of Oceans 8 Inti tnviron A Sclenlific Alfatrs 
B9/02/23 SHEA.JR NRC - No Deloilod AfliHation Given 2pp 4B79D 359-40799 360 

8903100147 Intorms ol approval of 06 1020 request for route to bo used for transporting 
spent fuel from Ports mouth, VA to Idaho Falla, ID Approved roulo end 
MACDONALD, CE Transporlation Branch 09/02/28 MCLAUGHLIN, J Trananucloar. 
Inc 34pp. 48950 053 481)30 086 

0903 100156 Informs of approval ot 601104 request lor roulo to be used for transport of 
spent fuel from PJeasanton.CA to Port of Oakland.CA Approved roulo end 
MACDONAID.C E. Transportation Branch 09/03/03 KIRKLAND, MW General Elec- 
tric Co 7pp 46010 003 48810 009 

8903100171 Informs ol approval of 881117 roquost for route lo bo used for tronsport of 
spent fuel from PlGflsanlon.CA to Port of Portland, OR 

MACOONAIO,CE Transportaiion Branch 80/03/06 KIRKLAND, MW General Elec- 
tric Co 13pp 46009 OOB-48009 020, 

B003100B28 Forwards request for withdrawal ol oxporl license application under LI 
conso XSNM-2407 lor Transnucloarjnc 

PETERSON, M J Assistant Director lor Intern all onal Security 89/03/03. THORNE.C E 
Stale, Dept, ol, Bureau of Oceans & Inll Environ A Scientific Affairs tp 48004 021* 
48004.023 

-8903100636 Forwards telex from Siemens terminating License Applicalion XSNM- 

QUAIN.PB Transnuclear. Inc 89/02/27 WRIGHT, B NRC - Mo Dolalled Affiliation 
Given 2pp 48804 022 4 8004 023. 

69O31B0284 Application for license to export 26,200 kg U,a& enriched U hexafluoride. to 
Spain 

GANIRCK,G BraunkeUlo Transport USA, tnc QG/WO/001 89/02/2D 1p 48B77'ai9< 
48677 219 


8903 160106 Requests Executive Branch position re end Transnuclear.inc Q00303 appli 
cation for license to export low enriched (J to Canoda 

PETERSON.MR. Assistant Director for Inlornationol Security 89/03/10, 
ROONEY.J M Energy, Dept of Ip 48095 026 408D5 029. 

--8903160109 Application for licenso to export 76 Kg U-235,Gontalned in 376 kg U,to 
Canada, 

♦ Transnuclear. Inc MtS-491. 89/03/03. 2pp, 40095 027-4 0805.020 


-8603160116 Forwards appllceiion for license to export 76 kg U<235. contained in 376 
kgU 

QTJAIN.P.B Transnuclear, Inc 89/03/03 WRIGHT, B NRC - No Detailed Affiliation 
Given Ip, 46085 029 48885 029 


09031 601 2B Requosls Exocutwo Bronch views re Braunkohle Transport USA, Inc appli- 
cation lo oxporl Initial core fuel lo Spam W/o end. 

PETERSON.MR Internalional Programs. 89/03/09, THORNE.C E Slato. Dept of. 
Bureau of Oceans & Inti Environ & Soientilic Affairs tp 46679.326 40879 329 


890309024Q Amend 2 to license for Transnuclear, Inc, changing Itcensoe address & 
name of Intermediate consignee 

PETERSON.M.R Assistant uirector for Inlornationat Socurily. RBU-467 80/03/03. ip 
46601*092<4e601 092 


6903160161 Informs that License XSNM 2404 may be issued No matl changed circum- 
stances since issuance ot License XSNM 1 435. 

MOORE. R N Inlornatlonal Programs 89/03/00 Ir^tor nation at Programs tp. 
48692.351-48092 35 1 


6903090245 Amend 3 to export license for Transnuc1ear,lnc, changing licensee address 
A name of Intermediate consignee from Reaklor Brennelamont Ur\lon,QmbHJo Slo 
mens AG & authorizing export of 2,647.170 kg U-235,conlainod In 79,005 kg U 
PETERSON.M R, Assistant Director (or International Security. RBU 425 80/03/03 ip 
40790-232 48798 232 

6903090266 Amend 6 to export licenso for Transnuclearjnc.changing name of Interme- 
diate & ultimate consignees & authorizing Incroaso In amount authorized lor export to 
5,796 0 kq of U.235 contained In 1 80,900 0 kg U.enriched to 4 05 w/o max 
PETERSON.M R. Assistant Director for International Security. RBU 35 1 89/03/03 Ip. 
48784 071-48784 071, 

8903090263 Amend 1 to export licenso for Tfansnucloar.lnc.changing llconseo 
address, name of intermediate consignee from Reaklor Brennolemont Union, GmbH.to 
Siemens AG A authorizing export ol 398 735 kg U-235 contained in 1 1,391 kg U 
PETERSON.M R. Assistant Director for Inlernauonal Securily RBU 466 89/03/03 Ip. 
48784.053-48784 053 

8903090267 Amend 6 lo export license for Transnuclear, Inc.changlng name of interme- 
diate consignee from Reaktor Brennelement Union, GmbH to Siemens AG & authoriz- 
ing export ol 4,500,290 kg of U-236 contained in 130,550 kg of U.enriched lo 4 50 vr/ 
o max, 

PETERSON,M,R Assistant Director for International Security RBU 456 89/03/03 Ip, 
48784-054-48784 054. 


8903160179 Informs that Licenso XSNM‘2412 may be iasuodNo mall changed clrcum 
stances since issuance of Uioonso XSNM-1435 

MOORE, RN International Programs 00/03/08 miernational Programs tp. 

4dB76;O91.4807B 091, 

6903160199 Executive Branch position ro Mitsubishi Inlt Corp application lo export 
1,055 kg U-235 to Japan No mall changed & licenso recommended 
STRATFORD,RJ State, Dept ot. Bureau of Oceans & Inll Environ & Scientific Af 
fairs. 89/03/07 SHEA.J.R NRC - No Detailed Affiliation Given 2pp 4 9003 073- 
48693 074. 

0903169239 Informs that License XSNM-241& may be issued No matl changed clrcum- 
Blancas since Issuance of Llconso XSNM-1435 

MOORE.R.N Internalional Programs. 09/03/08 Inlornalional Programs tp, 

40684 *360-48084 '360, 

B9031701B0 Ur of assurance re export Licenses XSNM 2404, XSNM-24 12 & XSNM- 
2418 

• Japan, Govt ol 89/03/09. Slate. Dept oL 2pp 40804,030-40694 031 

89032 1000B Forwards 6903D3 application for license to exporl U for reload fuel in 
Frar^ce.ABsl9tance requested In obtaining Itr of assurance. 

PETERSON,MR Assistant Director for International Security. 89/03/18 
ROONEY.J M Energy, Dept of Ip. 40981.077-48901.065. 
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>'8903210100 Revised appEicalion for license to export 429 kg U in form of UF2 to 
France 

QUA IN, P 0 Trananuclear* Ire TN P-402 B9/03/03 2pp 489G1 070 4B981 07D 

- 8903210103 Forwards revised appficaltcns for licenses lo export 429 kg U235.con 
tamed in 12,985 kg U.lo Franco 

OUAIN,P B Transnjcfear,. Inc 80/03/ 10 NRC No Detailed Affiliation Given ip 
409 B1 080 48981 080 

• 8903210106 Informs lhal quanlilies listed in 890303 Hrs re export licenses 
mcorrect Correct amounts to bo applied (or each license application listed 
OUAIN.P B Transnuclear. Inc 89/03/08 WRIGHT.B NRC - No Detailed AflihaHon 
Given 2pp 48981 091-49981 082 

-6903210111 Application for license lo export *120 kg U-235, contained m 12,351 kg 
Ucto France 

QUAIN.P B Transnucloar. Inc TNP-492 89/03/03 2pp 40981 083 4B981 084 

-6903210118 Forwards applicalion fo/ license to export 420 kg,U-235 contained in 
12.351 45 kg U 

QUA1N.PB Transnuclear. Inc 89/03/03 WRIGHT.B NRC - No Detailed Affiliation 
Given Ip 4S9B1 0Q5 480B1 085 

8603220037 Application lo amend export licorise.changing ficenseo name lo Nuclear 
Tianspoflalion & Sves Co (NuTranS) & address as staled 

BOYNE.FJ NUEXCO 89/03/03 PETERSON.M R Assistant Director for International 
Secorily 3pp 49000 279^49000 282 

8903220493 Forwards application for licenso to export sNghlly enriched UF6 to Japan 
MARUVAMA.T Mitsui A Co (USA). Inc. (subs of Mitsur 8 Co, Ud ) HSA 5489 06 
89/03/0B NRC - No Detailed Affiliation Given 2pp 49020 155-40020 157 

-B903220491 Application for license to export enriched UF6 contained in 494 kg U- 
235, to Japan 

MARUYAMAJ Mitsui & Co (USA), fnc (subs of Mitsui & Co, Ltd) HSA-5489 08 
89/03/08 fp 49020 157-49020 167. 

8903220542 Application for extension of expiration date of export l-icense until 
941231 Extanslon needed to meet contractual commilmenis 
HUDEC.W S Westinghouaa Efeclnc Corp WSH.043.89, 89/03/02 PETERSON.M R 
Assistant Director for Internationa) Security Ip 49005 320 46005 320 

8903230 193 Application for licenso lo export 429,000 kg UJn form of UF6,lo France 
OUAIN.P B Transnuclear. fnc TNP-492 86/03/03 2pp 49029 293-49029 300 

-8903230108 Forwards application for license fo export 420 kg U-235, contained m 
12351 45 kg U.lo Franca A end use statement 

aUA)HP,B Tiansnucfear, fnc. TNP-492 89/03/03 WRIGHT.B NRC ♦ No Detailed 
Afkllation Given Ip 49029 268 49029 300 

8903230141 Forwards applicalion for export tecense for low enriched U for use as fuel in 
Toman Unit 1 In Japan Lir of assurance required 

PETERSON.M R. Assistant Director for International Security 69/03/16 
THORN E.CE Slale, Depl of, Bureau of Oceans & Inti Environ. & Scientific Affairs 
Ip 49029 253-49029 266 

-8903230152 ^plication for license to export enriched U hexafluoride, to Japan 
MARUYAWAj Mitsubishi International Corp (subs of Mitsubishi Corp) HSA-54a9- 
08 89/03/06 ip 49026 254-49029 254 

-8903230164 Forwards applicalion for license to export slightly enriched UF6,to Japan 
MABUYAMA.T Mitsubishi Internationel Corp (subs of Mitsubishi Corp) HSA 5489- 
Oa 89/03/06 NRC - No Oetaifed Affiliation Given 2pp 49026 255-4Q029’256 

8903230276 Application for license to export 1,500 kg D20 to Canada 
D]RENZO,Pi Cleveland Crystals, I no 89/03/10 2pp 49030005-49030.006 


8903230295 Application to amend export license, to include LIngen Plant as both inter- 
mediate & ultimate consignee 

MALODY.CW Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Inc) 
CWM69 024 89/03/15 PETERSON.M R Assistant Director for International Security 
Ip 49030 141-49030 141 

8903230316 Amend 1 to license for NuTranS to import 1,000,000 kg U.m any form from 
any country except as noted In Condition 1 

PETERSON.M R Assistant Direcfor for International Security 89/03/15 Ip 
49029 095-49026 099 

8903230316 Forwards ANF Corp 090315 application for amend lo Export License 
XSNM-239D, adding ANF Lingen Plant In West Germany as intermediate 8 ultimate 
consiQinGe Assi stance in obtaining Hr of assuranco from EURA7 OM requested 
PETERSON, M R Assistant Direcfor for International Security 89/03/17 

ROONEYJM Energy, Depl of Ip 49029 350 49029 351 

8903230330 Application lor amend to license.changmg ultimate end use to Tokyo Elec- 
tric Power Co Nuclear power reactor yet to be determined 

IKEDA.M Mitsui & Co (USA), Inc (subs of Mitsui & Co, Ltd) BO/03/15 NRC No 
Detailed Affiliation Given 2pp 49030 001-40030 004 

6903230374 Requests Executive Branch view re end Cleveland Crystals, Inc application 
(or license to export 1,500 0 kg heavy water (o Canada Applicant requested change to 
cover exports of 300 kg of heavy water per yr over next 5 yrs 
PETERSON.M R Assistanl Director (or Iniernalional Security 09/03/20. 

THORNE, C E Siato, Depl of. Bureau of Oceans & Inti Environ & Scienlific Affairs 
Ip 49029 067-49029 070 

89032303BO Forwards GE application for license to export low enriched U lo Japan Ltr 
of assurance from Govt of Japan required 

PETERSONjM R Assislent Director for International Security 89/03/20 

THORNE, CE State. Dept of, Bureau of Oceans & Inll Environ & Scientific Affairs 
Ip 49020 137 49028 139 

-8903230390 Application for amend to ficense to export 21.450 kg U,in 24,362 kg U02 

P owder.to Japan 

LOWERS/ D General Efeclnc Co 89/03/14 Ip 49028 130-49028 138 

-8903230390 Forwards application for ficense to export enriched U02 powdor to 
Japan, Canada is county of origin of source mail 

FLOWERS, FD General Electric Co 89/03/14 WRfQHT.B L NRC • No Detailed Af- 
filiation Given Ip 49026 139 4902B 139 

6903230403 Advises of change of name from Byron Jackson Pump Div to BW/IP 
Intl.Inc.Pump Ow, Byron Jackson Products 

RIOS.G BW/IP International, Inc (formerly Byron Jackson Pump Division) 69/03/06 
WRIGHT.B Inlornational Programs Ip 49031 347-49031 348 

8903230430 Forwards Mitsui & Co (USA),tnc 890315 application for amend to export 
license.changmg end user to Fukushima II, Units 2 8 4 & adding Nuclear Fuel Indus- 
tries as addi intermediate consignee 

PETERSON.M R Assistant Director for International Security 89/03/20 

THORNE, CE State, Dept of, Bureau of Oceans & fnll Environ, & Scientific Affaire 
Ip 49029 039 49029.043 

8903270357 Forwards 690303 application for ficense to export U for use as reload fuel 
to France Assistance fn obtaining Hr of assurance requested 
PETERSON.M R Assistant Director for Iniernalional Security 69/03/16 

ROONEY, J M Energy, Depl of Ip 49055 303 49055 311 

-6903270364 Application for license lo export 429,000 kg U.in form of UFB.to Franco 
OUAIN.P B Transnuclear, Inc TNP-493 89/03/03 2pp 49055 304 49065 309 

-8903270369 Application for license to export 429 000 kg U.ln form of UF6,to Franco 
OUAIN.P B Transnuclear. Inc TNP493 89/03/03 2pp 49055 310 49055 311. 

8903280396 Telegram requesting assurances re low-ennched U reload fuel exports 
under US-Japan agreement for cooperation 

* Japan. Govt of 89/03/21 State. Depl of. Ip 49064 101-40064 101 
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50 443 

Q 

ADAMS.J S 

89030B0199 

PR 


ANDERSON, C.I 

8903070066* 

50 220 

O 

BACKUS.R A 

8903200122 

50 443 

Q 

ADAMS, S A 

6902240150* 

27.48 


ANDERSON, F 

8903170413* 

50 443 

F 

BACKUS.R A. 

8003290122 

50 443 

G 

ADAMS. SR 

8903100410 

71.0679 


ANDERSON. J D 

8903020119 

PR 


BACKUS.R, A 

8903290141 

50 443 

G 

ADENSAM.E. 

8606200064 

60-410 

E 

ANDERSON, J T 

6903160414 

70 1201 


BACKUS.R A 

8903290141 

50 443 

G 

ADENSAM,EQ 

6903160512* 

50-424 

P 

ANDERSON.LF 

6903080209 

PR 


8AER.R. 

8902270010* 

50 205 

Q 

ADRAQNA,J M 

B903210284 

50 446 

M 

ANOERSON.R.T 

Q0030BQ097 

71-9210 


BAER.R E. 

8003080537* 

60 290 

Q 

ADRAGNA.J M 

6903210264 

50-445 

M 

ANDERSON»S L 

8902240206* 

50-305 

P 

BAER.RE 

8003000308* 

50 490 

Q 

AERNI.B.L 

0002230324* 

XPORTL5C 


ANKNEY.R.D 

6903030330* 

50-400 

P 

BAER.R E 

8003170011* 

50148 

Q 

AERNl.B L 

8002230334 

XPORTLIC 


ANTAKI.G.A 

0903020440* 

50-412 

P 

BAILEY, J A 

8612040323 

50 424 

E 

AFTHRQOOaS. 

8903140700 

FOIA 


ANTHONY.P 

8903140617 

50-341 

S 

BAILEY.J A 

0612040344* 

50 424 

E 

AGNES.P W. 

6903090115 

50 293 

F 

ANTONOPOULOS.P 

6903030303* 

50-293 

P 

BAILEY, J A 

8902270356 

50-426 

A 

AGOSTI.FE 

8610080034 

50-341 

P 

APPEL.G 

8902200139 

WASTE MGT 

BAILeY.J A. 

0902280517 

50-425 

P 

AGOSTI.F E 

8612010341 

60-341 

P 

APPEL, G 

0003090320* 

WASTE MGT 

BAILEY.J A 

8002280517 

60-426 

P 

AIELLO.R F. 

0902270418* 

50-424 

0 

APPEL,G J 

0903090446 

WASTE MQT 

BAILEY.J, A, 

0903150286 

50-425 

P 

AKERMAN,SQ 

8903010231* 

60*237 

P 

APPEL, QJ 

0903140700 

WASTE MQT 

BAILEY,J A 

69D321003B 

50-425 

P 

AKSTULEWICZ.F, 

8610300390 

50*213 

F 

APPEL, GJ 

890316006B 

WASTE MQT 

BAILEYJ A 

8003240203 

60-426 

E 

AKSTULEWICZ,F 

8611050376 

60 213 

P 

ASHERJ.R 

6903010044* 

60-322 

T 

BA1LEY.PE 

B9D3210137 

WASTE RES 

ALBERTIN.L 

890224020B* 

60-305 

P 

ASMUSSEN,K,E 

0902240137 

60 89 

H 

BAKER.BW. 

0903090430 

71-9163 


ALEXANDER.RJ 

6903130347 

60.156 

S 

ASMUS8EN.K.E 

8902240230 

60 89 

H 

0AKER.D L. 

8903210327 

60-316 

S 

ALEXICRM P. 

B611 180260 

50 316 

P 

ASMUSSEN.KE. 

8903020493 

60-163 

R 

BAKER.E,T. 

8902270039 

TOPREP 


ALEXICH,M P. 

890301 0375 

60*316 

H 

ASMUSSEN.K E, 

8903020568 

50-69 

R 

BAKER.E.T. 

8003010268* 

OA999 


ALEXICH.M P 

8903010379 

PR 


ATKINSON, RJ 

B9021B0276* 

50 259 

P 

BAKER.E T. 

8903200148* 

OA999 


ALEXICH,M P, 

8903090086 

50-315 

P 

ATWELL, J K, 

8003170163* 

50 312 

S 

BAKER.JW. 

8902230502 

60 397 

F 

AtEXiCH.M P. 

6903000400 

60.315 

R 

AUDlN.l. 

8903290278 

FOIA 


BAKER, K.fl, 

8903010413 

60-316 

S 

ALEXICH.M P. 

0903090434* 

60-315 

Q 

AUtUCK,R. 

6003010386 

60-390 

A 

BAKER ,K,R 

6903020213 

50 315 

H 

ALEXICKM.P 

8903100373 

50-315 

Q 

AULUCK.R 

0903080331 

60-390 

A 

BAKER. K R 

8B03300050* 

PR 


AIEXICH,M P. 

89031 OD446 

60.316 

S 

AULUCK.R 

09032002B7 

50-390 

A 

BAKER, SJ 

6007000365 

40-1162 


ALEXICH.M P, 

8903140427 

60*316 

0 

AULUCK.R 

0903220471 

50-300 

A 

BAKER.SJ 

0903220033 

40-1162 


ALEXICH.M.P. 

6903220176 

60-316 

P 

AULUCK.R. 

0903230350 

60-390 

A 

BALCH.R A 

0903020102 

PR 


ALEXICH.M P 

0903220188 

60-316 

P 

AULUCK.R, 

0903230369 

60-390 

A 

BALDACCl.S.M 

8903130203* 

50-443 

T 

AUEXICK.M P 

8903220446 

60-315 

P 

AULUCK.R 

8903240067 

60-390 

A 

BALFOUR.H R, 

8903030203* 

60-293 

P 

ALEXICH.M P 

0903230074 

60-316 

P 

AUSTIN, G 

8903220091* 

60-295 

R 

BALLARD, B E 

9903290440* 

60-324 

P 

ALEXICH.M P. 

8903260143 

60-315 

J 

AU8TIN.M A 

8903030489* 

70-1100 


BALLARD. R L. 

0902010333 

waste MGT 

ALEXIONJ 

6903230422 

60483 

P 

AUSTIN, M A 

9003210432* 

70-1100 


BALLARO.R.L 

8903030107 

WASTE MQT 

ALEXION.TW. 

0902270324 

60'483 

P 

AUSTIN.S.W 

9902270117 

50 260 

S 

BALLARD, R.L. 

8903070102 

WASTE MGT 

ALEXION.T.W 

8903030207 

60 483 

P 

AXOORFF.WJ 

0903010424 

PR 


BALLINQER.M.Y. 

6903210200 

NUREG 


ALEXION.T W. 

6903200144 

60-483 

P 

AXELSON.W. 

8903070012 

60-265 

S 

BAMFOHD.WH, 

8003240030* 

50-445 

A 

ALEXION.TW 

8903210267 

60-483 

P 

AXELSON.W.L 

0903010012* 

60-331 

0 

BANG ART, R.L. 

8903090091 

60 450 

S 

AUEFENDIOGLU 

6903030124* 

TOPREP 


AXELSON.W L. 

8903010014 

60-331 

Q 

BANKEFLL.H. 

6903020008 

60-341 

H 

ALLAN.J.M 

6903200044 

50 311 

Q 

AXELSON.W.L- 

6903080019 

60165 

Q 

BARAN.R 

8003000111 

60 219 

R 

ALLEY, P.M 

8903100289 

PR 


AXELSON.W.U* 

8903090419 

60-316 

0 

0ARAN,R. 

8003230066 

60 219 

R 

ALTOMARE.P, 

8003030476* 

WASTE MGT 

AXELSON,W-L. 

6003090426* 

60-316 

0 

BARANOWSKY.P 

6902260132 

ORQ 


ALTOMARE,P.M. 

8903030464 

WASTE MQT 

AXELSON.WX. 

8903140665 

60-255 

Q 

BARBER, S. 

6003020174* 

60-336 

Q 

ALTOMARE.P.M. 

6903090335 

WASTE MQT 

AXUNE,J.S. 

8903160444 

50-331 

S 

BARES.P 

8903060482 

PR 


ALTOMAHE.P.M. 

0903240194 

WASTE MQT 

AYALA, C 

8903140616 

60 499 

S 

BARETT.L. 

8903010352 

WASTE MGT 

ALTOMARE,P.M. 

8903240322* 

WASTE MGT 

AYALA.C 

8903150583 

60-499 

s 

BAB1,R.A. 

8903020232 

WASTE RES 

AMARASOORIYA.W 

8903090146 

NUREG 


AYALA, C. 

6603210145 

60-498 

s 

BARLR A, 

0903020255 

WASTE RES 

AMATO,C.G 

8903170431* 

60-219 

Q 

AYALA.C. 

8909240189 

60-498 

s 

BARI,R A. 

0903220253 

WASTE RES 

AMATO.C.G. 

0903210416* 

60-269 

Q 

AYALA,CA 

6602280428 

50-498 

s 

BARI.R A, 

0903220205 

WASTE RES 

AMENT.Q^G 

8903100060* 

TOPREP 


AYALA.C A* 

6903030486 

50-498 

s 

BARLR A, 

0903220274 

WASTE RES 

AMENTA, J, 

6903020696 

ORQ 


AYALA, C A 

89Q3080005 

60-490 

s 

BARK HURST, B P. 

0903270170 

50 062 

P 

AMENTA,J 

8903060214 

ORQ 


BACHMANN.R-Q. 

6903100252 

60-322 

0 

BARNARO.e. 

8903150650* 

ACRS 


AMENTA.0 

8903270013 

ORG 


BACHMANN,R Q 

8903100267* 

60-322 

Q 

BARNES, 1. 

89022 BO207* 

50-205 

O 

AWE NT A. J 

6903270016 

ORG 


BACHMANN,R O- 

0903230193 

60 443 

Q 

B ARNES, 1 

6903000497* 

50-290 

0 

AMENTA.J. 

8903270021 

ORG 


QAGKUS.B. 

0903100099 

60-443 

G 

BARNES J. 

8903100232* 

00-302 

Q 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

BABNESJ 

BARNES.1 

BARNES, 1 
flARNEST.A B 
BARON.MJ 

0903160237* 

0903220346* 

6903230124* 

8903060127* 

B902240236 

50-206 

50-458 

50-313 

50-267 

50-277 

0 

Q 

Q 

Q 

R 

BELL.S 

BELLAMY.B R 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 

8903270404* 

8902280331 

8903030003 

9903030006 

09O3O3O3B2 

CONTRACT 
50 245 
'30 277 

50 317 

SO 443 

F 

F 

F 

Q 

BERNREUTER.DL 
BERNREUTER.D L 
BERNREUTER.D L 
BERNREUTER.D L 
BERNSEN.SA 

BARON, MJ 

BARR.KP 

BARR.K P 

BARRETT^L H 
BARRETTS H 

8903200102 

0903140002* 

0903200321* 

8903140500 

8903140521 

50-277 R 

50-390 0 

50-390 Q 

WASTE MGT 
WASTE MGT 

BELLAMY.R R 
8ELLAMY,R R 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 

8903030403 

8903060006 

8903070019 

B903070037 

0903000520 

70 1 100 

50 146 

50 289 

50 309 

50 184 

Q 

0 

Q 

F 

BEBRY.G A 
BEHRY.G A 
BERRY.G A 
BERRY.G A 
BEBRY.G A 

BARRY.J J 
8ARTLETT.B J 
BARTON. J J 
BARUTH.W L 
BASKIN.KP 

8903030165 

8902270435* 

8903210310 

8903010285 

8902270291 

PR 

50 312 

50 210 

50 298 

50 206 

H 

F 

H 

P 

BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 

0903090188 

8903090261 

8903090200 

8003090301 

8903090373 

70 607 

50 352 

50 334 

50 244 

50 317 

F 

F 

F 

F 

BERRY.G A 
BERRY.G A 
BERRY.G A 
BERRY.G A 
BERRY.G A 

BASKIN.KP 

BASKIN.KP 

BASKIN.KP 

BASKIN.KP 

BASKIN.KP 

8002270295“ 

8902280436 

8903010167 

9903090207 

8903130090 

50 206 
50-206 

50 206 

50 206 

50 206 

P 

P 

P 

P 

P 

BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 

0903090442 
8903100113 
8903100437 
8903100476 
69031 40296 

60 293 

50 286 
50-247 

50 293 

50 352 

0 

F 

F 

Q 

Q 

BERRY.G A 
BERRY.KW 
BEBRY.KW 
BERRY.K W 
BERRY.KW 

BASKIN.KP 
BASKIN.KP 
BASKIN.K P 
BASKIN.K P 
BASKIN.K P 

8903150108 

8903150118* 

8903170013 

8903170033 

8903170064 

50 361 

60 361 

50 206 

50 206 

50 361 

P 

P 

P 

P 

P 

BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.B R 

0903140664 

8903140604 

8903170429 

8903200149 

6903200180 

50 245 
50-334 
50-219 

50 286 

70 1100 

Q 

Q 

Q 

O 

BERRY.KW 
BERRY.K W 
BERRY.K W 
BERRY.K W 
BERRY.K W 

BASKIN.K P 
BASKIN.KP 
BASKIN.K P 
BASKIN^K P. 
BASKIN,K P 

B903 170068* 

6903170247 

8003210081 

8003220316 

8903220321* 

50 361 

50 206 

50 206 
50-206 

50 206 

P 

Q 

0 

P 

P 

BELLAMY.R R. 
BELLAMY.R R 
BELLAMY.R B 
BELLAMY.R R 
BELLAMY.R R 

8903200193 

8903200352* 

8903200401* 

8903210211 

0903210330 

50-146 

60-293 

50 293 

70 371 

50 277 

Q 

F 

H 

0 

BERRY.R L 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BEHENHAUSEN.L 

BASKIN.K P 
BASKIN.K P. 
BASKIN.K P 
BASKIN.K P. 
BASLER.M 

0003240068 

8903240176 

8903270182 

8903270166* 

8903200235* 

50 206 P 

50 361 P 

50 206 P 

50-206 P 

CONTRACT 

BELLAMY.R R. 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 

8903210336* 

8903210342 

0903210349 

8903210377 

8903210410 

50*277 

60-309 

70 135 

50 322 
60-289 

Q 

Q 

0 

Q 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BETTENHAUSEN.L 

BASSETT.CH 

BASSE n.C H 
BATTIST.L 

BAUER JL 
BAUSER.M A 

8903140054* 

8903140079* 

8903010102* 

8003220154 

8903100076 

50 400 

50 280 

50 320 
50-192 

50 335 

Q 

Q 

P 

P 

G 

BELLAMY.R R 
BELLAMY.R R 
BELLAMY.R R 
8ELLAMY.R R 
BELLAMY.R R 

8903210426 

8903220063 

6903220086 

8903220099 

8903220132 

70-1100 

60 289 

60 247 

50 245 
70-371 

Q 

0 

Q 

BETTENHAUSEN.L 

BEVAN.R 

BEVAN.R 

BEVAN.R B 
BEVeLACYVA.J 

BAUSER.M A 
BAUSER.MA 
BAUSER.M A 

BAX.R L 

BAX.RX 

8903100076 

89031000B5* 

8903100065* 

8903010374 

8903140650* 

50 335 

50 335 
50-335 
50-254 
50-10 

G 

G 

G 

R 

R 

BELLAMY.R R 
BELLAMY.R.R 
BELLAMY.R R 
BELLMAN, H.S 
BENJAMIN.! 

8003220215 

6903220415 

6903230303 

8903260095 

8903070112 

70-637 

50 293 

50 387 

PR 

PR 

H 

Q 

BIDINGER.G H 
BIOINGER.G H 
BIDINGER.G H 
BIDINGER.G H 
BIDINGER.G H 

BAX.R L 

BAXTER.r A 
BAXTER.! A 
BAXTER.T.A 
BAXTERJ A 

8903150378 

8903010109 

8003010109 

8903170133 

8903170133 

50 265 

50 320 

60 320 
60-320 

50 320 

S 

G 

G 

G 

G 

BENNET.DE 
BENNETT.CA 
BENNEH.W R. 
BENNETT.W R 
BENSON.D L 

8902270449* 

6903210228 

8903030414* 

8903140529* 

8903220082* 

50 363 
NUREG 

50 298 

50 298 
50-280 

A 

Q 

0 

V 

BIDINGER.G H 
BIELASCO.WA 
BIRD.R G 

BIRD.fl Q 

BIRD.R G 

BAXTER.! A 
BAXTER.! A 
BEARO.R M 
BECK.J.W 

BECK.J W. 

8903230051 

8903230061 

8903200281 

8002240182 

8903010270 

50 320 
50-320 
60-321 
50-445 
50-445 

G 

G 

R 

E 

S 

BERGER, JO 
BERGERON.P A 
8ERG6RON.P A 
BERGMANN.J.W. 
BERGQUIST.S A 

0903080054* 

8903100203* 

8903290154* 

8003210319 

6903200109 

40 8724 

60 271 
60-271 

60 305 

50 443 

Q 

G 

S 

G 

BIRO.R G 
BIRD.n.Q. 

BIRD.R G 

BIRD.R G 

BIRD.R G 

BECKER.R A 
BECKEan A 
BECKER.R A 
BECKJOHD.E S 
BECKJOHD,E S 

8902230649 

8903200319 

8903210095 

8903029554 

8903000103 

50 400 Q 

SO 400 P 

50 400 P 

WASTE MGT 
PROJ 

BERKOW,H N 
BERKOW.H N 
BERKOW.H.N 
BERKOW.H N 
BERLINGER.C H 

8002270296* 

8902270623* 

6903160027 

8903220464* 

8902260121 

50-302 

50-336 

50 321 
50-380 
l&E 

P 

P 

H 

P 

BIRD.R Q 

BIRD.R G 

BIRD.R G 

BIRKS,A S 
BIRKS.A.S 

BECKJORD.E S 
BECKJORD.E S 
BEDESEM.P 
BEDESEM.P* 
DEHNKE.G. 

8903080106 

8903140564 

8902270184 

8003220104 

8002240340 

PROJ 

ORG 

50 275 

50 275 
50-317 

R 

R 

R 

BERLINGER.C.H 
BERLINGER.C H 
BERLINGER.C.H 
BERNARD, J A 
BERNARD.J A 

8903030378 

6903090364 

8903210459 

8902240149 

8902270181 

l&E 

l&E 

l&E 

60 20 

SO 20 

P 

P 

BISCHOFF.E L 
BISHOPJC 
8ISSON.J. 
BISSONJ 

BISSON, J 

BEHNKE,C 
BEILMANJP 
BEILMAN.T P. 
B&SNER.JH 
BEISNER.J H. 

8903240113 

6002280456 

Q0032303S1 

8903170039 

8903170039 

50 317 

50 316 
50^316 
50*277 
50-277 

R 

S 

s 

G 

G 

BERNARD.^ A 
BERNERO.R.M* 
BERNERO.R M, 
BERNERO.R.M 
BERNERO.R M 

8903090467 

8603050037 

8610070003 

6902230141 

6902270527 

50-20 P 

50 440 A 

50 321 P 

WASTE MGT 
PROJ 

BISSONJ 
BITTER.S.D. 
BJORGEN.J. 
BLACK, S. 
BLACK.S 

BELANQER.R. 

BELANQEaB. 

BELANGER.R 

BELDEN.S 

&EUSLE.A 

6903150142 

8903160306 

8903210139 

6903030366 

6003140278 

50-443 

50-443 

50-443 

40-8857 

50-269 

S 

S 

s 

Q 

BERNEHO^RM 
BERNERO.R M 
BERNERO.R M 
BERNERO.R M. 
BERNERO.R M 

6902270532 

6903010135 

6903010142 

8903010243 

8903030205 

PROJ 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

BLACK.S 

BLACK.S. 

BLACK.S 

0LACK.S 

BLACK, S 

BELISLE.A. 
BELISiaQ A 
BELISLE.aA. 
BELISLE.G A 
BEUSLE,G A, 

8903140292 

8902280100* 

6002280127* 

8903210264* 

8903240164* 

60-260 

60*416 

50-327 

50-424 

60-201 

Q 

Q 

Q 

0 

Q 

BERNERO.R.M 
BERNERO.R M 
BERNERO.aM 
BERNERO.R M 
BERNERO.R M 

6903090186 

8903090332 

8903100015 

8903100216 

6903160444 

40 8027 

WASTE MQT 
70-135 

PROJ 

WASTE MGT 

BLACK.S 

BLACK.S 

BLACK, S 

BLACK.S 

BLACK.S 

BELISLE.G A 
BELLJ 

BELI.MJ 

BELL.S 

BELL.S 

6Q03240328* 
8903030301 * 
8993100449 
8902240064 
6903240192 

50 261 O 

CONTRACT 
60-320 P 

CONTRACT 
l&E 

BERNERO.R M. 
BEHNERO,R.M. 
BERNERO.R.M. 
BERNHOFT.SL, 
BERNREUTER.OL. 

8903170875 

8903170088 

6003220390 

8902260353 

0903030308 

WASTE MGT 
WASTE MQT 
WASTE MGT 

50 305 S 

NUREG 

BLACK.S 

BLACK.S 

BLACK^S 

BLACK.S, 

BLACK.S 

BE LI. 5 

BELU.S. 

BEL US 

8903240226 

B003270388* 

8903270403 

l&E 

■ CONTRACT 
CONTRACT 

0EHNREUTER.DL 

BERNREUTER.DL. 

BERNREUTER.OL 

6 9 03030348 
8903030394 
8903030423 

NUREG 

NUREG 

NUREG 


BLACK.S 

BLACK.S 

BLACK.S 


ACCESSION SUBJECT 
NUMBER CATEGORY 

Q903M0041 NUREG 
8903140068 NUREG 
8903140099 NUREG 
8903140119 NUREG 
0903200439* TOPREP 


0903010123 

8903010131 

8903100010 

8903100183 

8903230034 

8903230115 

8903230207 

8903230225 

8903230254 

0903230258* 

0903270113 

8610270099 

0902240290 

Q90228D004 

0903020492 

8903030420 

6903060169 

8903080260 

8903100401 

890327025B 

8903200220 

6902230121 

8903020155 

8903060106 

8003140675 

6903140692 

8903160282 

8903170441 

6003200243 

8903210303 

8903240293 

8902240276 

8903080314 

8003080328 

8902230299* 

0002270476 

8902280326* 

8903150485* 

8903170100 

8003170115 

8903200209* 

8003010300 

8707130380 

8903070048 

8903090201 

8903000265 

8903090447* 

8903130278 

8903130388 

8903150526 

8903220205 

8903220269 

B903240144 

0903280277 

8903280281 

8903210521 

8902280399 

8903130331* 

8903130331* 

0903130380* 

8903130380* 

B903090472* 

8903240122* 

8902260600 

B903020090 

8903090126 

6903090440 

8903000444* 

8903090452 

6903090459* 

8903160249 

8903160273 

6003160325 

8903160478 

8903160484* 

8903200084 

8903200105* 

8903210149 

8903210151* 

8003220294 

8903220477 

8903220481* 

6903230106 


50 443 G 

50 443 G 

50 443 G 

50*443 G 

50 443 Q 

50 443 G 

50 443 G 

50 443 G 

50-443 G 

50 443 G 

50 443 Cl 

50-255 P 

60-255 C' 

50 255 P 

50*165 P 

50*156 0 

50-255 P 

50 255 O 

50 255 Q 

50*255 O 

50 29 R 

50 423 Q 

50 336 Q 

50*219 Q 

50-289 Q 

50 322 Q 

50*245 Q 

50*336 Q 

GO 213 Q 

50 244 Q 

50 423 Q 

60 344 Q 

50 344 P 

50 344 P 

50*320 P 

70 1 100 
70 1201 
70*1113 
40-3392 
40 8027 

70*1257 

PR 

50 293 F 

50 293 S 

50-293 F 

50 203 Q 

50 293 Q 

50-293 V 

50-293 S 

50 293 S 

50-293 S 

50-293 S 

50 293 H 

NUREG 
NUREG 

WASTE MQT 
40-3302 
60-443 T 

60 443 T 

50 443 T 

50-443 T 

50 445 Q 

60-151 V 

60-259 Q 

60 260 P 

50-327 P 

50-327 P 

50 327 P 

50-327 P 

50*327 P 

50-327 P 

50*327 Q 

50-260 P 

50 327 P 

60-327 P 

50-327 
60-327 
50-327 
50 327 
50-390 

50 328 
50-326 
60-259 


"OTJ'O >"0'^'T3"0 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BLACK S 

090323QU9 

50 327 

P 

BOOKER.J E 

6903140013 

50 458 

S 

QRIDEN.D W 

89D32703B4 

50-346 

F 

BLACK S 

0903230122* 

50 327 

P 

BOOKER J E 

6903140272 

50 458 

O 

BRIDENBAUGH,D 

8903170095* 

50-271 

Q 

BLACK.S 

090323Q412 

50 327 

P 

BOOKER.J E 

6903140654 

50 466 

s 

BRIOENBAUGH.D 

8903170095* 

50-271 

Q 

BLACK.S 

0903230416* 

50 327 

P 

BOOKER.J E 

6903210089 

50 458 

s 

BRILEY.S 

8903150099 

50-237 

S 

BLACK.S 

8903240021 

50 327 

P 

BOOKER.J E 

6903220366 

50 458 

s 

BRINKWAN.CB 

6903090029 

50-528 

H 

BLACK.S C 

0903130535 

50 260 

P 

BOOKER.J E 

6903230028 

50 458 

S 

BRINKMAN.OS 

890S23O523 

50-247 

P 

BLACK.S C 

0903220482 

50 259 

Q 

BOOKER J E 

8903230089 

50 458 

H 

BRINKMAN, DS 

8902240059 

50 247 

Q 

BLACK S C 

8903230102 

50 327 

Q 

BOOKER.J E 

8903230200 

50 450 

F 

BRINKMAN.DS 

&003Q6020-0 

50 247 

P 

8LAHA,J L 

0902200515 

COMMISSION 

BOOKER.J E 

8903240060 

50 458 

S 

BRINKMAN, D 5 

B90315D233 

50 247 

P 

BLAHA.J L 

0903070125 

COMMISSION 

BOOKER.J E 

8903270406 

50 458 

F 

BRINKMAN.DS 

8903210171 

50 247 

P 

BLAHA.J L 

89031 S0041 

COMMISSION 

BOONE.L 

8903070157 

PR 


BRINKMAN.DS 

Q903230104 

50 247 

P 

BLAHA.J L 

0903240177 

COMMISSION 

BORDINE.T C 

8903090035 

50-255 

0 

BRINKMAN.D S 

8903230233 

50 286 

P 

BLAHHSLEY.J A 

8903130505 

50 387 

R 

BORST.S G 

B903240220 

50 528 

R 

BROCK.M 

0903170189 

50 443 

G 

BLAKE.J 

8902280046* 

50 261 

Q 

BORWN.W R 

8902210339* 

50 259 

P 

BROCK,M 

B903 170217* 

50 443 

G 

BLAK6.J 

0903010314* 

50 425 

Q 

BOSSlOY.L A 

8903240237 

50-18 

1 

BROCK.M 

8903170224* 

50 443 

Q 

BLAKEJ J 

8902270413* 

50 327 

Q 

BOSSIDY.L A 

8903280165 

70 754 


BROCK.M 

0903230299 

50 443 

G 

BLAKE.J J 

8903090356* 

50.250 

0 

eOSTEO.C J 

0902280413* 

50 397 

0 

aROCOUM.S 

8903090329* 

WASTE MGT 

BLAKE, JJ 

0903140297* 

50 250 

0 

BOULETTE.ET 

0903220231* 

SO 309 

P 

BRONS.J C 

0902270691 

50 333 

P 

BLAKE, JJ 

8903160485* 

50 269 

0 

BOWEN.W M 

8903210228 

NUREG 


BRONS.J C. 

0902280011 

50-286 

P 

BLAKE.J J 

8903200346* 

50-259 

Q 

BOWERS, H 

8903150288* 

SO 142 

Q 

QRONS.J C. 

8003080245 

50 333 

H 

BLAKE.J J 

0903240142 

50 338 

S 

BOWMAN.S W 

6902240486* 

50-344 

S 

BRONS.J C 

B9031S0Q63 

50 286 

P 

BLAKE.J J 

8903240303* 

50-302 

Q 

BOWSER R W 

6903220395 

50 312 

s 

BRONSJC 

6903200225 

50 333 

□ 

BLANCHARO.M B 

0903210028* 

WASTE MGT 

BOWSER.B Y 

8903220360* 

40 8902 


BRONSJC 

6903210166 

50 286 

Q 

BLAUER.M 

8902230432 

50 272 

F 

BOYD.C C 

6903150013 

70 27 


BRONS.J C 

8903210203 

50-286 

P 

BLAYLOCK, J 

8903010352 

WASTE MGT 

BOYD.D W 

8903240091 

50 313 

F 

BRONS.J C 

89032 10200* 

60 286 

P 

BLESS.A 

0903200114 

50 304 

S 

BOYD.R 

8903130212* 

50 443 

T 

BRONSON .F L 

8903220300 

PR 


BLISS,H E 

8903080068 

50 237 

Q 

BOYO.R 

0903130269* 

50 443 

T 

BROWN. B.W 

8903220211* 

50 247 

Q 

BUSS.H E 

8903220440 

50 373 

Q 

BOYLE.M L 

8903200173 

50 245 

P 

BROWN.0 W 

8903220211* 

50 247 

Q 

BLOGH.P B 

8903170027 

50 445 

G 

BOYIE.R 

0902270537 

WASTE MGT 

BROWN.D R 

8902140334* 

50 259 

P 

BLOCH.P B 

8903230009 

50 443 

G 

BOVNE.FJ 

8903220037 

XPORTLIC 


BROWN.E A 

8902210240* 

50 259 

P 

BLOCHP B 

8903230023 

50 443 

6 

BOZOKI.G E 

8903030124* 

TOPREP 


QROWN.E A 

0903240184 

50 443 

J 

BLOCH.P B 

8903230243 

50 443 

G 

BRACH.ew 

8902280072 

REVIEW GR P 

BROWN, Q A 

8903140158* 

50 275 

O 

BLOCH, P B 

8903290153 

50 443 

G 

BRACH.EW 

0002280389 

TOPREP 


BROWN.R E 

8003100522 

50-213 

F 

BLOCK.M L 

BD02240347 

50 267 

R 

BRACH.E W 

8903200122 

OA999 


BROWN. R M 

8902140412* 

50 259 

P 

BLOCK.M L 

8903220109 

60 267 

B 

BRACH.E W 

0903200452 

aA999 


BROWN. S 

8902 2801 57 

50 322 

Q 

BLOSSER 

8002230364 

50 483 

F 

BRACH.EW 

8903210072* 

50 282 

O 

BROWN. S. 

8903100372 

PRM 


BLOSSER.J 

8903100586 

50 463 

F 

BRACH.E W 

0903240053 

REVIEW QR P 

BROWN,S. 

890318027$ 

50-322 

P 

BLOSSER.J D 

8903020410 

50 463 

S 

BRACH.E W. 

8903240155 

PT21 


BROWN.SW 

8902200254 

SO 322 

P 

BLOSSER.J D 

8903150180 

60 483 

R 

BRADFORD. J D 

8903210325 

WASTE MGT 

BROWN.SW 

8903230486 

50 322 

P 

0LO8SER.J D 

8903230 194 

50 463 

S 

BRADFORD. J 0 

0903210325 

WASTE MGT 

BROWN.SW. 

8903270169 

50 322 

F 

BLOSSEH,J D. 

8903240156 

71-9222 


8RAOFORD.W H 

8903270396* 

50 400 

0 

BROWN.WR. 

6902140450* 

SO-259 

P 

BLOUGH.AR 

8902230556 

50 367 

P 

BRADHAM.O S 

8902240205 

50 395 

s 

BROWN, W R 

8902140463* 

50 259 

P 

BLOUQH.A R 

8902230572 

50-387 

Q 

BRAOHAM.O S, 

8902270205 

50 395 

s 

BROWN.WR 

8902150009* 

$0 259 

P 

BLOUGH.A R 

8902230594 

50 387 

P 

BRADHAM.O S 

0902280S35 

50 395 

R 

BROWN.W R 

0902150038* 

50 250 

P 

BLOUGH,A R 

8903010186* 

FOIA 


BRADHAM.O S 

8903080190 

60 395 

H 

BROWN.W R 

8902150305* 

60 250 

P 

BLOUGH.A R 

8903060046 

50 293 

R 

BRADHAM.O S 

O0O3C6O239 

50 395 

F 

BROWN.W R 

8902150392* 

60 259 

P 

BLOUGH.A R 

6903070032* 

50-293 

0 

BRADHAM.O S 

8903090077 

50-395 

Q 

BROWN.W R 

8002150401* 

50 259 

P 

0LOUGHA R 

89030B0543 

50-293 

R 

BRADHAM.O S 

8903130571 

50-395 

F 

BROWN.W R 

6002160464* 

50 259 

P 

SLOUGH, A R 

8903210202* 

50-367 

0 

BRADHAM.O S 

8903150054 

50 305 

Q 

BROWN.W R 

8902160181* 

50 259 

P 

BLOUGH.R 

8902280377 

50-293 

S 

BRADHAM.O S 

8903150208 

50-395 

P 

BROWN.W R 

8902160186* 

50-259 

P 

BLOUGH.R 

8903030293* 

50-293 

Q 

BRADHAM.O S 

8903150326 

50 395 

O 

BROWN.W R 

8902160171* 

50 259 

P 

BLOUGH.R 

8903030306* 

50-293 

0 

BRAOHAM.O S 

6903200001 

50 395 

1 

BROWN.W R 

8902160176* 

50 259 

P 

BLOUGH.R 

8903140661 

50-293 

S 

BRAOHAM.O S 

890-3200074 

SO 395 

R 

BROWN.W R 

8002210001* 

50 259 

P 

0LOUNT.P.F 

6903090333 

50 280 

R 

BRADHAM.O S 

8903210014 

50 395 

V 

BROWN.W R 

8902210011* 

50-259 

P 

BUUBAUGH.R E 

8903090475 

40-3453 


BRADHAM.O S 

8903220093 

50-305 

R 

BROWN.W R 

0992210010* 

50 259 

P 

BLUBAUGRR E 

8903210334 

40 3453 


BRADHAM.O S. 

6003220164 

50*395 

R 

BROWN.W R 

6902210095* 

50 259 

P 

BLLIE,L A 

6903200083* 

50 305 

R 

BRAOHAM.O S 

8903230335 

50 395 

S 

BROWN.W R 

8902210162* 

50 259 

P 

BLUMBERQ.NJ 

8903070085* 

50 247 

Q 

BRAOHAM.O S 

8903230353 

60-395 

S 

BROWN.W R 

8902210305* 

50 259 

P 

BLUMBERG.f^ J 

6903140655* 

50 353 

0 

BRADHAM.O S 

8903240273 

50*395 

P 

BROWN.W R 

8902210308* 

50 259 

P 

BLUMBERQ.NJ 

8903210391* 

50*322 

Q 

BRADHAM.O S 

8003280154 

50-395 

R 

BROWN.W R 

6902210327* 

50-259 

P 

BOCANEGRA.R 

8903000078* 

50 315 

Q 

BRAOHAM.O S 

8903280107 

50 305 

Q 

BROWNINQ.n E 

8903240998 

WASTE MGT 

BOCANEGRA.R 

8903270370* 

50 440 

0 

BRADIEY.E J 

6003200032 

50 171 

1 

BROWNING, B E 

8903070168 

WASTE MGT 

BOCKHOLO.G 

8903210311 

60 424 

V 

BRADLEY.E J 

8903200072 

50 352 

1 

BROWNING. RE, 

8903240314 

WASTE MGT 

BCXJKHOLD.J 

8903200172 

50 424 

P 

BRADV.F W 

8903240061 

50-275 

P 

BRUSKE,S J 

6903030295 

NUREG 


BOEHME.W F, 

8903010359 

PR 


BRAM.S B 

8903010039 

50 247 

R 

BRUSKE.SJ, 

8903280339 

NUREG 


BOGER.B A 

8902090266* 

50-346 

P 

BRAM.SB. 

8903100381 

50-247 

H 

BRUSVEN.A 0 

8903130403 

50-263 

1 

0OGGS,D A 

8903010190 

50-312 

1 

BRAM.S B 

8903130345 

50-247 

P 

BUCHANANJ 

6003010102* 

50 320 

P 

BONANO.E J 

B903140040 

WASTE RES 

BRAM.S B 

8903 130360 

50 247 

Q 

BUCKELY.B C 

8002270251 

50-280 

P 

BONANO.E J. 

8903160365 

WASTE RES 

BRAM.SB 

8003140166 

50 3 

R 

BUCKLEY.B C 

6903020463 

50 280 

P 

BONETT.D M 

8902230427 

50 250 

R 

BRAM.S 8 

8903150042 

50*247 

P 

BUCKLEY.B C 

8903130176 

SO 280 

P 

BONGIOVANNI.A 

8903060216* 

50 346 

Q 

BRAM S B 

8903150043 

50 247 

P 

BUCKLEY.B C 

8003200441 

50-280 

P 

BONGIOVANNI.A 

8903240149* 

50-315 

Q 

BRAM.S B 

8903150046 

50-247 

Q 

BUCKLEY.B C 

B9Q3240341 

SO 280 

P 

BONNETT.D W 

8903240172 

50 250 

R 

BRAM.S B 

6903150060 

50 247 

Q 

BUCKLEY.B C 

8903270370 

50 280 

P 

BOOK.H E 

B903020413 

PR 


BRAM.S B 

8903160366 

60*3 

R 

BUCKMAN,F.W 

0611070188 

50 255 

K 

BOOKER.J E 

8902240244 

50 458 

P 

BRAM.SB 

8903210017 

50 247 

V 

BUCKNELL.D 

8903160370 

50 265 

S 

BOOKER,J E 

8902280115 

50 458 

S 

BRAM.S B 

8903210314 

50-3 

F 

BULLOCK,TL 

8903060156 

WASTE MGT 

BOOKER.J E. 

6902260246 

SO 458 

5 

BRAM S B 

8903230093 

50 247 

S 

BUMPUS.8 E 

B90320O3QB 

NUREG 


BOOKER.J E. 

8903020716 

50-458 

Q 

BRAM.S B 

6903270188 

50-247 

S 

BUNDY.H F 

0903060195’ 

50 285 

Q 

BOOKER.J E 

8903030022 

50-458 

R 

BRAM.S B 

6903270356 

50 247 

F 

BUNDY, H F 

8903140506* 

50 498 

0 

BOOKER.J E 

8903030067 

50 458 

F 

BRANCH, M W 

8903200321 * 

50 390 

Q 

BUNTING.JO 

6002240083 

WASTE MGT 

BOOKER.J E 

8903030085 

50-458 

S 

BREOEMAN.B 

8903030216 

PR 


BUNTING.JO 

6003030227 

WASTE MGT 

BOOKER.J E 

8903030458 

50 458 

F 

BREGNI.U P 

8612010196 

50 341 

S 

BURACZEWSKl.S 

6003010356 

50 305 

H 

BOOKER.J E 

B0030 80235 

50-458 

H 

BRENDEL.S 

8903170369 

PR 


BURCH.R.H 

8903170176* 

60 160 

Q 

BOOKEfl.J E 

8903090161 

50 458 

F 

BRESLAU.B 

8902270487* 

50-324 

0 

BURDICK.TM 

8903090074* 

50-483 

V 

BOOKER.J.E 

6903090248 

60-458 

P 

BREWER ST 

6903280372 

PR 


BURDOIN.J.F 

8902280170* 

50-528 

Q 

BOOKER.J E 

8903100556 

60-458 

P 

BREY H L 

8902260064 

50 267 

p 

BURGER.CW. 

8002270418* 

50.424 

C 

BOOKER, J E 

8903130363 

50 458 

P 

BREY.H.L 

6903020648 

PR 


SURGER.JA 

8Q03090268* 

WASTE MGT 

BOOKER.J E 

8903130657 

50 458 

R 

BREY.H U 

8903080285 

50-267 

H 

BURGESS. 8 

8003070012 

50.255 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

GURGESS.e L 
BURGESS, B L 
BURGESS, B L 
BURKHARDT.L 
BURKHARDT.U 

8903090427* 

8903140532* 

8903140668* 

8903060099 

8903070025 

50-315 

50-255 

50-255 

50-410 

50-410 

Q 

O 

Q 

P 

S 

CAHILL.W J 

CAHILL. W J 
CAHILL.W J 
CAHILL.W J 
CAHILL.W J 

8903150535 

8903170248 

8903170255 

8903170268 

8903200230 

50 445 
50-445 

50 445 

60 445 

50 445 

S 

S 

S 

A 

Q 

CALLAN.L J 

CALLAN.L J 

CALLAN.L J 

CALLAN.L J 
CALLAN.LJ 

8903200196 

8903210443 

8003210470 

0903220170 

Q003220160 

50-285 

50-267 

50-458 

50-498 

50 482 

Q 

0 

Q 

Q 

Q 

BURKHARDT.L 
BURKHARDT.L 
BURKHARDT.L 
BURKHARDT.L 
BURLING, TM 

8903090279 

8903140487 

8903140648 

8903170118 

6903200116 

50-220 

50-220 

50-220 

50-410 

PRM 

P 

Q 

0 

Q 

CAHILL.W J 
CAHILL.W J 
CAHILL.W J 
CAHILUW J 
CAHILL.WJ 

6003210195 

8903210461 

0903220023 

8903220268 

8903220276 

50 445 

50 445 

50 445 

50 445 

50 44$ 

A 

A 

A 

S 

A 

CALLAN.L J 

CALLAN.L J 

CALLAN.L J 

CALLAN.L J 

CALLAN.L J 

B903220214 

8903220345 

8903230064 

0903230118 

0903280007 

SO 402 
50-458 
50-498 
50-313 

50 45B 

Q 

Q 

Q 

Q 

Q 

BURLY.W.C 

8UBLY.W,C 

aURNETT.P.T 

BURNETT.P.T 

burnett.pt 

8903100090 
8903100479 
8609040 125^ 
8902280100* 
8903210264* 

50 362 

50 277 

50 327 

50 416 

50 424 

R 

R 

Q 

Q 

Q 

CAHILL.WJ 
CAHILL.WJ 
CAHILL.WJ 
CAHILL.W J 
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NUREG 

NUREG 

NUREG 

NUREG 

NUREG 


CLINE. W.E 
CLINE.W E. 
CLINE.W E 

CLINE, W E. 
CLINE.W E 

60-200 

60 280 

50 338 
50-339 

60 200 

F 

R 

R 

P 

Q 

CHERY.O L 
CHESNUTT.SW 
CHESNUTT.W 
CHESTNUTT.S.W 
CHEVERTON.R D. 

6903150544 

8903010333 

0903010278* 

0902240203 

0903090048 

WASTE MGT 

50 267 S 

50 213 H 

50 267 S 

NUREG 

CLINE.W.E 
CLINE.W E 
CLINE.W e, 
CLINE.W E 
CLINE.W.E 

50 280 
60*336 
50-338 

50 280 

60 336 

P 

P 

F 

V 

Q 

CHILDS, WV. 

CHILDS, W.V 
CHILK.SJ 

CHILK.SJ. 

CHILK.S J 

0903130170 

0003130235 

6902230255 

8002230280 

8902240170 

60-333 

60-333 

10CFR 

10CFR 

60-277 

S 

S 

P 

GLINE.WE 
CLINE.W E. 
CLONINQER.TH 
CLONINGER.TH, 
COCKFIELD.DW 

50 339 
50-280 
TOPHEP 
TOPREP 
TOPREP 

Q 

V 

CHILK.SJ 

CHILK.SJ 

CHILK,SJ 

CHILK.S.J. 

CHILK.SJ 

8902270376 

0902270632 

8003010234 

8903030137 

6903090110 

10CFR 

10CFR 

50-322 

PR 

SO 322 

Q 

P 

COCKFIELD.DW 

COCKFIELD.DW. 

COCKFIELD.DW 

COCKFIELD.DW 

COCKFIELD.DW 

PR 

TOPREP 

50-286 

50-443 

50 443 

P 

T 

T 

CHILK.SJ 

CHILK.SJ 

CHILK.SJ 

CHILK.SJ. 

CHILK.SJ 

0903100153 

8903100332 

8903100364 

0903100531 

0903150036 

50 322 

PR 

PR 

PR 

10CFR 

G 

COCKFIELD.D.W 

COCKFIELD.DW. 

COCKFIELD.D.W 

COCKFIELD.DW 

COCKFIELD.D.W 

50 443 

50 443 

PR 

PH 

50-382 

T 

T 

R 

CHILK,SJ 

CHILK.SJ 

CHILK,SJ 

CHILK.S J 

CHILK.S J 

0903160105 

0903170000 

8003170000 

8903170025 

8903170377 

50 142 

SO 443 
60-443 

60 443 

50 490 

Q 

G 

Q 

Q 

P 

COCKFIELD.D.W 
COCKFIELD.D W, 
COE,D 

COGSWELL, S M 
COGWILL.M.G, 

50-382 

60-219 

60 416 
60-416 

60 416 

R 

S 

R 

F 

Q 

CHILK.S J. 
CHILK.SJ. 

CHILK.S J 

CHILK,S J. 
CHILK.SJ 

8903200222 

8903200239 

8603210140 

8603210260 

B903220117 

10CFR 

10CFR 

50-322 

10CFR 

10CFR 

P 

COGWILL.M Q. 
COLAVITO.TJ 
COLBURN, T,Q. 
COLBURN.T.G. 
COLBURN.T Q 

60 416 
60-416 
60 416 
50 416 
60 416 

H 

S 

R 

R 

Q 

CHILK.SJ 

CHILK.S J. 
CHILK.S.J 
CHILK,SJ. 

CHIUK.S J 

0903220383 

8003230016 

8903230019 

8903230102 

0903240094 

50-209 
60-443 
50 445 
PR 

10CFR 

P 

G 

G 

COLfiURN.T.Q 
COLBURN.TQ. 
COLB URN, T.Q 
COLBURN.TQ 
COLBURN.T.Q, 

60-416 
50 416 

1 60-416 

i 50 416 
60-416 

1 

5 

S 

Q 

R 

CHILK.S.J, 

CHILK.SJ, 

CHILK.SJ 

CHILK.SJ. 

CHILK.SJ 

8903240249 

8003270084 

6903270099 

0003270141 

8903290120 

PRM 
50-320 
50 322 
60 443 
50 320 

G 

G 

Q 

Q 

COLE.R.E 
GOLE.RE 
COLENTTA.J. 
COLEY, J.L. 
COLLING S.S P. 

' 50-416 

1 50 416 

f 60-416 

Q 

Q 

Q 

CHINN.OJ 

CHIRAMAL.M 

CHO,J. 

890328030B 

0OO3O6OO3(] 

8903170241 

i NUREG 
I* ORQ 

BO 443 

G 

COLLING S.S P. 
COLLI NQS.S.P 
COLLINGS.S P 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8003280347 

NUREG 


0903140297* 

50 250 

Q 

B90224O141 

50-237 

P 

8902240147 

50 454 

P 

8902240233 

50 373 

P 

B902270374 

50-254 

P 

0902280088 

50 295 

P 

8902280351 

50 237 

P 

6903090137 

50-454 

P 

0903140410 

50 454 

P 

8903140208 

NUREG 


0903220038 

50 397 

S 

8903140185* 

SO 520 

a 

8903200146* 

QA999 


8903270409* 

CONTRACT 


8903070166 

PR 


B90308003B 

50-10 

H 

8903100371 

50-171 

P 

8903270358 

50 256 

F 

B902280037* 

50-206 

Q 

0903080553 

NUREG 


0902270204* 

50-20 

P 

8902240076 

50 219 

Q 

6903080466 

60 352 

P 

0903130238 

60-352 

P 


0903140004 50 353 A 

8903 220408 50 352 P 

0903230218 50 353 A 

8903230427 50 133 I 

6903220312* 70-143 

8903130300 50 245 S 

8903130361 50-330 8 

8903080263* SO 324 P 

8903060267* 50 324 P 

8903160342 70-27 


6903030347 70-143 
89O3OBOO50 50 416 
890321 02 50 50 416 
0903210257 50-280 
8G032 10358 50 424 


F 

Q 

F 

Q 


0903210366 
890321 0389 
0903210438 
8903210451 
8903220306 

8003220320 

0903220472 

8903270048 

8903270061 

8903270070 

0903270325 

0903270383 

0903010159 

8903090397 

8902230124 

8002230492 

B902230507 

8002280045 

0902200053* 

8903010010 

8003030071 

8903030074* 

&903030390 

0903090165 

8903090311 

0903100204 

8903160430 

0903060150* 

8903000420 

0903100136 


70-143 
70 1161 
70-27 

50 336 F 
70-143 

50 338 F 

50-348 Q 

50 369 F 

60 413 F 

50 269 F 

BO 400 Q 

60 424 Q 

BO-410 P 

50 416 P 

60*344 P 

60 344 P 

60 344 P 

60*344 P 

60 344 P 

50*344 P 

50*344 P 

60-344 P 

50-344 H 

60-344 P 

50-344 Q 

50-344 R 

60-344 F 

50 628 Q 

PR 

WASTE RES 


8903230397* 

8903270323* 

0903210274* 

8903230388 

0903230395* 

8903230402 

8903230498 

0903230499* 

8903240092* 

8903270190 


WASTE MGT 
71-07 

50 483 P 

50-440 P 

50 440 P 

60 440 P 

60-440 P 

50 440 P 

60-331 P 


8903030022 60*458 R 
8903230009 60 450 R 
8903130605 60-307 R 
0903200346* 60*259 Q 
0903030372 40 8829 


0903060091 

8903220004 

0903220169 


40 6943 
40-6029 
40 8829 



312 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

COLLlNS.a L 
COLLINS.DM 
COLLINS, M E 
COLLINS, SJ 
COLLINS. PJ 

d90J2a0339 

8903240076 

8610220344’ 

8903030320’ 

8903030324’ 

NUHEG 

50^261 

50 302 

50 293 

50 293 

O 

s 

p 

p 

COOLEY.CR 

COOPER.J 

COOPER.M D 
COOPER.R W 
COOPER.R W 

0903210312 

G90223053S* 

0903080523 

0903010004* 

0903030510 

WASTE MGT 

50 302 0 

50 312 H 

50 461 0 

60 455 0 

CRLENJAK.R V 
CROCKER, D W 
CROCKER. L P 
CROCKER.L P 
CnOCKER.L P 

6903240344* 

0903010044* 

6903010267 

8903020030 

8903170242 

50-250 

50 322 

50 321 

50 321 
bO 321 

P 

T 

P 

P 

P 

COLLINSES J 

COLLI NS, SJ 
COLLINS, SJ 
COLLINS.SJ 
COLLINS.SJ 

6903030328* 

6903030334* 

8903070029 

8903280034 

8903280044 

50 293 
50-293 
50-293 

50-54 

50-97 

p 

p 

0 

p 

p 

COOPER.H W 
COOPER.R W 
COOPER.R W 
COOPER.R W 
COOPER.R W 

8903080107 

8903080196 

8903080211 

0903080214* 

0903090306 

50-440 

50 237 

50 249 

SO 249 

50 483 

Q 

Q 

O 

Q 

Q 

CROCKER.L P 
CROCKER.L P 
CROCKETT, S 
CROCKETT, S 
CROCKETT.S 

0903230478 

0903270321 

6903200359* 

8903200365* 

8903200369* 

60-321 

50-321 

50 293 
50-293 
50-293 

P 

P 

F 

F 

F 

COLLINS.SJ 
COLLINS.SJ 
COLLINS.SJ 
COLLINS.SJ 
COLLINS, S J 

8903280070 

6903280183 

8903280165 

8903260201 

8903280205 

50-193 

50-184 

50-225 

50-199 

50-20 

p 

p 

p 

p 

p 

COOPER.R W 
COPELAND.R A 
CORMIER.C 
COSLOW.BJ 
COSLOW.B J 

8903130332 

8903280038 

6903220356 

B903020440* 

8903240030* 

50 454 Q 

TOPREP 

WASTE MGT 

50 412 P 

50 445 A 

CROCKETT, S. 
CROLEY.B G 
CROLEY.B G 
CROLEY.B G 
CROLEY.B G 

0903200374* 

8903150029 

8903150035 

8903170146 

8903200440 

50-293 

50 312 

50 312 
50-312 
50-312 

F 

F 

0 

S 

P 

COLLI NS.S J 

COLLI NS.S J 

COLLI NS J R 
COLLOPYJJ 
CONALAS.R A 

89032B0209 

8903200224 

8902270683* 

8903160068 

9903070041 

50-5 

50-57 

70-143 

70-371 

50-293 

p 

p 

R 

COSS.H D 

COSS.H D 

COS S, HD 

GOTTEN, P R 
COTTEN.P R 

8903160260 
8903160264 
8903160267 
6903000227* 
8903140 676* 

50 317 
50-317 
50-317 

70 36 

70 36 

F 

F 

F 

CROLEY.B G 
CROLEY.B G 
CROLEY.B G 
CROSBIE.KL 
CROSBIE.K L 

8903210117 

8903220101 

8903240182 

8902270670 

8903100424 

50 312 

50 312 

50 312 

70-1359 

70-1359 

Q 

P 

P 

CONKUN.C 

CON LON .T 
CONLON.T 

CON LON J E 
CONLON.T E. 

8903100460* 

8903140296* 

8903150402* 

S903010322* 

6903240279* 

50-293 

60-269 

50-250 

60-425 

50 335 

Q 

Q 

Q 

Q 

0 

COTTER.B P 
COTTINGHAM.D 
COTTLE, WT 

COTTLE. WT 
COTTLE.WT 

8903230117 

8903060042 

8902280241 

0903020-337 

8903020437 

50-250 

ORG 

50 416 

50 416 

50 416 

G 

P 

P 

P 

CROTEAU, R 

CROWE.0 

CROWLEY, B 

CRUNK.S L 

CRUNK.S L 

6903020283* 

8903140353* 

8902270413* 

8902240172 

6902240328 

50-369 Q 

WASTE MGT 
50-327 Q 

50 312 R 

50*312 R 

CON NELLY, S R 
CONNER.TB 
CONNERS, HJ 
CONNQRS,H J 
CONRAN, J 

0903080315 

8903070227 

8902260494* 

8903200427* 

B902280234* 

50 440 P 

PR 

50-369 Q 

60-244 P 

REVIEW GR P 

COTTLE.WT 

COTTLE.WT 

COTTLE.WT 

COTTLE.WT 

COTTLE.WT 

6903030079 

8903030093 

8903030100 

BQ03060062 

8903130305 

50 416 

50 416 

50 416 
50-416 

50 416 

P 

n 

p 

Q 

p 

CRUNK, S.L 

CRUNK.S L 

CRUSE.C H 
CRUTCHFIELD.D 
CRUTCHFIELD, 0 

8903030075 

8903230094 

8903200227 

6903060102 

0903060184* 

50 312 

50 312 
50-317 
50-327 
50-327 

F 

R 

S 

Q 

Q 

CONSTABLE.G L 
CONSTA0LE,Q L 
CONSTABLE,G L 
CONSTABLE.G L 
GONTe.n J 

8903030414* 

8903060192* 

8903140529* 

8903170424 

8903030002* 

SO 298 

SO 458 
58-298 
50-208 

SO 352 

Q 

Q 

O 

0 

V 

COTTLE,WT 
conuE.w T 
COTTLE.WT 
COTTLE.WT 
COTTLE.WT 

8903140148 

8903170035 

0903170210 

8903170227 

8903200349 

50 416 

50 416 

50 416 
60-416 
50-416 

p 

p 

R 

P 

P 

CRUTCHFIELD.D 
CRUTCHFIELD.D. 
CRUTCHFIELD.D 
CULBERSON.DG, 
CULLEN. EJ, 

8903090036 

8903000040* 

6903280006 

6903280081 

0902270015 

50-445 

50 445 
TOPREP 
70-364 
50-352 

Q 

Q 

J 

CONTE.R J 

CONTE, R.J 
CONWAY, J 
CONWAYJ.T 
CONWAY, W F 

8903070054* 

8003220410 

6903140226 

8903060102* 

6902230427 

50 322 V 

50 352 V 

WASTE MGT 

50 410 P 

50-250 R 

COTTLE.WT 

COULEHAN.VR 

CQULEHAN.V.R 

COURTEMANCHE.S 

COWQ1LL,C 

8903270333 

8903150500 

8903150504 

6903170291 

0903060109* 

50-416 

50-266 

60-286 

laE 

50-219 

P 

S 

s 

Q 

CULLEN, EJ 
CULLOTTA.RA 
CUMMING.W.R 
CUMMINQ.WR 
CUNNANE,J C 

8902280330 

8903090012* 

8903100163 

8903170077 

0903020428 

50 171 J 

50 305 P 

50-322 T 

50-322 T 

WASTE MGT 

CONWAY,WF 
CONWAY, WF 
CONWAY,WF. 
CONWAY, W.F 
CONWAY ,WF 

8902280007 

8902260316 

8902280528 

6902280542 

6903010086 

50 250 

50 250 

SO 250 
50-250 
50-250 

s 

s 

s 

p 

Q 

COWGILL.C, 
COWGILL,C.J 
COWGILL.C J. 
COWQILL.CJ 
COWQ1LL.CJ 

8903140679* 

8902240010 

6902240015 

6903130136 

0903130162 

60-289 

60-146 

50-289 

50-219 

50-289 

Q 

P 

Q 

Q 

R 

CUNNINGHAM.A L 
CUNNINQHAM.A L 
CUNNINGHAM.G E 
CUNNINGHAM.G E 
CUNNINGHAM.G E 

8902270120* 

8902270634* 

8903150014 

6903150362 

8003150365 

50 416 

50 424 
50-73 

50-16 

50 183 

Q 

Q 

F 

R 

R 

CONWAY.WF 

CONWAY.W.F 

CONWAY.WF, 

CONWAY.WF. 

CONWAY.WF. 

8903010115 

8903020096 

8903060039 

6003070017 

6903080035 

SO 335 

50 335 

50 335 

50 335 
50-335 

P 

F 

P 

R 

P 

COWGILL.C.J. 
COWGILL.C J 
COWGILUCJ 
COWGILL,M G 
COWQ1LL,M G 

8903130186 
8903200330 
8903210307* 
0903210112 
8B032I01 18* 

60-289 Q 

50-219 0 

60 244 0 

WASTE RES 
WASTE RES 

CUNNINGHAM.G E 
CUNNINGHAM.G.E 
CUNNINQHAM.J L 
CUNNINGHAM.A E 
CUNNINGHAM.R E 

8903150407 

8903280165 

6903020199 

8902280162 

8903080362 

50-70 

70-754 

PR 

50 3 

PROJ 

R 

Q 

CONWAY.W F. 
CONWAY.W F. 
CONWAY.W F 
CONWAY.W.F, 
CONWAY.WF, 

8903080070 

8903080132 

6903080228 

6903080277 

6903090308 

50-335 

50-250 

PR 

50-250 

60-250 

R 

Q 

S 

P 

COWLES.R B. 
COWLES, R B 
CHANWELL.R M. 
CRANWELL.R M. 
CRANWELL,R.M 

8902280367 

8903100297 

0902270682 

0903240340 

8903270086 

50 354 S 

50 354 S 

WASTE RES 
WASTE RES 
WASTE RES 

CUNNINGHAM.R E 
CURLEE.N J. 
CURRAN.D 
CURRAN.O 
CURRAN.D 

6903130522 

8902280494* 

8903170059 

8903170059 

8903170060 

70-1257 

50-369 

50-271 

50-271 

50-271 

Q 

Q 

G 

G 

CONWAY.W F. 
CONWAY.W.F 
CONWAY.W F 
CONWAY.W.F, 
CONWAY.WF 

8903090413 

8903100271 

8903100394 

8903160005 

6903150009 

50-335 

50-260 

50-250 

50-335 

50-335 

R 

R 

Q 

0 

P 

CREAQER.R.E 

CREEO.J. 

CREED.J R 

CREED.J R 

CREED.J R 

8603280361 

0903100311 

8903010012* 

8903070043* 

8903080408* 

NUREQ 

50-155 

50 331 
50-315 
50-295 

S 

Q 

Q 

Q 

CURRAN.D 

CURRAN.D. 

CURRAN.D. 

CURRAN.D 

CURRAN.D 

6903170080 

8903170087* 

8903170087* 

8903290209 

8903290209 

50-271 

60 271 
50-271 
50-443 
50-443 

G 

G 

G 

G 

Q 

CONWAY.W.F 
CONWAY.W F 
CONWAY, W,F 
CONWAY.WF 
CONWAY.W F 

8903160024 

8903150078 

8903150100 

8903160464 

8903170081 

50-389 

50-250 

50 250 
60-250 

50 250 

P 

R 

0 

R 

R 

CREED^JR 

CREED^J.R 

CREED.J R 

CREEL, GC 
CREEL.QC 

890320 0202* 
8903270231* 
0903280231* 
8902230514 
8902280082 

50 461 

50 373 

50 483 
60-317 
60-317 

Q 

Q 

Q 

Q 

R 

CURTIS.N 
CURTIS.T.D. 
CZACHOR.R F. 
GZACHOR.R F 
D’ANGELO. A. 

8903200042* 

8903010425 

8903010371 

8003010409 

8902280550* 

50-171 

PR 

PR 

PR 

50 312 

1 

Q 

CONWAY.W F 
CONWAY.WF. 
CONWAY.W.F 
CONWAY.W F, 
CONWAY.W F- 

8903170094 

0903170102 

8903170402 

8903200022 

0903210172 

50-369 

60-335 

60 260 
60-261 
60-369 

P 

F 

P 

S 

Q 

CREeL.G C 
CREEUG.C 

CREEL.G C 

CREEL.G C 

CREGL.Q C 

00030 1 0015 
6003020632 
8903080530 
8903100477 
6903140336 

50 317 
50-317 
50-317 

PR 

50-317 

R 

P 

Q 

Q 

D’ANGELO, T. 

OAHLBERG.K. 

DAHLBERG.K, 

DALEY.WJ. 

DALEY.WJ 

8903000207* 

B902270B81 

8903240107 

6903230076* 

8903230076* 

50-312 

50-220 

50 220 
60-443 
50-443 

Q 

R 

R 

Q 

G 

CONWAY.W.F 
CONWAY.W F. 
CONWAY.W.F, 
CONWAY.WF. 
CONWAY.W.F 

8903210386 

8903220020 

8903220185 

6903220479 

8903230277 

60-250 

60 250 

50 335 
50-335 
50.250 

S 

R 

P 

P 

P 

CREEL.Q C. 
CREEL>GC 

CREEL.G C. 

CRE6L.G a 
CREEL.Q,C 

8903150226 

6903160220 

8903160228 

6903220051 

6903220436 

60-317 

50-317 

60-317 

60-317 

50-317 

R 

P 

V 

8 

R 

DALINQ.P M. 
DALY.D.Q. 
DAMON.DJ 
DAMON.D.L 

DAMON, D.L 

8903060040 

8903090384 

8903090074* 

8902140494* 

8902150064* 

NUREG 

60-237 

50-483 

50-259 

60 259 

S 

V 

p 

p 

CONWAY.W.F. 
CONWAY.W F, 
CONWAY.W.F, 
CONWAY.WF 
CONWAY.W F. 

6903230203 
6903230302 
6603 2401 72 
8903270286 
8903280104 

50 250 
50-335 
50-250 
50-335 

50 250 

S 

P 

R 

F 

S 

CREEL.Q.C 
CRELLIN.G L, 
CBESCENZO.F 
CRIBBE.T.E 
CRIBBE.T.E 

8903230297 

0903290440* 

8903130113 

0903010122 

6903130561 

50-317 

50-324 

50-322 

60-277 

50-277 

Q 

P 

S 

S 

s 

DANCE.H 
DANCE.H.C 
DANIELSON, D.H 
DANIEUSON.DH 
DANIELSON.D H 

8903270396* 

8903100568 

8903030513* 

8903080191* 

B9030B0203* 

50-400 

60-324 

50 456 
50-440 
50-237 

Q 

P 

Q 

Q 

Q 

COOK,G C. 
COOK.G.C 
COOK.GC 
COOK,G,C 
COOK.QC 

8903230274 

8903230274 

8903290145 

8903290146 

8903290151 

60-443 

50-443 

50-443 

50 443 

60 443 

G 

G 

G 

Q 

G 

CRIBBE.TE 
CR1B0EJ E. 
CRIST.M.L, 
CRLENJAK,J. 
CRLENJAK.R 

89031 404B3 
8003140576 
6903210249 
8903090251 
8903020065* 

50-277 

50-277 

50-360 

50 389 
= 60-302 

s 

s 

s 

8 

Q 

DAFDEN.T 

DAVID, S A 

DAVID.W F. 

DAVID, W,F. 

DAVIS.A B 

8903210369 

8903000427 

8902200259* 

8902280266* 

8903010011 

l&E 

50-273 H 

XPORTLIC 
XPORTLIC 
50-295 Q 

COOK,G C. 
COOK,J, 

COOK.W. 

6903290161 

8003150030 

8903060171 

50 443 

50 333 

60 410 

G 

R 

S 

CRIENJAK,R V, 
CRLENJAK.R,V 
CRLENJAK.R.V 

6902270494* 

8903090167 

8903140063' 

■ 50-260 
50-302 

■ 50-335 

Q 

Q 

Q 

DA VIS, A B. 
DAVIS.A.B 

DAVIS.A B. 

8903080031 
8903090206 
B0031 60090 

50-256 

60-373 

60-373 

Q 

P 

S 
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DAVIS.A B 

8903^60113 

50 373 

P 

DICK.G F 

8903130240 

50 498 

P 

DROMERICK.AW 

8903010013 

50 219 

P 

DAVIS.A B 

6903500200 

50 461 

Q 

DICK.G F 

6903130250 

50 496 

P 

DROMERICK.AW 

8903130313 

50 219 

P 

DAVIS.A B 

09033100^9 

50 346 

0 

DICK.G F 

6903 130264 

50 499 

P 

DRONKERS. J J 

6903140237* 

WASTE MGT 

DAVIS.A B 

000331 04 S2 

50 341 

Q 

DICK.G F 

8903130355 

50 496 

P 

DRUQARJ 

6903150003 

50 334 

R 

DAVIS.A B 

8903320044 

50*155 

0 

DICK.G F 

0903130359 

50 498 

P 

DRYER.C 

0903210040 

TOPREP 


DAVIS.A B 

0903320509 

60 331 

0 

DICK.G F 

8903220307 

50 499 

P 

DUTEMPtE,0 J 

8903060024 

WASTE MGT 

DAVIS.D A 

89Q32800SO 

NUREG 


DICK.G F 

0903220501 

50 496 

P 

DUGSTAD.D 

8903200323 

50 202 

R 

davis.dk. 

0903080215 

PR 


DIGUS.G J 

8903020271 

PR 


DUKAKIS.M S 

8903140282* 

60-299 

U 

DAVIS.F G 

0903020009 

PR 


OIEOERICH.G 1 

8903140602 

50-206 

S 

DUNN.G A 

8902240366 

50 440 

R 

DAVIS, G M 

8903010279 

50 362 

S 

DIEDERICH.G J 

8902240345 

50-374 

S 

DUNN.GA 

8903130049* 

50 440 

S 

DAVIS.G M 

0903150507 

50*382 

S 

OIEOERICH.G J 

8902200506 

50 374 

S 

DUNN, G A 

8903130064* 

50 440 

S 

DAVIS.J J 

0903240035 

50 238 

P 

DIEDERICH.G J 

8902280543 

50*373 

S 

DUNN.GA 

8903210440 

50 440 

fl 

DAVIS.J W 

0903020231 

PR 


DIEDERICH.G J 

6903100013 

50 374 

S 

DURR.J P 

8902230257 

50 317 

Q 

DAVIS, M J 

8D03210113 

50-528 

S 

OIEOERICH.G J 

8903100275 

50 374 

S 

DURR.J P 

8902230435 

50 339 

Q 

DAVIS, M L 

0903030295 

NUREG 


DIEDERICH.G J 

0903140627 

50 373 

S 

DURR.JP 

8902230462 

60 286 

0 

DAVISON,^/ S 

8903130165 

50*397 

S 

DIEDERICH.G J 

3903140637 

50*374 

S 

DURR.J P 

6902230528 

60 219 

Q 

DAVISON.W S 

0903230301 

50*397 

s 

OIEOERICH.G J 

8903140647 

50-373 

S 

DURR.J P 

6903100011* 

60 289 

Q 

DE AGAZIO,A W 

0903230147* 

50*263 

p 

DIEDERICH.G J 

0903140656* 

50-10 

R 

DURR.J P 

8903200025 

50-244 

Q 

DE MAISQN.BP 

8903080539 

50-346 

F 

DIEDERICH.G J 

09031 40G71 

50-374 

S 

DURR,J P 

6903200260 

50-269 

Q 

DEAN.R A 

Q9Q301O106 

toprep 


DIEDERICH.G J 

6903140609 

50-374 

S 

DURR,JP 

6903220460 

50 352 

P 

DEAN.R S 

8903140089 

NUREG 


DIEDERICH.G J 

8903150036 

50-373 

s 

DYEKMAN.G K 

6903130392 

50 460 

H 

DE0AUCHE.S E 

0903020245 

PR 


OIEOERICH.G J 

8903150461 

50-373 

s 

DYSON.R 

6001260132* 

50 317 

U 

DECKER,! R 

6902270107 

50-400 

Q 

DIEDERICH.G J 

0903210191 

50-373 

s 

EARNEST, A B 

8003200210* 

50-298 

Q 

DECKER,! R 

8902270120 

50-416 

Q 

DIEDERICH.G J 

0903210460 

50 374 

s 

EASTBURN.M R 

6903130395* 

50 416 

P 

DECKER,! H 

8902270121* 

50-416 

Q 

OIEOERICH.G J 

0003220081 

60 374 

s 

EBNETER.SD 

6903070046 

50 317 

Q 

DECKER.! R 

0902270186 

50 424 

Q 

DIEDERICH.G J 

8903230475 

50 373 

R 

ECKERT.W J 

B903010227* 

50 237 

P 

DECKER. TR 

8903270376 

50-269 

Q 

DIETZ, C R 

0612310170 

50 324 

R 

ECONOMOS.N 

0902260046* 

50 261 

Q 

DECKER,! R 

0902270387* 

50 269 

Q 

DIGGS.R M 

8611030503 

50-54 

F 

EGONOMOS.N 

890-3240303* 

50-302 

Q 

DECKER,! R 

0903270420 

50 413 

F 

DIGNAN.T G 

8903100148 

50 443 

G 

EDFORS.J P 

8903060065 

FOIA 


DECKER.! fl 

8902270464 

50*338 

Q 

OIGNAN.T G 

8903100148 

50 443 

G 

EDGE.W E 

8902240200 

50 416 

R 

decker,! R 

6003270626 

50 424 

Q 

DIGNAN.T G 

6903130205 

60 443 

T 

EDGE.W E 

6903220084 

50 416 

R 

DECKER.! R 

8902270679 

70 143 


DIGNAN.T G 

8903 130205 

50 443 

T 

EDGEWORTH, e J 

S903010116* 

CONTRACT 


DECKER,! R 

6902260301 

50 335 

Q 

d;gnan,t,g 

0903170037 

50 443 

G 

EDGEWORTH. P J 

8902230511* 

CONTRACT 


decker.tr 

8903020193 

50*324 

Q 

DIGNAN.T G 

0903170057 

50 443 

G 

EDGEWORTH, PJ 

0902240113* 

CONTRACT 


DEGKER.T.R 

8903030526 

50 280 

F 

DIGNAN.T G 

0903170161 

60*443 

G 

EDGEWORTH.P J, 

0903060011* 

CONTRACT 


DECKER,! R 

8903090164 

50 416 

Q 

DIGNAN.T G 

0903170161 

50-443 

G 

EDGEWORTH, PJ 

8903100365* 

CONTRACT 


DECKER.! R 

0903090343 

50 160 

0 

DIGNAN.T G 

6903170193 

50 443 

G 

EDGEWORTH.PJ 

8903130167* 

CONTRACT 


DECKER,! R 

6903090365 

50 424 

Q 

DIGNAN.T G 

8903170193 

50-443 

G 

EDGEWORTH, PJ 

0903140683* 

CONTRACT 


DECKER.! R 

6903100356 

50 424 

Q 

OIGNAN.TG 

00032200B2 

50-443 

G 

EDGEWORTH.PJ 

8003150050* 

CONTRACT 


DEGKER.T.R 

8903100429 

50 261 

Q 

DIGNAN.T G 

0903220082 

50-443 

G 

EDGEWORTH.PJ 

0903270319* 

CONTRACT 


DECKER.! R 

6903140051 

50*400 

Q 

DIGNAN.T G. 

8003220009 

50*443 

Q 

EDGEWORTH.PJ. 

0903270369* 

CONTRACT 


DECKER,! fl. 

6903140073 

50*280 

Q 

DIGNAN.T Q 

0903220000 

50 443 

G 

EDGEWORTH.PJ 

0903270409* 

CONTRACT 


DECKER,! R 

8903200197 

70 27 


DIGNAN.T G 

8903220102 

50 443 

G 

EOGEWORTH.P.J 

0003270417* 

CONTRACT 


decker.tr 

6903200207* 

70 27 


DIGNAN.T G 

8903220102 

50-443 

G 

EDGEWORTH.P J 

8003270419* 

CONTRACT 


DECKER,! R 

6903200302 

70 143 


DIGNAN.T G 

6903230058 

50 443 

G 

EDGUWORTH.P J 

8903260004* 

CONTRACT 


decker.tr 

6903200362 

50 413 

F 

DIGNAN.T G 

0903230056 

50 443 

Q 

EDGEWORTH.PJ 

8903260235* 

CONTRACT 


DECKER.! R 

8903240012 

50 346 

Q 

OIIANNI.OC. 

8903230140 

50 282 

P 

EDISON, GE 

8903080355 

50 250 

P 

decker.tr 

890327Q420 

50 348 

Q 

DILLICH.J C 

6903090457 

PR 


edisohge. 

0903150342 

50 250 

P 

DECKER,! R 

8903200119 

50-413 

F 

DIMEQUO.A F 

6903070136 

50 193 

P 

EDISON, GE 

8903210051 

50-250 

P 

DEDDENS.JC 

8902280376 

50 458 

Q 

DIMENNA.R A 

6003140164 

NUREG 


EDISON.G E. 

0903230109 

50 250 

P 

DEDDENS.JC 

8903030458 

50 456 

F 

D1NQELL.J D 

8903000004 

PR 


EDLES.G J 

0903200166* 

FOIA 


DEDDENS.JC 

0003090167 

50 458 

Q 

DIPALO.AJ, 

8903090352 

ORQ 


EDMUNDS.CC 

B0032004S4* 

FOIA 


DEDDENS.J C 

8903140264 

50 466 

Q 

DIRCKS.W J 

0405160013* 

FOIA 


EDMUNDS.CC 

0903200450* 

FOIA 


DEDDENS.J C 

B903230216 

50 458 

Q 

DIRENZO.Pl 

0903230276 

XPORTUC 


EDMUNDS.CC 

0903200460* 

FOIA 


DEDDENS.JC 

8903280158 

50 45B 

S 

DIXS0N.6 R 

0903210124 

WASTE MGT 

EDWARDS.DW 

0903080252 

50 271 

H 

GEELSNYDER.L 

8903220137 

50-254 

R 

DOCTOR, P G 

8003200277 

NUREG 


EDWARDS.NW 

0902200474* 

50-925 

Q 

DEER IN WATER 

8903010394 

PR 


DOCTOn.PG 

8903260281 

NUREG 


EENIGENBURG.E 

89022-10267 

50 249 

S 

defayette,r 

8903260035* 

50-346 

Q 

DODA,R J 

8903200116 

l&E 


EENIGENBURG.E 

8902200006 

50 237 

s 

DEFAYEHE.RW 

8903160102* 

50 403 

Q 

DODA.R J 

0903210235 

l&E 


EENIGENBURG.E 

8002200406 

50 10 

R 

DELGEORGE.L 0 

8903010090 

50-254 

Q 

DODDS.J 

8902150023* 

60-259 

P 

EENIGENBURG.E. 

8903080155 

50-237 

S 

DELGEORGE.L 0 

B903060246 

50 464 

Q 

dooge.r E 

8902270392 

50 244 

R 

EENIGENBURG.E. 

0003090160 

50-10 

n 

deluqatti,m 

8903010101 

WASTE MGT 

oodge.fi E 

8903210455* 

50-244 

R 

EENIGENBURG.E 

8903090384 

50-237 

s 

DELLIGATT1.M 

6903220024 

WASTE MGT 

DOERFLEIN.L T. 

8903030314* 

50-293 

P 

EENIGENBURG.E 

0903130676 

50-237 

s 

delligatti,m. 

8903230136 

WASTE MGT 

DOHERTY, W. 

6903280107 

PRM 


EENIGENBURG.E 

0903130683 

60 237 

s 

DELLIGATTI.M S 

6903150547 

WASTE MGT 

DOJL.C 

6903230180 

50 295 

S 

EENIGENBURG.E. 

0903140460* 

50-10 

R 

DELLIQATTI.M S 

8903150546* 

WASTE MGT 

DOMINQUEZ, D 

6903070133 

PR 


EENIGENBURG.E 

0903160099 

50 237 

s 

delliqatti.m.s 

6903220426 

WASTE MGT 

DONLON.WJ 

8612240206 

BO 410 

H 

EENIGENBURG.E 

8903210021 

50-237 

s 

DELRUE,J. 

8610220335* 

50-302 

S 

DONLON.WJ 

6903150169 

60-220 

P 

EENIGENBURG.E 

B9032 20078 

50 237 

s 

DEMAISON.B P 

6903220468 

50 346 

F 

OONOVAN.R W, 

8903170111 

50-443 

T 

EENIGENBURG.E. 

8003220239 

50-237 

R 

DEMPSEY,! M 

8903160052* 

50*219 

P 

OORSEY.M 

8903270366 

CONTRACT 

EFFAN.C.R 

0903010344 

PR 


DENIO.LL 

8903020362 

70-1308 


DORWiCK.K 

8003140669 

50-374 

S 

EUNJ 0. 

6903060198* 

50-312 

V 

denton.h R 

8903270413 

WASTE MGT 

DOST1E.PJ 

6903080517 

60 309 

P 

ELLECK.K A 

8903170037* 

50 443 

G 

DESAI.K 

8903210276 

TOPREP 


OOSTIE.P.J. 

5903080554 

50-309 

P 

ELLIOT.W.T 

8002150406’ 

50-259 

P 

DESAIN.G 

6903060430 

PR 


DOTSON.PJ 

0903030322 

NUREG 


ELUOTT.WT 

8902150276* 

60 259 

P 

DETAMORE.M B, 

8903020047* 

50 367 

P 

DOUGHTY, J. 

8903130041 

60-443 

P 

ELLIS.DW. 

6003070040 

60-203 

s 

DEVOE,M J. 

B903080263* 

50 324 

P 

DOWNtNQ,H 

8003240259 

PR 


ELL1S.D.W. 

6003220205 

50*293 

s 

DEVOE.M J> 

8903060267* 

50*324 

P 

OOYLEJ 

8903130693 

50 450 

s 

ELLIS.D.W 

8003220269 

60-293 

s 

DEWITT, R B 

661 02701 05* 

60 255 

P 

DOYLE .J 

8903220195* 

60-445 

A 

ELLIS.Q R 

6003140071* 

50 443 

P 

Dl P0NZ1E,M.E. 

8903010241 

50-10 

F 

OOYLE.J E 

6903240253 

PR 


ELUS.J. 

8003220180 

50 445 

A 

DIAMOND, E 

8903100379 

50*266 

S 

DOYLE, W.T 

8903010377 

PR 


ELUS.J 

8003230272 

60-445 

A 

DICHARRY.R 0. 

8903240131 

71-9050 


DRAGOUN,T, 

8903020522 

50-244 

S 

ELUIS.SJ 

6903130312* 

50-443 

T 

DICK.G 

8903100060 

60*499 

P 

DRAWBRIDGE, B L 

8003030472 

50-29 

P 

EUUS.SJ 

8903130309* 

50 449 

T 

DICK,G F 

8902230519 

60*498 

P 

DRAWBRIDGE, B L 

8903100362 

60*20 

Q 

ELMS.A U. 

6003240231 

SO 420 

R 

DICK.G F 

8902230650 

50-496 

P 

DRAWBRIDGE.B.L 

8903230178 

50*29 

O 

ELMS, A, L 

8903270174 

60 429 

R 

01GK,G.F 

8902260310 

50-498 

P 

DRAWBRIDGE,B L 

8903260106 

50-20 

P 

ELMS.A L. 

6903270186 

60 423 

R 

DICK.G F 

8903020007 

50-498 

P 

DREYER.EW 

0903150400 

60-938 

R 

ELROD, S. 

6902270164* 

60 259 

Q 

D1CK.Q F. 

B9031 30220 

50-498 

P 

DROM ERICK, AW 

8902230463 

50-219 

Q 

EIWARD.TW 

8903100582 

60-155 

R 

DICK.G F 

8903130232 

60*498 

P 

DRQMERICKAW 

8902240021 

50 219 

Q 

ENDRISS.CR 

6003090374 

60 352 

S 
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ENDHISS.CR 

3903090435 

50-352 

S 

FAIHTILE.M B 

8903220134 

50 2 71 

P 

FITZPATRICK.E 

6903000111 

50-219 

R 

ENOHISS.Cft 

0903090443 

50-352 

S 

FAIRTILE.M B. 

8903220293 

50 2 9 

P 

FITZPATRICK.E 

6903090303 

50 219 

R 

ENDRISS,Cft 

8903150137 

50-352 

S 

FAIRTILE.M B 

8903230072* 

50 2 71 

G 

FITZPATRICK.E 

0903130356 

50-219 

Q 

ENDRISS.CFI 

8903210399 

50-352 

S 

FAIRTILE.M B 

8903230072* 

50 271 

e 

FITZPATRICK.E 

0903220287 

50-219 

Q 

ENDRISS.CR 

8903230114 

50-352 

s 

FAIRTILE.M B 

8903240289 

50 29 

p 

F1TZPATR1CK.E 

8903230086 

50-219 

R 

ENDRISS.cn 

8903270059 

50-352 

s 

FAIRTILE.M 8 

0903200230* 

50 271 

G 

FITZPATRICK, E 

8903230238 

50-219 

Q 

ENGELHARDT.R E 

8903160253* 

WASTE 

MGT 

FAIRTILE.M B 

6903290230* 

50-271 

G 

FITZPATRICK, E 

8903230320 

50-219 

S 

ENGLAND.LA 

8902280101* 

60-458 

S 

FANNON.M M 

6903240271 

WASTE RES 

FITZPATRICK.R 

8903030124* 

TOPREP 


ENG LAND, LA, 

8902280115 

50-458 

s 

FANTACCr.C L 

8903130657 

50 456 

R 

FITZPATRICK.B 

690314020B 

NUREG 


ENGLAND.L A 

8903030085 

50 458 

s 

farque.se 

8903100231 

PR 


FLAHIVE.R 

8903210170 

50-455 

S 

ENGLAND.L A. 

8903140013 

SO 458 

s 

FARRELL.E 

8902270401 

50-447 

J 

FLANDERS.H E 

0903160133* 

60 361 

P 

ENGLAND, LA 

8903140654 

50 458 

s 

FARRELL.E 

6903080514 

60 146 

J 

FLETCHER, R.G 

0903270319* 

CONTRACT 


ENGLAND.L A 

8903210089 

50 456 

s 

FARRELLS P 

6903010250 

50 341 

H 

FLINGOU.C. 

8903060194 

XPORTLIC 


ENGLAND.L A 

8903220366 

60 458 

S 

FASCELL^O B. 

6903130229* 

SO 250 

H 

FLINGOU.C, 

8903090106 

XPORTLIC 


ENGLAND.LA 

8903240060 

50 45B 

S 

FAULKENBERRY.B 

6902270459 

50 275 

Q 

FLOMEflFELT.D 

8903230382 

PR 


ENGLE.L B 

8902230855 

60338 

p 

FAULKNEN.M R 

8902230364 

50-483 

F 

FLOWERS.F D 

8903070138* 

XPORTLIC 


ENQLE^L B 

8902240293 

60 338 

p 

FAULKNEN.M R 

890323 0470 

60-483 

F 

FLOWERS.F D 

6903000353* 

XPORTLIC 


ENGLE,L B 

8902270615 

50-338 

p 

FAULKNER.MR 

8903100586 

50-483 

F 

FLOWERS.F D 

8903090348 

XPORTLIC 


ENGLE.L B 

8903230401 

50-280 

p 

FAW.R E 

8903130662 

50-188 

F 

FLOWERS.F.D 

8Q03230390* 

XPORTLIC 


ENGLE, L B 

6903240996 

50-33 Q 

p 

FAW.R e 

8903210351 

50-188 

S 

FLOWERS, F.D 

0903230396* 

XPORTLIC 


ENNIS, J. 

6902270689 

50 413 

s 

FAY.CW 

8902270090 

50-266 

S 

FLYNN, FX 

8903010393 

PR 


ENTERLINE,Q P 

8903060412 

PR 


FAY.C W 

0903010047 

50-266 

P 

FLYNN.HJ 

8903010078 

60-443 

G 

ERICKSON. P,B 

8903200420 

ORG 


FAY.C W 

6903010376 

50-266 

P 

FLYNN.H J 

8903010085* 

50*443 

G 

ERICKSON. R A 

0002240992 

50 344 

p 

FAY.C.W 

8903010429 

50-266 

H 

FLYNN.HJ 

8903170293 

50-443 

G 

ERICKSON.R A 

8902240194 

60 344 

p 

FAY.CW 

8903030037 

50-266 

P 

FLYNN.H J 

B9031 70301* 

50*443 

G 

ERLER^B A 

8903240196 

50 390 

A 

FAY,C,W 

6903030490 

50-266 

R 

FLYNN.H J 

8903270163 

60*443 

Q 

ERNSLM L 

8902270195 

50 269 

O 

FAY.C.W 

6903000089 

60-266 

fl 

FLYNN.MJ 

6903030294 

CONTRACT 


ERNST,W L 

8902270645 

50-269 

Q 

FAY.C W 

69030804B4 

50-266 

R 

FOGARTY.E.P 

0902210205 

50*352 

F 

ERNST.M L 

8902270651 

50-338 

Q 

FAY.CW 

0903100201 

PR 


FOGARTY, E P 

8903020540 

50*352 

S 

ERNST.W L 

6902289113 

SO 424 

P 

FAY.C W 

6903130010 

50-266 

F 

FOGARTY, E P 

8903160018 

50*352 

S 

ERNST, MX 

89022801 19 

50-340 

F 

FAY,CW 

8903130398 

60-301 

S 

FOGARTY, E P 

8903220005 

50*352 

F 

ERNST,M L 

6903020974 

50-302 

Q 

FAY.CW 

8903140347 

60-301 

Q 

FOGARTY, E P 

8903220416 

50*277 

F 

ERNST, MX 

0903020QBO* 

50-302 

Q 

FAY.C.W. 

8903160042 

50-266 

R 

FOLEY, WJ. 

6903 140009 

NUREQ 


ERNST,ML 

6903029161 

50 330 

Q 

FAY.C W 

6903160285 

60-266 

P 

FORD,EJ 

0903060192* 

50*468 

Q 

ERNST.MX 

8903090031 

50-302 

Q 

FAY.CW 

6903210022 

50-266 

P 

FORGETTE.TE, 

8903140214 

50*317 

F 

ERNST,MX 

8903090076 

50 281 

Q 

FAY.CW 

6903260167 

50-266 

P 

FORGETTE,TE 

8003240132 

60-317 

F 

EflNSLM L 

8903090007 

50 280 

P 

FEEHAN.J D 

8903200046* 

50-171 

1 

FORM AN, J L 

8903020004 

PR 


ERNST,W.L 

8903099095 

50 260 

Q 

FEIGENBAUM.TC 

8903100266 

50-443 

G 

FORMAN,P. 

6903200332* 

50-293 

F 

ERNST.M L 

8903099099* 

50 250 

Q 

FEIQENBAUM.TC 

8903100286 

60-443 

Q 

FORNEY.W 

0903140611 

50-373 

S 

ERNST.MX 

8903090150 

50 302 

P 

FEIGENBAUM.TC 

8603170191 

50-443 

G 

FORNEYW.L. 

0903060201 

60-373 

Q 

ERNST, M.L 

8903090172 

60 280 

O 

FEROtNAND.B 

8903030359 

40 6905 


FORNEY,W.L 

8903090370 

60 454 

Q 

ERNST.M L 

8903100414 

50 324 

P 

FERDINAND, B. 

6903090394 

40 BB05 


FOSTER. H 

8903080149 

70-1161 


ERNST.MX 

8903130287 

50 259 

Q 

FERGUSON.B 

8903010241 

50-10 

F 

FOWLER.W. 

8903260068* 

60-321 

H 

ERNST.M L 

8903150084 

50 395 

O 

FERGUSON, J.C 

8902280204 

40-1162 


FOX.C H 

8903100269 

50-269 

Q 

ERNST.M L 

6903150492 

50 261 

Q 

FERLAND.EJ 

0903200050* 

50-171 

1 

FOX.C H 

6903230332 

50-390 

A 

ERNST.MX 

6903160494 

50 413 

Q 

FERNANDEZ, W, 

8902280027 

50 333 

Q 

FOX.E.F. 

B9030303B5* 

60 443 

Q 

ERNST.M L 

6903160407* 

50 413 

Q 

FERNANDEZ, W. 

8903020497 

60 333 

P 

FOX.G H 

B9030B0261 

PR 


ERNST.M L 

8903170065 

50-336 

Q 

FERNANDEZ, W 

8903130179 

SO 333 

S 

FOX, MX 

8903280321 

NUREQ 


ERNST.M L 

6903200167 

50-269 

Q 

FERNANDEZ, W 

6903130235 

60-333 

s 

FRANE.JJ 

8902150057* 

50-259 

P 

ERNST.M L 

6003200310 

50 348 

Q 

FERNANDEZ, W 

8903150030 

50-333 

R 

FRANK, C.M. 

6903130312* 

60*443 

T 

ERNST.M L 

8903210272 

50 261 

Q 

FERNANDEZ.W 

8903220500 

60-333 

Q 

FRANK.G M. 

0903130312* 

60-443 

T 

ERNST.MX, 

8003240120 

50-395 

Q 

FERmS.RH 

89032S0277 

NUREQ 


FRANK, CM 

6903130396* 

60*443 

T 

ERNST, M.L 

8903240123* 

60-395 

O 

FERRIS.RH 

8903280281 

NUREQ 


FRANK, C.M. 

0903130369* 

60 443 

T 

ERNST.M L, 

6803240238 

60-413 

Q 

FERST6R.A 

6903230145 

60-271 

G 

FRANKS.OK 

8803170106* 

50*323 

Q 

ERNST.M 1 

6903240242-‘ 

so 413 

Q 

FERSTER.A 

8903230145 

60-271 

G 

FRANKS, O.K. 

8903280222* 

60*323 

Q 

ERNST.M L 

6903240343 

60-250 

P 

FERSTER,AC 

0903170 087* 

50-271 

G 

FRANTZ.S.P. 

0903170278 

50-260 

G 

ERNST.M L 

8003240346 

70-27 


FERSTER.A.C. 

0903170087* 

60-271 

G 

FRANTZ.SP. 

0903170278 

60-260 

G 

ERTLE.aF 

8902270407 

50*440 

J 

FEY.F L, 

8903140115 

50-263 

R 

FRANTZ.S.P. 

8903230031 

60-250 

G 

ESGHELS.C 

8903010414 

PR 


FEY.FL 

0903200431 

60-202 

R 

FRANTZ.S P, 

8603230031 

50-250 

G 

ESELGROTH.PW. 

6902230185 

50-247 

V 

FIEQENBAUM.T.C, 

0903200145 

50-443 

G 

FRANTZ.S.P, 

6903230046 

60-250 

Q 

ESELQROTH.PW. 

6902230680 

60-309 

V 

FIELD.J. 

0610220335* 

50-902 

S 

FRANTZ.S.P. 

0903230046 

60-250 

G 

ESELGROTH.PW, 

8903100496* 

50-336 

Q 

FIERCE .A a 

0903170121 

50 443 

G 

FRANTZ.S.P 

6603290165 

$0-250 

G 

ESELQROTH.PW 

8903200175* 

50-223 

V 

FIERCE, A R 

0903230266 

60-443 

G 

FRANTZ.S P, 

8603290185 

60-260 

G 

ESELGROTH.PW 

8903220363 

50-244 

V 

FIERCE, A a 

0903290174 

50-443 

G 

FRANZ.D D 

8603280316 

NUREG 


ESKmOQE.H E 

8902230277 

70-36 


FILLION.PF 

8903240279* 

50-335 

Q 

FRANZ.D.D. 

6903260351 

NUREG 


ESPENAN.G D. 

8903100196 

50-382 

H 

FINEMAN.C P 

8902020412* 

SO 296 

P 

FREORICKSON.P 

8903080104 

$0-338 

S 

EVANS.M. 

6903030289* 

50-293 

P 

FIORE LU.G, 

8903060158* 

50-528 

Q 

FREDRICKSON, P 

6903130270* 

$0-280 

Q 

EVANS.M 

6903030273* 

60-293 

P 

FIRLIT.J F 

0902240300 

50-312 

Q 

FREEMAN, E.B. 

8602270206* 

50 462 

F 

EVANS, M.G 

0903140655* 

50-353 

Q 

FIRLIT.J F. 

0903080046 

60-312 

S 

FREEMAN.M D. 

8903060117 

40-8768 


EVANS.P K. 

0902210003* 

50-259 

P 

FIRUT.J F 

0903220396 

50-312 

s 

FREEMAN.M D. 

6903220194 

40-8906 


EVERETT,R J 

8902280334* 

50-458 

Q 

FIRLIT.J F 

8903230037 

50-312 

p 

FREEMAN, PA 

8903240095 

$0-423 

S 

eVERETT,R J. 

8903060067* 

60 482 

Q 

FIRUT.J F. 

8903270304 

60*312 

p 

FREEMAN.PA 

B9032400Q5 

60-423 

S 

EVeRETT.RJ 

8903060096* 

60-285 

Q 

FIRLITJ.F, 

6903090463 

60-312 

s 

FRENCH, F. 

8903240196 

PRM 


EVERETT,R.J, 

8903060127* 

SO 267 

Q 

FIRSCH.RR. 

B90224O324 

60-265 

p 

FRICK.TM. 

0903200427* 

50-244 

P 



fin PQft 

Q 

FIRTH, E.G 

6902200546 

50-352 

V 

FRIZZLE.C.D. 

$902230642 

$0-309 

P 




Q 

FISH.R 

8903230010 

50-275 

F 

FRIZZLE,C.D 

8602270385 

60-309 

P 




0 

FISH.R F, 

8902280054* 

SO-206 

Q 

FRIZZLE.CD 

8903100081 

60-309 

P 




Q 

FISH.R F 

6903140168* 

50-275 

Q 

FRIZZLE, C D. 

6903130203 

60-309 

P 




H 

FISH.R F. 

8903160421* 

50-142 

Q 

FRIZZLE.CD 

. 8903170233 

50-309 

Q 





FISH.R F 

090322023$ 

60-528 

F 

FROTHINQHAM,J 

6003220231 * 

60-309 

P 





FISHMAN.J 

8903240239 

PRM 


FROUNFELKER.R. 

8603010422 

50*165 

J 





FISK.R H. 

890224016$ 

XPORTLIC 


FROUNFELKER.R. 

8903010493 

60*156 

J 





FITZGEnALO.D.M 

890324026$ 

60-316 

S 

FROUNFELKER.R, 

8903020172 

50*265 

J 





FITZPATRICK, E. 

8902230464 

50-219 

S 

FROUNFELKER.R. 

6903020192 

60*255 

J 





FITZPATRICK.E 

B902280473 

60*219 

Q 

FROUNFELKER.R. 

8903020272 

60*265 

J 





FITZPATRICK.E 

8903020599 

50*219 

Q 

FRYE,J H. 

6603170907 

60*322 

Q 





FITZPATRICK.E 

8903030151 

50*219 

P 

FRYE.J H 

6609260221 

5P-277 

Q 





FITZPATRICK.E 

8003030183 

60 219 

S 

FUJIMOTO.WH 

$002230477- 

50-276 

F 



PERSONAL AUTHOR INDEX 315 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FUJIMOTO.W H 

8003100053 

50 133 

R 

FUJIMOTO.W H 

B903 130702 

50-275 

R 

FUJIMOTO.W H 

8903210065 

50-275 

F 

FULLER, C H 

8902240293 

50 267 

S 

FULLER.C H 

8902240347 

60 267 

R 

FULLER. C H 

8903010006 

50-267 

P 

FULLER.C H 

8903010333 

50 267 

S 

FULLER.C H 

8903220109 

50 267 

R 

FUNK.D E 

8903070043’ 

50-315 

0 

FURIA.J 

8903200163* 

50-286 

Q 

GAD.R K 

6903100194 

50 271 

G 

GAD.R K 

0903100194 

50-271 

G 

GAD.R K 

8903100218 

50-271 

G 

GAD.R K 

0903100218 

60 271 

G 

gadIr K 

8903100227* 

50 271 

G 

GAD.R K 

8903100227* 

50 271 

G 

GAD.R K 

0903290131 

50 271 

G 

GAD.R K 

0903290131 

50 271 

G 

gad!r K 

8903290138* 

50-271 

G 

GAD.R K 

8903290138* 

50 271 

G 

GAGNER.S F 

8902270664 

WASTE MGT 

GAINES, R E 

8903280342* 

50 259 


GALLAGHER.J W. 

8902230452 

50 352 

F 

GALLAGHER.J W 
GALLAGHER.JW 

GALLAGHER.J W 

B902230457 

8903000528 

8903100407 

50 277 

PR 

PR 

F 

GALLAGHER.J W 

8903140078 

50-352 

P 

QALLAGHER.JW 
QALLAGHER,JW 
GALLAGHER.J W 

8903140005* 

0903200148 

8903200264 

50 352 

50 277 
50-277 

P 

F 

0 


GALLAGHEB.JW 
QALLAGHER.J W 
GALLO, J 
GALLO.R M 
GALLO, R M 

GALLO.R M 
GALLO.R M 
GALLO.R M 
GALLO.R M 
GALLO.R M 

GALLO.R M 
GALLO.R M 
GALYEAN.WJ 
GALYEAN.WJ 
GALYEAN.WJ 

GANG.H 
GANIRCK.G 
GARCIA, E M 
GARCJA.PJ 
GARDE.B P 

GARDE.B P 
GARDE.B P 
GARDE.B P 
GARDNER, R N 
GARDNER.R N 

GARDNER.n N 
GARDNER, R N 
GARR)TY,J H 
GAUTAM,A S. 
GAVER.D P 

GAYLEY.R B 
GEARS.G E 
GEARS, G e 
QEARS.G E 
GEe,G.W 

GEORGE, J J 
GERRALO.L D 
GERRALD.L D 
GERRITY.C 
GERTMAN.D I 

GERTMAN.Dl 
GEnTMAN.DI 
GERTZ.C 
GERTZ.C p 
GERTZ.C P. 

GERTZ.C P 
G!ANNUZZI,AJ 
GIBBS.D J 
GIBBS, R R 
GIBBS, R R. 

GIBBS, R R. 
GIBBS.R.R, 
GIBBS, R R. 
GIBBS.R R 
GIBBS.R R 

GIBSON,AF. 
QIBSON.A F 
G1BSON.A.F 


8903200<i<17' 

6903210322 

8903020478 

8902280067 

8903030001 

8903070052 

8903070063 

8903100072 

8903100490 

8903140643 

8903200167 

8903210387 

8903090022 

6903090032 

8903090033 

8903140092* 

6903150284 

8903160421* 

B903020700* 

8612050226 

0612050226 

QD03230275* 

8903230275* 

6903080218* 

8903090313* 

8903130338* 
8903230205* 
8903220231 * 
8903230205* 
0003030377 

0902230464 

8902280239 

8903030010 

8903100360 

8903230428* 

8903150073* 
6903060220 
8903230035 
09030301 82 
B903090022 

8903090032 

0903090033 

6903010352 

8003030477 

8903030485 

8903200388 

B902280474* 

8903080518 

0902140329* 

8902140375* 

89021403B8* 
8902140401* 
B9021 40414* 
8902210038* 
0902210279* 

8902270379* 

8903140326 

8903140329* 


60 277 
50 277 
PR 

50 289 
50 352 

50 322 
50 247 
50^286 
50 336 
60 353 

50-223 

50-322 

NUREG 

NUREG 

NUREG 


Q 

V 

V 
Q 
Q 
Q 
0 

V 
0 


50-390 Q 

XPORTLIC 
50-142 Q 

40-8902 
50-445 G 


G 

A 

A 

Q 

Q 

Q 

Q 

P 

Q 


50-445 
50-445 
50-445 
50-249 
50 403 

50 454 
50 461 
50-309 
50 461 
NUREG 

50 219 S 

60 260 P 

50 259 T 

60 260 P 

WASTE MQT 

WASTE MGT 
71 6581 
71-9217 
PR 

NUREG 

NUREG 
NUREG 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
60 325 Q 

50-327 H 

50 259 P 

50-259 P 


AUTHOR 


GIBSON, A F 
GI0SON.J 
GIBSON.L S 
GIESKE.J H 
GIGGEV.C A 

G1ITTER,J G 
GUTTER, JG 
GIITTER.J G 
gilbert.bg 

GILBERT.B G 

GI18ERT.BG 
GILBERT.L D 
GlLBERr,L D 
GILL.C F 
GILL.C F 

GILLESPIE, D 
GILLESPIE, F P 
GILLESPIE.F P 
GILLESPIE, F P 
GILMORE.W E 

GILMORE, W E 
GILMORE.W E 
GILRAY.JW 
GILRAY.JW 
GILRAY.J W 

GILRAY.JW 
GINSBERG.RJ 
GLASMAN.M M 
GLEASON.J P 
GLEASON, J P 

GLENN.C 
GLENN,C 
GLENN.C 
GLENN.C J 
6LENN.J, 

GLENN, J 
GLENN, J 
QLOERSEN.W B 
GLOERSEN.WB 
6OLD0ERG.J H 

GO LOB ERG, J H 
GOLDBERG.J H 
QOLOBERG.J H 
GOLDBERG.J H 
GOLDBERG.J H 

GOLDaERG.J H 
GOLDEN,J C 
GOLDEN.J C 
GOLDHARRY.J 
GOLDIN.E M 

GOLDSTON.D 
GOLLER.K R 
GONZALES, J 
GONZALEZ.D A 
GONZALEZ.D A 


ACCESSION SUBJECT 

number category 


890-3210434 50 269 

8903160061 50 336 

0903100329 50 315 

8902200553 * 50 244 

8903200250 50 309 


0902270136 

8903230130 

8903270261 

8903090022 

8903090032 


SO 305 
50 305 
50 305 
NUREG 
NUREG 


P 

R 

R 

O 

P 

Q 

P 

Q 


AUTHOR 


greenman.e g 

GREENMAN.E G 
GREENMAN.E G 
GREENMAN,E G 
GREENMAN.E G 

greenman.e G 
GREENMAN.E G 
GREENMAN.E G 
GREER.L 
□REEVES, J T 


8903090033 NUREG 
0002280287* 50 235 

8903230124 * 50 313 

8903060163* 50-346 

0903240301* 50-263 


50-259 
50-259 
50 269 
50-259 
60 269 


8903030203* 

0902010153 

0903030429 

8603090159 

8903090022 

8903090032 

0903090033 

8902240105 

8903030195* 

8903240284 

8903270164 

6903290435 

0903010314* 

0903230224 

8903230224 

8902230656 
0903020551 
8903080406 
6903 140056 
0903150055 

6903 170291 

8903210369 

0903090345* 

8903240017* 

8002280390 

8003030470 

8003080279 

0903100210 

0003210446 

09-03220002 

8903240250 

8903010241 

8903140027 

8902270323* 

8903020045 

6903070171 

9902270193* 

8903140509 

0903170105* 

0903280222* 


50-293 

ORG 

50-425 

50-425 

NUREG 


G RE EVES. J T 
Q G RE EVES, J T 

Q GREEVES.JT 

Q GREGER.L R 

Q GREGER.L R 


GREGER.L R 
GREGER.L R 
GREGER.L R 
GREGER.L R 
GREGER.L R 


M 

M 


NUREG 
NUREG 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
PR 

59 425 Q 

50 322 0 

50 322 G 

WASTE MGT 
REVIEW GRP 
WASTE MGT 
WASTE MGT 
l&E 


l&E 

l&E 

50-160 

50-348 

60-499 


Q 

Q 

P 

O 

P 

Q 

P 


50 499 
50 498 
PR 

50 408 
50 499 

PR 

50 10 I 

SO 10 I 

WASTE MGT 
PR 

PR 

50-20 
50-206 
50-323 
60-323 


P 

I 

Q 

Q 


GREGER.L R 
GREGER.L R 
GREGER.L R 
GREGER.L R 
GREGER.L R 

GREGER.L R 
GREGER.L R 
GREGER.L R 
GREGER.L fl 
GREGER.L R 

GREGER.L R 
GREGER.L R 
GREGER.L n 
GREGER.L R 
GREGER.L n 

GREGER.L R 
GREGER.L H 
GREGER.L R 
GREGER.L R 
GREGER.L R 

GREGER.L R 
GREGER.L R 
GREGER.L R 
GREGER.L R 
GREGER.L R 

GREGER.L R 
GREGER.L R 
GREGER.L R 
GREGER.L R 
GREGER.L R 

GREGER,L R 
GREGER.L R 
GREGER.n 
GREGG, RE 
GREGG, RE 


50 413 P 

BO-396 Q 

50 395 Q 


GOODEN.A 
GOODIN.RC 
GOODMAN.L S 
GOOSSEN,J E 
GORALSKI.G 

0903240127* 

89030D0507 

0903030029 

8902270309* 

8903230400 

60-395 

BO-10 

PR 

60-206 

60 255 

O 

H 

P 

R 

GREGG.R J 
QREGQ.R J 
GREGG.R J 
GREGG.R J 
GREGG .RJ 

GORDON.C Z 
GORMAN.J, 
GORTON, CT 
GOWDY.Q M 
GRACE.O N 

8903230305* 

0903140138 

8903010335 

8903200083* 

8903170230 

50 387 
NUREG 

PR 

50 305 
TOPREP 

Q 

R 

QREGQ.R J 
GREGG.R J 

greiner.se 

GREW.T F 
qridely.r 

GRACE,S R 
GRACE.S r 
GRACE,S R 
GRACE.S R. 
QRAHAM.CP 

8902280417 
B903060060* 
8003 170434 
8903200070* 
0903100284 

40 0904 
40-8905 
40-0004 
40-8584 
50-443 

G 

GR10LEY.R. 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEY.R- 

GRAHAM, CP 
GRANT.G 

QRANT.S 

GBAVES.D N 
GRAY.CM 

0903100284 
8903170320 
89 03000283* 
89032B00ir 
6903070114 

60-443 

50 271 

50 402 

50 458 
PR 

Q 

S 

P 

V 

gridley.r 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEY.R 

QRAY.D K 

GBAY.T C 
GREBEL.T 
GREBEL.T 
GREEENMAN.E G 

6902210458* 

8902210330* 

8903140504 

8903170155 

8903090432* 

SO 250 

50 259 

SO 323 
50-2/5 

50 315 

P 

P 

s 

s 

Q 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GREEN.DJ 
GREEN.W C 
GREENMAN.E G 
GREENMAN.E Q 

greenman.e G 

8903150133* 
861 1 1 20275 
0903010009 
8903070122 
8903090412 

50 361 

50 389 
SO 331 

50 346 
60 255 

P 

s 

Q 

0 

Q 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEY,R 

GRIDLEY.R 

GREENMAN.E G 
GREENMAN.E Q 

greenman.e G 

8903140522 

8903160189 

8903200026 

50-255 
50 341 
60-461 

0 

0 

Q 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8903210109 

50 346 

P 

6903220349 

50 155 

O 

8903240159 

50-205 

Q 

0903240162* 

50 295 

Q 

8903240261 

50 10 

P 

0903240263 

50 331 

Q 

8903270040 

50 341 

P 

8903280193 

so 268 

V 

8903010162 

50 443 

G 

8902280028 

WASTE MGT 

6903020165 

50 3 

0 

8003140162 

PROJ 


8903230437 

WASTE MGT 

8902200246 

50-237 

Q 

8903010126 

50-315 

Q 

69 03030250 

50-108 

Q 

8903060154 

50-346 

Q 

B903060160* 

50-346 

Q 

890306021 1 

50-456 

Q 

8903070013 

50-346 

0 

8903070042 

50 315 

Q 

8903070049 

50 461 

P 

8903070144 

SO 461 

F 

8903000074 

50 315 

O 

8903090276 

50 254 

0 


8903100316 50 263 F 

09031 404B5 50 295 Q 

8003160322 60 10 F 

6903200150 50 151 F 

8903210083 50-254 Q 

8903210184 50-165 F 

8903210263 50 155 F 

8903210269 50 10 F 

8903240200 70-1308 

8903240218 50 403 F 


8903240223 50 266 F 
890324022 9 50 295 Q 
8003240252 50-295 F 
8903240257 50 202 F 
8903240290 50 266 F 


8903240295 

8903240208* 

8903240304 

8903240300 

8903240312 

0903240313* 

8903270055 

8903270220 

8903270334 

0003270368 


50 263 Q 

50-283 Q 

50 283 Q 

50 346 Q 

SO 456 Q 

50-456 Q 

50-346 F 

50-373 Q 

50-456 Q 

50-440 Q 


8903270372 

09O32BO229 

8903100311 

8903030295 

0003280339 


50-373 
60-483 
50 155 
NUREG 
NUREG 


O 

Q 

S 


6902240004 

8902240083 

0902280365 

0903000550 

0003100390 


70-371 

70-371 

70- 371 

71- 9109 
70-371 


8903200062 

0003270354 

8003030322 

0903130312* 

8902200247 

8902240126 

8902270250 

0902200424 

8902280460 

8003010025 

8903020333 

6003020379 

8903070011 

8003070014 

8903070047 

8903070127 

0903080118 

8903000122 

0903080128 

8903080143 

8003090401 

0903100142 

8903100320 

8903100350 

8003100370 

0903130508 

8903130547 

8903140110 


70 371 
70-371 


60-260 P 

60-327 Q 

50-327 Q 

50 327 P 

50 250 P 

50 327 P 

50 390 A 

50-259 P 

50 300 S 

50-327 R 

50 390 S 

50-390 Q 

50-300 A 

50-260 P 

50-328 Q 

50 260 P 

60 259 F 

50-259 R 

50 250 Q 

50 390 A 

50 327 P 

60-390 C 

50-260 C 

70-2910 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

GRIDLEY.R 

8903150047 

50 43B 

Q 

HAGAN J 

8902240247 

50 354 

R 

HANLEY.D W 

8903030303* 

50 293 

P 

QRIDLEy.R 

8903150077 

50'390 

S 

HAGAN.J 

8902280367 

50 354 

S 

HANNEN.fl L 

8902240292 

50 331 

R 

GRIDLEY.R 

8903150119 

50-327 

P 

HAGAN.J 

8003100297 

50 354 

S 

HANNEN.fl L 

8903020553 

50 331 

S 

GRIDLEY.R 

0903160319 

50 327 

P 

HAGAN.J 

890310032B 

50 354 

R 

HANNEN.R L 

8903060001 

50 331 

S 

GRIDLEY.R 

B903 160329 

50 390 

A 

HAGAN T F 

8902240069* 

CONTRACT 

HANNEN.R L 

8903150444 

50-331 

S 

GRIDLEY.R 

8903160332 

50 390 

S 

HAGQERG.T 

8903220400 

PR 


HANNEN.R L 

B903210346 

50-331 

R 

GRIDLEY.R 

8903160459 

50 327 

P 

HAGEMAN.J P 

8002270450 

WASTE MQT 

HAN NON. J N 

8902270328* 

50 403 

P 

GRIDLEY.R 

0903170124 

50 327 

O 

HAGEY.H 

8903220503 

CONTRACT 

HANNON .J N 

8903230138* 

50 305 

P 

GRIDLEY.R 

8903200118 

50 269 

P 

HAGINS.E E 

8903170108 

50 271 

G 

HANNON ,J N 

8903270106 

50 305 

F 

GRIDLEY.R 

8903200153 

50 260 

F 

HAIflSTON.J M 

0903030436 

50 346 

R 

HANSEN. CH 

0903100203* 

50 271 

G 

GRIDLEY.R 

8903210300 

50 259 

P 

HAIflSTON.S B 

8903210154 

50 366 

S 

HANSEN.C H 

8903290154* 

50 271 

Q 

GRIDLEY.R 

8903210367 

50 259 

Q 

HAIRSTON.W G 

8902230479 

50 364 

R 

HARBOUR.J 

8903230009 

50 443 

G 

GRIDLEY.R 

8903210388 

50 390 

A 

HAIRSTON.W G 

6902230486 

50-348 

n 

HARBUCK.C C 

8903100044 

SO 313 

P 

GRIDLEY.R 

8903220494 

5Q 327 

P 

HAIRSTON.W G 

8902240121 

50-348 

s 

HARBUCK.C C 

8903130220 

50 313 

F 

GRIDLEY.R 

8903240011 

50 259 

P 

HAIRSTON.W G 

6902280003 

50 424 

s 

HARBUCK.C C 

8903220329 

50 313 

P 

GRIDLEY.H 

6903240022 

50 260 

P 

HAIRSTON.W G 

8902280016 

50 424 

p 

HARBUCK,CC 

0903230027 

50-313 

P 

GRIDLEY.R 

8903240038 

50 327 

P 

HAIRSTON.W G 

8902280257 

50 321 

R 

HARBUCK.C C 

8903230354 

50-313 

P 

GRi.DlEY,n 

8903240051 

50 391 

Q 

HAIRSTON.W G 

8902280307 

50 321 

F 

HAHDGROVE.T W 

0903060055 

40-2259 


GRIDLEY.R 

8903270008 

50 327 

Q 

HAIRSTON.W G 

8902280400 

50 424 

s 

HARDGROVE.TW 

0903210412 

40-2259 


GRIDLEY.R 

8903270019 

50 327 

P 

HAIRSTON.W G 

8902280465 

50 424 

s 

HARE.E 

0903230214* 

50 263 

V 

GRIDLEY.R 

8903270027 

50 327 

H 

HAIRSTON.W G 

8902280522 

SO 321 

Q 

HARE.E A 

D903D70000* 

50-106 

V 

GRIDLEY.R 

8003270037 

50 390 

S 

HAIRSTON.W G 

8903010197 

50 424 

Q 

HARENBERG.P 

0903090292* 

50 322 

u 

GRIDLEY.R 

8903270274 

50 259 

F 

HAIRSTON.W G 

0903010274 

50 340 

R 

HARLAN.C 

0903230331 

WASTE RES 

GRIDLEY,R 

8903270352 

50 390 

A 

HAIRSTON.W G 

6903010427 

50 321 

S 

HARLAN.C P 

0903230333* 

WASTE RES 

GRIDLEY.R 

8903270359 

50 260 

P 

HAIRSTON.W G 

8903020063 

50 424 

0 

HARLING.O K 

8903200102 

50 20 

s 

GRIDLEY.R L 

8902140261 

50 259 

P 

HAIRSTON.W G 

0903020596 

50-364 

P 

HARNESS.J.L 

0903010240 

50 324 

R 

GRIDLEY.R L 

8903020057 

50 327 

F 

HAIRSTON.W G 

8903020620 

50-348 

R 

HARNESS.J L 

6903000095 

50 325 

s 

QRIDLEY.R L 

8903080306 

50 327 

F 

HAIRSTON.W G 

8903030527 

50 340 

Q 

HARNESS.J L 

0903090169 

50 325 

s 

GRIDLEY.R L. 

8903220006 

50 259 

F 

HAIRSTON.W G 

0903000182 

50 321 

P 

HARNESS,J L 

6903090293 

so 325 

s 

GRIEPENTflOG.J 

8903210015 

STATE PRO G 

HAIRSTON.W G 

6903000257 

50 321 

P 

HARNESS.J L 

8903090294 

50 324 

Q 

GRIER, GW 

8903230242 

TOPREP 


HAIRSTON.W G 

0903060357 

50 424 

F 

HARNESS.J L 

8903140607 

SO 324 

R 

GRIFRN.8 L 

8903080201 

50 250 

H 

HAIRSTON.W G 

8903090213 

50 424 

R 

HARNESS.J L 

8903160086 

50-325 

S 

GRIFRN.WR 

8903080472 

PR 


HAIRSTON.W G 

6903090244 

60 424 

P 

HARNESS,J L 

8903160092 

50 325 

s 

GRIMES.BK 

0902240045 

ORG 


HAIRSTON.W G 

6003090264 

50 340 

Q 

HARNESS.J L 

8903200265 

50 324 

p 

GRIMES, BK 

8002270440 

PR 


HAIRSTON.W G 

6903090312 

50 -124 

R 

HARNESS, J L 

8903220374 

50 325 

s 

GRIMES.BK 

8903010255 

QA999 


HAIRSTON WG 

8903090320 

SO 424 

R 

HARNESS.J L 

8003220379 

50 325 

s 

GRIMES.BK 

8903200292 

REVIEW GRP 

HAIRSTON.W G 

8903090322 

50 425 

P 

HARNESS.J L. 

8903230185 

50-325 

S 

GRIMES.Ct 

8611050385' 

50-213 

P 

HAIRSTON.W G 

8903090341 

so 321 

S 

HARNESS.J L 

8903230240 

50-324 

s 

GRIMES.C.t 

8902240200 

50 445 

A 

HAIRSTON.W G 

8903000365 

SO 321 

S 

HARNESS.J L 

8903280160 

50-324 

s 

GRIMES.CI 

8902240206 

50 445 

A 

HAIRSTON.W G 

8903100134 

SO 321 

Q 

HARRIS.O R 

0903100333 

50-225 

s 

GRIMES.CI 

0903030192 

50-445 

F 

HAIRSTON.W G 

8903100211 

SO 321 

R 

HARRIS.J R 

8903010322* 

50-425 

Q 

GRIMES.CI 

8903270271 

50 445 

A 

HAIRSTON.W G 

8903100346 

50 321 

Q 

HAHRIS.J R 

8903150482* 

50-250 

Q 

GRIMSLEY.DH 

8903010099 

50 320 

P 

HAIRSTON.W G 

6903100360 

50 346 

H 

HARRIS.R E 

8903240135 

50-269 

P 

GRIMSLGY.D H 

8903010119 

FOIA 


HAIRSTON.W G 

8903100366 

so 321 

H 

HARRIS,! 

8903230240 

60-324 

S 

GRIMSLEY.DH 

8903030254 

50 293 

P 

HAIRSTON.W G 

000310045B 

50 346 

Q 

HARRISON.F 

0612310179 

50-324 

R 

GRIMSLEY.DH 

8903060035 

FOIA 


HAIRSTON.W G 

8903130602 

SO 321 

P 

HARRISON.F 

0903140587 

50 324 

R 

GRIMSLEY.DH 

8903060041 

FOIA 


HAIRSTON.W G 

8903150240 

50 424 

Q 

HAnRISON.J. 

0003140511 

50-373 

S 

GRIMSLEY.DH 

8903060051 

FOIA 


HAIRSTON.W G 

8003150254 

so 424 

Q 

HARR ISO N.JJ 

0903010024* 

50-341 

Q 

GRIMSLEY.DH 

8903060033 

FOIA 


HAIRSTON.W G 

0903150439 

SO 364 

Q 

HART.R 0 

8903200377 

WASTE RES 

GRIMSLEY.DH 

8903060112 

FOIA 


HAIRSTON.W G 

8903160146 

SO 3-10 

R 

HART.R D 

0903200379* 

WASTE RES 

GRIMSLEY.DH 

8903060126 

FOIA 


HAIRSTON.W G 

0903160164 

50-364 

R 

HART.R D 

8903200392 

WASTE RES 

GRIMSLEY.DH. 

8903060134 

FOIA 


HAIRSTON.W G 

0903160393 

50 321 

Q 

HART.R 0 

8903210042 

WASTE RES 

GRIMSLEY.DH 

9903060138 

50 293 

P 

HAIRSTON.W G 

8903170202 

so 424 

S 

HARTY.H. 

8903280277 

NUREG 


GRIMSLEY.DH 

8903100562 

60 275 

T 

HAIRSTON.W G 

0903200172 

50 424 

P 

HARTY.H. 

8903280281 

NUREG 


GRIMSIEY.O H 

8903130048 

FOIA 


HAIRSTON.W G 

0903200201 

so 321 

R 

HASSE.R A 

8903060216* 

50-346 

Q 

GRIMSLEY.DH 

8903130067 

FOIA 


HAIRSTON.W G 

6903210045 

SO 424 

F 

HASSES.R A 

8903130419* 

50-260 

Q 

GRIMSLEY.DH 

8903130096 

FOIA 


HAIRSTON.W G 

0903210046 

50 424 

S 

HAUGHEY.M 

8600280064 

60 410 

E 

GRIMSLEY.D H 

8903140236 

50 213 

F 

HAIRSTON.W G 

6903210062 

50 424 

S 

HAUQHNEY.C J 

8902240050* 

50-219 

Q 

GRIMSLEY.D H 

8903200154' 

FOIA 


HAIRSTON.W 6 

8903210079 

50 321 

P 

HAUGHNEY.CJ 

8003030263* 

50-324 

Q 

QRIMSLEY.D H 

6903200161 

FOIA 


HAIRSTON.W.G 

6903210120 

SO 366 

s 

HAUQHNEY.C J 

8903280115* 

60-219 

Q 

GRIMSLEV.D H 

8903200213 

FOIA 


HAIRSTON.W G 

8903230410 

50 424 

s 

HAVERKAMP.D 

8903170326 

50-271 

S 

GRIMSLEY.D H 

8903200301 

60-293 

P 

HAIRSTON.W G 

8903240004 

50 346 

F 

HAVERKAMP.DR 

8903140601* 

50-29 

Q 

GRIMSLEY.DH 

8903200450 

FOIA 


HAIRSTON.W G 

8903240037 

50-321 

P 

HAWKINS.EF 

8902280252 

40 8902 


GRIMSLEY.DH 

8903220351 

FOIA 


HAIRSTON.W G 

8903240130 

50 425 

8 

HAWKINS.E.F 

8902280277* 

40-8902 


GRIMSLEY.DH 

6903220370 

FOIA 


HAIRSTON.W G 

8903240247 

so 424 

R 

HAWKINS.E.F 

8902280299 

40 8926 


GflIMSLEY.D H 

6903230405 

FOIA 


HAIRSTON.W G 

8903240307 

SO 425 

S 

HAWKINS.E.F 

8902280320 

40 8502 


GRIMSLEY.DH 

8903270294 

FOIA 


HAIRSTON.W G 

8903270049 

60 426 

J 

HAWKINS.E F 

8902200453* 

40 8057 


GflIMSLEY.D H 

8903270309 

50-324 

J 

HAIRSTON.W G 

6903260176 

50-424 

J 

HAWKINS.E F. 

8903010237 

40-8452 


QRIMSLEY.D H 

8903260289 

FOIA 


HAIRSTON.W a 

8903200178 

SO 364 

S 

HAWKINS.E F 

8903020588 

40-8907 


GflUNSEICH.R W 

6903030220 

SO 322 

S 

HAIRSTON WG 

8903170279 

50 424 

P 

HAWKINS.E F 

8903060060* 

40-8906 


QUBERSKI,J 

8902230429 

50-344 

S 

HALE.CJ 

8003020329* 

50 445 

0 

HAWKINS.E F 

8903060097* 

40-8502 


GUBERSKU D 

8903230223 

SO 344 

s 

HALE.CJ. 

8903230056* 

50 445 

Q 

HAWKINS.E F 

8003170346 

40-8629 


GUFFEELA 

6903030322 

NUREG 


HALE, MW 

8902240288 

50 400 

R 

HAWKINS.E.F, 

8903170353 

40-8502 


GULOS.J 

6903080142 

SO 10 

H 

HALE, MW. 

6903220183 

SO 400 

R 

HAWKINS.E F 

8903170382 

WASTE MGT 

GliNIN.L 

8003010231 * 

60-237 

P 

HALL,OG 

8903140164 

NUREG 


HAWKINS.E.F 

8903170404 

40-2259 


GUNNELS.R 

8002160360* 

60-250 

P 

HALL.O P 

8903100597 

50-461 

Q 

HAWKINS.E.F 

B903170412 

40-8064 


QUNTRUM.BC 

8903100191 

50 516 

s 

HALL.JM. 

8903200427* 

50-244 

P 

HAWKINS.E F 

8903170415* 

40 8064 


GUNTRUM.BC 

8903200079 

PT21 


HALUJ R 

8903240087 

50-331 

P 

HAWKINS.E F 

8903200041 

WASTE MGT 

QUTHEfl1E,S 

8902240058* 

60 219 

Q 

HALLOCK.J 

8903080608 

PR 


HAWKINS.E F 

8903200051 

40 8907 


GUTHRIE.G L 

8903260011 

NUHEG 


HALPAUS.P 

8611240066 

70 3041 


HAWKINS.E.F. 

8903200070* 

40 0584 


GUYN.TA 

8902210339* 

SO 259 

P 

HALTIWANGER.J 

8902260535 

50 395 

R 

HAWKINS.M 

8903140192 

FOIA 


HAAG.fl C 

8903170399* 

50 313 

Q 

HALTIWANGER.J. 

8903220093 

50 395 

R 

HAWLEY, A L 

8903030163 

50-219 

S 

HABIGHORST.PJ 

8903020174* 

50-336 

Q 

HALVERSON, R D, 

8902210327* 

50 259 

P 

HAYDEN.R, 

8903200253 

50-298 

F 

HACKETT.e M 

8903260050 

NUREG 


HAMILTON.R S 

8903020005 

PR 


HAYES.B B 

8903170176* 

50-160 

O 

RAPI T 

8903020001 

PR 


HAMMMOND.J.M 

8903030048 

PR 


HAYES.B.B. 

8903290312* 

50 410 

P 

I.K. 

8903020364 

PR 


HAMRtCK,J S 

8903100696 

40 86B1 


HAYES, J J 

8903060202 

50-395 

P 

[.K. 

8903300017 

PR 


HAMRICK.J S 

8903220200 

40 8661 


HAYES.J J 

8903220233 

50-395 

P 


6903230043 

60 354 

R 

HANEK.J. 

8903230214* 

50 263 

V 

HAYES.J J. 

0903230107 

60-395 

P 
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CATEGORY 

HAYES J J 

HAYNES, J G 

HAYNES.J G 
HAyNES.JG 

HAYNES.J G 

0903230208 

B902240271 

8902240282 

8903010259 

8903140498 

50 395 
50^528 
50-530 
50-529 
50-530 

P 

S 

S 

S 

S 

HIGHT.G W 

HIGHT.G W 

HILAMAN.S 

HILAND.P 

HILL, PR 

8903220521* 

8903240044* 

8903130542* 

8903200202* 

8903150245* 

50 237 

50 327 

50 445 

50 461 

50 387 

P 

P 

Q 

Q 

P 

HOOD.E E 

HOOKS.K n 

HOOKS.P 

HOOPES.J 

HOOVER, J R 

0903240237 

0903150548* 

8902150249* 

8903130150 

8903080467 

50-18 1 

WASTE MGT 

50 259 P 

WASTE MGT 

PR 

HAYNESJ G 

HAYNES.J G 

HAYNES.J G 

HAYNES, J G 

HAYNES.J G 

6903210135 

6903230087 

B0O323O154 

0903230492 

0903240220 

50-530 

50-530 

50 530 

60 528 

50 528 

S 

S 

S 

S 

R 

HILL.TM 

K1LL-WHILTON.R 

HILL‘WHILTON.R 

HILLS.D 

HILLS.D 

8903080433 

8903170130 

8903170130 

8903230214* 

8903240122* 

PR 

SO 443 

50 443 

50 263 

50 151 

G 

G 

V 

V 

HOPKiNS.J B 
HOPKINS.J B 
HOPKINS.J B 
HOPKINS.J B 
HOPKINS.J B 

6903010180 

B9030101B3* 

8903010326 

8903030148 

8903030409 

50 424 

50 424 

50 425 

50 425 

60 424 

P 

P 

P 

P 

J 

HAYNES.JG 

HAYNESWORTH.V. 

HAYS.RA 

HAZLE.A J 

HEBERT, J R 

8903270337 
89032001 SI 
8003260050 
8903020036 
6903200250 

50-530 

50-261 

NUREG 

PR 

50 300 

S 

R 

P 

HINDS.J M 

HINDS, J M 

HINDS.J R 

HINES, JJ 

HINNANT.C S 

0903090381* 

0903240106* 

8903210370 

8903080406 

6903010252 

50 454 
50-295 
TOPREP 

PR 

60-400 

Q 

Q 

F 

HOPK1NS.JB 
HOPKINS.J B 
HOPKINS.J B 
HOPKINS,J B 
HOPKINS.J B, 

8903090476 

0903090479 

0003100268* 

8903130611 

8903150392 

50 424 

50 424 

50 425 

50 425 

60 425 

P 

P 

P 

Q 

P 

HECKER.G E 
HEERLEIN.WJ 
HEITNER.K L 
HEITNER.K L 
HEITNER.K L 

6903240330* 

6903060082 

6902240243 

8902240256 

8903060284 

50 498 

60 447 
50-267 
50-267 
60-257 

P 

Q 

P 

P 

P 

HINNANT.C S 
HINTZ,aC 

HIRSCH.O 

HIRSCH.D 

HO0BS.P,S 

0903070030 

0903140284 

0003160311* 

8903150311* 

8903100209 

50-400 

50-305 

50-142 

50-142 

PR 

R 

Q 

F 

F 

HOPKINS,Je 
HOPKINS,J.B 
HOPKINS.PC 
HOPKINS.PC 
HOPK1NS.S M 

8903160511 

8003200418 

8902200523* 

0903270366* 

8903200092 

50-424 

50 425 

50 395 

50 395 

71 B52 

P 

Q 

Q 

Q 

HEITNER.K L 
HEITNER.K L 
HEITNER.K L 
HEITZMANN.J 
HELFRECHT.O J 

6903160397 

6903220407 

6903270120 

6903010316 

8903280134* 

50-267 

50 267 
50-267 

PR 

50-305 

P 

P 

P 

1 

HOCHBRUECKNER 
HOCK.O D 
HODQDON.A P 
HODGOON.A P 
HODQDON.A P 

GS03020481 

8003030104 

0003100277 

8903220197 

0903220206* 

PR 

50-267 

50-271 

50-271 

50-271 

Q 

G 

Q 

G 

HOPPE.GW 

HORN.G R 

HORN .OR 

HORN.G R 

HORN.G R 

B903020109 

8903030463 

0903100251 

8903240068 

8903240173 

50-305 

50-208 

50 298 

50 298 

50 296 

H 

S 

s 

s 

R 

HENNICK.A 

HENRY.L G 

HENRY.R 
HENSLEY.BJ 
HENSLEY.K D 

8903140089 

8003020489 

8903010391 

8902150430* 

8902230368 

NUREG 

50-57 

PR 

50-259 

70-143 

V 

P 

HODGDON.A P 
HODQDON.A P 
HODGDON.A P 
HODGDON.A P 
HODGES, JC 

0003220219* 

8003220244 

8903230201 

0003290189 

0902210403* 

50-271 

50-271 

50 271 

50 271 

50 250 

G 

G 

Q 

G 

P 

HORN.G ft 

HORN.M 
HOSTETLER.CJ 
HOTTHOUSE.G 
HOUSE.J e 

8903280255 

0903150572 

8903090236 

8903010423 

6903060215* 

60-298 S 

70 1201 

WASTE RES 

PR 

50 456 Q 

HENSLEY.K 0 
HERDT,A R 
HERDT.AR 
HERDT.A.R. 

HERDT.A R 

8903160136 

8903020111 

8902270414 

8902270416* 

8902270492 

70-143 

50-369 

50 424 

50 424 
60-321 

Q 

Q 

Q 

Q 

HOFFMAN.D P 
HOFFMAN.DP 
HOFFMAN.D P 
HOGAN, RT 

HOGGE.A J 

8902200004 

8903060170* 

8903000327 

0903100201* 

8903090113* 

50 255 

SO 255 

50 155 

50 322 

60 360 

P 

P 

Q 

G 

Q 

HOUSE, W.B. 
HOUTMAN.Jl 
HOWARO.D R 
HOWARD.D R 
HOWARD. D R. 

09032000 88* 
8003100402* 
8903010262 
0903010303 
0903090200 

50 395 

50 304 

50 368 

50 313 
50-313 

R 

P 

P 

P 

P 

HEROT.A R 
HERMANN, R A 
HERNAN.RA. 
HERNAN.R.W 
HERNAN,RW. 

6903020269* 

8902240029 

0903220147 

8903140123 

8903140184 

60-369 

50-259 

50 209 
50-269 
60-289 

Q 

P 

P 

P 

P 

HOQGE,AJ 
HOLAHAN.G M 
HOLAHAN.Q M. 
HOLAHAN.G M 
HOLAHAN.G M 

8903230442* 

8902270430 

8903030363 

8903060332* 

8903140096* 

50-369 

50-312 

50 368 

50 344 

50 602 

O 

H 

P 

P 

A 

HOWARD.D R 
HOWARO.D R 
HOWARD.D R. 
HOWARD.D R 
HOWARD.D R 

8903100525 

8903150574 

0903150570 

0903220461 

0903230172 

60 313 

50 313 
50-313 
60-013 

50 368 

P 

P 

F 

P 

Q 

HERNAN.R W, 

HERNAN.RW 

HERNAN.RW 

HERRINGTON.WN. 

HERRON.JT 

8903200061 

6903230098 

6903230448 

6903080548 

6903100203* 

60-269 

60-269 

50-269 

50 466 
50-271 

P 

P 

P 

F 

G 

HOLAHAN.G M. 
HOLAHAN.Q M 
HOLAHAN.G.M 
HOLAHAN.G M 
HOLAHAN.G.M 

9903170052* 
8903170305 
8Q032 10070 
8903230464 
6903270001 

50 266 

50 362 
50-282 
50-346 

SO 219 

P 

P 

Q 

P 

P 

HOWARD.D R. 
HOWARD.D R 
HOWARD.JJ. 
HOWAHD.JL 
HOWARD ,J L. 

0903240210 
6903240225 
09031 30403 
8902140338* 
8902140366* 

50 313 
50-313 

50 263 

50 259 

50 259 

R 

P 

1 

P 

P 

HERRON.JT 
HEWARD.R W 
HEYER.RS. 

HEYER.R S 

HEYER,R S 

8903290154* 

6903060012* 

6902280504 

8903170196 

8903170222 

50-271 

50-146 

40 2259 

40 8904 

40 8064 

G 

Q 

HOLDER, D A 
HOLLAND.e A 
HOLLAND.W.E 
HOLLER, E 

HOLLER, EJ 

0903200006* 

8902280201 

8003130270* 

6903210413 

6903210427 

SO 395 
50-261 
60*280 

50 499 

50 490 

1 

H 

Q 

S 

s 

HOWE, AG 

HOWE, A J 
HOYLE.D.B. 
HOYLE.JC 
HUDEC.WS 

8003030002* 

8903210164 

8903090001 

8903010198 

8002200324 

50-352 

50-400 

PR 

10CFR 

XPORTLIC 

V 

S 

HEYER.R S 
HEYER.R.S 

HEYER.R S 

HEYER.R S 

HEYER.R S 

8903170420 

8903170439 

8903170442 

6903200033 

8903210291 

40-8064 

40-299 

40-8584 

40-8452 

40-5622 


HOLLOWELL.TE 
HOLMAN.Q S. 
HOLMAN.G S. 
HOLMES, J 

HOLMES.J, 

0902240324 

6003280308 

6903280347 

0603000216* 

8603130338* 

50-255 

NUREG 

NUREG 

50-240 

60-454 

p 

0 

0 

HUDEC.W S 
HUDEC.WS 
HUDEC,W S 
HUDEC.W,S 
HUDSON.J B 

0903010209* 

8903060207* 

B903000046* 

8903220542 

0903010245 

XPORTLIC 

XPORTLIC 

TOPREP 

XPORTLIC 

PR 


HIATT.S L 

HtATT.SL 

HICK.J 

hickman.de 

HICKMAN.D E 

8903080200 

8903080348 

8903080172 

8902270367 

8902270403 

PR 

50-440 

60-10 

50-361 

50-361 

H 

H 

P 

P 

HOLMES-RAY.P 
HOLONICH.J 
HOLTZMAN.R 8. 
HOLTZMAN.R.B. 
HOLTZSCHER.D 

8903020085* 

8603030105* 

8603060215* 

8603090277* 

6903280162 

60-302 Q 

WASTE MGT 

50 456 Q 

50 254 Q 

50 461 P 

HUDSPETH,JB 
HUEY.F R 

HUEY.F.R 

HUEY.R 

HUFF.G R, 

9903200062 

0902270289* 

8903000022* 

0902270254 

8002140276* 

50 348 

50 206 
50-206 

60 361 
50-259 

F 

Q 

Q 

S 

P 

hickman.de. 
HICKMAN.D E 
HICKMAN.D E. 
HICKMAN.D E 
HICKMAN.D E 

8902270409 

8902270502 

8902270534 

0902270541* 

8902260333 

50 381 
60-381 
50-361 

60 361 

SO 361 

P 

P 

P 

P 

Q 

HOLTZSCHER.DL 
HOLTZSCHER.D L 
HOLTZSCHER.D L, 
HOLTZSCHER.D L. 
HOLTZSCHER.D.L. 

8902230605 

8902270572 

6003010060 

8903010143 

6903010321 

60-461 

50 461 

50 461 
50-461 
60-461 

p 

R 

S 

V 

P 

HUFF.QR 
HUQQARD.E 0. 
HUGHES.A 

HUGHES .A, 
HUGHES.A. 

0902140345* 

B903200046* 

8903010112 

8003030487 

8903100378 

60-269 P 

50 171 1 

CONTRACT 
CONTRACT 
CONTRACT 

HICKMAN.D E. 
HICKMAN.D E. 
HICKMAN.D.E. 
HICKMAN.D.E. 
HICKMAN.D.E. 

6903010341 
B9030 10358 
8903020699 
6903030021 
6903090107 

50-361 

60 361 

50 361 
50-361 
50-361 

P 

P 

P 

P 

P 

HOLTZSCHEn.D L. 
HOLTZSCHER.DL 
HOLTZSCHER.D L. 
HOLTZSCHER.D L 
HOLTZSCHER.D L 

8903060197 

8903070051* 

8903070055 

8903070147* 

0903100652 

50 461 
50-481 

60 461 

50 461 
60-461 

R 

P 

H 

F 

P 

HUGHES.A 
HUGHE8.A 
HUGHES.A. 
HUGHES, A 
KUGHES.A. 

8903130133 

8903130157 

8903140612 

0903140631 

8903270316 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HICKMAN.D E, 
HICKMAN.D E, 
HICKMAN.JB 
HICKMAN.J B 
HICKMAN.J.B. 

8903130561 

6903270208 

8903030018 

8903030230 

8903030240 

50 361 
50-361 
50-461 

50 461 

50 461 

P 

P 

P 

P 

P 

HOLTZSCHER.D.L 
HOLTZSCHER.D L 
HOLTZSCHER,OL. 
HOLTZSCHER.DL 
HOLTZSCHER.D L 

8903160014 

8903160025 

6903160030 

0903160376 

8903170114 

60*461 

50 461 

50 46f 

60 461 

50 461 

J 

R 

R 

S 

S 

HUGHES.A 

HUGHES, A 
HUGHES.A 
HUQHES,J A 
HUGHEY, C A. 

6903270387 

8903270418 

8903260003 

8903000011* 

8002270114* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

50 400 Q 

h;ckman.j B. 

HICKS.M.M 
HIERSCHE.R E 
HIETT.SA 

hiqgins.w R 

6903060196 

8603060404 

8902240039 

8903030211 

8002270205 

50-461 

PR 

71 669 

PR 

50 396 

P 

S 

HOLTZSCHER,DL. 

HOLTZSCHER.D.L 

HON.A.i. 

HOOD.D 

HOOD.D 

0903170355 

8903200296 

89Q30B0022* 

6903130619 

0903210059 

60*461 

60 461 
50-206 
50-360 
50*369 

P 

s 

Q 

P 

P 

HUQHEY.C A. 

HUKILL.K.D 

HUKILUHD 

HUKILL.H.D. 

HUKILL.HD 

6903100443* 

8902240297 

0902200278 

6903020366 

8003060047 

50-261 

50 289 
60-289 
50-280 

50 289 

Q 

R 

R 

Q 

n 

HIQGINS.W.R 
HIGGINS, W R 

higheill.k.l 
hiqhfill.k L 
hiqhfiluk.l 

6903230335 

8903230353 

8902270688 

8903030257 

8903070041 

50-396 

60-395 

50 293 
60-293 
50-293 

s 

s 

R 

P 

R 

HOOD.aS. 

HOOD.D S. 
HOOO.D.S 

HOOD.D S 

HOOD.D.S 

6903060098 

6903080003 

8003080010 

8903080017’ 

6903130627 

50-369 

60*369 

50-360 

* 50-369 

• 50-369 

P 

P 

P 

P 

P 

HUKILL.H.D 
HUKILL.HD. 
HUKILL.HO 
HUKILUH D 
HUMPHREY,R A 

8903100170 

8903130206 

6903200229 

0603280056 

0902270362 

SO 269 
50-289 
50-289 
50*289 
• PROJ 

p 

R 

R 

P 

hiqhfill.k l 

HIGHFILL.K L 

highfiluk l 

8903100199 

8903150174 

8903240069 

PR 

50-293 

50-293 

R 

R 

HOOD.O.S. 

HOOD.D S 
HOOD.D.S 

6903180074 

8903220411 

8903230436 

60-269 

50-269 

60 369 

P 

Q 

P 

HUMPH REYS,MC 
HUNGER, G A. 
HUNGER.G.A 

0DO3O9D46S 

8903010266 

6903060118 

* BO-397 

50 352 
50-277 

P 

P 

R 
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AUTKOn 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

HLlNGEfl,G A 

eg oj 100479 

50-277 

R 

JOHNSON A 

6903150019* 

50 520 

Q 

JOYCE, T P 

0903080477 

50 ?95 

S 

HUNGEFl.G A 

890^200009 

50 277 

P 

JOHNSON A R 

G903220173* 

50 498 

Q 

JOYCE, T P 

8903140023 

50 295 

R 

HUNGER.G A 

8903200364 

50-277 

P 

JOHNSON B D 

6903030501 

50 255 

S 

JOYCE.T P 

8903140029 

50 295 

R 

HUNGER.G A 

8903200446 

50-277 

P 

JOHNSON.B D 

0903060060 

50 155 

R 

JOYCE.T P 

8903200114 

50-304 

S 

HUNGER, G A 

8903280252 

50-352 

P 

JOHNSON, B D 

0903060075 

50 255 

R 

JOYCE.T P 

0903220019 

50-295 

R 

HUNNICUTT.D M 

6903080460 

50-438 

S 

JOHNSON.B D 

6903100341 

50-155 

R 

JOYCE.T P 

8903230180 

50 295 

S 

HUNSAOER,S C 

6902230254 

50-456 

P 

JOHNSON.B D 

8903 270278 

50 255 

S 

JULIAN, C A 

0902280036 

50 261 

Q 

HUNSAOER.SC 

B903 100497 

50-455 

P 

JOHNSON B D 

8903270302 

50 255 

P 

JULIAN.CA 

8902280041 * 

50 261 

Q 

HUMSADER.se 

6903140268 

50 455 

P 

JOHNSON 0 D 

8903270346 

50 255 

S 

JULIAN, C A 

0902280096 

50 416 

Q 

HURT,R D 

0902270552 

PROJ 


JOHNSON.B 0 

8903270351 

50 255 

s 

JULIAN.CA 

8903010312 

50 425 

0 

HURT.R D 

8903080067 

PROJ 


JOHNSON.B D 

8903270355 

50 265 

s 

JULIAN, C A 

0903010320 

50 425 

Q 

HUSAR.I W 

0903100163 

50 322 

T 

JOHNSON.B D 

0903270377 

50-255 

s 

JULIAN, C A 

0903090239 

50 424 

Q 

HUTCHISON, L B 

G902230474 

50 397 

R 

JOHNSON.B D 

0903270379 

50 255 

s 

JULIAN.C A 

0903090353 

50-250 

Q 

HUTCHISON, L B 

B903220263 

SO 397 

R 

JOHNSON.B D 

8903200212 

60-155 

F 

JULIAN.C A 

0903130172 

50 321 

Q 

HUVEH.CW 

0903010091* 

50 320 

Q 

JOHNSON.C E 

8903200038* 

50 498 

Q 

JULIAN.C A 

8903140270 

50 269 

Q 

HYDEN.Et 

8903080157 

PR 


JOHN SON, FR 

8903220521 * 

50 237 

P 

JULIAN.C A 

0903140572 

50 302 

V 

IGNATONIS.A 

8902270154* 

50-259 

0 

JOHNSON.F n 

8903240044* 

50 327 

P 

JULIAN.C A 

8903150480 

50 250 

Q 

IKEDA.M 

8903080154 

XPORTLIC 


JOHNSON.I M 

8902280263 

50 237 

o 

JULIAN.CA 

6903160481 

50-269 

Q 

IKEDA.M 

8903080170 

XPORTLIC 


JOHNSON.I M 

0902280371 

50 254 

o 

JULIAN.C A 

8903200331 

50-321 

Q 

tKEDA.M 

8903090050 

XPORTLIC 


JOHNSON.I M 

8903010224 

50-237 

p 

JULIAN.C A 

8903210159 

50-348 

V 

IKEDA.M 

8903160140* 

XPORTLIC 


JOHNSON.I M 

8903010230 

50-254 

p 

JULIAN.C A 

0903210262 

50 424 

0 

IKEDA.M 

8903160148* 

XPORTLIC 


JOHNSON.I M 

8903060086 

50 373 

o 

JULIAN.CA 

0903240150 

50 261 

Q 

IKE DA. M 

8903230330 

XPORTLIC 


JOHN SON. J 

8903060171 

50 410 

s 

JULIAN.CA 

0903240153* 

50 261 

Q 

IMBRO.E V 

8902240058* 

50 219 

Q 

JOHN SON, JR 

8903170334 

50 220 

p 

JULIAN.C A 

0903240272 

SO 335 

Q 

INGAWELLS.JR 

8903100294* 

SO 31 1 

Q 

JOHNSON, J R 

8903210337* 

50 220 

o 

JULIAN.C A 

8903240276* 

SO 335 

Q 

INGRAM F 

8903270312* 

50 324 

J 

JOHNSON.JW 

8903080387 

PR 


JULIAN.C A 

8903240300 

50 302 

Q 

INTERHANTE.CG 

8903030455 

WASTE RES 

JOHNSON.K 1 

8903060040 

NUREG 


JULIAN.C A 

8903240326 

50-261 

Q 

^NTERRANTE.CG 

8903210033 

WASTE RES 

JOHNSON, P 

8902270254 

50 361 

s 

JUSTUS, P S 

0903070242 

ORG 


IRVING, GW 

8903240195 

50 170 

Q 

JOHNSON.P H 

0902280413* 

50 397 

Q 

KACZMAREK.H J 

8903D10179 

50-304 

S 

IRWIN, DP 

8903010043 

50-322 

G 

JOHNSON,? H 

8903030504* 

50 397 

o 

KAHLE.J B 

8002270114* 

50 400 

Q 

IRWIN.DP 

8903010043 

50 322 

G 

JOHNSON.P H 

8903060022* 

50 206 

o 

KAHLE.J B 

0902270192* 

50 424 

0 

IRWIN, DP 

8903010125 

50 277 

G 

JOHNSON.P R 

8902270289’ 

50-206 

Q 

KAHLE.J B 

0903090369* 

50 424 

Q 

IRWIN, D P 

8903010125 

50 277 

G 

JOHNSON.R 

8903010275 

50-261 

F 

KAHLE.J B 

0903100443* 

SO 261 

Q 

IRWIN,D P 

0903100106 

50 322 

G 

JOHNSON.S G 

8903060162 

50-302 

R 

KAHLE.J B 

8903200303* 

70-143 


IHWIN.D P 

8903100106 

60-322 

6 

JOHNSON,! C 

8903140113 

WASTE MGT 

KAIL.J K 

0902280177 

TOPREP 


IRWIN.D P 

6903100263 

50-322 

G 

JOHNSON.TC 

0903140146 

WASTE MGT 

KALKMAN.J N. 

8903290312* 

50 440 

P 

IRWIN, DP 

6903100263 

50-322 

G 

JOHNSON.W D 

8903170399* 

50 313 

Q 

KAMMERER.C 

6902230425 

STATE PRO Q 

iRWlN,DP 

6903170039 

50-277 

G 

JOHNSON.W J 

8902270614 

TOPHEP 


KAMMERER.C 

8903270310 

STATE PRO G 

mWIN,DP 

6903170039 

50-277 

G 

JOHNSON.W.J 

8903010213 

50 601 

K 

KANE.G E 

8903140567 

50-338 

s 

iaWlN,D P 

6903290164 

50-277 

G 

JOHNSON.W J 

09031 002D2 

PROJ 


KANE,G e 

8903240186 

50-339 

s 

IRWIN.O P 

8903290164 

50-277 

G 

JOHNSON.W J 

8903100416 

PR 


KANE.J 

8903130128* 

FOIA 


IS ADAHL, J 

6903200356 

50-263 

1 

JOHNSON.W.J 

8903130420 

TOPREP 


KANE.W F 

8902240036 

50-309 

Q 

ISRAEL.S 

8903060030* 

ORG 


JOHNSON.W J 

0903220027 

TOPREP 


KANE.W F. 

8903020530 

50-219 

Q 

IVEY,LW 

8106250012* 

50-142 

F 

JOHNSON.W J 

8903230226 

TOPREP 


KANE.W F 

8003020532* 

50 219 

Q 

IV£Y,LW 

8903100473* 

50-142 

F 

JOHNSON.W J 

8903230262 

TOPREP 


KANE.W F 

0903150252 

50-277 

Q 

JAB&OUR,K N 

8903280204 

50-413 

H 

JOHNSON.W J 

8903270326 

TOPREP 


KANE.W F. 

6903200338* 

50 203 

p 

JACKIWJ N 

6903010012* 

bO-331 

Q 

JOHNSON.WJ 

8903260166 

50 601 

A 

KANE.W F 

8903200341* 

SO 203 

P 

JACKIW.l N 

6903010017* 

50-331 

Q 

JOHNSTON.G 

8903060207* 

50-312 

Q 

KANE.W F 

8903200382* 

50 293 

P 

JACKIW.I N 

6903080021* 

50-155 

Q 

JOHNSTON.G W 

8903060198* 

50-312 

V 

KANE.W F 

8903210198 

50 387 

0 

JACKLIN.N W 

6903210460 

50-374 

S 

JOHNSTON.J R 

8903100582 

50-155 

H 

KANE.W F 

8003210304 

50 219 

Q 

JACKS, J D 

6903070069 

50-313 

S 

JOHNSTON.K E 

0902270462* 

50-275 

Q 

KANSLER.M R 

8903060144 

60-280 

s 

JACKSiJ D 

6903070080 

50-313 

s 

JOHNSTON.K E 

8902280385* 

50-275 

Q 

KANSLER.M R 

8903090162 

50-280 

s 

JACKSON,R 

6902240267 

50-240 

s 

JONAS.S A 

8903290177 

50 443 

G 

KANSLER.M R 

8903090210 

50-260 

s 

JAFFE.D H 

6903060095 

50-336 

P 

JONES.D 

6903210232* 

70 371 


KANSLER.M R 

8903270108 

50-280 

s 

JAFFE,D H 

6903230366 

50-423 

p 

JONES.D M 

B9030103D3 

PR 


KANTOR.F. 

8903100261* 

50-322 

G 

JAMES,D E 

6903080192 

50-368 

p 

JONES.MA 

80032B0360 

PR 


KAPCHINSKE.M. 

8903080479 

50-10 

H 

JAMES.D E 

6903270381 

50-366 

R 

JONES.M.C 

6903060102* 

50*410 

P 

KAPINOS.L E. 

0903100280 

PROJ 


JAW ISON, JO 

6903080546 

50-496 

F 

JONES.RC 

6603160400 

TOPREP 


KAPLAN, A 

8902230182 

50-440 

R 

JAWISON.dD 

6903090404 

50-265 

F 

JONES.RC 

8003200358 

TOPREP 


KAPLAN.A 

8902230287 

50-440 

p 

JANG,J 

6003200163* 

50-286 

Q 

JONES.RC 

8903210108 

TOPREP 


KAPLAN.A 

8902240356 

50-440 

R 

JANUSKA,A G 

6903080076* 

50-315 

Q 

JONES.SB 

8903160017 

50-259 

S 

KAPLAN.A 

8902280306 

50-440 

P 

JANUSKA,A G 

6903240310* 

50-346 

Q 

JONES.SB 

8903160072 

50-260 

S 

KAPLAN.A 

8903D60185 

50 440 

R 

JAPE,F. 

6609040125* 

60-327 

Q 

JONESJ 

B903090293 

50-325 

S 

KAPLAN.A. 

8903070020 

50 440 

s 

JAPE,F. 

6902270101 * 

50-416 

Q 

JONESJ. 

8903230185 

50-325 

S 

KAPLAN.A 

8903090214 

50-440 

R 

JAPE.F. 

6903080120* 

50-425 

Q 

JONES.T 

8903280160 

50-324 

S 

KAPLAN.A 

8903090407 

50 440 

R 

JAPE,F* 

6903140315* 

60-413 

Q 

J0NES.T M 

8903090169 

50-325 

S 

KAPLAN, A. 

8903090416 

60 440 

R 

JAPE,F> 

6903230462* 

50-400 

Q 

JONES.T M 

6903160086 

50*325 

S 

KAPLAN.A 

6903100262 

50 440 

H 

JAUDON,J P. 

6903150049 

50-402 

V 

JORDAN.E L 

8309210496* 

SO 293 

F 

KAPLAN.A. 

B90S 130043 

60 440 

S 

JAUDON,J P 

6903210384 

50-267 

V 

JORDAN.E.L. 

6811160179 

REVIEW GR P 

KAPLAN.A, 

8903140201 

60 440 

E 

JAUDON.J P 

8903210497 

60-482 

V 

JORDAN.E L 

6903100039 

REVIEW GR P 

KAPLAN,A 

8903150294 

60 440 

P 

JAY.C. 

6003060131* 

50-321 

H 

JORDAN.E L 

8903230482 

REVIEW GR P 

KAPLANA 

B903200113 

60 440 

K 

JEFFRIES.R W 

8903230398 

PR 


JORDAN.M 

8903240122* 

50 151 

V 

KAPLAN, A 

B903210110 

60*440 

F 

JEHLE,P- 

8903230061 

50-271 

G 

JORDAN.M 

8903260289* 

50 264 

V 

KAPLAN,A 

8003210136 

50 440 

F 

JEHLE,P A 

6903220088 

50-335 

G 

JORDAN.MJ. 

89D3070Q08* 

60-186 

V 

KAPLAN.A 

B903210440 

50 440 

R 

JEHLE.P A 

6903230165 

60-335 

Q 

JORDAN.M J 

8903230214* 

50-263 

V 

KAPLAN.A 

B903220125 

50 440 

0 

JEHLe.P,A, 

6903290184 

50-335 

Q 

JOSIGER.WA 

8902240321 

50-286 

R 

KAPLAN.A 

6903220376* 

TOPHEP 


JEHLE,P A 

8903290213 

50-271 

G 

JOSIGER.WA 

8902280508 

50-286 

0 

KAPLAN.A 

8903220384 

60 440 

R 

JENKINS.GR 

6903170165 

50-160 

Q 

JOS|GER.W,A 

8903100246 

50-286 

s 

KAPLAN.HJ. 

8902230443* 

60 333 

Q 

JENKINS,G,R 

8903170171* 

50-160 

0 

JOSIGER,WA 

8903100379 

50-286 

s 

KAPLAN.H J. 

8902230467* 

60*286 

Q 

JENSEN, H. 

6902240247 

50-354 

R 

JOSIQER.WA 

8903150500 

50-286 

s 

KARAM.R.A 

69022704B5 

60-180 

Q 

JENSEN.H 

8903230043 

50-354 

R 

JOSIGER.WA 

0903150504 

50-286 

8 

KARAM.R A. 

8903080407 

60-160 

F 

JENSEN.W 

89030B0207 * 

50-312 

Q 

JOSIGER.WA 

8903200268 

50-286 

n 

KARAM.R A 

8903130219 

50-160 

R 

JOHANS EN,J 

8903060210 

l&E 


JOSIQER.WA 

8903210464 

60-286 

n 

KARAM,R.A. 

8903130234 

50-160 

R 

JOHANS EN.J, 

8903100004 

l&E 


JOSIGER.WA 

8903280260 

60-286 

F 

KARNER.DB 

6902240307 

60-528 

F 

JOHANS EN.J, 

6903 100224 

50-313 

0 

JOYCE, J A 

8903280050 

NUREG 


KARNER.D.B 

8903020424 

60 526 

P 

JOHANS EN,J 

8903140549 

l&E 


JOYCE. J W 

8902210379* 

60-259 

P 

KARNER.DB. 

8903090178 

50*528 

Q 

JOH AN S EN.J. 

8903200211 

l&E 


JOYCE,!. 

0903010179 

60-304 

S 

KARNER.DB 

8903090387 

50-628 

R 

JOHANS EN.J 

6903220419 

l&E 


JOYCE.T.P, 

8903080147 

60-304 

s 

KARNER.D.B. 

8903100302 

60-528 

H 
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AUTHOR 


KARNER DB 
KARNEH.DB 
KARNER, DB 
KASSNERJ E 
KASUN,DJ 

KASUN.DJ 
KASUN,D J 
KASUN D J 
KASUN.D J 
KASUN.DJ 


KASUN.DJ 

KASUN.DJ 

KASUN.DJ 

KASUN.DJ 

KASUN.DJ 

KASUN.D J 
KASUN.DJ 
KATARSKY.A P 
KATO.W V 
KAUFMAN.N C 

KAVANAUGH.M W 
KAY.C E 
KEEUB C 
KEETON, J 
KEIMIG.R R 

KEIMIG.fl R 
KEIMIG.R R 
KEIMIG.R R 
KEISER.HW 
KEISER.H W 

KEISER.HW 

KEISER.HW 

KEISER.HW 

KEISER.HW 

KEISER.HW 

KEISER.HW 
KEISER.H W 
KEISER.H W 
KEISER.HW 
KEISER.HW 

KEISER.HW 
KEISER.H.W, 
KEISER.HW 
KEISER.H W 
KEISER.H W 

KEISER.HW 
KEISER.HW. 
KEISER.HW 
KEISER.M W 
KEISIC.D J 

KELLER.JH 
KELLER.J H 
KEULER.M F 
KELLER, R.N 
KELLY.H N. 

KELLY.JA 
KELLY,J A 
KELLY.J A 
KELLY, J A 
KELLY.J.L 

KELLY.J R 
KELLY.L 
KELLY, L 
KELLY.L 
KELLY.L 

KELLY.L 
KELLY.L 
KELLY.R 0 
KELLY.R B 
KEMPER.J S 

KEMPER.J S. 
KEMPER.JS 
KEMPER, J S. 
KENNEDY, E.E 
KENNEDY.E E 

KENNEDY, E F. 
KENNEDY.E.F. 
KENNEOY.J 
KENNEDY, J.E 
KENNEDY,J E 

KENNEOY.M F 
KENNEDY.W.E 
KENT.A P 
KENT.A P. 
KENT.AP 

KENYON, T.J. 
KEPPLER.P. 
KERCH.HW. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


8903210121 

50 526 

0 

KERR W 

090322C022 

50 526 

R 

KERR.W 

0903280187 

50 52B 

K 

KERR.W 

8003200340 

NUREG 


KERRY J F 

0902280304 

70 371 


KERRY.J F 

0Q0302O39B 

70 36 


KERSHK 

D90J020408 

70 1151 


KERSHUL.B 

8903090007 

70-1151 


KEUTER.D R 

0903100071 

70-27 


KEUTER.O R 

8903100270 

70 371 


KEUTER.D R 

8903100312 

70 143 


KEUTER.D R 

8903100400 

70 143 


KEUTERDR 

0903100600 

70 1 100 


KEUTER.D R 

8903130161 

70 734 


KEUTER.D R 

8003160201 

70 27 


KEUTER.D R 

8903170126 

70 371 


KEUTER.O R 

8903270249 

70-143 


KEUTER.D R 

0903030480 

50-155 

F 

KEYWORTH.WJ 

0903030352 

NUREG 


KHAN.T M 

0903099052 

70-371 


KHANNA.K N 

0902280545 

50 416 

F 

KIEFER.D 

8903080223 

PR 


KILGORE, B E 

0903140425* 

ORG 


kilgore.be 

0903230214* 

50 263 

V 

KIMURA.C V 

0903140670* 

50 246 

Q 

KINCAID.CT 

0903210232* 

70-371 


KING.TL 

0903210336* 

50 277 

Q 

KINGSLEY.OD 

0903210379* 

50 322 

0 

KINNEMAN.J D 

8902230461 

71-9070 


KINSEY.W H 

8902240240 

50 307 

R 

KINSICHI.SF 

8903010153 

50 387 

P 

kintner.ee 

8903020044 

50-387 

P 

kintner.ee 

0903020343 

50-307 

R 

KtNTNER.t L 

0903070060 

50-307 

r 

KINTNER.L L 

0003080213 

50-387 

H 

KINTNER.L L 

8903090030 

50 367 

P 

KINTNER.L L 

8903090034* 

50 387 

P 

KINTNER.L L 

8903090042 

50 387 

P 

KINTNER.L L 

8903090045* 

50-387 

P 

KINTNER.L L 

0903100045 

50 387 

R 

KINTNER.L L 

0903100167 

50-387 

M 

KIRBY.E P 

Q90315023B 

50-387 

Q 

KIRK.B L 

8903200252 

50-387 

Q 

KIRSCH.D F 

8903220016 

50*307 

P 

kirsch.d F 

8903230070 

REQGD 


KIRSCH.D F 

0903240118 

50 3B7 

R 

KIRSCH.D F 

6903280023 

50 307 

P 

KIRSCH.D F 

890326014-0 

50 387 

J 

kirsch.d F 

B903240126 

50-387 

F 

KIRSCH.D F 

8903100160 

PR 


KLEIN.D K 

0903100163 

50 322 

T 

KUMA.DL 

6903100163 

50-322 

T 

KUNE.C 

0903070180 

PR 


KLINE.J R 

B903130245 

50-423 

S 

KNAPP.M R 

6903030208 

PR 


KNICELEY.JR 

8902280334* 

50 458 

Q 

KNIGHT.B B 

8903060067* 

50-482 

Q 

KNIGHT, B E, 

8903060096* 

50-205 

Q 

KNlGHT.a E 

B903220185* 

50-482 

0 

KNIGHT.C.P 

8903150526 

50 293 

s 

KNIGHT, S P 

8903010273 

50 213 

H 

KNIGHT.S P 

8902240127 

50-155 

P 

KNIGHT.S P 

6902240321 

50-206 

R 

KNIGHT.S P 

6903150313 

50-341 

P 

KNIGHT.S P 

8903210241 

50 341 

P 

KNIGHT.S P 

8903210404 

60-2B6 

R 

KNIGHT.S P 

8903270324 

50-341 

P 

KNIGHT.S P 

0903010044* 

50-322 

T 

KNIGHT.5P. 

8903010044* 

50-322 

T 

KNIGHT.S P. 

8902270446 

50-353 

A 

KNIGHT.S P 

8903030499 

50-353 

A 

KNiGHT.SP 

6903160003 

60-363 

A 

KNIGHT.S P 

8903270373 

50-363 

A 

KNIGHT.S P 

8612050262 

40 6903 


KNIQHT.T D 

8903210277 

40-8903 


KNIGHTON.QW 

8903220123 

40-8903 


KNIQHTON.Q.W. 

8903220162 

40-8903 


KNIGHTON.Q.W 

8903030195* 

WASTE MGT 

KNIGHTON.Q W. 

8903100178 

WASTE MGT 

KNIGHTON.O.W 

6903150548* 

WASTE MGT 

KNIGHTON.G W 

8903020146 

PR 


KNIGHTON.Q W 

8903210331* 

WASTE MGT 

KNIQHTON.G.W. 

8902230344 

60 498 

R 

KNIGHTON.Q.W 

8903220372* 

60 498 

R 

KNIGHTON, G.W 

8903220376* 

50-498 

R 

KNIGHTON.Q W 

8903210414 

PROJ 


KNIGHTON.Q.W 

6903010202 

40 8620 


KNIGHTON.Q.W. 

■8903240302* 

50-410 

Q 

KNIGHTON.Q.W. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


BB042 10387* 

Acns 


KNOP.R C 

8001050196* 

ACRS 


KNOP.R C 

6903100557 

ACRS 


KNOP.R C 

6903100558* 

50 293 

U 

KNOP.R C 

8903170188’ 

50 293 

U 

KNOP.R C 

6903160008 

PROJ 


KNOP.R C 

8902200366 

50 344 

S 

KNOP.R C 

0902230471 

50 312 

P 

KNOTT. R P 

090224006/ 

50-312 

P 

KNOX.E 

6903030474 

50 312 

S 

KNOX.E 

6903060073 

50-312 

P 

KNOX.E 

8903070119 

PR 


KNUTH.D F 

0903080473 

50-312 

S 

KOHICN 

□903090372 

50-312 

R 

KOLACZKOWSKI.A 

8903100384 

50-312 

R 

KOLSKY.K □ 

0903140409 

50-312 

P 

KONKUN.J E 

0903200053 

50-312 

R 

KONKMNJ E 

0902230477 

50-275 

F 

KONWINSKI.G R 

0903170153* 

50-312 

S 

KONWINSKI.G R 

6903 130542* 

50-445 

Q 

KOPP.M J 

8903020430 

PR 


KORSTAD.D C 

8903030098 

50-320 

S 

KOSLOW.A 

8903210406 

50-327 

S 

KOTTAN.J 

090306002S 

NUREG 


KOTTAN.J J 

0903230420* 

WASTE MGT 

KOUTOUZIS.J D 

0903280333 

NUREG 


KOWALSKI.S J 

0902270148 

50-259 

P 

KOWALSKI, SJ 

0610090491 

40-0603 


KOWALSKI.S J 

09 03030276 

50-498 

F 

KOWALSKI.S J 

0903090416 

50 440 

R 

KOZAK .J J 

6903200138 

PROJ 


KOZUP.C S 

0903200138 

PROJ 


KOZUP.C S 

0902230509 

60 416 

P 

KOZUP.C S 

0903010370 

50 416 

P 

KOZUP.C S 

8903020078 

60 416 

P 

KOZUP.C S 

6903000342 

60 416 

P 

KOZUP.C S 

0903200348 

59 416 

P 

KOZUP.C S 

0003200433 

50 416 

P 

KRAEGER.B A 

0003220120 

56 416 

P 

kraeger.b a 

0003270010 

50 416 

P 

KRAJICEK.J E 

0003090278* 

50 293 

U 

KRAJICEK, J E 

0003080544 

NUREG 


KRAUSH.CW 

0902270260 

50 275 

V 

KRAUSE.R 

aao227<>36g 

50-361 

V 

KRAUSE.R W 

0902200024 

50-2QG 

o 

KHEH.J L 

8902280026* 

SO 206 

Q 

KREH.J L 

8002280148 

50 528 

Q 

KREHELY.WA 

0903060068 

50-312 

Q 

KRICH.R M 

8903060106 

50-312 

V 

KRICH.R M 

8003220154 

60 162 

P 

KRICH.R M 

0003240055 

50 403 

P 

KRICH.RM 

6903200111 

50 440 

H 

KRICH.R M 

6903230224 

50-322 

Q 

KRIEGER.K 

8003010095 

WASTE MGT 

KRIEGER.K 

8903270231* 

50-373 

Q 

KRIMM.RW 

0903160166 

70-143 


KRIMM.RW. 

0003210030 

70-143 


KRIMM.RW 

8903270240 

70-143 


KRIMM.RW 

8903020550 

40-0027 


KRUPKA.K.M 

8902280306 

40-8027 


KUDRICK.J 

6003010049 

40-8027 


KUDRICK.J 

8903010063 

40-8027 


KUKIELKA.CA 

8903030354 

40-8027 


KUteSH.W 

8903160150 

40-8027 


KULLBERG.C M, 

6903160160 

40-8027 


KUNCL.LQ 

69 03160174 

40-8027 


KUNCL.LG. 

8903210037 

40*8027 


KUNCL.LQ 

8903210206 

40 8027 


KUNCL.LQ 

6903210242 

40 6027 


KUNOWSKI.MA 

8903210244 

40-8027 


KUREK,D 

8903210359 

40 8027 


KUZO.G B 

8903210363 

40 8027 


KWIATKOWSKI.D 

8903240109 

40-0027 


KWIATKOWSKI.D. 

8903030322 

NUREG 


KWIATKOWSKLD 

8902270404* 

60 381 

P 

KWOK.K S 

8902270411* 

60-361 

P 

KWOK.K S. 

8902270511“ 

60-361 

P 

L*ESPERANCE,D 

8903010350* 

50 361 

P 

LA0ARGE.D E 

0903010361* 

50-361 

P 

LABAHGE.D E. 

86Q3030025* 

50-381 

P 

LABAHGE,0 E 

8903030291* 

50 397 

P 

laqarge.de 

89030 B03 19* 

50-344 

P 

LABARGE,D.E. 

6903090109* 

50-301 

P 

LABARQE.O E 

8903090119* 

60-206 

P 

LABARQE.D.e 

8903130556* 

60 397 

P 

LABARQE.O E. 

8903130501* 

50-361 

P 

LABRUNA.S 

B9Q322D183 

60 344 

P 

LABRUNA.S. 

8903270005* 

' 60 276 

P 

LABRUNA.S 


ACCESSION SUBJECT 
NUMBER CATEGORY 

6903010002 50^6li 0 

6003010003* 50^61 O 

6903160033 50 311 0 

8903 160030* 50 311 0 

6903160096 50 1B3 0 

89O32B0024 50 316 Q 

6903260031* 50 346 Q 

8903130128* TOPREP 
6903230455 CONTRACT 
6903270406 CONTRACT 


6903280227 

G50307015B 

6903100093 

G9030B0553 

8903210137 

6903030263* 

6903280115* 

6903060097* 

6903170346 

89-03090313* 

6903030027 

6902270449* 

8903200163* 

0903210361* 

8903270166 

0903140484 

0903200016 

8903200164 

0903240260 

Q903010044* 

0903030501 

0003270278 

0903270346 

0903270351 

D903270355 

8003270377 

0003270370 

D903260316 

0903260351 

0903090450* 

0903090451* 

0903160042 

0903240058 

6903260255 

6903090102* 

8003270121* 

6003300003 

0902230274 

8002280429 

8903020540 

8903030454 
69 03160018 
6902260530* 
8903010042* 
8902020304* 

6902260002 

6903090356 

8003230444* 

6903220071 

690320020B* 

8003290208* 

8903150245* 

8903260132* 

8903140164 

8610270435 

6902260469 
0903 100352 
8003130566 
8903240315* 
0003090105* 

8903200226* 

8903230414 

0903230421 

B903230451 

8802240149 

6602270181 

8603080403 

6902230092 

6902230666 

6902240168 

8903070007 

6003150221 

8003160365 

8903160438 

6903220273 

8902260300 

8003100491 

8903140310 


CONTRACT 

PR 

50 320 G 


50-324 0 

50-219 Q 

40 8502 
40 8820 
50 483 Q 

50 267 J 

50 353 A 

50-2B6 Q 

70-135 

50 247 S 

50 277 Q 

50 353 S 

50 277 P 

50-277 Q 

50 322 T 

50 255 S 

50 255 S 

50 255 S 

50-255 S 

50-255 S 

50 256 S 

50 255 S 

NUREG 
NUREG 
50-307 P 

50 397 P 

50 266 R 

50-298 S 

50 296 S 

50 250 Q 

50 348 Q 

PR 

50 3S2 S 

50 352 S 

50 352 S 

50 352 S 

50-352 S 

50-247 R 

50-247 R 

60-443 F 

60-397 F 

50-483 F 

FOIA 

WASTE RES 
50-271 G 

60^271 G 

50-307 P 

50-322 P 


50 208 P 

50-206 H 

50-296 0 

50 456 O 

50-344 P 


&u-4ai' r 
60-266 F 
60 322 F 
50 20 P 

50-20 P 
60-271 f 
50-333 P 
50-333 P 
60-333 Q 

60-333 P 
60-333 P 
50*333 Q 
50 333 P 
50-333 0 

50 354 O 
60-364 P 
50-311 P 
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LA0RUNA.S 

8903150231 

50 272 

0 

UBRUNA.S 

8903210138 

50 272 

Q 

LABRUNA.S 

8903210178 

50 272 

Q 

LACEY, W S 

8903140464 

50 334 

F 

LAFLEUfl,M G 

6903060463 

PR 


LAGOE.L J 

8902230304 

50 410 

S 

LAGOE.LJ 

8902280375 

50 410 

S 

LAHS,W n 

6903020026 

PR 


LAINAS.G C 

6902240052 

50 219 

Q 

LAINAS.G C 

6902280126 

50*317 

H 

LAINAS.G C 

8903030259 

50*324 

Q 

LAINAS,Q C 

8903060129 

60 321 

H 

LAINAS.G C 

8903100241 

50 425 

P 

LAINAS.G C 

6003200021 

50 309 

P 

LAINAS.G C 

8903220150* 

50 318 

P 

LAINAS.G C 

8903230460 

50*338 

Q 

UINAS.G C 

0903280101 

50-219 

Q 

LAMASTRA,M A 

6903290219* 

50 271 

G 

LAMASTRA.M A 

8903290219* 

50 271 

G 

UMBE,W M 

8903130118 

SO 425 

M 

LAMBE.W M 

0903130455 

60 426 

M 

IAM3E.W M 

B9031 30455 

50 425 

M 

LAMURO.H C 

8903030330* 

60 400 

P 

LANCASTER, W K 

8903140670* 

SO 245 

Q 

LANE.JC 

8903150244 

50 387 

P 

LANE,J E 

6903220226 

50*302 

R 

LANESE.L C 

6903160052* 

50-219 

P 

UNNING.W D 

6902260146 

60*312 

S 

LANNJNG.W D 

6903060009 

50 260 

S 

LANPHER.LC 

8903220070 

50 322 

Q 

LANPHER.LC 

8903220070 

50 322 

G 

LANPHER.LC 

8903230251 

50 322 

Q 

LANPHER.LC 

8903230251 

50 322 

G 

LANPHER.LC 

6903230251 

60-322 

G 

LANSDEN.C 

6903300007 

PR 


LAROCHE.GE 

8903100308 

40 6601 


LARSON.C E 

6903060111 

60 282 

O 

LARSON, C E 

6903080064 

50 263 

0 

LARSON.C E 

8903080178 

50 282 

O 

LARSON.C E 

8903080450 

SO 263 

H 

LARSON.C E 

8903090224 

50-282 

Q 

LARSON.C e 

8903100319 

PR 


LARSON.C E 

8903280121 

60-282 

Q 

LARSON.C E 

6903260234 

50*306 

Q 

LARSON.O^C 

6903290292* 

FOIA 


LARSON, T.K 

8903140164 

NUREQ 


LAnA,R M 

8903130531* 

50 445 

0 

LATZ.JE 

8903090192 

WASTE MGT 

LATZ.J E 

6903090206 

WASTE MGT 

LATZ.J E 

8903100222 

WASTE MGT 

UTZ.J E 

8903170314 

WASTE MGT 

LAUER.M.T 

8903240083* 

50*261 

Q 

LAUNI,CM 

8903100215* 

60-237 

F 

lAVALLE.TA 

6903200151 

50 263 

S 

LAWYER.L, 

6902270467* 

50 324 

Q 

LAWYER.L.L 

8903140935* 

50 395 

Q 

LAZARUS.W 

6811210055 

50 293 

F 

LAZARUS, WJ 

8903030385* 

SO 443 

Q 

LAZARUS.W J 

8903100480* 

50*293 

Q 

LAZARUS,WJ 

8903170431* 

50*219 

0 

LAZARUS.W, J 

8903210418* 

50*289 

Q 

LAZARUS.W J 

8903230305* 

50-307 

Q 

LE.N B, 

8902240323 

50-324 

P 

LE.N 8. 

8903150249 

50*324 

P 

LE.NB 

8903150345 

50*324 

P 

LE.NB 

8903230113 

50 324 

P 

LE,N B. 

8903230148 

50*324 

P 

LE,NG 

8903270217 

50 324 

P 

LEAR.G 

8902270191* 

50 20 

P 

LEAR,G 

6902270202* 

50 20 

P 

LEAR.G 

8902270207* 

50 20 

P 

LEAR*G 

6902270210* 

50 20 

P 

LEAR.G 

6903230091 

WASTE MGT 

LE£,B 

6903010346 

PR 


LEE,B 

6903060222 

PR 


LEE.B 

6903280370 

PR 


LE6.B E 

8903100152* 

50*259 

R 

LEE,M 

6903030468* 

WASTE MGT 

LEE,M P 

8903140552 

WASTE MGT 

LEE,M.P 

8903140621 

WASTE MGT 

LEGETTE.F L 

6903210130 

50*261 

S 

LE1TCH.G M 

8902280501 

50 352 

R 

LEITCH.G M 

8903010067 

50*352 

F 

LEITCH.G M 

8903100090 

50 352 

R 

LEITCH.G M 

8903220311 

50 362 

R 

LEITEM.D L 

8903020137 

PR 


LENAHAN,JJ 

8902280127* 

50 327 

Q 

LENAHAN.JJ 

8903240326* 

50 261 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


LENART.n S 

8612010196 

50 341 

S 

LENGJAK,0 

8902200510 

XPORTLIC 


LENJAK.B 

G9030D0139* 

XPORTLIC 


LEONARD.J D 

6902240220 

50-322 

P 

LEONARD.J D 

8903020125 

50 322 

H 

LEONAHD.J D 

8903060167* 

50 322 

R 

LEONAnD.J D 

8903080076 

60 322 

R 

LEONARD,J D 

8903060241 

PR 


LEONARD.J D 

6903060419 

50-322 

Q 

LEONARD.J 0 

6903090423 

50-322 

R 

LEONARD.J D 

8903210317 

50 322 

R 

LEONARD.J D 

8903230364 

50 322 

H 

LEONARD.J D 

8903270056 

50 322 

P 

LEONARD.J D 

8903260066 

REQGD 


LEPPKE.M E 

0903170105* 

50-323 

Q 

lEPPKE.M E 

6903280222* 

SO 323 

Q 

LEROY, S E 

8902230462 

60 369 

S 

LEROY.S E 

6902240022 

50 369 

S 

LEROY.S E 

8902240167 

50 370 

S 

LEROY.S E 

8902240169 

50 369 

S 

LEROY.S E 

8902240173 

50*369 

S 

LEROY.S E 

8902270381 

50-369 

S 

LEROY.S E 

8903210470 

50 369 

S 

LEROY.S e 

8903220042 

50 369 

s 

LESSER.M S 

8903160500* 

50 413 

Q 

LETCHWORTH.P E 

8903160463 

WASTE MGT 

LEVINE.J M 

6902240105 

50-313 

S 

LEVINE, J.M 

6902280364* 

50*313 

Q 

LEVINE,J M 

8903030281 * 

50*313 

Q 

LEVINE.J M 

6903070069 

50 313 

S 

LEVINE.J M 

8903070060 

50 313 

s 

LEVINE.J M 

890308001 1 

50 368 

s 

LEVINE.J M 

8903090164 

50*313 

s 

LEVINE, J M 

8903090291 

50*368 

s 

LEVINE.J.M 

8903090355* 

50*313 

Q 

LEVINE, J.M 

8903090360 

50 313 

S 

LEVINE.J M 

8903160034 

50 368 

S 

LEVINE.J M 

6903200345 

50 368 

S 

LEVINE.J M 

8903200385 

50 313 

s 

LEVINE.J M. 

8903200443 

50*313 

S 

LEVINE,J M 

8903220222 

50*313 

o 

LEVINE.J M 

8903230369 

50-313 

Q 

LEVINE.JM 

8903260098 

50*313 

S 

LEVINE, M M 

8903030352 

NUREQ 


LEVIS.W 

0903100549* 

50 324 

o 

LEVY.MD 

8902280135* 

50 317 

H 

LEW.G.T 

8903160060 

50 400 

S 

LEWIS.D H 

8903270195 

SO 483 

F 

LEWIS.M 1 

8903080255 

PRM 


LEWIS.M 1 

8903240266 

PR 


lEWIS.S H 

8903100237 

50 320 

G 

LEWIS.SH 

0903220041 

50*320 

G 

LEWIS.WS 

6903150067* 

50 321 

H 

LIAW.B D 

89032301 12 

50-259 

P 

LICCIARDO.R B. 

8903240074 

60 369 

P 

LICCIAROO.R B. 

890 3 240078* 

50*369 

P 

LIEBERMAN.E B 

8903130293* 

50*443 

T 

LIEBERMAN.E B 

8903130293* 

SO 443 

T 

LIEBERMAN.J 

8903060064 

50 382 

O 

UEBERMAN.J 

8903060206 

50 369 

0 

LIEBERMAN.J 

8903060210 

l&E 


UEBERMAN.J 

8903080212 

50 219 

Q 

LIEBERMAN.J 

6903090054 

50 327 

O 

UEBERMAN.J 

6903090392 

60 312 

Q 

LIE8ERMAN,J 

8903100004 

laE 


LIE8ERMAN.J 

8903100019 

60 396 

Q 

LIEBERMAN,J 

8003100224 

50*313 

Q 

LIEBERMAN.J 

8903140549 

l&E 


LIEBERMAN,J 

8903160476 

50-155 

Q 

LIEBERMAN.J 

8903200077 

50*333 

Q 

LIEBERMAN,J. 

890320021 1 

l&E 


UEBERMAN.J 

8903200216 

70-1113 


UEBERMAN.J 

8903220277 

50-325 

Q 

UEBERMAN.J 

8903220419 

l&E 


UEBERMAN.J, 

6903230426 

50 250 

Q 

LIEGERMAN.J 

6903230495 

l&G 


UE8ERMAN,J 

8903240133 

50-317 

Q 

UEBERMAN.J 

8903240190 

60-498 

Q 

UEBERMAN,J 

8903240192 

l&E 


LIEBERMAN.J 

8003240216 

50*261 

Q 

LIEBERMAN.J, 

8903240226 

l&E 


LIEBERMAN,J 

8903270201 

50-400 

Q 

LIEBERMAN.J. 

8903280099 

60-170 

Q 

LILES.D.R 

8903030322 

NUREQ 


LINOSAY.EJ. 

8903130253 

50*246 

S 

LINEHAN,J 

8903090326 

WASTE MGT 

UNEHAN.J J 

8902240099 

WASTE MGT 

L1NEHAN.JJ. 

6903030020 

WASTE MGT 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


UNEHAN.J J 

8903030173 

WASTE MGT 

LINEHAN.J J 

6903030209 

WASTE MGT 

LINEHAN.J J 

8903100107 

WASTE MGT 

LINEHAN.J J 

8903150553 

WASTE MGT 

UNEHAN.J J 

8903150557 

WASTE MGT 

LINEHAN.J J 

8903170062 

WASTE MGT 

LINEHAN.J J, 

8903230123 

WASTE MGT 

UNEHAN.J J 

0903240188 

WASTE MGT 

LINEHAN.J J 

8003240260 

WASTE MGT 

LINEHAN.J J 

0903240264 

WASTE MGT 

LINEHAN.J J 

8903240291 

WASTE MGT 

LINES, H 

8902240307 

50-528 

F 

LINSLEY.R K 

8903200316 

NUREG 


LINSLEY.R K 

8903260351 

NUREG 


UNVILLE,J 

0903030432 

60 277 

S 

LINVILLE.J C 

8902230610 

50-277 

P 

LINVILLE.J C 

8902230615 

50-277 

P 

LINVILLE.J C 

8902230624 

60-277 

P 

LINVILLE.J C 

8903130208 

50*277 

R 

LINVILLE.J C 

8903150255* 

SO 277 

Q 

LIPPOLD.W J 

8902280470 

50 317 

P 

UPPOLO.W J 

0903160364 

60-317 

P 

LITTLE.W S 

0902270130* 

50*259 

Q 

LITTLE.W S 

8002270154* 

50-269 

Q 

UTTLE,WS 

8903060147* 

50*259 

Q 

LITTLEFIELD.P 

8903130331* 

so 443 

T 

LITTLERELD.P 

0903130331* 

so 443 

T 

LITTLEFIELD.P 

8903 130300* 

50 443 

T 

LITTLEFIELD.P. 

8903130380* 

50-443 

T 

LIU.L 

8902230386 

50*331 

P 

LIVERMORE.H H 

8903010051* 

50 445 

Q 

LIVERMORE, H H 

8903020329* 

50 445 

Q 

LIVERMORE.H H 

8903090367* 

50 445 

Q 

LIVERMORE.RH 

8903130531* 

50 445 

Q 

LIVERMORE, H H 

8903140075* 

SO 445 

Q 

LIVERMORE.H H, 

B903230056* 

50*445 

Q 

LIVINGSTON.B.R 

8903220449* 

50-285 

P 

LO.RH 

8903090136 

50*261 

P 

LO.RH 

8903200436* 

50 416 

P 

LO.R.H. 

6903220255 

50*261 

0 

LO,T 

8903280308 

NUREG 


LOCKE.R F 

8902240213 

50 133 

J 

LOCKE, R F 

8902260383 

60 275 

P 

LOCKE, R F 

8903220397 

50-133 

J 

LOFGREN.E V 

8903150452* 

REVIEW GR P 

LOFLIN.L 1 

B902210566 

50*261 

Y 

LOFLIN.L 1 

6902280369 

50*326 

Q 

LOFLIN.L 1 

0903080262 

PR 


LOFLIN.L 1 

8903140351 

50 324 

P 

LOFLIN.L 1 

8903200117 

50*261 

P 

LOFLIN.L 1 

8903200212 

60 324 

F 

LOFLIN.L 1 

8903230018 

50 325 

Q 

LOFLIN.L 1 

8903230347 

60*261 

Y 

LOGAN.S B 

8902210461* 

50*269 

P 

LOGSDON.M J 

8902270397 

WASTE RES 

LOGSDON, M J 

8903060067 

WASTE RES 

LOHAUS.P 

8902270555 

WASTE MGT 

LOHAUS.P, 

8903010046 

40 6500 


LOHAUS.P A 

6903100493 

27-48 


LOHAUS.P H 

8902230319 

40 6500 


LOHAUS.P H 

8902230517 

WASTE MGT 

LOHAUS.P H. 

8902230608* 

WASTE MGT 

LOHAUS.P H 

6902230690 

27*48 


LOHAUS.P H 

6902270597 

27*48 


LOHAUS.P H 

8902280392 

27*48 


LOHAUS,PH 

8903030015 

27-48 


LOHAUS.P H. 

8903080417 

WASTE MGT 

LOHAUS.PH 

8903080429 

WASTE MGT 

LOHAUS.P H 

890308051 1 

WASTE MGT 

LOHAUS.P H 

8903160269 

27-40 


LOHAUS.P H 

8903170411 

WASTE MGT 

LOHAUS.P H 

8903170437 

WASTE MGT 

LOHAUS.P H 

8903230371 

27-48 


LOHAUS.P H 

0903230379 

WASTE MGT 

L018.L 

8902280490 

TOPREP 


LOIS.L 

6003090336 

TOPREP 


LOIS.L 

8903210296 

TOPREP 


LONG.A.R 

8609040125* 

50-327 

Q 

LONG.A R 

8902270154* 

50 259 

Q 

LONG.J A 

8903090123 

70*143 


LONG.J E 

6902210001* 

50-259 

P 

LONG.J E 

8902210029* 

50-269 

P 

LONG,J,L 

6603030133 

50-327 

S 

LONQ,J L 

8903090038 

50-328 

s 

LONG.J S, 

8902270305 

WASTE MGT 

LONG.L N 

8902210232* 

60-259 

p 

LONG.W 0 

8903090202 

PROJ 


LONQ.W 0 

6903210292 

PROJ 
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AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 


NUMBER 
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LORENZ.R W 

8903080500 

PR 


MARBAUGH.K E 

8902280551 

50 155 

R 

MAYNARD.O 

0903070170 

WASTE MGT 

LORIONJ 

8903170001 

50-260 

G 

MARBAUGH.K E 

8903010289 

50 155 

S 

MAYS.W M 

8903210514 

40 0857 


LORION ,J 

8903170001 

50 250 

G 

MARBAUGH.K E 

8903030415 

50 155 

R 

MAZUR.D W 

8903270382 

50-307 

Q 

LOTZ,L 

e903020<l00 

PR 


MARBAUGH.K E 

89030B0067 

50 155 

S 

MAZZAFERR0,PA 

8902240342 

50-410 

S 

LOUDERBAGK.T E 

86070D0367 

40 0714 


MARBAUGH.K E 

8903130347 

50 166 

S 

MAZZAFERRO.PA 

8903020638 

50-220 

S 

LOUGHEED.V P 

8903130410* 

50-266 

Q 

MARBUBG6R.DC 

8903150291 

50 323 

S 

MCALPINE.E 

8903160342 

70-27 


LOVERING J L 

6903000058 

50-293 

F 

MARBURGER.DC 

8903280207 

50 275 

$ 

MCALPINE.E J 

8903220312* 

70-143 


LOWERY.H R 

8903170267 

50 270 

S 

MARBURGER.D C 

8903280245 

50 323 

S 

MCAVOY.JJ 

8903010292 

PR 


LOWER R 

B90317026Q 

50 270 

S 

MAR10TTE,M 

0903010382 

PR 


MCBREARTY.H A 

6903210192* 

50 354 

Q 

LUBENAU.J 

8903160439 

\&E 


MAR KEY. EJ 

0903230360* 

50 320 

P 

MC0REARTY.RA 

890394030-2 • 

50 410 

Q 

LUCAS, G E 

89Q3000145 

NUREG 


MARLIN, M 

8903130061 

FOIA 


MCBURNETT.M A 

8902230344 

50 498 

R 

lucas,j a 

8902230260 

40 8724 


MARRIOTT.PW 

8903100033 

50 605 

A 

MCBURNETT.M A 

8902280497 

SO 498 

E 

LUCAS|J a 

8903220354 

40 8724 


MARRIOTT.PW 

6903100064 

SO 605 

K 

MCBURNETT.M A 

Q90302067Q 

50 490 

P 

LUCHT.R 

8903030196 

40 BQ57 


MARRIOTT.PW 

6903160338 

PT21 


MCBURNETT.M A 

8903030128 

50 498 

P 

LUEBKE,e A 

B90323000D 

50 443 

G 

MARSH.F B 

6612040360* 

50 424 

E 

MCBURNETT,M A 

8903030276 

50 498 

F 

LUEHMARJ 

8903200077 

50-333 

Q 

MAR SHALL. JS 

6903080534 

50 445 

Q 

MCBURNETT.M A 

8903090171 

SO 408 

P 

LUEHMAN.J 

8903240190 

50 498 

Q 

MARSHALL.JS 

8903090018 

50 445 

S 

MCBURNETT.M A 

8903150415 

SO 496 

P 

LUNA,J W 

8903130141* 

CONTRACT 

MARSHALL.J S 

6903100516 

50-445 

S 

MCBURNETT.M A 

8903210378 

50 496 

0 

LUNN,Q P 

89031 303B6 

60 293 

S 

MARSH ALL. J S 

8903140026 

50 445 

S 

MCBURNETT.M A 

8903210394 

50-498 

P 

LYASH.J J 

8903200333 

50-293 

S 

MAR8HALL.W M 

8003030287 

PR 


MCBURNETT.M A 

8903210431 

50 498 

F 

LYND.S 

8903270293 

FOIA 


martin.de 

8903230445 

WASTE MGT 

MCBURNETT.M A 

Q003220363 

50 496 

R 

LYONS.E 

8902280007 

50 250 

S 

MARTIN, J B 

8002270261 

60 206 

Q 

MCBURNETT.M S 

8903170270 

50 496 

P 

LYONS, E 

8902200316 
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P 

8903100446* 

50*142 

F 

MILLER.H J 

6903230203 

50 461 

Q 

MORAN.D H 

8903150204 

50 260 

P 

6903100478’ 

50*142 

F 

MILLER.H J 

6903280189 

50 255 

0 

MORAN.D H 

8903220520 

50 259 

P 

6902270232 

50 413 

R 

MILLER, JR 

8903150335* 

50 142 

F 

MORAN.TR 

8003230393 

50 346 

J 

8002270392 

50 244 

R 

MILIEB.L 

0902240295* 

50 331 

n 

MORAY.N 

8903030223 

PR 


8903 020621 

50*244 

Q 

MILLER,L 

6902240299* 

50 331 

R 

MOREY, D N 

0902230479 

50 364 

n 

8903100274 

50 244 

H 

MILLER.L 

6963130060 

50-530 

s 

MOREY.O N 

6902230406 

50*348 

R 

G903 130193 

50 244 

P 

MILLER.L 

6993140141 

50 530 

s 

MOREY, 0 N 

8902240121 

50 348 

s 

0903140059 

50 244 

R 

WILLER.L 

8903140390 

50 526 

s 

MOREY.O N 

8903160146 

50 348 

R 

8903150153 

50*244 

P 

MILLER.L 

8903210346 

50 331 

R 

MOREY.D N 

8903160164 

50 364 

R 

0903150532 

50*244 

Q 

MILLER.L F 

0902280550* 

S03I2 

Q 

MOREY.O N 

8903210224* 

50 348 

V 

8903200413 

50 244 

P 

MILLER.L F. 

6903060156* 

50 528 

Q 

MOREY.D N 

0903260178 

60 364 

s 

8903240004 

50 244 

P 

MILLER.L F 

6903080207* 

50-312 

Q 

MOREY.O N 

0903260062 

50 340 

F 

8903080553 

NUREG 


MILLER.L K 

6902270396 

60*311 

R 

MORGAN.H E 

0902230034 

50-206 

F 

8903010316 

50-361 

P 

MILLER.L K 

6903020619 

50-272 

S 

MORGAN.H E 

8902240361 

50 206 

n 

6002230480 

CONTRACT 


MILLER.L K 

8993100474 

50 272 

S 

MORGAN.H E 

0902270216 

50*361 

R 

8902240110 

CONTRACT 


MILLER.L K 

6903130129 

50*272 

S 

MORGAN.H E 

8902200475 

60 206 

s 

8903270416 

CONTRACT 


MILLER.L K 

8903140524 

50 311 

s 

MORGAN.H E 

8002280505 

50 361 

s 

8903220506* 

50 327 

P 

MILLER.LK. 

6903140533 

60 272 

s 

MORGAN.H E 

8903080081 

60 206 

V 

8903090012* 

50305 

P 

MILLER.L K 

8003140538 

50 272 

s 

MORGAN.H E 

8903080426 

50 206 

R 

0903060072* 

50312 

Q 

MILLER.LK 

6903150468 

50 272 

s 

MORGAN.H E 

8903090218 

50 206 

F 

8903280085 

50 29 

S 

MILLER.L K 

8903210093 

50*272 

s 

MORGAN.H E 

8903090471 

50-206 

S 

B903240235 

PR 


MILLER.LK 

8903210096 

50-272 

s 

MORGAN.H E 

8003100500 

50-206 

R 

8902270462* 

50-275 

Q 

MILLER.LK 

8903210299 

50*272 

s 

MORGAN.H E 

8903100514 

50*206 

R 

8902260385* 

60*275 

Q 

MILLER.LK 

8903220119 

50-272 

R 

MORGAN.H E 

6903140382 

60-361 

s 

8903060140* 

60 344 

Q 

MILLER.LK. 

6903220120 

60 311 

R 

MORGAN.H E 

8903200137 

60-361 

S 

0903270146* 

60 275 

0 

MILLER,! K 

8003240213 

60 272 

S 

MORGAN.H E 

8003210416 

50-361 

R 

6902270498* 

50*321 

Q 

MILLER.LK 

6903240221 

50-272 

S 

MORGAN.H E 

8903220161 

50*206 

R 

8903030306 

NUREG 


MILLER, M A 

6612240287 

50-424 

A 

MORGAN.H E 

0903220325 

60 206 

F 

6903030348 

NUREQ 


MILLER.R 

8903260269* 

50-254 

V 

MORGAN.H E 

8903220427 

50-361 

S 

8903030394 

NUREG 


M1LLER.W F 

8903270067* 

ORG 


MORGAN.H E 

8903280047 

50 361 

V 

8903030423 

NUREG 


MILLER.W H 

B0031OO46B* 

50*348 

Q 

MORGAN, R 

8903010278* 

50-213 

H 

8903140041 

NUREG 


MILTENBERGER.S, 

6902230441 

50*272 

P 

MORGAN, R E 

8902230520 

50-261 

R 

8903140008 

NUREG 


MILTENBERQER.S 

69022B0430 

50-272 

P 

MORGAN, R E 

8903010275 

50 261 

F 

6903140099 

NUREG 


MILTENSERGER.S 

6903060425 

50-364 

Q 

MORGAN, R E 

8903010420 

50 261 

R 

6903140119 

NUREG 


MILTENBERGER.S. 

89D3 100262 

50-31 1 

Q 

MORGAN.n E 

89030B0158 

50-261 

R 

6903280306 

NUREQ 


MILTENBERGERA 

6903140403 

50-272 

P 

MOBQAN,R E 

8903090116 

50 261 

P 

6903200253 

60 290 

F 

MILTENBERGER.S, 

6903140634 

50*272 

R 

MOHGAN.R E 

8903150164 

50-261 

F 

6903200006* 

50 395 

1 

MtLTENBERGEH^S, 

6903140641 

50-272 

Q 

MORGAN, R £ 

8903200181 

50-261 

R 



PERSONAL AUTHOR INDEX 323 
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NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


MORGAN.R E 
MORGAN.R E 
MORGAN.R E 
MORGAN.T 
MORGAN.W E 

MORGAN.W E 
MORGAN.W E 
MORGAN.W E 
MORGAN.W E 
MORRILUVW 

MORRIS.B M 
MORRIS.DR 
MORRIS.OR 
MORRIS, KJ 
MORRIS.KJ 

MORRIS.KJ 
MORRIS.KJ 
MORRIS, K J 
MORRIS, K J 
MORRIS.K J 

MORRIS.KJ 

MORRIS.KJ 

MORRIS.KJ 

MORRIS.KJ 

MORRIS.KJ 

MORRIS.K J 
MORRIS.KJ 
MORRIS.KJ 
MORRIS.KJ 
MORRIS.KJ 

MORRIS.K J 
MORRIS.K J 
MORRIS.KJ 
MORRIS.KJ 
MORRIS.KJ 

MORRIS.KJ, 
MORRIS.K J 
MORRIS.KJ 
MORRISON.M 
MORROW, G 

MORROW, M C 
MOR2ENTI.S P 
MOSES.Dl 
MOSLEY.RL 
MOSS.J C 

MOWREY.C 
MOWREY.C 
MOWRY.W.R 
MOY.M E 
MOY,M E 

MOYE.RA 
MOYE.RA 
MROCKZA.E J 
MnOCK2A.EJ 
MROCKZA,E J. 

MROCZKA.EJ 
MROCZKA.EJ 
MROCZKA.EJ 
MROCZKA.E J 
MROCZKA.E J 

MROCZKA.EJ 
MROCZKA.EJ 
MROCZKA,6 J 
MROCZKA.EJ 
MROCZKA.EJ 

MflOC2KA.EJ 

MROCZKA,EJ 

MROCZKA.EJ 

MROCZKA.EJ 

MROCZKA.EJ 

MROCZKA,EJ 
MROCZKA.E J. 
MROCZKA.E J 
MflOCZKA.EJ 
MROCZKA.E J 

MROCZKA.E J 
MROCZKA.E J 
MROCZKA,EJ. 
MROCZKA.E J 
MROCZKA.E J 

MROCZKA.E J 
MROCZKA,E J 
MROCZKA.EJ, 
MROCZKA.E J 
MROCZKA.E J 

MROCZKA.E J. 
MROCZKA.E J, 
MROCZKA.E J. 


8903210130 

0903210324 

8g032201€0 

8903220087 

0902240283 

8903060066 

8903100245 

8903130461 

8903210190 

8903210509 

8903100489 

8903010060 

8903200296 

8902230465 

8902270276 

8902270546 

8902280006 

8903010192 

8903020065 

8903020372 

8903030214 

8903090039 

8903090064 

8903090084 

0903090009* 

8903090324 

8903100205 

8903150317 

0903150331 

0903160010 

0903160258 

0903210472 

8903220443 

0903220445* 

0003230001 

0903230249 

0903240170 

0903270269 

0903230449* 

0903000165 

8903010275 
0903030343 
QD03 220327 
B902200008 
0903020225 

8903210386 

0003230293 

0903020607 

0003210021 

0903220078 

8903210423* 

0903240251* 

0903270290 

8903270209 

8903270299 

0902230595 

0902230595 

B902240074 

8902240074 

8902270041 

0902270041 

B902260226 

0902280226 

8903020448 

8903020448 

0903030047 

8903030047 

8903030387 

8003030367 

0903030307 

8903060205 

8003080205 

0903090010 

8903090010 

8903090026 

6903090026 

8903090215 

8903090215 

8903090342 

8903090342 

0903090375 

8903090375 

8903100032 

6903100032 

0903100336 

8903100336 

0903100336 

0903100351 


50 261 S 

50 261 P 

50 261 Q 

40 8905 
50 373 0 

50 373 P 

50 10 P 

SO 373 P 

50 373 P 

40 8690 

PR 

50 461 S 

50 461 S 

50 205 Q 

50 285 R 

50 285 R 

50 285 Q 

50 205 P 

50 205 P 

50-205 P 

50-205 S 

50 205 F 

50 285 P 

50 205 S 

50 205 S 

50-285 S 

50 285 R 

50 285 P 

50 205 P 

50 205 Q 

50 205 F 

50 205 R 

50-205 P 

50 285 P 

50 205 S 

50 205 Q 

50 205 S 

50 205 Q 

CONTRACT 
50-10 H 

60 261 F 

40 Q057 
PROJ 

50 237 S 

71-9053 

60-250 S 

50-250 S 

PR 

50 237 S 

50 237 S 

50-424 R 

50 424 R 

50 213 P 

50 213 P 

50 213 P 

50 423 P 

50 423 P 

50 213 P 

60-213 P 

50-245 P 

60-245 P 

60-336 P 

50-336 P 

50-423 P 

50-423 P 

60-245 Q 

50-245 Q 

50-213 R 

50-213 R 

50-213 R 

50-213 P 

50-213 P 

50-245 P 

50 245 P 

50 245 P 

50-245 P 

50-336 P 

60 335 P 

50-245 Q 

50-245 0 

50 213 Q 

50 213 Q 

50-213 P 

50-213 P 

50 213 H 

50 213 H 

60-213 H 

50-245 R 


MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA,E J 

MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 

MROCZKA.E J 
MROCZKA,E J 
MROCZKA.E J 
MROCZKA,£ J 
MROCZKA.E J 

MROCZKA.EJ 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 

MROCZKA,E J 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 

MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 
MROCZKA.E J 

MUDl INJD 

MUELLA.M 

MUELLA.M 

MUEILER.M 

MUIRHEAD.O 

MUUER.D R 
MULIER.DR 
MULLER, 0 R 
MULLER.DR 
MULLER. DR 

MULLER.DR 
MULIER.DR 
MULLEY.GA 
MUNRO.J F 
MUNRO.W 

MUNRO.W 
MURDOCK.S 
MURLEV.T E 
MUniEY.TE 
MURLEY.TE 

MURLEY.T E 
MURLEV.T E 
MURLEY.T E 
MURLEY.T e 
MURLEY.TE 

MURLEY.TE 
MURLEY.T E 
MURLEY.T E 
MURLEY.T E 
MURLEY.T E 

MURPHIE.WE 
MURPHY.E S 
MURPHY, J D. 
MURPHY.J J, 
MURPHY.K E, 

MURPHY.M E 
MURPHY, W M 
MURPHY, W P 
MURPHY.W.P 
MURPHY.W P 

MURPHY.WP 
MURPHY.W P 
MURRAY.B 
MUSOLF.D 
MUSOLF.O 

MUSOLF.D 

MUSOLF.O 

MUSOLF.D 

MUSOLF.D 

MUSOLF.D. 

MUSOLF.O. 

MUSOLF.D, 

MUSOLF.D. 

MUSOLF.D 

MUSOLF.a 

MUSOLF.D, 

MUSOLF.D 

MUSOLF.O 


0903140614 60 213 
0903 140614 50 213 
8903150269 50 213 
8903150269 50 213 
8903170433 50 213 


R MUSQLFO 

B MUSSER.R A 
P MUTZ.B 

P MYERS.CJ 

P MVERS.K 


B90'3?203flfi 50-202 P 

8902270198* 50 321 Q 

8903000204 50 3 1 5 H 

8902200550* 50 312 O 

8903010257 PP 


8903170433 

50213 

P 

MYEBS.TG 

0903200162 

50 423 

P 

MYEHS.TJ 

0903200162 

50 423 

P 

MYERS.TJ 

0903200248 

50 423 

Q 

MYRADO.A L 

8903200248 

50 423 

Q 

NACARRO.M 

8903200251 

60 245 

F 

NAIDU.K R 

8903200251 

50 245 

F 

NAIKJA 

8903210102 

50 213 

H 

NAJAFI.B 

8903210102 

50-213 

H 

NALEZNY.C L 

8903210102 

50 213 

hi 

NANDY.rn 

0903210421 

50 213 

Q 

NANDY.FR 

8903210421 

$0 213 

Q 

NANDY.F R 

8903210421 

50 213 

0 

NANDY.F R 

8903230101 

50 423 

P 

NANDY.F R 

8903230101 

50 423 

P 

NANDY.F R 

8903280037 

50 245 

P 

NANDY.F R 

8903280037 

50 246 

P 

NANDY.FR 

0903280075 

50 213 

M 

NANDY.FR 

8903200075 

50 213 

H 

NANDY.FR 

8903280075 

50 213 

H 

NANDY.F R 

8903280202 

50 245 

P 

NANDY.F R 

6903280202 

50 245 

P 

NANDY.FR 

8903300207 

RFGGD 


NANDY.FR 

8903300297 

RCGGD 


NANDY.F R 

8903300297 

REGGO 


NANDY.F n 

8903220211* 

50 247 

Q 

NANSTAD.n K 

0902240331 * 
0902240332* 

50 312 

R 

NAPUDA.G 

50 312 

R 

NARDUT.PP 

8903230094 

50 312 

R 

NARQUT.P P 

0903010176 

50-293 

H 

NARDl.AJ 

8003030245* 

50 461 

P 

NARDI.AJ 

8903080253* 

50 373 

P 

NARDONE.P 

0903100502* 

DO 254 

P 

NASFLB 

0903200984* 

50 456 

P 

nash.d a 

8903210110 

50-237 

P 

NASH.D A 

8603220121 

50 457 

P 

NASH.D A 

0903240075 

8603200171* 

50 454 

P 

NAVE.E D 

roiA 


NEELEY.QW 

8903270079 

50 62 

V 

NEIQHaORS.JD 

8902270683 

50 203 

R 

NEIGH BORSJ D 

6903240069 

60 293 

R 

NEIGHBORSJ D 

0903220133 

40 6622 


NEIGHBORSJD 

8902210633 

TOPREP 


NElGHQOnS,JD 

8902270201 

50 482 

F 

NE{GH0OnS.JD 

8903020309 

ORG 


NEIMEYGR.E 

8903100024 

STATE PRO G 

NEISLERJ H 

8003100246* 

50*425 

P 

NEJFELT.G M 

8903140129 

50 250 

P 

NELSON.C 

8903140421 

ORG 


NELSON.D 

8903200290 

ORG 


NELSON.n A 

0903200322* 

60-293 

r 

NEtSON.RO 


0903200444 

ORG 


NELSON.RO 

8903240331 

ORG 


NEMETHY.E 

8903270154 

60 293 

H 

NERIGCIO.A E 

6903270349 

60*425 

M 

NERSES, V. 

8903080210 

PR 


NERSES.V. 

8903270143 

WASTE RES 

NERSES, V 

8903170351 

71 9074 


NERSES.V 

8902280501 

50 352 

R 

NERSES.V 

8903130300 

50-245 

S 

NERSES.V 

8903160438* 

50 285 

o 

NEUFER.AQ 

6903140070 

WASTE MQT 

NEWQERRY.S 

8903010160 

50-271 

p 

NEWBURQH.G 

0903100317 

PR 


NEWBURGH, G 

8003140683 

60 271 

Q 

NEW8UHQH.G 

8903150258 

60-271 

n 

NEWSOWE.R W. 

8903200256 

50-271 

s 

NEWTON, R A 

6903170007 

50 148 

Q 

NEWTON, R A. 

8902240159 

50*263 

p 

NEWTON.TH 

8902280297 

50-263 

p 

NEYLAN.AJ, 

8902280335 

60*263 

p 

NEYLAN.AJ 

8903010295 

50 262 

p 

NICHOLAS. J.B 

0903090057 

50-263 

R 

NICHOLASJ B 

0903160027 

50-263 

R 

NICHOLS.M.K 

8903170051 

50 202 

Q 

NICHOLS.S 

0903170070 

60-263 

P 

NICHOLSON. LE 

8903200151 

50-263 

S 

NICHOLSON .W O. 

8903200323 

SO 282 

R 

NIEMEYER.E 

8903210006 

50-262 

P 

NIMITZ.R L 

0903210152 

60-263 

P 

NO LAN, 0 J. 

6003210155* 

50-263 

P 

NOLAN.DJ 

0903220101 

50-253 

P 

NOLAN.J, 

B903220257 

60-263 

P 

NOLL.LQ, 


8903000539 

B902200507 

G90322046D 

0903160027 

8003020185 

0903010250* 

0903150407 

8903090145 

0902020412* 

0902230407 

090227031 1 
890302031 1 
8903020650 
0903030224 
0903090422 

8903100369 

0D03170172 

0003200908 

8903200024 

0903200354 

8903210097 

8903210107 

0903240064 

0903240072 

8903270062 

6903090048 

8903070085* 

0902270462* 

0902280385* 

8902230200 

0902230323 
0003210339 
0003140240 
8903090177 
89031 30GG7 

8903210454 

0002200123 

8903130602 

8902240301 

0902280317 

0903000217 

6903080205 

6903170311 

6903220535 

0903230440 

6903010024* 

0903260209’ 

0903010102* 

8903020203* 

0903030322 

0903 100 34 Q* 
8003130349* 
8003060232 
8903100522 
0611140376 

80030 B01 66 
0903200307 
0903270307 
8003200010 
0903280056 

0903020170 

6003270345 

8002240097 

0002240097 

0003200224 

8903000356* 

6903100040 

0003160071 

0902240026 

09()3220333 

0903220330 
8903000537* 
0903090 399 *■ 
0903200267* 
8903240036 

8903130270* 

6903030146 

0903230449* 

8003140600* 

6903100012 

0003 140435 
8902270184 
890302001 1 


50 348 r 

50-348 F 

50 346 r 

50-263 n 

PR 

QA999 

50-327 S 

NUREG 
50 205 P 

50 361 S 

50 206 P 

50 3C1 P 

50 206 b 

50 200 S 

50 200 O 

60 381 P 

fiO ?0G P 

50 200 P 

50 200 P 

50 301 C) 

50 205 P 

50 20G O 

50 20G P 

501POG P 

50 20G P 

NURF.n 
50 247 O 

50 275 a 

GO 275 O 

70 11G1 

71 5450 

50 443 n 

50 289 F 

50 244 J 

50 423 I 

TOPREP 
50 2G0 S 

50 321 P 

50 220 P 

50 ?RG P 

GO 286 F> 

50 286 P 

50 260 P 

50 2Ue P 

CONTRACT 

50 34 1 Q 

60 254 V 

50 320 P 

50 369 Q 

NUREG 

60 443 T 

50 443 ^ 

PRM 

50 213 F 

50 443 F 

GO 443 F 

50 443 E 

50 443 P 

SO- 4 43 P 

50 443 P 

50-330 1 1 

BO-272 P 

60-245 R 

60-245 n 

60-246 n 

50-250 0 

TOPREP 

TOPREP 

71*070 

PHOJ 

PROJ 

60^208 Q 

50 408 O 

60-267 Q 

60-309 S 

50*280 O 

PR 

CONTRACT 
SO 334 Q 

PROJ 

PROJ 

00-276 n 

PR 
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NOLTE.MC 

6903220064 

40^6622 


NOONANT P 

8902270693 

50-412 

S 

NOONAN.T P 

89022800)14 

50-334 

S 

NOONAN.TP 

8903210146 

50-334 

S 

NOONANT P 

8903220424 

50-412 

S 

NORDERHAUGi 

8903130682 

50-397 

S 

NORDERHAUG.L R 

0903100456* 

50-142 

F 

NORELIUS.C E 

8901120160 

50-413 

P 

NORELIUS.C E 

8903070062 

50-373 

F 

NOREUUS.C E 

6903070072 

50-237 

P 

NORELIUS.C E 

6903080405 

60-295 

0 

NORELIUS.C E 

8903140279* 

50-266 

F 

NORELIUS,C E 

B903240270 

50-454 

P 

NORELIUS.C E 

6903270054 

50-456 

P 

NORELIUS.C E 

6903280219 

50-295 

P 

NORRIS. BS 

6903100496* 

50-336 

Q 

NORRIS.J A 

6902230192 

50-335 

P 

NORRIS.J A 

8903160077 

50-389 

P 

NORRIS.J A 

6903170410 

50-335 

P 

NORRIS.JA 

0903210104 

50-335 

P 

NORRIS.J A 

6903210105* 

50-335 

P 

NORRIS.JA 

8903220459 

60-389 

P 

NORTH.HS 

8902270469* 

50-275 

Q 

NORTH.HS 

0903140185* 

50-528 

Q 

NORTH, PJ 

6902270350 

50-270 

S 

NOflTH.PJ 

6902270650 

50-269 

S 

NORTH.PJ 

6903020537 

50-287 

S 

NORTH.P.J 

6903280173 

50-269 

S 

NORTONT C 

8903200332* 

50-293 

F 

NOVAK.MA 

B903030370 

PR 


NOVAK.TM 

6902270235 

TOPREP 


NOVAK.T M 

8903060027 

ORG 


NOVENDSTERN.E. 

8903090219* 

50-206 

P 

NOWELL, WO 

89030B0474 

60-483 

H 

NUNES, HP 

8903150073* 

WASTE MOT 

NUNE2J S. 

8903230095 

PROJ 


NYE,R B 

8903010367 

PR 


0'aRIEN.JP 

8903030140* 

50-344 

Q 

O'CONNELL, P. 

0903220092* 

50-247 

Q 

O’CONNORJ J. 

6903230356 

PR 


O’CONNOR, PW 

6902280513 

50-298 

P 

O’CONNOR, PW 

6902280520* 

50-208 

P 

0’C0NN0R,PW- 

8903010145 

50-293 

P 

O’CONNOR.PW. 

6903220511 

60-298 

S 

OAKLEY.D.T, 

6903150073* 

WASTE MGT 

OCONNOR.D.J 

6902270310 

50-334 

J 

OCONNOR.DJ 

6902270612 

50-3 

J 

ODELL.W.A. 

6903230209 

50-458 

F 

OLDHAM, J G 

8902270305 

WASTE MGT 

OL»VeiRA.W. 

8903070065* 

50-247 

Q 

OLMSTEAD.C A 

5902230429 

60-344 

S 

OLMSTEAD.C A 

8902270092 

60-344 

s 

OlMSTEAD,aA, 

6902260366 

50-344 

s 

OLMSTEAD.WJ 

8002130352 

SECY 


OLSENT.T 

8902280277* 

40-8902 


OLSEN, TT. 

6902280453* 

40-8857 


OLSEN.WT 

6903210379* 

60-322 

Q 

OLSHAN.LN. 

8903030267 

50-464 

P 

OLSHAN.L N. 

8903200269 

60-454 

P 

OLSHAN.L.N 

8903200299 

50-454 

P 

OLSHAN.L N 

8903210013 

60-454 

P 

OLSHAN.LN 

8903200351 

60-2B5 

P 

ORDERS.W.T. 

8903180500* 

60-413 

Q 

ORSER.WS. 

6902230442 

60 341 

R 

ORSER,W.S, 

6902230443 

60-341 

P 

ORSER.W.S. 

6002240077 

50 341 

S 

ORSER,WS 

6002260503 

50 341 

J 

ORSER,W S. 

8903140617 

50-341 

S 

ORSER.W S 

8903210004 

60-341 

s 

ORTICELLE.A* 

8902270223 

60-272 

R 

ORTICELLE,A. 

8902270398 

50-311 

R 

ORTICELLE,A. 

6903220119 

50-272 

R 

ORTlCELLE,A. 

8903220120 

50 311 

R 

OSBORN, T.Q 

6903210090 

40 8904 


OSBORN,! G 

8903210165 

40 8904 


OSBORN, T G. 

6903210526 

40 8904 


OSQOOD,N L, 

6903200416 

71-9228 


OSTER.J. 

6803280163 

50-10 

J 

OWCZARSKI.PC. 

8903210200 

NUREG 


OWEN,D.R. 

8902160483* 

60-259 

P 

OWENS.C B. 

8903130651 

WASTE MGT 

OWENS, CB. 

8903130651 

WASTE MGT 

OZAKLC.B 

6902270196 

WASTE MGT 

OZAKLC B. 

6902270196 

WASTE MGT 

— — - /-* O 

6903090396* 

WASTE MGT 


8903140070 

WASTE MGT 


8902240324 

50-266 

P 

M 

8903240330* 

50-496 

P 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

PADOVAN.L M 

8902270256* 

TOPREP 


PAGE.G B 

8903010283 

PR 


PALANYK.TS 

0903080542 

50 10 

H 

PALMER.D R 

8903020482 

50 220 

P 

PALMER, D R 

8903020488* 

50 220 

P 

PALUSAMY.S S 

8903020440* 

60 412 

P 

PAO.T 

8903060102* 

50 410 

P 

PAOLINO,R J 

8902230542* 

50 219 

Q 

PAPANIC.G 

Q902270264 

50-29 

P 

PAPANIC.G 

8903100057 

50 29 

R 

PAPANIC.G. 

B903I 50092 

50-29 

F 

PAPANIC.G 

0903230078 

50-29 

R 

PAPERIELLO.C J 

8903240256 

50-456 

P 

PAQUETTE.J F 

8903200037* 

50-171 

1 

PAQUIN.P L 

6903170158 

71-5805 


PAQUIN.P L 

8903170394 

71-0111 


PAQUIN.P L 

0903240165 

71-5805 


PARAMOHE.G 

8903220230 

50-237 

R 

PARK.J Y 

8903280340 

NUREG 


PARKT C 

8903010412 

PR 


PARKER.J 

B903080U7 

50-304 

S 

PARKER.R J 

8903030152 

PR 


PARKER.S D 

8903200119 

WASTE MGT 

PARKER.S D 

8903200130 

WASTE MGT 

PARKER.WJ 

0903130542* 

50-445 

Q 

PARKS, J W 

8903010173 

50-603 

A 

PARKYN.J.D 

6903240183 

71-9222 


PARLER,W C 

B003140385 

SECY 


PARR.O D 

8903230310* 

50-324 

P 

PARRISH, M 

6903230214* 

50-263 

V 

PARSONS.G 

6903100310 

PRM 


PARSONS.P L 

8903010298 

PR 


PARTAK.M 

6903010231* 

50 237 

P 

PARTLOW,JG 

8903010210 

50 327 

Q 

PARTLOW.J.G 

8903010210* 

50 327 

Q 

PARTLOW.J G 

6903010223* 

60 327 

Q 

PARULIS.P 

6903130361 

50 336 

S 

PASAMEHMETOGLU 

0903030322 

NUREG 


PASCIAK,WJ* 

6903030400* 

70-1100 


PASCIAK.WJ. 

8903090203* 

70 687 


PASCIAK.W.J. 

8903200163* 

50-286 

Q 

PASCIAK,WJ. 

8903200182* 

70-1100 


PASCIAK.W.J. 

6903210361* 

70-135 


PASCIAK.WJ, 

8903210432* 

70-1100 


PASQUALETTI.M. 

8903200424* 

ORG 


PASTIS.H.N 

8902230681 

50-269 

Y 

PASTIS.HN 

8903030135 

60-269 

P 

PASTVA.MJ 

8903060095 

50-325 

S 

PASTVA,M J 

8903160092 

50-325 

S 

PASTVA,M J 

8903220374 

50-325 

s 

PASTVA,M.J 

8003220379 

50*325 

& 

PATCHANAT. 

8903130395* 

50-416 

p 

PATE.R,J. 

8003080481 

50-206 

F 

PATE,RJ. 

8903090299 

50-206 

Q 

PATE.RJ 

8903210335 

60-206 

F 

PATEUC P 

8903060179 

60 295 

P 

PATEL.CP. 

8903080303 

60 295 

P 

PATEL, CP. 

6903100440 

50-295 

P 

PATEL.CP. 

6903200351 

60-295 

P 

PATEL.N 

8903240137 

40-8902 


PATEL.RN 

B9031 60281* 

50-305 

Q 

PATETE.F M. 

8903200108 

40-8027 


PATRICK, WC. 

8902270347 

WASTE MGT 

PATRI2IA,C.A 

8903060005 

60-425 

M 

PATR12IA.CA, 

8903060005 

50-425 

M 

PATTERSON.J. 

B903070015* 

60-346 

Q 

PATTERSON.J 

8903270374* 

60 373 

0 

PATri80N,R S 

8903030362 

40 8084 


PATTISON.R S 

8903270030 

40 8084 


PATTY,OW 

8903010306 

PR 


PAUL.R A 

8903240230* 

50-295 

Q 

PAULK, G L. 

8903140063* 

50-335 

Q 

PAULSON, W.A 

69030604B6 

50-458 

P 

PAULSON, W.A 

8903090028* 

60-458 

P 

PAULSON.W.A 

8903140162 

50-450 

P 

PAULSON.W A 

8903140187* 

50-458 

P 

PAULSON.W.A 

6903160136 

50-456 

P 

PAULSON.W,A 

8903220288 

50-458 

P 

PAWLIK.ET. 

B903290312* 

50-440 

P 

PEABODY.W.F. 

B903170153* 

60-312 

S 

PeARSON.Q.B 

8903200234* 

40-8681 


PEARSON,J.T 

8903200192 

60-271 

J 

PeASE,DL 

8903010300 

PR 


PEEBLES.TA 

8902270061 

50-416 

Q 

PEEBLES.TA. 

8902270199* 

50-269 

Q 

PEEBLES.TA. 

8902270478 

60-324 

Q 

PEEBLES,T.A 

8903080116 

50-425 

0 

FEEBLEST A. 

8903080454 

50-324 

Q 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

PEEBLES,! A 

8903130210 

50-269 

Q 

PEEBLES,! A 

8903140311 

50 413 

Q 

PEEBLES.! A 

8903140335* 

50-395 

Q 

PEEBLES.! A 

8903230454 

50 400 

Q 

PELCHAT.J 

8903150055 

l&E 


PELLET, J L 

8903280011* 

50 450 

V 

PELLET, J L 

8903280018* 

50 298 

V 

PELLETIER.J P 

8903060151 

50 271 

s 

PELLETIER.J P 

8903080162 

60 271 

s 

PELLETIER.J P 

8903230129 

50 271 

s 

PELLeTIER.J P 

8903230144 

50 271 

s 

PELLETIER.J P 

8903230151 

50-271 

s 

PELLETIER.J. P 

8903230372 

60-271 

s 

PELLETIER.J P 

8903240041 

50-271 

S 

PELLETIER.J P 

8903240046 

50-271 

s 

PELOQUIN.RA 

0903210331* 

WASTE MQT 

PENDER Q AST, J 

8902240077 

50-341 

s 

PENDER G AST, J M 

8902230442 

50-341 

R 

PENNELL,W E 

8903090048 

NUREG 


PENNINGTON.W S 

8903020120* 

70-622 


PENNINGTON.W.S. 

8903150537* 

40-6563 


PENNINGTON.W S 

8903200209* 

70-1257 


PEOPLES.H a 

B9021 40290* 

60-259 

P 

PEnnY.J A 

8903150178* 

50-220 

P 

PERRY,W fl 

0DO3O3O33O* 

50-400 

P 

PETERS, A. 

0902150071* 

50-269 

P 

PETERS. A 

8902150138* 

50-259 

P 

PETERS,A. 

8902150204* 

50-259 

P 

PETERS, A 

6902150214* 

50-269 

P 

PETERS,A. 

8902 150210* 

50-259 

P 

PETERS J G 

BD03 150400 

60-338 

R 

PETERSEN.F M 

8903020278 

PR 


PETERSON, C H 

8903 170048 

WASTE RES 

PETeflSON.J 

8903080519 

PR 


PETERSON.MJ 

8903100528 

XPORTLiC 


PETERSON, M R 

8902230320 

XPORTLIC 


PETERSON.M R 

8902240262 

XPORTLIC 


PETERSON, M R 

8002270521 

XPORTLIC 


PETERSON.M R 

8902280253 

XPORTLIC 


PETERSON.M R 

8002280274 

XPORTLIC 


PETERSON.M R 

8902280491 

XPORTLIC 


PETERSON.M R 

8902280539 

XPORTLIC 


PETERSON.M R 

0903010027 

XPORTLIC 


PETERSON.M R 

8903010201 

XPORTLIC 


PETERSON.M R 

8903030217 

XPORTLIC 


PETERSON.M R 

8903030226 

XPORTLIC 


PETERSON.M R 

8903030243 

XPORTLIC 


PETERSON.M R 

8903030403 

XPORTLIC 


PETERSON.M.R. 

8903030470 

XPORTLIC 


PETERSON.M R 

8903030508 

XPORTLIC 


PETERSON.M R 

6903060204 

XPORTLIC 


PETERSON.M R 

8003070131 

XPORTLIC 


PETERSON.M R 

6903060041 

TOPREP 


PETEflSON.M.R. 

8903000343 

XPORTLIC 


PETERSON.M R 

6903080366 

XPORTLIC 


PETERSON.M R 

89030B0370 

XPORTLIC 


PETERSON, M R 

8903080373 

XPORTLIC 


PETERSON.M R 

8903080379 

XPORTLIC 


PETERSON.M.R, 

8903080413 

XPORTLIC 


PETERSON.M R 

8903080551 

XPORTLIC 


PETERSON.M R 

8903090072 

XPORTLIC 


PETERSON.M R. 

8903090134 

XPORTLIC 


PETERSON.M R 

8903090179 

XPORTLIC 


PETERSON.M.R 

8903090234 

XPORTLIC 


PETERSON.M R 

8903090240 

XPORTLIC 


PETERSON, M R 

8903090245 

XPORTLIC 


PETERSON, M.R 

6903090265 

XPORTLIC 


PETERSON.M R 

6903090263 

XPORTLIC 


PETERSON.M.R. 

8903090267 

XPORTLIC 


PETERSON.M R 

6903090266 

XPORTLIC 


PETERSON.M R 

8903090274 

XPORTLIC 


PETERSON.M.R. 

6903060344 

XPORTLIC 


PETERSON, M R 

8603160106 

XPORTLIC 


PETERSON.M.R. 

8903160128 

XPORTLIC 


PETERSON.M.R 

8603210098 

XPORTLIC 


PETERSON.M R 

8903230141 

XPORTLIC 


PETERSON, M.R 

8903230315 

XPORTLIC 


PETERSON.M R 

8903230316 

XPORTLIC 


PETERSON.M R 

0903230374 

XPORTLIC 


PETERSON.M R 

8903230300 

XPORTLIC 


PETERSON.M R. 

8903230430 

XPORTLIC 


PETERSON.M.R. 

8903270367 

XPORTLIC 


PETERSON.M W. 

8902240308 

50-456 

R 

PETRAGL1A,J P. 

8903060455* 

50-397 

P 

PETFO,R.W. 

8903010351 

PR 


PETROKAS,R F. 

8903160272* 

50-305 

Q 

PETTENGILL.H J 

8609040381 

40-1162 


PEZze,c 

8903090160* 

50-344 

P 
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AUTHOR 


PFAFF.S J 
PFANNER.H G 
PFANNER.H S 
PFEIFER, W A, 
PHIFER, TK 

PHIFER.TK 
PHIFER J K 
PHILIP 
PHILIP.J, 

PHILIPS.J 

PHILIPS, J 
PHILLIPS.H S 
PHILLIPS.H S 
PHILLIPS.L.E 
PHILLIPS.M P 

PHILLIPS, M P 
PHILLIPS.M P 
PHILUPS,M P. 
PHILLIPS.WC 
PHILLIPS, W S 

PICCIONLR. 
PICCIONI.R 
PICCIONI.R 
PICK,G A 
PICK.Q A 

PICKETT, D.V, 
PICKEH.DV 
PICKETT, D.V 
PICKETT.DV. 
PICKETT, DV 

PIERCE.K.G 

PIKE.J. 

PIRTLE.G L 
PIRTLE,Q L 
PITCHFORD.T E 

PITTERLE.T.A 
PITTS, R.A 
PLAPPERT,R D. 
PLENIEWICZ.R 
PLENIEWICZ.R 

PLENIEW1CZ,R 

PLENIEWICZ.R 

PLENIEWICZ.R 

PLENIEWICZ,R. 

PLENIEWICZ,R 

PLENIEWICZ.R 

PLENIEWICZ.R. 

PLIML.QJ. 

PLOSKI.T. 

PLOSKI.T. 

PLUMSTEAD.R F 

PLUMSTEAD.R.F. 

PODOLAK.E.M 

POHLOD.C.S 

POHLOD.CS. 

POITRAST,S.C 

POLICH.T. 

POLICH.T. 

POLICH.T. 

POLICH.T. 

POLUCK.M J. 
POLLACK, MJ 
POLLACK,M.J. 
POLLACK.M.J. 
POLLACK.MJ 

POLLACK.MJ, 
POLLACK, MJ 
POLLACK,M.J. 
POLLACK.M J. 
POLUCK.MJ. 

POLLACK.MJ. 

POLOSKI.J.P 

POLSON.K. 

POPLEES,J.P 

PORTER.K 

POSLUSNY.C. 

POSLUSNY.C. 

POSLUSNY.C. 

POSLUSNY.C 

POSTLEWAIT.T.K 

POSTLEWAIT.T.K 
POTTER.J. 
POTTER, JP. 
POTTEfl.J.P. 
POTTER,J.P. 

POTTER, J.P 
POTTER.J P, 
POTTER,J.P. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8903060008 

8903210^20 

8903220204 

8903100-160 

8903030365 

8903170120 

8903240099 

8903100376 

8903100383 

8903010177 


40 6659 
50*30 
50 30 
50 603 
50.326 

50*328 
50 327 
FOIA 
50*142 
FOIA 


89032G0307 50*440 P 

8903140075* 50 445 Q 

D903230059* 50 445 Q 

8903010306 ORG 

89030B0216* 50*346 Q 

8903130419* 50 266 Q 

8903240149* 50 315 O 

6903280186* 50*331 Q 

8903090324 60*285 S 

8902270180 WASTE MGT 


8903010107* 50 320 

6903010107 * 50*320 

8903010107* 50*320 

8903030414* 50 298 

8903140529* BO 296 


G 

G 

G 

Q 

Q 


AUTHOR 


potter.jp 

POTTER.J.P 
POTTEB.J P 
POWELL.G W 
POWER.CM 

POWERS.CM 
POWERS.C M 
POWERS.C M 
POWERS.C M 
POWERS.C M 

POWERS.C M 
POWERS, D.A 
POWERS.DA 
PRASSINOS.P.G 
PRENDERGAST.K 

PRESS.S.H 
PRESTHOLT.P T 
PRESTHOLT.PT. 
PRESTHOLT.P T. 
PRESTHOLT.PT 

PRESTHOLT.PT 
PRESTHOLT.P T 
PRESTHOLT.PT 
PRESTHOLT.PT 
PRESTHOLT.PT 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8903240017* 50-346 

89032400B3* £0-261 

8903240244 * 50*413 

0903280177 
8903090053 


50-317 

50*397 


0902230474 

8903130165 

8603130595 

8903220241 

0903220263 

8903230301 

8903060173 

8903210433 

6903060025 

8902280054* 

8603230247 

8602240193 

6902270447 

8902270453 

8902280131 

6903020390 

8903090217 

6903090222 

8003130699 

8903130701 


O 

Q 

O 

0 

S 

R 

S 

R 

S 

R 


50*397 

60*397 

50-397 

50*397 

50*397 

50 397 

l&E 

l&E 

NUREG 

50*206 


50 271 G 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


AUTHOR 


RANDLES, M I 
RANGE,DM, 
BANKIN.W 
RANKIN.WH 
RANKIN, W H 

RANKIN,W H. 
RANKIN.W H 
RANKIN.WH 
RAO.G 
RAO.G V 

RASIN.W H 
RASIN.W H 
RASIN.W H 
RATLIFF.SA 
RAVENSCROFT.N 

RAVENSCROFT.N 
RAVENSCROFT.N 
RAY.B J 
RAY.M J 
RAY.W J 

RAY.N K 
REDER.TJ 
REDMOND.R F 
HEDMOND.R F 
REED.C 


50 

322 

R 

40 

8064 


60- 

.395 

Q 

50 

416 

Q 

50 

424 

Q 

50 

324 

Q 

50 

-250 

Q 

50 

348 

Q 

50 

344 

P 

50 

344 

P 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8903090437* 

8903220161 

B903240127* 

8902270126* 

8902270634* 

0903020202* 
8903090102* 
8903270421 * 
8903090160* 
8903090196* 

6903200259 

6903210234 

8903210352 

8003150190 

8002270159 

8902270163 

8903090421 

8903020205 

8903020626 

6903000166 

8903010134* 
8903140553 
8903150347 
0903200176 
Q 903060221 


REVIEW QR P 
REVIEW GR P 
REGGD 
60*259 R 
XPORTLIC 


XPORTLIG 

71*513 

PR 

60-327 

BO-260 


50*260 

PT21 

60*150 

50-160 

PR 


6903020129 

8903020145 

8903030381 

8903160360 

0903270313 

50*482 

50*482 

50 4B2 

60 402 

50 482 

P 

P 

P 

P 

P 

PRESTHOLT.PT 
PRESTHOLT.PT 
PRESTHOLT.P T 
PRESTHOLT.P.T 
PRESTHOLT.P T 

8903130705 

8903140330 

8903140392 

6903210007 

3903210025 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


REED.C 

REED.C 

REEVES.D.L 

REEVES.D L 

REEVES ,E A. 

8903080440 
8903200451 
8903030463 
8903100251 
890223051 B* 

PR 

50*295 

SO 200 

60 298 

50 416 

P 

S 

s 

p 

8903070145 

6903260364 

B903200202* 

8903280231* 

8003100303 

PR 

PRM 

50 461 
50*483 

PR 

Q 

Q 

PRESTHOLT,P,T 
PRESTHOLT.PJ. 
PRESTHOLT.PT 
PRESTHOLT.P.T 
PRESTON, B A 

6903210047 

6903210290 

8903210295 

8903240287 

6903080185 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50-272 H 

REEVES.E A 
REEVES.EA, 
REEVeS.EA. 
REEVES.EA. 
REEVES.E A 

3902240326* 

8903080346* 

8903200324* 

6903200355* 

8903220135* 

60*324 

50 416 

50 400 

50 416 

60 416 

p 

p 

p 

p 

p 

0902280494* 

6903060031 

8903170361 

8903020608 

6003070004 

50-369 

50*322 

50 206 

60 454 

60 454 

Q 

P 

F 

R 

R 

PRESTON, T 
PREVATTE.R L 
PREVATTE.R L 
PRICE.DC 
PRITCHETT.R F. 

8903160192 

8002260523' 

8903270366* 

8903080516 

8903160347 

70-1113 

50 395 i 

50*395 1 

PR 

WASTE MGT 

3 

Q 

REEVES.EA 

REEVES.E A 

REEVES.E A 

REICH.M. 

REICHHOLD.W. 

0903230376 

6903270015* 

8003270220* 

8903070111 

B903280160 

60 416 

50 416 
50*324 

50 275 
l&E 

P 

p 

p 

p 

8903100242 

8903140476* 

6903210170 

8903210338 

8903230309 

60*464 

60*10 

60 465 

50 454 
60*454 

S 

R 

S 

R 

R 

PRITCHETT, R F 
PROBST,J R. 
PROFFITT, R A 
PRYOR.CW. 
PUCKO.T.G 

8903160350* 

8903060001 

8902160473* 

8903100368 

8902280264 

WASTE MGT 
60*331 

50 259 

PR 

60 443 

S 

P 

S 

REID.DA 

REID.DA. 

REILLY.SM 

RElNCKe.D.A 

REINHART.M. 

8003100203* 
690-32901 54* 
6903070041 
8003020089 
69030903D5 

50-271 

60*271 

60-203 

50*341 

TOPREP 

Q 

G 

R 

H 

8903230497 
09032401 67 
8903140646* 
8903070016* 
0903140489* 

50 465 

60 454 
60*10 
60*346 

50 296 

S 

s 

R 

Q 

Q 

PUCKO.TG 

PUTYUR 

PUZAUSKASJ 

QUAID.D 

QUAIN.P.B 

6903230041 

8903080030 

8903080635 

0903010176 

8902240140 

50-443 

50-10 

PR 

60 293 
XPORTLIC 

s 

H 

H 

REIS.EJ 

REI5,EJ. 

REIS.EJ. 

REIS.EJ. 

REMICK.FJ. 

6903010131 

8903100041 

8903100131 

8603230128 

8903020015 

60*443 

50-322 

50-322 

60 443 
ACRS 

Q 

Q 

Q 

Q 

8903090014 
8903220347 
B9031 00261* 
8903090232 
8903100065 

71*9036 

71*672 

60-322 

50-161 

50*368 

Q 

R 

F 

QUAIN.P.B 

QUAIN.PB 

QUAIN.P.B 

QUAIN.P0. 

QUAIN.P.B 

6903080480 

8903090009 

8903100538* 

8903160116* 

8903210100* 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIG 


REMICK.F J. 
REMICK.FJ 
REMICK,FJ. 
REMICK.F.J 
REMICK.FJ 

8603020018 

8603020022 

8903100193 

0803100264* 

8603210227 

ACRS 

Acns 

ACRS 

ACRS 

50 277 

O 

8903170019* 

8903080158* 

6903130060 

8903140141 

890314039B 

50-443 

60*528 

60-530 

60-530 

60 528 

Q 

Q 

8 

S 

3 

QUAIN.P.B. 

QUAIN.P.B. 

QUAIN.P.B. 

QUAIN.P.B. 

QUAIN,P.B 

8903210103* 

0903210106* 

8903210111* 

8903210116* 

8903230103 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIG 

XPORTLIC 


REMICK.FJ. 
REMICK.FJ. 
REMICK.FJ. 
REMLEY.M.E 
REMMEL.J Q. 

0903240202 

8003240309 

0903270006 

8902240419 

8902270244 

ACRS 

ACRS 

ACRS 

70 26 
50-266 

1 

8903020619 

8903100474 

8903130129 

8903140524 

8903140533 

50*272 

60 272 
50*272 
60*311 

50 272 

S 

a 

s 

s 

s 

QUAIN.P.B 
QUAIN.PB. 
QUA1N.P.0. 
QUALLS.P.M. 
QUAMME.D L. 

8903230108* 

8903270364* 

0903270369* 

8902280550* 

8903030351 

XPORTLIC 

XPORTLIG 

XPORTLIC 

50*312 

TOPREP 

Q 

RENY. D A 

RENZ. W.F. 

RENZ.W.F 

RESCEK.F. 

REYES.LA. 

8903030295 

8903130269* 

6903130269* 

8903140450 

8903100461 

NUREG 

60-443 

50-443 

60*10 

50*281 

T 

T 

R 

Q 

8903140538 

6903210093 

8903210096 

8903210299 

8903240213 

50*272 

50*272 

50 272 
60*272 
60*272 

8 

S 

3 

S 

s 

QUAY.T 

QUAY.T 

QUAY.T. 

QUAY.T R. 
QUAYJ.R 

0902240132* 

8903010093* 

8903130470* 

8902230273* 

8902240427* 

60*165 

60 315 
60-263 
50*316 

50 263 

P 

P 

P 

P 

P 

REYES, LA 
REVES.LA. 
REYES.LA 
REYES.LA. 
REYES.LA 

8903130248 

8903130200 

6903130205* 

8903140044 

8903270393 

50*260 

50 200 

60 200 
50-321 

50 400 

P 

Q 

0 

Q 

Q 

8903240221 

8903280339 

6903080165 

8903010280 

8903060038 

60-272 

NUREG 

50-237 

PR 

FOIA 

s 

8 

QUAY.T.R, 

QUAYJ.R. 

QUAY.XR. 

QUEENER.R. 

QUEfllO,R.E 

a9D306CK)61 * 
8903160324* 
6903230179* 
8903090005 
8902240306 

60-263 

60 341 

50 315 

PR 

50 456 

P 

P 

P 

R 

REYES,L.A. 
REYES-GUERRA.D 
REYESQUERRA,D. 
REYNOLDS, M.W. 
REYNOLDS, M W. 

8003270394* 

8003010382 

6603010323 

6903160310* 

8903160313* 

50-400 Q 

PR 

PR 

WASTE MGT 
WASTE MGT 

8902270300 
8903 190228 
8903160428 
8903230954 
8903030264 

60*313 

60-313 

60-361 

60-313 

50-316 

S 

F 

P 

P 

3 

QUERlO,R.E 
QUEniO.R.E. 
QUERIO.R.E. 
QUERIO.R E* 
QUERIO,R.E. 

6903060053 

8903060090 

6903060124 

8903060183 

8903080231 

60*457 

60 466 
60*456 
60-468 
60*457 

S 

S 

R 

S 

s 

REYNOLOS.M W. 
REYNOLDS. N.S 
REYNOLDS. N,S. 
REYTBLATT.Z* 
ReYTBLATr,Z. 

8903160316* 

8603080356 

B60a0B0366 

8903200143 

8603200176' 

WASTE MGT 

PR 

PR 

FOIA 
' FOIA 

8909230349 

8903140079* 

8902270390* 

8902270683* 

0902280305' 

60*316 
50*280 
50*260 
' 70-143 

' 50*336 

8 

Q 

Q 

Q 

QUER10,R.E. 
QUERIO.R E. 
QUERIO,fl.E 
QUtNN.QJ. 
QUINN.R,A. 

6903130127 

8903130693 

8003140468' 

8903130704 

8903020312 

60-466 
50-466 
• 60*10 
71*9218 

PR 

R 

S 

H 

REYTBLATT.Z. 

RHOADS.E.W 

RHOADS.E.W. 

RHODES.M. 

R1CCARDELLA.P 

8903200188' 

0903010062 

8903270068 

8903030190 

8902200474 

' FOIA 
PTZ1 

60 316 
60*275 
* 60*325 

S 

H 

Q 

8003090345' 

8903140054' 

6909200228* 

■ 60*160 
‘ 60 400 
* 70-27 

Q 

0 

OUIRKJ F. 
RAMOfe.F 
RAMSEYA 

8903230313 
89030601 S3 
8903150019 

* 50-324 
60*456 

• 60-628 

P 

S 

Q 

RICE.R.L. 

RICH.C 

niCHARDS.J. 

8903010383 

8903230088 

8002150276 

PR 

60-335 
• 60*259 

Q 

P 
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ACCESSION 
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NUMBER 

CATEGORY 


RICHARDSJ 

09021502GB* 

50 259 

P 

ROSS.T 

0903100498 

50 254 

P 

RUSSELL.J R 

RICHARDS.S 

8902280037* 

50 206 

Q 

ROSS.T 

0903100505* 

50 254 

P 

RUSSELL.J R 

RICHARDSES 

8903150019* 

50 526 

Q 

ROSS.T M 

8903100389 

50 264 

P 

RUSSELL.J R 

RICHARDS.S A 

8902280170* 

50 528 

Q 

ROSS.T M 

6903200209 

60-237 

P 

RUSSELL.J R 

RICHARDS.S A 

8903060072* 

50 312 

Q 

ROSSBACH.L 

8903150356 

50 247 

S 

RUSSELL.J R 

RICHARDS.S A 

8903270148* 

50 275 

0 

ROSSI.C E 

69021701 12 

60 3 

Q 

RUSSELL.J R 

RICHARDS.T 

8903230387 

PR 


ROSSI.C E 

8902210351 

50 3 

Q 

RUSSELL.J R 

RICHARDSON.S A 

8903070149 

PR 


ROSSI.C E 

8902210564 

50-3 

Q 

RUSSELL.J R 

RICHEY.R B 

8903130194 

50 261 

Q 

ROSSI.C E 

89022701 50 

50 3 

Q 

RUSSELL.J R 

RICHiNQS.H 

8902270631 

ORG 


ROSSI.C E 

8902200104 

50 3 

Q 

RUSSELL.J R 

RICHTER, M H 

8902280231 

50 454 

0 

ROSSI.C E 

8903010207 

50 3 

Q 

RUSSELL.J R 

RICHTER, M H 

8903060056 

50 237 

O 

ROSSI.C E 

8903030004 

TOPREP 


RUSSELL.J R 

RICHTER, M H 

8903090204 

50 237 

P 

ROSSI.C E 

8903080372 

50 3 

Q 

RUSSELL.J R 

RICHTER.M H 

G90309045Q 

50 237 

Q 

ROSSI.C E 

8903000021 

50 3 

0 

RUSSELL.J R 

RICHTER, M H 

8903100119 

50 10 

P 

ROSSI.C E 

8903000133 

50 3 

Q 

RUSSELL.J R 

RICHTER.M H 

8903150140 

50 237 

J 

ROSSI.C E 

8903150101 

l&E 


RUSSELUJ R 

RICHTER.M H 

8903150470 

50 295 

0 

ROSSI.C E 

8903160427 

50-3 

0 

RUSSELUJ R 

RICHTER.M H 

8903210424 

50 455 

Q 

ROSSI.C E 

8903170419 

50 3 

0 

RUSSELUJ R 

RICHTER.M H 

8903220298 

50 304 

0 

ROSSf.C E 

890321 01 47 

TOPREP 


RUSSELUK 

RICKETSON.L 

8903170011* 

50 148 

Q 

ROSSI.C E 

0903240219 

TOPREP 


RUSSELUL B 

RIDLEY.J 

8902230468 

50 255 

F 

ROTH.J 

8902240023 

70*1100 


RUSSELL, L B 

RIDLEY, J 

0903270358 

SO 255 

F 

ROTH.J 

8903090203* 

70 607 


RUSSELL.L B 

RIDLEY.J 

8903270410 

50 255 

F 

ROTH.J 

8903200182* 

70-1 100 


RUSSELUL B 

RIECK.PJ 

8903220506* 

50 327 

P 

ROTH.J 

0903210361* 

70 135 


RUSSELL.L B 

RIGG.C M 

89032401 93 

PRM 


ROTH.J 

8903210432* 

70 1100 


RUSSELL.L B 

RILEY.E 

8903080309 

50 440 

P 

ROTHERT.WC 

8903020244 

50 331 

Q 

RUSSELL.L B 

RILEY, T D 

8903200063* 

50 395 

R 

ROUGHAN.C M 

0903240174 

71-9033 


RUSSELL.W T 

RING.MA 

8903160041* 

50 341 

Q 

ROUGHAN.C M 

00032401 70 

71 9032 


RUSSELL.WT 

flIOS.G 

8902260395 

XPORTLIC 


ROUGHAN.C M 

8903270343 

71 9147 


RUSSELL.W T 

RIOS.G 

8902260400* 

XPORTLIC 


ROUMELIOTIS.G 

0902200543 

50 373 

S 

RUSSELL.W T 

RIOS.G 

8903230403 

XPORTLIC 


BOUMELIOTIS.G 

8903140647 

50 373 

S 

RUSSELL.WT 

RITTENBERG R B 

8903140593 

27 40 


ROUSE.L 0 

8902280321 

70 1201 


RUSSELL.W T 

RIVARD, D A 

0903210181* 

50-309 

R 

ROUSE.L C 

G9O220O3P9* 

70 1201 


RUSSELL.W T 

RIVARD.D A 

0903210188* 

50-309 

R 

ROUSE, L C 

8903020056 

50 603 

A 

RUSSELL.W T 

RI220.A J 

0903170283 

WASTE MGT 

ROUSE.L C 

0903020072' 

50 603 

A 

RUSSELL.WT 

ROBERTS^C J 

09022703G2* 

PROJ 


ROUSE.L C 

8903020079* 

50 603 

A 

RUSSELL.W T. 

ROBERTSJ P 

0903100583* 

50 261 

y 

ROUSE.L G 

8903020104 

70 622 


RUSSELL.WT 

ROBERTS, M W/ 

0903160070 

50 255 

J 

ROUSE.L C 

09030201 15* 

70 622 


RUSSELL.W T 

ROBEflTS.T M 

0901310301 

COMMISSION 

ROUSE, LC 

89030201 24* 

70 622 


RUTHER.W E 

ROBERTSON, G 

0903130592 

27 40 


ROUSE.L C 

0903080052 

40 6724 


RUTTER. S 

ROBERTSON, G 

0003240339 

27 48 


ROUSE.L C 

6903090209 

70-36 


RYAN.M T 

ROBERTSON, J t 

0002210248* 

50 259 

p 

ROUSE.L C 

8903090229 

50 445 

A 

RYAN.M T 

ROBERTSON,! 

8002210276* 

50 259 

p 

ROUSE.L C 

8903100566 

50-261 

Y 

RYAN.R M 

ROBEY.R A 

0903220137 

50 254 

R 

ROUSE.L C 

6903100572* 

60-261 

Y 

RYDER,! S 

ROBEY, R A 

8903220305 

50 254 

R 

ROUSE.L C 

8903150474 

70-1113 


RYTKONEN.B 

ROBINSON, GC 

8903090040 

NUREG 


ROUSE.L C 

8903150483* 

70-1113 


SACCO.R.A 

ROBINSON.K W 

89022401 13* 

CONTRACT 


ROUSE.L C 

8903150523 

40 6563 


SADVASY.SD 

ROBKIN.M A 

0902280188 

71-671 


ROUSE.L C 

0903150531* 

40 6563 


SADVASY.S D 

ROCHE.M 8 

8902230288 

50 320 

P 

ROUSE.L C 

0903200147 

70-25 


SALAMAN.G 

ROCHE, M B 

8902270&35 

50 320 

S 

ROUSE.L C 

8903200152* 

70-25 


SALISBURY.W C 

ROCHE.M B 

8902270544 

50 320 

R 

ROUSE.L C 

8903200170* 

70 25 


SALOMON, F V 

ROCHE.M B, 

8903020574 

50 320 

R 

ROUSE.L C 

6903200203 

70*1267 


SAMANTA.P.K 

ROCHE.M B 

8903030105 

SO 320 

P 

ROUSE.L C 

0903200206* 

70-1257 


SAMANTA,P K 

ROCHE.M B, 

8903090142 

50 320 

R 

ROUSE.L C 

6903200218* 

70 1257 


SAMPSON.S E 

ROGERS, H A 

8902260031* 

WASTE MGT 

ROUSE.L C 

8903210183* 

70 1113 


SAMPSON, S E 

R0GERS,K C 

0901310290 

COMMISSION 

ROUSE.L C 

0903270397 

50-261 

Y 

SAMUELS, J L 

ROGERS.K C 

8902020268 

COMMISSION 

ROUSE.L C 

6903270396* 

50 261 

Y 

SAMUELS.J L, 

ROGERS,? 

890221 03 B5* 

50 259 

P 

ROUSE.L C 

8903270400* 

50-261 

Y 

SAMUELS.J L 

ROGERS.V C 

0903270143 

WASTE RES 

ROUSE.L C 

8903270402* 

50 261 

Y 

SAMUELS, J L 

ROGGE,J F 

0902270418* 

60-424 

Q 

ROUSSO.S 

8903020351 

PR 


SAMUELS, J L 

ROHRER,R J 

8903150038 

50 373 

S 

ROUSSO.S 

8903020617 

PR 


SAMUELS.J L 

ROHRER,R J. 

8903210191 

60 373 

S 

ROUSSO.S 

8903170169* 

COMMISSIO N 

SAMWORTH.R B 

ROM0ERG.W.D. 

0902260226 

SO 336 

P 

ROUSSO.S 

6903210283 

WASTE MGT 

SAMWORTH.R 8 

ROMINE.DT. 

0903240334* 

WASTE MQT 

ROY.B 

6903030310 

TOPREP 


SAMWORTH.R.e. 

R0MIN6.DT 

8903240337* 

WASTE MGT 

ROYBAL.D 

8903210271 

40-6584 


SAMWORTH.R B 

ROMINE.T 

0903240316* 

WASTE MGT 

ROYSAL.D 

6903210517 

40-0584 


SANDERS, G,R 

ROMINE.T 

8903240318* 

WASTE MGT 

RUBENSTEIN.L S. 

8903010150* 

50-298 

P 

SANDERS, R D 

ROOD.H 

8902270513 

60 275 

P 

RUBY.L 

6902270156 

50-220 

S 

SANDS.S P 

ROOD.H 

8903030279 

60 275 

P 

RUESCH.S 

8903060045 

PR 


SANDS, S P 

ROOD.H 

8903150539 

60-275 

P 

RUESCH.S A 

6903080050* 

PR 


SANDS.S P. 

ROOD.H 

8903200043 

60-275 

P 

RUHTER.P E 

6903020002 

PR 


SAPORITO.TJ, 

ROOD.H 

8903210116 

REVIEW GR P 

RUITER.G H 

6903230488 

50 305 

R 

SARSOUfl.B 

ROOD.H 

8903230352 

50 276 

P 

RULANO.W H 

8903100549* 

50 324 

Q 

SARSOUH.B. 

ROOD.H 

8903270002 

60 276 

P 

RUMBLE.e 

6903090145 

NUREG 


SARTOR.W M 

ROOD.H 

0903270172 

50-275 

Q 

RUNYAN.M.F 

8903010051* 

SO 446 

Q 

SARVER.J. 

ROOD.H 

0903270218 

60 275 

P 

RUPERTJ R 

0903280342* 

SO 259 

P 

SAUNDERS, N.T 

ROSA.F 

0903070214* 

REVIEW GR P 

RUSSELL, J E 

8902270469* 

50 276 

Q 

SAUNOERS.N T 

ROSANO,R P. 

8903100010 

60-395 

Q 

RUSSELL.J L 

0902270347 

WASTE MGT 

SAUNDERS, P.D. 

ROSANOjR P 

0903200216 

70-1113 


RUSSELL, J R. 

0902140352* 

50-259 

P 

SAVIGNAC.N 

ROSE.D J 

8903010227* 

50 237 

P 

RUSSELL.J R 

8902140357* 

SO 259 

P 

SAVY.J.B, 

ROSE.H 0. 

8902280242* 

40 8084 


RUSSELL. J.R 

8902140420* 

50 259 

P 

SAVY.J B 

ROSE.H D. 

8903170290 

40 3453 


RUSSELL,J R 

8902140425* 

60 259 

P 

SAVY,J B 

R08E.H.D. 

8903200082* 

40-299 


RUSSELL, J R 

8902140435* 

50-269 

P 

SAVY,J.B 

ROSEBOOW.EH 

8903160310* 

WASTE MGT 

RUSSELL.J R 

8902140472* 

60-259 

P 

SAVY,J 8 

ROSEBOOM.E H 

8903160313* 

WASTE MQT 

BUSSELL. J.R 

8902140474* 

50-259 

P 

SAVY,J*8. 

ROSEBOOM,E,H 

8903160316* 

WASTE MQT 

RUSSELL.J R 

8902150249* 

50-259 

P 

SAVY,J.B 

R0SEN.S.U 

8903210438 

60-490 

Q 

RUSSELL,J R 

8902 150350* 

60-259 

P 

SAVY.J.B 

ROSEN.S.L. 

8903240326 

50-498 

P 

RUSSELL,J.R 

8902150438* 

50-259 

P 

SAXTON, C.H, 


ACCESSION SUBJECT 
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8903160586 

50-112 

P 

SMITH.R D 

0903010263 

40 8102 


8903010053 

50 320 

G 

SMITH.R D 

0903010266* 

40 0102 


8903010053 

50 320 

G 

SMITH.R D 

6903010294 

40-1341 


8903010061* 

50 320 

G 

SMITH.R D 

0903010301 

40 4492 


8903010061* 

50-320 

G 

SMITH.R D 

8903010317 

40 8783 


8903100087 

50-320 

G 

SMITH.R D 

6903010327 

40 0452 


8903100087 

50 320 

G 

SMITH.R D 

6903010329 

40 8102 


8903230040 

50 320 

G 

SMITH.R D 

6903010364 

40 6681 


8903230040 

50 320 

G 

SMITH.R D 

8903020690 

40 8902 


8902240069* 

CONTRACT 


SMITH.R D 

8903020697* 

40 8902 


8903240230* 

50 295 

Q 

SMITH.R D 

8903020700* 

40 6902 


8903100050* 

TOPREP 


SMITH.R D 

8903030072 

40-1341 


8902230423 

50 247 

P 

SMITH.R D 

8903030213 

40 8783 


B9030 10239 

50 220 

P 

SMITH.R D 

8903030469 

40 8102 


8903010244* 

50 220 

P 

SMITH.R D 

8903030482* 

40 8102 


8903200013 

50-220 

P 

SMITH.R D 

8903060067 

40 8905 


8903230408 

50-220 

P 

SMITH.R D 

8903060058* 

40 8005 


8903230415 

50-220 

P 

SMITH.R D 

8903170196 

40-8904 


8903240019 

60-220 

P 

SMITH.R D 

8903 1 70222 

40 8064 


8902280291 

60-341 

Q 

SMITH, R D 

8903170262 

40 8786 


8G08030430 

50 603 

F 

SMITH.R D 

8903170271* 

40 8788 


8902270101* 

50 416 

Q 

SMITH, R D 

0903170285* 

40 0786 


8903230462* 

50-400 

Q 

SMITH.R D 

8903170384 

40-8502 


8903180161 

70-1257 


SM1TH,R 0 

6903170366 

40 8584 


8903100433 

70-143 


SMITH.R 0 

6903170366 

40-299 


8903100442 

70 143 


SMITH.R D. 

6903170390 

40-8857 


6903140571 

70-1100 


SMITH.R D 

6903170392 

40-8903 


8903220521* 

50 237 

P 

SMITH.R D. 

6903170398 

40 8904 


6903210002 

TOPREP 


smith.ro 

0903170400* 

40 8904 


6902240236 

50-277 

R 

SMITH.R D 

8903170417 

40 B6B1 


8903010122 

50 277 

S 

SMITH, R.D. 

6903170420 

40 0064 


8903100362 

50-277 

S 

SMITH.R D 

0903170439 

40-290 


8903130551 

60 277 

s 

SMITH.R D 

8903170442 

40 8684 


8903140483 

50 277 

s 

SMITH.R D 

8903200033 

40-8452 


8903140578 

50-277 

s 

SMITH.R D 

8903200059 

40-8564 


8903200102 

60-277 

R 

SMITH.R D 

8903200067* 

40 8584 


6903230049 

60-277 

F 

SMkTH.R 0 

6903200073 

40 299 


8903130395* 

60-416 

P 

SMITH.R D 

6903210281 

40 8003 


6902IS0473* 

50-259 

P 

SMITH.R D 

6903210291 

40 6622 


8903070128 

PR 


SMITH.R E 

8903010164 

60-244 

P 

6903210336* 

50-277 

Q 

SMITH.R.E 

8903010169* 

50-244 

P 

8903210379* 

50-322 

Q 

SMITH, R.E 

8903010216 

60-244 

P 

8903200445 

FOIA 


SMITH.R E 

8903080028 

50-244 

P 

8903010137 

50-443 

G 

SMITH.R E 

8903080032* 

60-244 

P 

8903170078 

50-443 

G 

SMITH.R E 

8903060098 

50-244 

S 

8903170397 

50-443 

F 

SMITH.R M. 

8903150268* 

60142 

Q 

8903010162 

60-443 

G 

SMITH.R M 

8903160376* 

FOIA 


6903010162 

50-443 

G 

SMITH, fl V. 

8003 1 60004 

60 27 

P 

6903230097* 

60-443 

G 

SMITH.S J 

8903030092 

SO 328 

S 

0903230087* 

50-443 

G 

SMITH .S J. 

6903030095 

60 328 

S 

89032200B3 

40-6622 


SMITH.S J 

0903030008 

50 32B 

s 

89030B0191* 

50-440 

Q 

SMITH.S J 

8903030112 

60 327 

S 

8903300256* 

50-400 

P 

SMITH.S J. 

3903030133 

50-327 

s 

6903200171* 

FOIA 


SMITH.SJ 

8903030365 

50-328 

s 

B903020233 

PR 


SMITH.S J 

8903090038 

60-328 

s 

8903010147* 

60-316 

Q 

SMITH.S J. 

89031 50045 

60-328 

s 

8903140489* 

60-295 

Q 

SM1TKSJ 

8903150139 

60-327 

R 

8903270374* 

50-373 

O 

SMITHS J 

8903150407 

60-327 

S 

8903240305* 

50-263 

Q 

SMITHS J, 

8903170120 

60 326 

S 

8903010367 

PR 


SMITHSJ. 

0903210406 

50 327 

S 

8903270404* 

CONTRACT 

SMITH.SJ 

8903240099 

60-327 

s 

8902280219 

40-8084 


SMITH.W.F 

B902280410* 

50*382 

Q 

8902280221 

40-6659 


SMITH.WG 

8902280456 

60-316 

S 

8902280224* 

40-6084 


SMITH, w.a 

8903010288 

60-316 

S 

8902280236 

40-8502 


SMITH.W.Q. 

8903010306 

50-315 

S 

8902280240* 

40-8502 


SMITH.W.Q* 

8903010413 

60-315 

S 

8902280242* 

40-8084 


SMtTHWQ. 

8903030264 

50-316 

s 

8902260281 

40 8102 


SMITHWG 

0903090013 

50-315 

s 


40 8102 


SMITH.W.G, 

B9031 00329 

50-315 

R 

?0 

40 8829 


SMITH.W.Q, 

8903230349 

50-316 

S 

73 

40-6902 


SMITH.WG. 

6903230351 

50-316 

S 

75 

40-1162 


SMITH.W.J. 

6903220360* 

40-8902 
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SMYTH, C,W 

8902240297 

50-289 

R 

SMYTH, C W 

8903200229 

50-289 

H 

SNEAD.P B 

8903080219 

PR 


SNELL.W* 

8903010147* 

50-315 

Q 

SNELL.W 

8903070015* 

50-346 

Q 

SNELL, W, 

8903080408* 

50-295 

Q 

SNELUW* 

8903140489* 

50-295 

Q 

SNELUW. 

8903240230* 

50-295 

Q 

SNELL, W, 

8903240305* 

50-263 

0 

SNELUW 

8903270374* 

50-373 

Q 

SNELUW.G 

8903060163* 

50-346 

Q 

SNELUW G 

8903240301* 

50-263 

Q 

SNIEZEK.J H 

8902170071* 

REVIEW GR P 

SODEN.B. 

8903080477 

50-295 

S 

SOLTANLP K 

8903280361 

NUREG 


SOONG.S 

8903170139 

70-143 


SORENSEN.G C 

8903090017 

50-397 

P 

SORENSEN.G C 

6903090221 

50-397 

F 

SORENSEN.G C 

6903090327 

50-397 

Q 

SORENSEN.G, C 

6903090438 

50-397 

P 

SORENSEN.G.C 

6903100545 

50-397 

P 

SORENSEN.G C 

8903140431 

60-397 

Q 

SORENSEN.G C 

6903170136 

50-397 

P 

SORENSEN.G C 

6903220056 

50 397 

Q 

SORENSEN.G.C 

8903230197 

50 397 

P 

SORENSEN.G J 

8903220095 

50-397 

P 

SORENSEN, RC 

8902280413* 

50 397 

0 

SPANO.A H 

8903080541 

NURGG 


SPARLING.D K 

8903100596 

40 8681 


SPARLING.D K 

8903200232 

40 8681 


SPAUNBURGH.R G 

8903160134 

PROJ 


SPEED, LJ. 

8903200260 

60-309 

P 

SPESSARD.RL 

8810130013* 

50-220 

F 

SPINDLER.R 

8903020040 

PR 


SPITZER.D J 

8902160532* 

50-454 

R 

SPITZEfl.DJ 

6903210338 

60-454 

R 

SPOND.D F 

6903150039* 

60-312 

Q 

SPOREJ W. 

0903030322 

NUREG 


SPRINQFIELD.J. 

6903070130 

PR 


SRENIAWSKI.D 

8903280160 

l&E 


ST JOHN K E 

8903030172 

PR 


ST LAURENT, N N. 

8903090317 

50-29 

R 

ST LAURENT.N N 

8903280085 

50-29 

S 

STABLEIN.K 

8903090329* 

WASTE MGT 

STACY,D J 

6903080119 

50-10 

H 

STADNICK.SL 

6903220496 

60-336 

S 

STAFFORD.A.H. 

8903150400 

60-338 

R 

STAHLE.C 

8902260552 

50-244 

Q 

STAHLE.C 

0903200262 

60-244 

P 

STAHLE.C 

8903230432 

50-244 

P 

STAHLE.C R 

8903160297 

50 244 

P 

STAKER.T.R. 

8902280410* 

50 382 

0 

standerfer.fr 

8610220118 

50 320 

F 

STANG.J. 

8903230174 

60-315 

P 

STANG.J F 

8902230267 

60-316 

P 

STANQ.J F 

8903010007 

50-316 

P 

STANLEY.BE. 

8902270546 

50-285 

R 

STANLEY.B.E 

8903210472 

50-285 

R 

STANSBERRY,WW. 

B9032102S1* 

60-416 

Q 

STANSBERRY, W W. 

3903220473* 

50-348 

Q 

STARKEY, R S 

8903080171 

50-362 

S 

STARMER.RJ 

8903200110 

WASTE RES 

STARMER.R J 

8903200112 

WASTE RES 

STARMER.RJ. 

8903230424 

WASTE MGT 

STAUTER.J C 

6903220256 

71-4894 


STAUTER,J C 

8903270371 

70-1193 


STEELE, T.D 

8902230511* 

CONTRACT 

STeFANO,J J 

8902240422 

60-263 

P 

STEFANO.J J. 

8902280363 

50-263 

P 

STEFANO.J J 

8903060077 

60-263 

P 

STEFANO,J J 

8903130466 

50-263 

P 

STEFANO.JJ. 

8903140230 

60-263 

P 

STEFANO.J J 

8903 150346 

50-263 

P 

STEFANOJJ. 

8903160234 

50-263 

P 

STeFANO.J J 

8903200236 

60-263 

Q 

STEFANO.J J 

8903240062 

50-263 

P 

STEFFES.DR. 

8902270362* 

PROJ 


STEFFES.D R 

8903200313* 

PROJ 


STEIGER.W.E 

8903030220 

50-322 

S 

STEIGER, WE 

8903080076 

60-322 

R 

STEIN.R. 

8903020455 

WASTE MQT 

STEIN, R. 

8903000424 

WASTE MGT 

STEIHR. 

6903140702 

WASTE MQT 

STEIN.R. 

. 6903150052 

WASTE MQT 

STE(NHARDT.C,R 

8903100363 

60-306 

P 

P 


JDWO 
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STEINHARDT.C fl 

Q90309001 1 

50 305 

P 

STURZ.FC 

6903230069* 

50-271 

G 

TEMUS.C J 

0903090331 

71-91B1 


STEINHARDr.CR 

8903090408 

50 305 

R 

STURZ.F C 

0903230069* 

50 271 

G 

TEMUS.C J 

0903100612 

71-9101 


STEINHARDT.C R 

8903100286 

50 305 

Q 

SULLIVAN.E 

0903290304 

SO 440 

P 

TENG.A 

8903210077* 

40 7680 


STEINHARDT.C R 

8903100327 

SO 305 

H 

SULLIVAN.JL 

8903060260 

PR 


TERC.N W 

8903200136* 

50 298 

Q 

STEINHARDT.C R 

8903150369 

50 305 

J 

SULLIVAN.S 

8902270313 

WASTE MGT 

TERC.N M 

6903220216* 

50 462 

Q 

STEINHARDT.C fl 

8903160254 

50-305 

Q 

SUTT.R 

0902150350* 

50-269 

P 

TERRY ,C D 

0902280049 

60 220 

P 

STEINHARDT.C R 

8903170367 

50 305 

H 

SUTT.RJ 

0902150368* 

50 269 

P 

TERRY .C D. 

8903020529 

50 220 

S 

STEINHARDT.C R 

89Q3210319 

50 305 

S 

SVENSSON.B A 

8903100329 

50315 

H 

TERRY.C D 

8903090071 

50 220 

Q 

STEINHARDT.C R 

890323048ft 

SO 305 

R 

SWAILE8.W P 

8902240113* 

CONTRACT 


TERRY.C D 

0903100526 

50 220 

P 

STEINHARDT.C R 

0903280120 

50 305 

J 

SWAIN, E 0 

0903160272' 

50 305 

O 

THRRY.C D 

0903140479 

60 410 

Q 

STEINKE.R G 

090303032a 

NUREG 


SWAMY.S A 

0903 140071* 

50 443 

P 

TERRY.C D 

0903210429 

50 220 

P 

STELLO.V 

QB07290196 

SECY 


SWANSON.R N 

0903030303* 

FOIA 


TERRY.C D 

8903220261 

SO 220 

Q 

STELLO.V 

8810250001 ‘ 

FOIA 


SWARTZWELOER.J 

S0D22BOO03 

59 424 

S 

TERRY.C D 

8903220357 

60 410 

S 

STELLO.V 

8812210308 

50 443 

H 

SWARTZWELDEfl.J 

8002260460 

SO 424 

S 

TERRY.C D 

8903260112 

50 220 

P 

STELLO.V 

8901050230 

50 250 

P 

SWARTZWELOER.J 

6902280465 

50 424 

s 

TERRY.C D 

8903260240 

50 220 

P 

STELLO.V 

6901260129 

50 317 

U 

SWARTZWELOER.J 

8903170282 

50-424 

s 

TERRY.C 0 

890328031 1 

50-220 

P 

STELLO.V 

8901260312 

SECY 


SWARTZWELOER.J 

8903210046 

50 424 

s 

TESTA ,e.D 

8903200228* 

70 27 


STELLO.V 

8902070084 

SECY 


SWARTZWELOER.J 

8903210062 

50 424 

S 

THADANI.AC 

8805160121 

TOPREP 


STELLO.V 

8902150232 

SECY 


SWARTZWELDER.J 

0903230410 

50 424 

s 

THADANI.M C 

6903080048 

60 387 

P 

STELLO.V 

0902230575 

50 445 

A 

SWARTZWELDER.J 

0903240130 

50 425 

s 

THAYER, J K 

6003100203' 

50-271 

G 

STELLO.V 

8903030118 

Pfl 


SWARTZWELOER.J, 

8903240307 

50-425 

s 

THAYER.J K 

8903100203* 

50 271 

Q 

STELLO.V 

8903060007 

50 317 

U 

SWEENEY. R 

8903090292' 

50-322 

u 

THAYEfl.J K 

0003200154* 

50 271 

G 

STELLO.V 

8903060289 

SECY 


SWENSON.WH 

89022401 61 

50-266 

p 

THEESFELD.T L 

8903080491 

50-10 

H 

STELLO.V 

8903090205 

SECY 


SWENSON.WH 

8903170047 

50-266 

p 

THEOFANOUS.TG, 

8903060145 

NUREG 


STELLO.V 

8903130711 

Pfl 


SWETLAND.P 

8003140319 

50-247 

s 

THIELA.L 

8903210127* 

WASTE MGT 

STELLO.V 

6903200316* 

50 293 

P 

SWETLAND.P 

6903150356 

50-247 

s 

THOMA.J 

8601280026 

50 209 

P 

STELLO.V 

8903220423 

50 54 

P 

SWETLAND.P D 

8903280337* 

60-247 

p 

THOMAS.CO 

8603080469 

50 425 

P 

STELLO.V 

8903230121 

PR 


SWiFT.J J 

8903150537* 

40-6663 


THOMAS.C O 

8903090165* 

50 425 

M 

STELLO.V 

0903230453* 

FOIA 


SWIFT, W 

0903240333* 

50-490 

p 

THOMAS.CO 

8903090166 

50 425 

M 

STELLO.V 

8903240001 

50 341 

P 

SWINDELL.J E 

8903200150* 

50-260 

F 

THOMAS.CO 

8903090168* 

50 425 

M 

STEPHENS.D E 

8903010227* 

60 237 

P 

SWINDELL.J E 

8903200156* 

bO-260 

F 

THOMAS.C 0 

8903270053* 

50 425 

J 

STEPHENSON.J 0 

8902230404 

50-302 

F 

SYLVeSTER.E D 

8903210336* 

60 277 

Q 

THOMAS.EA 

8903000478 

50 293 

F 

STERLING.^ C 

Q9031 30354 

TOPREP 


SYLVIA.B R 

8903010262 

60 341 

H 

THOM AS, E F. 

0003080464 

PR 


STERN.T 

8903240205 

PR 


sylvia.br 

8903030110 

50 341 

R 

THOMAS.G S 

0902260264 

60 443 

8 

STEflNITZKY.J W 

8003020254 

PR 


SYLVIA.B R 

6903030507 

60-341 

R 

THOMAS, G S 

0903010242 

50 440 

P 

STERNITZKY.JW 

8903240241 

PR 


SYLVJA.B R 

8003090003 

50 341 

Q 

THOMAS,Q.S, 

0503100196 

50 443 

R 

STETKAJ 

0903220173* 

50 498 

Q 

SYLVIA.B R 

8903000006 

60 341 

P 

THOMAS.G S 

0903100425 

PH 


STETKA.T F 

0903200038* 

50 496 

Q 

SYLVIA.B fl 

8903140516 

50-341 

Q 

THOMAS.G S 

0903140085 

50 443 

P 

STETKA.TF 

0003210485* 

50 456 

Q 

$YLVIA.B.R. 

0903170243 

50-341 

P 

THOMAS.G S, 

6903150142 

50 443 

S 

STEWART.R C 

6903220346* 

60 458 

Q 

SYLVIA.B R 

0903210032 

50-341 

Q 

THOMAS.G S 

8903160306 

50 443 

8 

STEWART, S.A 

6902230496 

50.302 

R 

SYLVIA.B R 

0903210052 

50-341 

K 

THOMAS.G S 

6003210130 

50 443 

S 

STEWART.WL 

0612230413 

50 260 

F 

SYLVIA, B.H 

8D03220405 

50-341 

P 

THOMAS.G S. 

8903210339 

50 443 

R 

STEYSKAL.N 

0903220378 

PRM 


SYLVIA, B R 

8903230163 

50-341 

V 

THOMAS.GiS 

6003220191 

SO 443 

P 

STILES.O.L 

8003060040 

NUREG 


SYLVIA, B R 

0903230290 

50-341 

P 

THOMAS.G S 

8903230041 

SO-443 

8 

STOODART.PQ 

8902270192* 

50-424 

Q 

SYLVIA.B R 

8903240002* 

50-341 

P 

THOMAS.G S 

8903230071* 

50 443 

Q 

STODDART.PG, 

0903090389* 

60-424 

Q 

SYLVIA.B n 

6903240040 

50-341 

P 

THOMAS, G.S 

8903230173 

60 443 

F 

STODDART.pG 

8903200303* 

70-143 


S2UM8KI.D R 

8903140602 

60 206 

S 

THOMAS.G S 

8903200151 

50 443 

G 

STOET2EL.G A 

8903090404 

60-205 

F 

TABOR, W 

8903070060 

50-387 

F 

THOMAS.M 

8903140316* 

50 413 

Q 

STOHR.J.P 

6903100073 

50-302 

Q 

TALBOT.P. 

8603100315 

50 443 

Q 

T NOMAS, W- 

0903140303* 

50-352 

0 

STOHR.J P 

8903270344 

50-250 

Q 

TALBOT.P 

8903100323 

60-443 

G 

THOMAS.W 

8903220105' 

50 245 

0 

STOLL, LM 

8903260130* 

50-305 

1 

TALBOT.P 

8903 100330* 

60-443 

G 

THOWPSON.AJ 

8903020126 

PR 


STOLZ.J F. 

8902240334 

60-320 

P 

TALWANI.P. 

8603200159* 

50-395 

R 

THOMPSON.DH 

8903210364* 

60 424 

Q 

STOLZ.J.F 

6903030233 

50-320 

P 

TAM.PS 

6903010008 

ORG 


THOMPSON.HL. 

8903230198 

70 1113 


STOLZ,J F 

00030C01Q1* 

50 334 

P 

TAM.PS 

G003030186 

50 412 

P 

THOMPSON, H L 

6903230204* 

70-1113 


STOLZ,J F 

8903080201 

50 320 

H 

TAM.PS 

8003030306 

50-334 

P 

THOMPSON, H L 

6903230325 

50-317 

Q 

STOLZ.J F 

6903130244 

50-412 

P 

TAM,P.S 

6903080155 

50-334 

P 

THOMPSON.HL 

0903230329* 

60 317 

Q 

STOLZ,J F 

8903150122* 

50 213 

P 

TAM.P.S, 

B903000043 

50-412 

P 

THOMPSON.H.L 

6903240175 

70-1113 


STOLZ.J.F 

8903200177* 

50-245 

P 

TAM.P.S 

8903090049* 

50-412 

P 

THOMPSON.H L 

5003240180* 

70-1113 


STOL2.J,F 

8903210101 

50.423 

P 

TAM,PS 

8903090126 

50-334 

P 

THOMPSON.H.L 

0903270167 

60 261 

Q 

STOLZ,J F 

8903210166* 

50-334 

P 

TAM.P.S 

8003140174 

50-397 

P 

THOMPSON.HL 

8903270189* 

60 261 

Q 

STOLZ.J F 

8003230369* 

50 423 

P 

TAM.P.S 

8903160501 

60 334 

P 

THOMSON.G 

0903210252 

60 354 

F 

STONE. JC 

8903130453 

60.272 

P 

TAM.PS 

8903210056 

50-334 

P 

THOMSON, G 

8903210205 

50 272 

F 

STONE.J C. 

8903140102 

50.272 

P 

TAM,P S 

8903210060* 

50-334 

P 

THORNE.C E 

0903090357 

XPORTLIC 


STONE.J C 

8903200366 

50 272 

P 

TAM.PS 

0903210160 

SO 334 

P 

THRIFT.M K 

0903020153 

50-341 

H 

STONE.R H 

8903060170* 

50.255 

P 

TANA.ET 

0903030249 

WASTE MQT 

THUNSTeOT,J W. 

8003230475 

50 373 

R 

STONE, W M 

6902140349* 

50 269 

P 

TATUM.J E 

6903080022* 

50-206 

Q 

TILLACK.B. 

8902270342 

50-338 

R 

STOROLIS.G E 

8903030161 

PR 


TAYLOR 

0903010278* 

50 213 

H 

T|LLACK,B 

B903220263 

50-336 

R 

STORTI.G.M. 

8903280361 

NUREG 


TAYLOR.J H 

8903100236 

TOPREP 


TILLMAN. A. 

8003090250 

50 339 

S 

STOflZ,L.F 

6902240451 

50.346 

R 

TAYLOR.JW. 

0902230392 

60-400 

P 

TILLMAN, A 

8903270347* 

50 260 

Q 

STORZ.L F 

8902270609 

50-346 

S 

TAYLOB,J.W 

6003070036 

60-409 

S 

TINQEN.S 

8903240154* 

50 261 

Q 

STORZ.LF 

6002280401 

fiO-346 

R 

TAYLOR, JW 

8903100165 

50-400 

R 

T1PPS,S B 

0903010427 

60-321 

S 

STORZ.L R 

8903210466 

60-346 

R 

TAYLOR, L 

8903090291 

50-368 

S 

TIPPS.SB 

8903090341 

60 321 

S 

STORZ.LF 

8603220169 

50 346 

S 

TAYLOR.L 

8903090360 

50 313 

S 

TIPPS.SB 

6903210154 

60 366 

s 

STOTZ,J C. 

8902270609 

50 346 

S 

TAYLOR. L 

8903160034 

50-366 

S 

TITUS.Q W. 

8903150362 

50-16 

R 

STOTZ.J.C 

6903220169 

60.346 

s 

TAYLOR.L 

8603200443 

50-313 

ft 

TITUS, G.W 

8903150365 

50-103 

R 

STOVALL.C L 

8903010044* 

50 322 

T 

TAYLOR.L A. 

8902240105 

60-313 

s 

TOBIN, WJ 

8903220030* 

50-327 

Q 

STOVALL.C.L. 

6903010044* 

50-322 

T 

TAYLOR.L A 

8903080011 

60-368 

ft 

TODREAS.N.E 

6903240100 

ADVCM 


STOYANOV.S 

6963140208 

NUREG 


TAYLOR.L A. 

8903000184 

50 313 

s 

TODREAS.N E. 

6903270050 

ORG 


STRAMDAck.Q 0 

8903160209 

PT21 


TAYLOR.L A 

8903200346 

60-360 

s 

TOKAR.M 

0902200222 

WASTE MGT 

STRAMBACK.G.B. 

8603200262 

PT21 


TAYLOR.L A. 

8003200385 

50 313 

s 

TOKAR.M 

0902280230 

WASTE MGT 

STRATFORD.R J 

8902270285 

XPORTLIC 


TAYLOR.L A 

8903280098 

60-313 

s 

TOKAR.M. 

0903010129* 

WASTE MGT 

STRATFORD, R J 

8903160199 

XPORTLIC 


TAYLOR, M.E 

8003230194 

60-483 

s 

TOKAR.M 

8903100542 

WASTE MGT 

STflOSNIDERJ R. 

8902230443* 

50-333 

Q 

TEAMER,R B, 

8903270409* 

CONTRACT 


TOKAR.M. 

0903130035* 

WASTE MGT 

STROSN!DER,J R 

6902230467* 

50-286 

Q 

TEDFORD.C F. 

8903230150 

PR 


TOKAR.M 

0903140608 

WASTE MQT- 

STROSNIDEB.J.R 

8903210192* 

50 354 

Q 

TEDROW.J 

8903020085* 

50-302 

Q 

TOKAR.M 

8903170363 

WASTE mot 

STROSNlDEfl J R 

8903240302* 

50-410 

Q 

TEICHMANN,T 

0903030352 

NUREG 


TOKAR.M 

68031 7 03P1 

WASTE MGT 

STUART.C.O 

8903270233 

50 219 

Q 

TEMUS^CJ. 

8903010388 

71-9200 


TOKAH,M. 

8903230392 

WASTE MGT 

STUMPF.HJ 

8903030322 

NUREG 


TEMUS.CJ 

8903090331 

71-9181 


TOLLA8.Q 

BB03010272 

Pfl 
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AUTHOR 

ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

tomumson.es 

8903240321 

50 410 

R 

TROU r.j P 

0903290216 

50 443 

T 

TUCKER.H B 

8903230134 

TOMPKINS, B A 

8903100070 

50 322 

G 

TROUT JP 

8903290222* 

50 443 

T 

TUCKER.HB 

89032301 77 

TOMPKINS.B A 

8903100112 

50 320 

G 

TROUT JP 

8903290222* 

50 443 

T 

TUCKER.H B 

8903230183 

TOMPKINS, B A 

8003100125 

50 443 

G 

TROUT JP 

8903290227* 

50 443 

T 

TUCKER.H B 

8903240282 

TQMPKINS.B A 

B903 100338 

50 271 

G 

TROUT.J P 

8903290227* 

50 443 

T 

TUCKER H B 

8003240285 

TOMPKINS.B A 

B903170140 

50 322 

G 

TROUT.J P 

8903290231 

50 443 

G 

TUCKER.HB 

8903270199 

TOMPKINS B A 

8903170175 

50 322 

G 

TROUT.J P 

0903290231 

50 443 

G 

TUCKER.HB 

8903200066 

TOMPKINS.B A 

8903230215 

50 443 

G 

TROUT.J P 

890329023*1* 

50 443 

T 

TUCKER H B 

8903280072 

TOMPKINS.B A 

8903230241 

50 443 

G 

TROUT.J P 

090329023'!* 

50 443 

T 

TUCKER.H B 

8903280074 

TOMPKINS.B A 

8903270092 

50 603 

G 

TROUT.J P 

8903290241* 

50 443 

T 

TUCKER.H B 

8903280079 

TOOHEYJ 

8903010110* 

CONTRACT 


TROUT.J P 

8903290241* 

50 443 

T 

TUCKER.H B 

6903280094 

TORRE, J B 

8D03200100 

50 413 

S 

TROUT.J P 

8903290244* 

50 443 

T 

TUCKER.H 0 

R903200173 

TORRE.J B 

0903210220 

50 413 

S 

TROUT.J P 

8903290244* 

50 443 

T 

TUCKER.H B 

8903280341 

TORRE.JG 

0902240116 

50 414 

s 

TROUT.J P 

8903290251 * 

50 443 

T 

TUCKER 1 1 B 

8903290008 

TORRE.J G 

8903060032 

50 414 

s 

rnouT.j P 

8903290251* 

50 443 

T 

TUCKER,! 1 B 

8903290270 

TORRe.JG 

8903200072 

50-414 

s 

TROUT.J P 

8903290254* 

50 443 

T 

TULON.r 

8903240157 

TOSCH.K 

8903140298 

50-272 

p 

TROUT.J P 

8903290254* 

50 443 

T 

TURK.S E 

8903220035 

lOUCHSTONE.CW 

8902150414* 

50-259 

p 

TRZTNA.G E 

8903100399 

50 304 

P 

TURK.S E 

8903220124 

rOUCHSTQNE.C W 

8902150416* 

50-259 

p 

TUCKER.H B 

8902230456 

60 369 

P 

TURK.S E 

89032201 50 

TOURIGNY.E G 

OD0224O146 

50-324 

Q 

TUCKER.H B 

8902230476 

50 369 

P 

TURK.S E 

8903230161 

TQURIGNY.E G 

0902280325 

50-324 

P 

TUCKER.H B 

8902230482 

50-369 

S 

TURK.S E 

0903230186 

TOURIGNY.E G 

0903020313 

50-324 

P 

TUCKER.H B 

8902230485 

50-369 

Q 

TURK.S E 

8903230222 

TOURIGNY.E G 

0903240201 

50-324 

P 

TUCKER.H B 

0902230559 

50 369 

P 

TURNER, C L 

8903010276 

TOUSLEY.O R 

0903170007* 

50-271 

G 

TUCKER.H B 

8902240022 

50 369 

S 

TYRON-HOPKO,A 

8903090308 

TOUSIEY.D R 

8903230145 

50-271 

G 

TUCKER.H B 

0902240116 

50 414 

S 

TYRON-HOPKO.A 

0903090388 

TOWNSEND. JO 

0902270164 

50-275 

R 

TUCKER.H B. 

8902240167 

50 370 

S 

TYRON-HOPKO.A 

0903090396* 

TOWNSEND.JD 

6903090368 

50-275 

R 

TUCKER.H B 

6902240169 

SO 369 

S 

TYRON HOPKO.A 

8903090396* 

TOWNSEND. JO 

6903220104 

50-275 

R 

TUCKER.H B 

8902240173 

50 369 

S 

TYSON.F 

8903240255 

TRACE Y,OE 

6607020471 

27-48 


TUCKER.H B 

8902240184 

50 269 

P 

U0Y.A C 

8902090324* 

rRAFICONTE.J 

6903010114 

50-443 

Q 

TUCKER.H B 

8902240369 

50-269 

R 

ULIE.J M 

8903140660* 

TRAFECONTE.J 

8903100099 

50-443 

G 

TUCKER.H B 

0902270232 

50 413 

R 

ULMER.F J 

0903150224 

TRAFtCONTEJ 

6903100243 

50-443 

G 

TUCKER.H 8. 

8902270266 

SO 269 

Q 

UNDERKOFLEflJ 

8903200125* 

TRAFtCONTE.J 

0903170012 

60 443 

G 

TUCKER.H D 

0902270337 

50 269 

P 

UNDERWOOD.G 

8903090113* 

TR AH CONTE, J 

8903170151 

50-443 

Q 

TUCKER.H B 

8902270350 

50 270 

S 

UNDERWOOD.G J 

0903230442* 

TRAFI CONTE. J 

8903220146 

50-443 

G 

TUCKER.H B 

8902270358 

50 414 

R 

UPSHAW.P A 

8903100013 

TRAFICONTE.J 

6903230073* 

60-443 

G 

TUCKER.H B 

8902270381 

50-369 

S 

UPSHAW.P A. 

8903100275 

TRAFI CO NTE.J 

8903230260 

50-443 

G 

TUCKER.H B 

0902270650 

50-269 

S 

UPSHAW.P A 

0903140627 

TRAFI CO NTE.J 

6903230294 

50-443 

G 

TUCKER.H 8 

8902280105 

50-413 

Q 

UPSHAW.P A 

8903140637 

TflAFlCONTE.J 

6903290178 

50-443 

G 

TUCKER.H 8 

8902200340 

50 413 

F 

UPSHAW.P A 

8903220081 

rnAFICONTE,J 

6903290192 

60-443 

G 

TUCKER.H 0 

0902280476 

50 369 

Q 

UPTON.F 

8903300002 

TRAFtCONTE.J 

8903290201 

50-443 

G 

TUCKER.H 0 

6903010416 

50-369 

P 

URBANIK.T 

8903220129 

TRAFICONTE.J C 

6903170024* 

50 443 

G 

TUCKER.H B 

8903020160 

50 369 

R 

URBANIK.T 

6903220129 

TRAMMELl.C M 

800301D219 

50-206 

Q 

TUCKER.H B 

0903020405 

60 269 

Y 

USHINO.T 

8903080444 

TRAMMELL .0 M 

8S03080270 

50 206 

P 

TUCKER.H B 

8903020537 

50 287 

S 

USI.AA 

8003140214 

TRAMMELL.C M 

6903090117 

50 206 

P 

TUCKER.H B 

0903020546 

50 269 

P 

VALENTI, L N 

8903030205 

TRAMMELL, C M 

8903130192 

50-206 

P 

TUCKER.H B 

8003030374 

50 369 

R 

VAN BRUNT.C F 

8903060069* 

TnAMMELL.J 

8903220077 

40-299 


TUCKER.H B 

8903030521 

60 413 

S 

VAN VOORHIS.D 

89030601 OB 

TRAMMELL.JW 

8903210144* 

40-299 


TUCKER.H B 

8903060032 

50-414 

S 

VANDELJ E 
VANDENBURGH.C 

8903060216* 

TRAMMELL. JW 

6903 2201 48 

40-299 


TUCKER.H 8 

6003060105 

50-269 

F 

8903030263* 

TRAMMELL.J W 

0903270077 

40-299 


TUCKER.H 8 

0003070077 

50-269 

Y 

VANDENBURGH.C 

8903200115* 

TRAVERS.WD 

0002010021 

50-3 

F 

TUCKER.H 8 

6903080259 

PR 


VANDOORN.K 

8903020283* 

TRAVEnaW D 

6903090149 

50-293 

F 

TUCKER.H G 

6903090092 

50-369 

Q 

VARGA, R 

8903080039 

TRAVIS, B 

6903090237 

50 369 

H 

TUCKER.H B 

6903090094* 

50-369 

Q 

VARGA.S A 

6903160296 

TREJO, J- 

6903090252 

50 272 

R 

TUCKER.H B 

8903090100* 

50-369 

Q 

VARGA.S A 

8903220159 

TREJO,J, 

8903220436 

50 272 

R 

TUCKER.H B 

6903090351 

50-413 

S 

VARGA.S A 

8903280128 

TREJO,J 

89032 20440* 

50-272 

R 

TUCKER.H B 

8903090361 

60 413 

O 

VAR60.GJ 

8903080504 

TREVORS.GA 

6903030505 

50-298 

R 

TUCKER.H B 

8903090382 

50-269 

s 

VARLEY.R A 

8903080448 

TREVORS,GA 

0903080248 

50*298 

R 

TUCKGR.H B 

8903100104 

50-413 

R 

VARLEY.R A 

8903090176 

TREVORS.QA 

0903230047 

50-298 

J 

TUCKeH,H B 

8903100454 

50 369 

R 

VARNER.J R. 

8903060160 

TREVORaQA 

0903280020* 

50-298 

V 

TUCKER.H B 

8903100529 

60-414 

Q 

VASSELLO,J V 

8903010404 

THEVORS,nA 

6903200253 

50-298 

F 

TUCKER.H B 

0903100561 

50-413 

P 

VAUGHN.G E 

8902270457 

TRIPP,LE 

690223 0586 

50 317 

Q 

TUCKER.H B. 

6903130027 

60-413 

P 

VAUGHN, G E. 

0902270475* 

TRIPP,LE 

6902230640 

60-309 

F 

TUCKER.H B 

6903130030 

60-413 

S 

VAUGHN.Q E. 

8902280061 

TRIPP,LE. 

8902230652 

50 309 

O 

TUCKER.H B. 

0903130173 

60-413 

P 

VAUGHN. G E. 

B9022B0428 

TRIPP,LE 

8903130170 

60317 

Q 

TUCKER.H B 

8903150459 

50-414 

Q 

VAUGHN.G E. 

8903030461 

TRIPP.LE 

8903140209* 

50-334 

Q 

TUCKER.H B 

8903150497 

50 414 

P 

VAUGHN.G E 

8903030466 

TRIPP.LW. 

8903070039* 

50 309 

Q 

TUCKER.H B 

8903170276 

50-269 

Q 

VAUGHN.G E 

0903080005 

TflOCINEX 

0003090104 

50-424 

S 

TUCKER.H B 

8903170287 

60-270 

S 

VAUGHN.G E 

8903080220 

THOJANOWSKI.R 

0903210409 

l&E 


TUCKERP B 

8903170289 

50-270 

s 

VAUGHN.G E. 

6903100031 

TROSKOSKLW. 

B9030000S4 

60-327 

o 

TUCKER.H B 

8903200100 

60-413 

s 

VAUGHN.G E 

8903100535 

TROSKOSKI.W 

8903226277 

50-325 

o 

TUCKER.H B 

89032001 6B 

50-269 

p 

VAUGHN.G E 

8903140616 

TROSKOSKLW 

6903240216 

60 261 

o 

TUCKER.H B 

6903210003 

50-269 

s 

VAUGHN.G.E, 

0903160171 

TROSKOSKLW. 

6903260099 

50-170 

o 

TUCKER.H B 

8903210092 

50-413 

R 

VAUGHN.G E 

0903150563 

TROUT, J P. 

6903100130 

50 443 

G 

TUCKER.H B 

6903210220 

60-413 

s 

VAUGHN.G.E, 

8903210145 

TROUT,J P. 

8903100130 

50 443 

Q 

TUCKER.H B 

8903210265 

50-269 

Y 

VAUGHN.G E. 

8903240109 

TROUT, J P. 

8903100284 

50 443 

Q 

TUCKER,H B 

8903210288 

50 413 

O 

VEGA.D 

69031 SOI 84 

TROUT.J P. 

8903100284 

50 443 

G 

TUCKERP B 

8903210470 

50-369 

s 

VELASQUE2.J.R. 

6903030017 

TROUT.J.P- 

8903170031* 

50-443 

G 

TUCKER.H B 

8903220042 

60-369 

s 

VELASQUEZ.J R 

8903090402 

7 ROUT, J P 

8903170031* 

50 443 

G 

TUCKER.H B 

8903220057 

50-269 

R 

VELASQUE2.J R. 

8903220040 

TROUT.J.P. 

8903170121 

50-443 

G 

TUCKER.H B 

6903220106* 

50-413 

R 

VERNETSON.W Q. 

8903020660 

TROUT, J*P. 

8903170121 

50-443 

G 

TUCKER.H B 

B903220110 

50-269 

R 

VERNETSON.WQ 

8903130144 

TROUT,J.P. 

0903170130 

50-443 

G 

TUCKER.H 6 

6903220140 

50-269 

Q 

VERNETSON.WG 

0903240161 

TROUT,J*P 

8903170130 

60 443 

G 

TUCKER.H.B. 

8903220381 

60-369 

P 

VERRELLI.DM. 

8902280516 

TROUT,J,P 

8903230060 

50-443 

G 

TUCKER.H B 

8903220385 

60-413 

S 

VERRELLl.aM 

8903090080 

TROUT,JP. 

6903230060 

50 443 

G 

TUCKER,H.B 

6903220394 

60-413 

P 

VERRELLI.DM 

8903100462 

TROUT, JP. 

0903230085* 

50 443 

G 

TUCKER.H B. 

8903220402 

60-369 

P 

VERRELLl.D.M 

8903100543 

TROUT,JP, 

09O323OOB5* 

50 443 

G 

TUCKER.H.B. 

8903220409 

50-369 

O 

VERREUL1.D M 

8903100646* 

TROUT.JP 

6903290216 

50 443 

T 

TUCKER.H B 

6903220480 

50-413 

P 

VERRELLI.D M. 

8903270361 


SUBJECT 

CATEGORY 


50 413 P 

50 269 S 

50 269 Q 

50 369 Q 

50 413 Q 

50 369 0 

50 369 F 

50 414 S 

50 413 P 

50 369 F 

50 369 P 

50 269 S 

50 369 R 

50 413 R 

50 369 O 

50 454 S 

50 443 G 

60 443 G 

50 443 G 

50 443 G 

50 443 Q 

50 443 G 

50 461 J 

WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
PR 

50 446 A 

50-255 Q 

50 344 R 

50 305 I 

SO 369 Q 

50 369 Q 

50 374 S 

50 374 S 

50-373 S 

50 374 S 

50 374 S 

PR 

50 443 T 

50 443 T 

PR 

50-317 F 

NUREQ 

40-2259 

FOIA 

50-346 Q 

50-324 Q 

50 219 Q 

60 369 
60 266 
50 3 
60 3 
SO 322 

PR 

50-293 F 

50-293 F 

PR 
PR 

50-498 Q 

50 498 Q 

60-498 Q 

50-498 S 

50 499 P 

50-498 S 

50 49B S 

50 498 F 

50-498 Q 

50 490 R 

50-499 S 

60-498 S 

50-499 S 

50-498 S 

60 498 S 

PR 

40-8907 
40-8907 
40-8907 
50-83 H 

60-83 S 

60-03 H 

50-395 Q 

50-261 Q 

50-348 Q 

50-324 Q 

50-324 Q 

60-395 Q 


-d<-dXO 
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AUTHOR ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


VERRELUDM 

6003270365* 

50-395 

Q 

WELLS.M 

VIGKERS.H G 

8903080460 

50 293 

F 

WELLS.R D 

VIETEN.MJ 

8902270259 

50 309 

J 

WELSHJ A 

VINYARD.H T 

8902280506 

50 374 

S 

WELSH.J A 

VIRGILIO.M J 

8903240098 

50 440 

P 

WELSH.J A 

VIROSTEK.C 

6903100020* 

70 135 


WELSH.J A 

VISSINQ.Q S 

8903020305 

50 SOB 

A 

WELSH.J A 

VISSINQ.GS 

8903210216 

50 336 

Q 

WELSH.J A 

VOlT.n E 

0903210247 

WASTE MGT 

WENZINGER.E 

VOLGENAU.E 

0903270297* 

FOIA 


WENZINGER.E C 

VORSE.J Y 

8903170176* 

50 160 

Q 

WENZINGER.E C 

VOTH.M H 

8903200135* 

ORG 


WENZINGER.E C 

VOTI I.M.H 

8903220425* 

50 54 

P 

WeSSMAN.R H 

VOZEN.G 

OG030B0153 

PR 


WESSMAN.RH 

WADE.C W 

0902270305 

WASTE MGT 

WESTBERG.R A 

WADE.L R 

0902240047 

50-346 

Q 

WESTEHMAN.T F 

WAUDROP.CG 

0903230057 

50 238 

R 

WESTERMAN.T F 

WALDROP, C G 

0903230062’ 

50-238 

R 

WESTERMAN.TF 

WALDROP.C Q 

0903240035 

50 236 

P 

WESTMAN.W 

WALKER.R D 

8902230585 

50 445 

Q 

WHALIN.RW 

WALKER, R D 

8003270329 

50 446 

S 

WH1TE.AV 

WALKER,! E 

8903070054 *■ 

50 322 

V 

WHITE, P. 

WALL.KC 

0903220304 

50-213 

R 

WKITE.P 

WALLACE, R L 

0903210231 

50-186 

H 

WHITE.TW 

WALLACE.WT 

0903140683* 

CONTRACT 


WHITING.A 

WALLIN, G A 

8903150250 

50 271 

R 

WHITING, A 

WALTER, n T 

0903240044* 

50 327 

P 

WHITING.A 

WALTON, G A 

8903140092* 

50 390 

Q 

WHITTEMORE.J E 

WALTON.G A 

6903200321* 

60 390 

Q 

WHITTEMORE,W L 

WALZER.P 

6903010372 

PR 


WHITTIER.QD 

WAMBACHJ V 

090224010/* 

50-266 

P 

WHiniER.GO 

WANEK.S 

0902280314 

PT21 


WHITTIER.G D 

WANQ.A 

8903020010 

50 213 

P 

WHITTI6R.G D 

WANG,A,B 

6903090445 

60 213 

P 

WHITTIER.G D 

WANG.A.B 

8903160111 

60 213 

P 

WHITTIER.G D. 

WANG, A D, 

6903160349 

50-213 

P 

WHiniER.GO 

WANQ.A B. 

8903230439 

50-213 

P 

WHITTIER.G D 

WARD.D 

6903140286* 

50-269 

Q 

WHITTIER.G a 

WARD.D.A. 

8006290207* 

ACRS 


WHITTIER.G D 

WARD.D C 

0903010322* 

50-425 

Q 

WICHERS.D L 

WARD.K 

8903070025 

60-410 

S 

WICHEnS.D,L 

WAHD.K 

6903230180 

60-410 

s 

WIDDELL,RC 

WARD.K 0 

8903030513* 

50-455 

Q 

WIDELL.R C. 

WAREMBOURQ.D.W 

8903260256 

50-267 

Q 

WIDELL.R C 

WARNICK.R.F 

8003010041 

50-446 

Q 

WIDELL.R C 

WARNICK.R.F. 

0903020322 

60-445 

Q 

WIDELL.R a 

WARNICK.R r 

0903020327* 

60-445 

Q 

WIDELL.R C 

WARNICK.R I- 

8903090359 

50-445 

Q 

WIDELL,R C 

WARNICK.R F 

0903090363* 

60-445 

Q 

WIDELL.R C 

WARNICK.R F 

8903090460 

50-445 

Q 

WIDELL.R C 

WARNICK.R F 

8903130521 

60-446 

0 

WIOELL.R.C. 

WARNICK.R F. 

8903 140069 

60-445 

Q 

WIDELL,RC 

WARNICK.R.F 

6003230045 

60-445 

Q 

WIDELURC 

WARNICK.R.F 

6903230054 

60-445 

Q 

WIDELURC 

WARNICK.R F. 

6003230090 

50-445 

A 

WIDELL.R.C 

WARREN, C, 

6903140661 

50 293 

S 

WIDELL.R.C 

WARREN, J A. 

6903200011* 

50-395 

1 

WIDELL.R.C 

WABREN.L A 

0002270361 

60-280 

R 

WIDELUR C. 

WARREN.LA 

6003220156 

50-280 

R 

WIDELL.R C 

WASHINQTON.S L 

6003220241 

50-307 

S 

WIDELL.R.C 


WATKINS.JC 


WATKINS.J D. 
WATSON, R A 
WATSON.R A, 


WATSON.RA 


B903140164 NUREG 

8003140016 WASTE MGT 

80O224O20& 60-400 R 

8903010252 60-400 F 

0003070030 60 400 R 


WIDELL,RC 
WIDELL.RC. 
WIDELL.R.C 
WIOMAYER.D A 
WIDNERJ E 


WATSON, R.A. 
WATSON,R A 
WATSON.n.A. 
WATSON, R.A 
WATSON.R A. 


B003 160060 50 400 
8003210164 50-400 
0003210302 50-400 
0903220183 60 400 
8003230055 60 400 


S WIEBE,J.8. 

S WIEDEMAN.O. 

P WIESEMANN.R.A. 

R WIESEMANN.B A 

S WIESEMANN.R A. 


WATSON,R.A 
WATSON,R A. 
WATSON, T.C 
WATT8,D S 
WBADOCK,A. 


8003270363 60-400 

8003280022 60-400 

8903160133* 60-361 

8903080110 PR 
6903200201* 50-146 


S WIESEMANN,R A. 

Q WIESEMANN.R^A 

P WIESEMANN.R A. 

WIESEMANN.R A 
Q WIESEMANN.fl.A. 


WEAKL6Y.S.A 
WEBBJJ. 
WEQER.M F. 
WEGNER, M. 
WEHRY,R.R. 


8903080040 

8002280363 

8903160261 

8903060030* 

8903140390 


NUREG 
50 305 S 

WASTE MQT 
ORQ 

60-387 S 


W(E8EMANN,R.A. 
WIESEMANN,R A 
WIESEMANN.R.A. 
WIESEMANN.R A 
WIESEMANN.R.A 


WEISS, A. J. 

weiss,A.j 

WELCH.J 


WELCH,J.F 
WELCH,J F. 


8903090070 NUREG 
8903090103 NUREG 
8903130876 50-237 

8903240237 50-10 

8903280165 70-764 


WIESEMANN.RA 
WIESEMANN,R A. 
8 WIESEMANN.R A, 

I WIGGINS, EJ. 

WIGGINS, 3X 


WELCHXW. 

WELDIN.R.D. 


WELLS, A.H. 


8903020006 

8003270264 

8903130650 


WASTE RES 
60-280 Y 


WIGQINS.JX 
WIGGINS JT. 
WIQQINSpJ.T 


ACCESSION 

NUMBER 


8902230299* 
8902270635 
89032004 64* 
0903200469* 
0303200474* 

0903200478* 

0303200486* 

8903200438* 

8903030432 

8903210320 

0903220430* 

0903280330 

0903060079* 

0903160299* 

0903010024* 

8903010313* 

8903060148* 

8003090199* 

0903030184 

8903130109* 

B903070137 

0902270223 

6902270396 

8902150368* 

8903240199* 

8903240318* 

0903240318* 

6903280018* 

8903080043* 

8902260349 

0903090349 
0903100175 
0903100325 
B0O3 100349 
0003130221 

8903200254 

0903210179 

0903220221 

8903240030 

8003030476 

0003060064 

8903090430 

8002230496 

0902230504 

8902240264 

0902270438 

0902280138 

6902280286 

0903010133 

8903000301 

8903090304 

0003090460 

6903100236 

0903130160 

6903140466 


SUBJECT 

CATEGORY 


50 320 P 

50 320 S 

roiA 
FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

50 277 S 

50 220 Q 

50 54 P 

50-247 P 

50 271 P 

50-244 P 

50-341 O 

50 265 Q 

50 267 Q 

50 285 Q 

PR 
FOIA 

PR 

50 272 R 

50 31 1 R 

50 259 P 

WASTE MGT 

WASTE MGT 
WASTE MGT 
50 298 V 

50 288 P 

50 309 P 

60-300 Q 

50 309 H 

50 309 Q 

PR 

50 309 R 

50 309 Q 

60-309 R 

50-309 P 

50 309 S 

40 8502 

40 8502 
60-302 O 

50 302 R 

SO 302 Q 

50 302 S 

50 302 ? 

50 302 P 

50-302 Q 

so 302 S 

50 302 F 

50-302 S 

50 302 S 

so 302 H 

50 302 P 

50-302 S 


AUTHOR 


WIGGINTON.D L 
WIlUAMS.M 
WILDE.R 
WILGUS.WS 
WILHELMSEN,G R 

WILKINS, E E 
WILKINSON.B W 
WILLARD.se 
WILLARD, S C 
WILLARO.S C 

WILLARD, SC 
WILLARO.S C 
WILLIAMS, A L 
WILLIAMS, J G 
WILLIAMS.J K 

WILLIAMS.M 
WILLIAMS, M 
WILUAMS.M G 
WILUAMS.M G 
WILUAMS.M G 

WILLIAMS.M G 
WILLIAMS.M G 
WILLIAMS.M G 
WILLIAMS.M G 
WILUAMS.M H 

WILLIAM S.OG 
WILLIAM8.0G 
WILLIAMS, OG 
WILLIAMS.PM 
WILLI AM S.R A 

WILLIAM S.R A 
WILLIAMS, R A 
WILLIAMS.RA 
WILLIAMS.R A 
WILLIAM S.R A 

WILLIAMS.R O 
WILLIAMS.R O 

williams.ro 

WILLIS.J.L 
WILLIS.J L 

WILLIS.J L 
WILLISJ.L 
WILLIS, J L 
WILLIS.J L 
WILLIS.J L 

WILLIS, JL 
WILLIS.J L 
WILLIS.J L 
WILLIS.J L 
WILLIS.J L 

WILLIS.J L 
WILLMON.J n 
WILLMON.J R 
WILLMON,J R 
WILLMONJR 


ACCESSION 

NUMBER 


8903100306 

8903200226* 

0903160439 

8903160466 

0903290242 

B9O322O340 

0903220196 

8902240109 

8902240120 

8903100257 

0903130496 

0903160011 

6903010271 

8903090232 

6903020237 

8902240338 

0903270071* 

8902240201 

0902280077 

0902200362 

0903080449 

09D3O8O455 

0903090306 

0903100507 

6903200223 

0903060049 

8903130005 

8903270306 

8903280333 

8902240369 

0902240375* 

8902270232 

8903220106* 

8903220110 

8903220141* 

69-a2260457 

0903100244 

8903270305 

0902240342 

6902230361 

8902230304 

0902270601 

8902280375 

6903020638 

6903140035 

8903140049 

0903230160 

0903240077 

0903240079 

8903240107 

0903240321 
0903160240 
6903160310* 
8903160316* 
0903160313* 


SUBJECT 

CATEGORY 

50-382 O 

50-482 R 

IKE 

50-302 H 

PR 

FOiA 

50-294 R 

50-260 S 

50 259 S 

50 259 S 

50 260 S 

50 296 S 

PR 

50-151 R 

PR 

50 4B2 R 

50 462 R 

50 482 S 

50 482 S 

60 482 S 

50 402 fl 

50-482 S 

50 402 S 

50 402 S 

50 445 A 

FOIA 

FOIA 

50-324 P 

NUREG 
50 269 R 

50 369 R 

50 413 n 

50 413 R 

50-269 R 

50-369 R 

50-267 Q 

50-267 H 

50-267 F 

50 410 S 

50-220 S 

50-410 S 

50-220 R 

50-410 S 

50-220 S 

50-410 R 

50-220 R 

50 410 S 

50 220 S 

50 220 S 

50-220 R 

50 410 R 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


0903140492 

0903220017 

8903220220 

0903230192 

8903230106 

0903230363 

6003240345 

8903200092 

8002230500 

6003100045 

8903090472* 
0903200194 
8902270303* 
8002270616* 
0902280461 * 

6902200468* 

8002260531 

8903010217* 

6903020429* 

0003130424* 

89031 40077* 
6903160116* 
690320D237* 
6903200425* 
8903220032* 

8903240026* 

0903270336* 

6903270401 

8903220504* 

6903070035 

0903140206 

0903140592 

8903200302* 


SO 302 S 

60 302 S 

50-302 R 

50-302 P 

50 302 Q 

50 302 Q 

60 302 J 

PR 

WASTE MGT 
50 3B7 R 

50 446 O 

l&£ 

60-206 P 

TOPREP 
50 344 P 

50-369 Q 

TOPREP 
60 601 K 

60 412 P 

TOPREP 

60 443 P 

60-361 P 

50-334 P 

60-244 P 

TOPREP 

60 445 A 

TOPREP 
TOPREP 
CONTRACT 
60 309 Q 

60 334 O 

60 29 Q 

60 293 P 


WILNER.S 
WILNEH.S 
WILSON.AE 
WILSON, B A 
WILSON.B A. 

WILSON.B.A 
WILSON.J H, 
WILSON.J N 
WILSON.K R. 
WILSON.N R. 

WILSON, R F 
WILSON, aF 
WILSON, S D. 
WILSON.S D 
WlLSON.S.a 

WILSON, W E, 
WIMPEY.J.F 
WINFREEJ P 
WINGER.MA 
WINGET.RR 

WINSLOW, T.P 
WINSLOWXP 
WINSLOW.TP 
WINSLOW.T.P. 
WlNTEnS.RW 

WITHEfiS.B D 
WITHERS.BO 
WITHERS, B.D 
WITHERS, B.D 
WITHERS, B D 

WITHERS, B.D 
WITHERS.BD 
WITHERS.B D 


6902280544 

8903220226 

6903160097 

0902270491 

6903100400 

8903140056 

8903060132 

6903280333 

6003220421 

8903060130 

6903100232 

8903160045 

8612170367 

6903020584 

0903170272 

0903160004 

0903210305 

8903060437 

8903160037 

8903010293 

0903010206 

6903020476 

8903090416 

6903130009 

B902230467* 

6902240201 

B90224033B 

8902240363 

8902260077 

B9022B0332 

8903070009 

69030B0024 

6903060233 


40*8724 
40 8724 
50-204 F 

50-250 Q 

50-336 Q 

50-335 Q 

50-446 F 

NUREG 
50-302 P 

PR 

PR 

50-219 P 

50-276 S 

50-323 S 

50-323 S 

50-27 P 

WASTE RES 
PR 

50-334 R 

PR 

70-1113 
70-1113 
70-1113 
70-1113 
50 286 Q 

50-482 S 

50-482 R 

50 462 O 

50-462 S 

50-482 S 

60-482 R 

50-482 F 

60-402 P 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

WITHERS, 0 0 
WJTHEflS.B 0 

B903080449 

60 482 

R 

WRIGHT.G C 

8903220502 

50 315 

V 

ZECH.L W. 

8903080455 

50 402 

S 

WRIGHT.G C 

8903230168 

50-263 

V 

ZECH.L W. 

ZECH.L W 

ZECH.L W 

ZECH.L W 

WITHEflS.B 0 

8903090366 

50 462 

S 

WRIGHT.G C 

8903240115 

50-151 

V 

WITHERS.B 0 

S9031Q0002 

50 402 

0 

WRIGHT.G C 

8903240143 

50 315 

Q 

WITHERS.B D 

8903100507 

50 402 

s 

WRIGHT.G C. 

8903240147* 

50 315 

O 

ZECH.L W 

WITHERS, B D 

8903130498 

50 482 

Q 

WRIGHT.G C. 

8903260164 

50-2 

P 

ZECH.L W 

WITHERS.8 D 

8903140042 

50 482 

K 

WRIGHT.G C* 

6903280184 

50 331 

O 

ZECH.L W 

WITHERS, 8 D 

6903140190 

60-482 

S 

WRIGHT.G C 

6903280278 

50-264 

V 

ZECH.L W 

WITHERSie D. 

8903150097 

50 482 

0 

WRIGHT.G F 

0903150050* 

CONTRACT 


ZECH.L W 

WITHERS.B D 

8903160451* 

50 482 

Q 

WRIGHT, M J 

0903070129 

PR 


ZECH.L W 

WITHERS.8 D 

8903230326 

50 482 

Q 

WRIQHT.R 

8903140315* 

50 413 

o 

ZECH.L W 

ZECH.L W 

ZECH.L W 

WITHERS.B D 

8903270069 

50 462 

R 

WniGLEY.C Y 

8903280361 

NUREG 


WITHERSPOON, P 

6903090403 

WASTE MGT 

WU.SL 

0903020367 

TOPREP 


ZECH.L W 

WOJCIK.J T 

6903010288 

50-316 

S 

YACHIMIAK.E 

8903200175* 

50-223 

V 

WOJCIK.JT 

8903010306 

50-315 

S 

YANDELL.L A 

8003080475 

60-402 

p 

ZECH.L W. 

ZECH.L W 

WOLENHAUER.W C 

8903090455* 

50 397 

P 

YANDELL.L A 

8903000041 

50-285 

F 

ZECH.L W 

WOlFEN,J R, 

8903280032* 

50-387 

P 

YANDELL.L A 

8903090223 

50-267 

F 

ZECH.L W 

WOMELDORF.DJ 

8903130167* 

CONTRACT 


YANDELULA 

8903090295 

50-313 

P 

ZECH.L W 

WONG.H 

8903240133 

50 317 

Q 

YANDELL.L A 

8003090296 

50-450 

P 

ZECH.L W 

ZECH.L W. 

WONG.O P 

8903140694 

WASTE MGT 

YANDELL.L A 

8903090300 

50-382 

P 

WOODARD.C H 

8903070066* 

50 220 

Q 

YANDELL.L A 

8903090347 

60-298 

F 

ZECH.L W 

ZECH.L W 

ZECH.L W 

WOODARD J D 

8605140105 

SO 348 

R 

YANDELL.L A 

8903100256 

50-498 

P 

WOQDHEAD.C P 

8903100066 

50-142 

G 

YANECHKO.S E 

6902240208* 

50 305 

P 

WOODHEAD.C P 

8903220041 

50-320 

Q 

YEVOLI.L J. 

8903090292* 

60 322 

U 

ZECH.L W 

WOODLAN.O R 

6902260204 

50-445 

F 

YINJ T 

8903260166* 

SO 331 

Q 

ZECH.L W 

ZECH.L W 

WOODLAN.O R 

8903010261 

50-445 

S 

YORK.J W 

8903 130270* 

50-280 

O 

ZECH.L W 

WOODLAN.'D R 

8903020503 

50-445 

A 

YOUNG.K A. 

8002240240 

50-367 

R 

ZECH.L W 

WOODLAN.O R 

8903200230 

50-445 

Q 

YOUNG.K A 

8903240118 

50-387 

R 

ZECH.L W 

WOODLAN.O R 

8903220279 

50 445 

S 

YOUNG, T.E 

8903210273* 

50-2B9 

P 

WOODLAN.O R 

8903230452 

SO 445 

S 

YOUNGBLOOO.B J. 

8003070242 

ORG 


ZECH.L W 
ZECH.LW 

WOODLAND.O R 

8903170248 

50 445 

s 

YOUNQDAHL.R C 

8903100124 

60-322 

G 

ZECH.L W 

ZECH.L W 

WOODY.CO 

8610030181 

50 251 

s 

Yu.a 

8902270309* 

50-206 

P 

WOODY.CO 

8610270362 

SO 389 

p 

YUAN.C Y 

8902020412* 

50-295 

P 

ZECH.L W 
ZEILER.J 

ZEILER.J 

ZIEBELL.DM 

WOODY, CO 

6611050162 

50-250 

V 

YUHAS.G, 

8903220038 

60*397 

S 

WOODY.CO 

6611120275 

50-389 

s 

YUHAS.G P 

8902280048 

50-206 

Q 

WOODY.CO 

8612120269 

50-935 

F 

YUHAS.G P 

8903090226 

60-312 

P 

ZIEGLER.RS 

WOOLEVER.EJ 

8903220016 

60-334 

P 

YUHAS.G P 

6903140165 

60 275 

Q 

WR1QHT.0 L 

8903230206 

ORG 


YUHAS.G P 

8903140167 

50 528 

O 

ZIMMERMAN, R 

WRIGHT, E 

8903210238 

l&E 


YUHAS.G P 

8903140177* 

50 526 

O 

ZIMMERMAN.R P 

WRIGHT.FN 

8902280305* 

60 335 

0 

YUHAS.G P 

8903160416 

50-142 

Q 

ZIMMERMAN.R P 
ZIMMERMAN.R P. 

WRIGHT, FN 

6903240244* 

50 413 

Q 

YUHAS.G P 

8903210313 

50-397 

F 

ZIMMERMAN.R P 

WRIGHT, G C 

6903070006 

60-186 

V 

YUNDT.CP 

6903090065 

50-344 

S 

ZIMMERMAN.R P 

i i J r^r*i k 1 A Ai n rs 

WRIGHT.G C 

8903080174 

50 266 

V 

YUNDT.C P 

8903 150224 

50-344 

R 

WRIGHT, G C 

6903080240 

50 440 

V 

YUNDT.C.P 

8903230223 

60-344 

S 

ZIMMERMAN.R P 
ZIMMERMAN.R P. 
ZIMMERMAN.R P 

WRIGHT.G C 

8903130409 

50-266 

Q 

ZADD.LP 

8903060121 

FOIA 


WRIGHT.G C 

8903160058 

50-10 

P 

ZANK.B A 

8903030197 

PR 


ziMMerMan.r.p 

WRIGHT.G C 

8903210125 

50-373 

V 

2ECH.G G 

860 9 040117 

60 327 

o 

ZIMMERMAN.R P 

WRIGHT.G C 

8903220450 

60-461 

p 

ZeCH.G G 

6600 040120* 

50 327 

o 

ZWIEP.D N 


ACCESSION SUBJECT 
NUMBER CATEGORY 

BQ031B0190 COMMISSION 
B808090320 COMMISSION 
B008100MO COMMISSION 
8808250031 COMMISSION 
B809230176 COMMISSION 

B81 22801 36 50-277 U 

8901060078 COMMISSION 
8901310299 COMMISSION 
8902010208 COMMISSION 
B9020201 1 5 COMMISSIO N 

8902 1 60326 COMMISSIO N 
8903010399 COMMISSION 
8903090272 50-293 U 

8903090290 50-322 U 

890310056*1 50-293 U 

8903140273 50-293 U 

8903150220 50-348 U 

8903150260 COMMISSION 
8903150260 COMMISSION 
8903150437 COMMISSION 

8903150446 COMMISSION 
8903150454 COMMISSION 
8903150460 COMMISSION 
8903160006 COMMISSION 
8903160066 COMMISSION 

8903160207 COMMISSION 
8903170164 COMMISSION 
B903170173 COMMISSION 
8903210027 COMMISSION 
8903210031 COMMISSION 

8903210360 50-293 U 

8903230084 COMMISSIO N 
8903230120 60-322 U 

8903230189 COMMISSION 
8903230279 60-322 U 

09O323O35B 50-289 P 

8903210264* 50-424 Q 

8903240154* 50-261 Q 

8903060065 PR 
8903220127 40 8902 

8902280549 50 312 Q 

8902230311 50 344 Q 

8902270503 50 312 Q 

8902280302 50-275 Q 

8902280381 50-275 Q 

6902280398 50-397 0 

8903030500 60-397 Q 

8903060162 50-528 Q 

6903060012 50-206 Q 

8903080020* 60-206 Q 

8903080202 60 312 Q 

8903100594 60-134 V 



CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents." 


AUTHOR AFFILIATION 

ABB Power Dtslnbulion, Inc 


ALWR Ulilily Steering Commilloe 
AMAX, tnc 
ASEA Alom, fnc 

Aamodls 

Accord Research & Educalional Associales 
Inc 

AccredOalion Board for Engineoring & 
Technology, Inc 


Adrian Brown Consullanls, Inc (formerly 
Nuclear Waste Consultants, (nc ) 

Advanced Nuclear Fuels Corp (formerly 
Exxon Nuclear Co , Inc > 


Advisory Council on Historic Press rvalio 
AldikofI Associales, Inc 


Alabama Power Co 


Alden Research Laboratory 

Ail Chemical Isotope Enrichment, Inc, 

AllComm, Inc 


Allegheny International, Inc 
Allied Signal Carp 
American Nuclear Corp 
Amencan Nuclear Insurers 

American Nuclear Society 

Amencan Society of Mechanical Engineers 


ACCESSION SUBJECT 
NUMBER CATEGORY 


6g03Q1006a 

PT21 


ODO3270066 

60 315 

S 

8903270066 

60 315 

S 

8963270072* 

60 315 

S 

8903270075* 

50 315 

s 

8903200138 

PROJ 


8903010202 

40-8820 


8805170115* 

rOPREP 


8003030481* 

TOPREP 


8903010081 

SO-320 

p 

8903010107* 

50-320 

G 

8903010323 

PR 


8003010362 

PR 


8902270397 

WASTE RES 


8003060067 

WASTE RES 


8903060220 

71 6581 


8903090450* 

60 397 

P 

B903090451* 

50 397 

P 

8903220434 

PR 


8903230035 

71*9217 


8903230050* 

71-9217 


8903230995 

XPORTllC 


6903280030 

TOPREP 


8903240055 

60-483 

P 

8903130212* 

50 443 

T 

8903130269* 

50 443 

T 

8605140105 

60-346 

R 

8902230470 

60 364 

R 

8902230486 

50 348 

R 

8902240121 

50-340 

S 

8903010274 

50 348 

R 

B903010274 

50 346 

R 

8903020596 

50-364 

P 

8903020620 

50-348 

R 

6903020620 

50 348 

R 

8903030436 

50*346 

R 

8003030436 

50 348 

B 

6903030527 

50 346 

Q 

8003030527 

50-346 

Q 

8903090264 

50 348 

Q 

8903100360 

SO 348 

H 

8903100360 

50-348 

H 

8903100458 

50 348 

Q 

89031 00458 

50-348 

Q 

8903150439 

50-364 

0 

8003160146 

60-348 

R 

6903160164 

50-364 

R 

8903210224* 

50-348 

V 

8903240004 

50-348 

F 

8903240004 

60-348 

F 

8903280062 

50-348 

F 

B9032B0170 

60-364 

S 

8903240330* 

50-498 

P 

6808030430 

60-603 

F 

8903100460 

SO 603 

F 

8903130269* 

60 443 

T 

8903130349* 

50 443 

T 

S9022B0544 

40 8724 


8902280399 

40-3302 


8903220136 

40 4492 


8903060190 

FOIA 


8903060024 

WASTE MQT 


8903070155 

REGQD 


8903220S04* 

CONTRACT 



AUTHOR AFFILIATION 


Amorsliam Corp 


Analysis Group, Inc 
Anofco, Inc 

Aptech Engineering Services 
Argonne Nnlional Laborafory 


Affzona Nuclear Power Prolecl (formerly 
Arizona Public Sorvico Co) 


Arizona Slate Univ , Tempo, A2 
Arizona, Slato of 
Arizona. Urtlv, of, Tucson, AH 
Arkansas Power & Light Co 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8903090439 

71-9163 

D903240174 

71 9033 

8903240179 

71 9032 

8003270343 

71 9147 

8903270400* 

CONTRACT 

6903170351 

71 9074 

8D03260321 

NUREG 

8903140136 

NUREG 

8903200321 

NUREG 

8903280340 

NUREG 

8902240271 

50-520 

8902240282 

SO 630 

8902240307 

50 528 

8903010250 

50 529 

8903020424 

50 528 

8903090178 

50 528 

0903090387 

50 628 

0903090387 

SO 528 

8903090307 

50-528 

0903100164 

PR 

0903100302 

50 528 

8903148400 

50-530 

8903210121 

50-528 

B90321013S 

50-530 

8003220022 

50-520 

8903220022 

50-520 

8003220022 

50-528 

8003230087 

50-530 

8903230154 

60-530 

8903230402 

50 528 

8903240220 

60-528 

8903270337 

50-530 

800320D187 

50 626 

8903280187 

50 528 

8903200424* 

ORG 

8903230158 

PR 

0903270103 

WASTE MQT 

8902230463 

50-313 

8902240105 

50313 

0902280364' 

50-313 

8902280364* 

50 313 

8903010282 

50-388 

0903010303 

50-313 

0903910304* 

60-313 

B903020321 

60-313 

8903030281* 

50-313 

8903070060 

50-313 

8903070060 

60-313 

80O3OBOO11 

50 360 

6903080102 

50 360 

8OO3OBO105* 

60 368 

8003080274 

50 313 

8003080274 

50-313 

8903080184 

50 313 

8903090250 

50 313 

8903090280* 

60-313 

8903000201 

50-368 

80O3O9O-35B* 

50 313 

8903090360 

60 313 

8903000420 

50-368 

8903090426* 

50-368 

8603090431 

50-313 

8003090436* 

60-313 

8003100525 

60*313 

8903100525 

BO 313 

O0O31BO574 

50*313 

8903160574 

50 313 
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AUTHOR AFFILJATION 

ACCESStON 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8903150578 

50*313 

F 


8003150228 

50-317 


8903150578 

50-313 

F 


8903150226 

50-317 


8903160034 

50-368 

S 


8903180220 

50-317 


8903200345 

50-368 

S 


8903160220 

50-317 


8903200386 

50-313 

S 


8903160228 

60-317 


8903200443 

50-313 

S 


8903160228 

50 317 


8903220222 

50-313 

Q 


B9031 60260 

50-317 


8903220222 

50-313 

Q 


6903160260 

60-317 


8903220413 

50-313 

F 


8903160264 

50-317 


8903220413 

50-313 

F 


8903160264 

60-317 


8903220461 

50-313 

P 


8903160267 

50-317 


8903220488 

50-313 

F 


8903160267 

60-317 


8903220488 

50-313 

F 


8903160364 

50-317 


8903230172 

50-368 

0 


8903160364 

50 317 


8903230228 

50-313 

F 


8903200227 

50-317 


8903230389 

50-313 

Q 


8903220029 

50-317 


8903230389 

50-313 

Q 


8903220029 

60-317 


8903230465 

50-313 

F 


8903220051 

50-317 


8903240091 

50-313 

F 


8903220051 

60-317 


8903240091 

60-313 

F 


8903220430 

50-317 


8903240097* 

50-313 

F 


8903220436 

50-317 


3903240210 

50 313 

R 


8903230191 

60-317 


8903240225 

50 313 

P 


8903230202 

50-318 


8903270036 

50 313 

F 


8903230297 

50-317 


8903270381 

50 368 

R 


8903230348 

50-317 


8903280098 

50 313 

S 


8903230348 

SO 317 

Arkansas Tech Univ, Russellville. AR 

8903160088 

PHOJ 



8903230467 

50-317 

Arkansas, Slate ol 

8903020271 

PR 



8903240113 

50-317 

Arkansas, Univ. of, FayeUevilld. AR 

8903230458* 

CONTRACT 



8903240113 

60-317 

Army, Dept of. Corps a( Engineers 

8903130109* 

FOIA 



8903240132 

50-317 


8903200108 

40 8027 



8903240132 

60-317 

Association of the 8ar of the City of No 

8903030096 

PR 



89032401 38* 

50-317 

York 





8903280177 

50-317 

Atlantic Eiectric of New Jersey 

8903200046* 

50 171 

1 

Battelle Memonal Institute 

6903020426 

WASTE MQT 

Atlantic Richfield Co (ARCOi 

8903220127 

40-8902 


Baltelle Memorial Institute, Pacific 

8903060040 

NUREG 


0903240137 

40 8902 


Northwest Laboralory 



Atlas Corp 

8903000475 

40 3453 



8903080548 

50-498 


8903210334 

40-3453 



6903090236 

WASTE RES 

An tom a lie Switch Co 

8902230377 

PT21 



6903090404 

50-285 

8&W Fuel Co 

8903160414 

70-1201 



6903210200 

NUREG 

BCP Technical Services, Inc 

8903080189* 

50-321 

P 


8903210220 

NUREG 

QW/IP Intern all anal, Inc (formerly Byro 

B90228039S 

XPORTLIC 



8903220071 

WASTE RES 

Jackson Pump Division) 





890323042B* 

WASTE MGT 


8902260400* 

XPORTLIC 



8903280277 

NUREG 


8003230403 

XPORTLIC 



6903280281 

NUREG 

BWR Owners Group 

8903170239 

TOPREP 



8903290011 

NUREG 

Babcock & Witcox Co 

8903100239 

TOPREP 


Bear Creek Uranium Co 

8903220025 

40-8452 


8903100388 

PR 


Bechtel Group, fno. 

8612040360* 

50-424 


8903160013 

70 27 


Bechtel Power Corp 

8903200185* 

50-277 


8903220376* 

TOPREP 



8903200185* 

50-277 


8903270404* 

CONTRACT 



8903200191* 

50-277 


8903260081 

70 364 



8903200191* 

50-277 

Babcock & Wilcox Operating Plants Owners 

8903100232 

PR 



8903200439* 

TOPREP 

Group 




Bellman, H S 

8903200095 

PR 


8903150039* 

50 312 

Q 

Berthold Systems, Inc (affiliate of Lab 

6903200445 

FOIA 


3903150085 

TOPREP 


ol Dr Berthold, Wildbad, GOR) 




8903150068 

TOPREP 



8903200464* 

FOIA 

Backus, Meyer & Solomon 

8903010030 

50 443 

G 


8903200469* 

FOIA 


8903010030 

50-443 

G 


B903200474* 

FOIA 


8903010144 

60-443 

G 


0903200478* 

FOIA 


8903010170 

50-443 

G 


8903200486* 

FOIA 


8903010170 

50-443 

G 


09O32OO4BB* 

FOIA 


8903100099 

60 443 

G 

Bishop, Cook, Purcell & Reynolds 

8903080368 

PR 


8903270073 

50 443 

G 

Boston Edison Co 

8707130308 

50-293 


6903290122 

50-443 

G 


8902270688 

50-293 


6903200122 

50 443 

G 


8903020638 

50-220 


6903200141 

50 443 

G 


8903030257 

50-293 


8903290141 

50 443 

G 


8903030205* 

50-293 

Ballimore Gas & Electric Co 

6902230514 

50-317 

Q 


8903030283* 

50-293 


6902240340 

50-317 

R 


8903030303* 

50-293 


0002270827* 

50 317 

R 


8903030315* 

60 293 


8902270627* 

50-317 

R 


8903060142* 

50 293 


6902260062 

50-317 

R 


8903070041 

60-293 


8902260476 

50-317 

P 


8903070048 

60-293 


8902260478 

50-317 

P 


8903080448 

50-293 


8903010015 

50-317 

R 


8903090051 

50-293 


8903010015 

50-317 

R 


8903090176 

50-293 


8903020632 

50-317 

P 


8903090201 

60-293 


6903020632 

50-317 

P 


8903090265 

50-293 


8903060010* 

50-317 

U 


8903090447* 

50-293 


6903080056 

50-317 

R 


8903100199 

PR 


6903080058 

60-317 

R 


8903130278 

50 293 


8903080530 

50 317 

O 


6903130388 

50-293 


6903090346 

50 317 

S 


8903150174 

50-293 


8903100477 

PR 



8903160526 

50-293 


8903140214 

50 317 

F 


B903220205 

60-293 


6003140214 

50-317 

F 


8903220269 

60-293 


8903140338 

50-317 

Q 


8903240069 

60-293 


8903140338 

60-317 

O 


8903240144 

60-293 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

Bfallleboro. VT 

&903230449* 

CONTRACT 



6903220379 

50-325 

Braunkohle Transporl USA, Inc 

3903150264 

XPORTLIC 



8903230016 

50-325 

Brook haven Nalional Laboratory 

3902270329 

WASTE RES 



8903230055 

50-400 


3903020232 

WASTE RES 



6903230165 

50-325 


8003020255 

WASTE RES 



0003230232 

60 324 


89030301 24* 

TOPREP 



8903230232 

50 324 


8903030352 

NUREG 



8903230240* 

50 324 


3903030377 

NUREG 



8903230240* 

50-324 


8903030069 

WASTE RES 



8003230248 

50 324 


8903060094 

WASTE RES 



8903230347 

50 261 


8903070111 

50-275 

P 


89032303 <17 

50 261 


8903090070 

NUREG 



6903270363 

50 400 


8903090103 

NUREG 



8903270396* 

50 261 


6903100136 

WASTE RES 



8903270396* 

50 261 


8903100160* 

WASTE RES 



8903260022 

SO 400 


8903140208 

NUREG 



6903260160 

50 324 


8903210112 

WASTE RES 


Carver, MA 

8903080547 

50-293 


8003210110* 

WASTE RES 


Cenler for Nuclear ResponalMily 

8903170001 

50-250 


8903220253 

WASTE RES 


Center for Nucfaar Waste Regulatery 

8902270347 

WASTE MGT 


B903220265 

WASTE RES 


Analyses 




8903220274 

WASTE RES 



0902270450 

WASTE MGT 


8903230397* 

WASTE MGT 



8903090192 

WASTE MGT 

Buflalo Malorials Research Cenler 

8903020409 

60-57 

V 


6903090206 

WASTE MGT 

C B Operating Plants Owners Oroup 

6903130354 

TOPREP 



8903100222 

WASTE MGT 

CIGNA Loss Control Services, Inc 

8903210077* 

40 7SB0 



B903 100230* 

WASTE MGT 

CMS Energy Corp 

8903270305 

50 155 

1 


8903170314 

WASTE MGT 

COMO Tech, Inc 

8902240039 

71 069 



8903240199* 

WASTE MGT 

California Radioactive Materials 

8903080516 

PR 



BB03240316* 

WASTE MGT 

Management Forum 





8903240318* 

WASTE MGT 

California, State of 

8903020299 

50 206 

F 


8903240334* 

WASTE MGT 


8903130167* 

CONTRACT 



8003240337* 

WASTE MGT 

California, Unlv of, Los Angeles, CA 

800315031 P 

50-142 

F 

Cenlerlor Energy 

8902270407 

50-440 

California, Lfnlv. of, Santa Barbara, CA 

8903090145 

NUREG 


Charles County, MO 

8902280135* 

50-317 

Canada Atomic Energy Control Board 

8903090098 

XPORTLIC 


Chatham, NC 

8903300266* 

50-400 

Cap Rock Electric Cooperative, Inc 

8903210284 

50 445 

M 

Chem Nuclear Sysloims, Inc. 

B902270323* 

WASTE MGT 

Carolina Power & Light Co 

8012310179 

50 324 

H 


8902270365 

WASTE MGT 


6902210566 

50 261 

Y 


8902270380* 

WASTE MGT 


6902230520 

50 261 

R 


8902270366* 

WASTE MGT 


0902240280 

60 400 

fl 


8903170156 

71-5805 


8902260368 

50 325 

Q 


8903170195* 

71-5805 


6002280469 

SO 400 

P 


8903170394 

71-9111 


6902280499* 

50-400 

P 


8903200086* 

50 395 


8903010246 

50 324 

R 


0903240165 

71-5605 


8903010262 

60 400 

F 


0903240 167* 

71 5605 


6903010276 

50 261 

F 

Chom-Systems, Inc, 

0902270373 

WASTE MGT 


6003010420 

60-261 

R 

Chematren Corp 

6903220226 

40 6724 


6003030049 

50-324 

P 

Citizens Association for Sound Energy 

0612060226 

SO <145 


8903030049 

50 324 

P 


0903200223 

50 445 


8903030051 * 

50 324 

P 


8003220186 

50-445 


6903030061 * 

60-324 

P 


6903220195* 

60-445 


6903030317 

60-400 

P 


8903230272 

50-445 


6903030327* 

50 400 

P 


8003230275* 

50-445 


6903070030 

SO 400 

R 

Cleveland Cryatols.lnc 

6003230276 

XPORTLIC 


6903080095 

50-326 

S 

Cleveland Electric Illuminating Co 

8002230182 

60 440 


6903060158 

50-201 

R 


8902230188* 

60 440 


6903080216 

50 261 

Q 


0902230207 

50 440 


8903080262 

PR 



8602240356 

60-440 


8903060263* 

50-324 

P 


8902280396 

50 440 


6903080267* 

60-324 

P 


6903060185 

50-440 


0903080632 

50-400 

Q 


6903070020 

50-440 


660309Q116 

60-261 

P 


8903090214 

60 440 


6903090169 

60-325 

S 


8903090416 

60 440 


6903090293 

50-325 

S 


8903100262 

BO 440 


8903090294 

50-324 

Q 


8903130043 

60 440 


8003090294 

50-324 

Q 


0903130049* 

50 440 


0903100469 

50-324 

Q 


8903I300B4* 

50 440 


8003130194 

50-261 

Q 


0903 140201 

50 440 


8903140083 

50-324 

P 


8903150204 

50-440 


B9031 40107 

60-400 

P 


89032001 13 

50-440 


6903140334 

50 261 

P 


6003210110 

50-440 


0903140361 

60-324 

P 


6903210110 

50-440 


0903140567 

60 324 

R 


8903210136 

50-440 


8903140587 

60-324 

R 


8903210136 

50-440 


6903160164 

60-261 

F 


8003210440 

50-440 


8903160060 

50 400 

S 


8003220126 

60-440 


8903160086 

60-326 

s 


8903220984 

60 440 


6903160092 

60 325 

s 


6903230393 

60 346 


0903200117 

60-261 

p 


8903230393 

60-346 


8003200181 

60-261 

R 

Clevelancf-Cllfls Iron Co 

6607000367 

40 8714 


6903200212 

60-324 

F 

Coffey County, KS 

6602270200* 

60-482 


8903200266 

50-324 

P 

Colorado State Unlv., Fori Collins, CO 

8903130212* 

50 443 


8903200206 

60-324 

P 


0903130227* 

BO-443 


6903210130 

60 261 

S 


8903130227* 

50 443 


8903210164 

50-400 

8 


0903130293* 

50-443 


8903210324 

60-201 

P 


0903130415* 

BQ-443 


8903210392 

50-400 

P 


0903130415* 

BO-443 


8903220160 

60-261 

Q 

Colorado, State of 

8903020036 

PR 


6903220183 

50-400 

R 


8903210127* 

WASTE MGT 


6903220374 

50-326 

S 


0903210521 

WASTE MGT 
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AUTHOR AFFILIATION 

CoU Industnos, Inc 
Cotumbia Univ . Naw York, NY 
■CombiialEon Engincsring, inc 


Commorco, Dopl of, Nalional Oceanic & 
Atmospheric Atirrlnlslralion 
CommIUOQ to Drldgo the Gap 
Go mm om DO Mil Edison Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


6903 140553 

PT21 


6903080267 

50 440 

P 

8902230277 

70 36 


6903010080 

70 1100 


6903010103 

70 36 


8903010105* 

70 36 


89030B0385* 

XPOBTLtC 


8903060395* 

XPORTHC 


8903090029 

50 528 

H 

8903100137 

PR 


8903130367* 

TOPBEP 


6903160369* 

50 317 

P 

6903160422 

70-1100 


6903200164* 

70-1100 


890321000B 

70-1100 


8903240 106 

50-470 

K 

8903270045 

50 470 

A 

8903270367 

71-9022 


8903260372 

PR 


8903060042 

ORG 


6903060052’ 

ORG 


6903140700 

FOJA 


8903150311* 

50-142 

F 

8902150532* 

50-454 

R 

8902150532* 

50 454 

R 

8902230166 

50 10 

F 

8902230254 

50 456 

P 

8902230254 

8902230313* 

50 456 

P 

50 456 

P 

8902230313* 

50 456 

P 

8902230472 

50-10 

F 

8902230472 

50-10 

F 

8902230472 

50-10 

F 

8902230476 

50-10 

F 

8902230476 

50-10 

F 

8902230478 

50 10 

F 

8902230484 

50 10 

F 

8902230484 

50 10 

F 

6902230484 

50 10 

F 

6902230493 

50-295 

F 

6902240141 

50-237 

P 

8902240141 

50-237 

P 

8902240142* 

50-237 

P 

8902240142* 

50 237 

P 

8902240147 

50 454 

P 

8902240147 

50 454 

P 

8902240147 

50 454 

P 

0902240147 

50 454 

P 

8902240147 

50-454 

P 

8902240151* 

50 454 

P 

8902240161* 

50 454 

P 

8902240161* 

60 454 

P 

8902240161* 

50 4S4 

P 

8902240151* 

50 464 

P 

6902240233 

60-373 

P 

8902 240233 

50 373 

P 

8902240235* 

50 373 

P 

8902240236* 

50-373 

P 

8902240267 

50-249 

S 

6902240283 

50-373 

Q 

6902240306 

50 456 

R 

6902240308 

50 456 

R 

6902240345 

50 374 

S 

8902270374 

50-254 

P 

6902270374 

50-254 

P 

6902270378* 

50-254 

P 

6902270378* 

50-254 

P 

690228000 B 

50-237 

s 

6902280086 

50 295 

P 

8902280088 

60-295 

p 

8902280093* 

50-295 

p 

8902280093* 

50 295 

p 

B902280231 

60 454 

Q 

8902280231 

60 454 

Q 

8902260231 

50-454 

0 

8902260231 

50-454 

Q 

8902260231 

50-454 

Q 

8902280263 

60 237 

Q 

8902280263 

50-237 

Q 

8902260263 

60-237 

Q 

8902260203 

50-237 

Q 

0902260263 

50 237 

Q 

8902280351 

50-237 

P 

8902280351 

50-237 

P 

8902280351 

50-237 

P 

8902280351 

50-237 

P 

6902280351 

60 237 

P 

6902280351 

50-237 

P 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


8902280351 

8902260351 

8902200351 

8902280371 

6902260406 

69022B0406 

6902280406 

B902280506 

8902280543 

8903010090 

8903010090 

8903010179 

8903010211 

8903010211 

8903010224 

B003010230 

8903010236* 

8903010241 

8903010267* 

8903010267* 

8903010366 
8903010374 
8903010374 
0903010392* 
B9030 10392* 

8903010421* 

8903010421* 

6903020606 

8903020625* 

6903020625* 

6903060053 

8903060056 

8903060056 

8903060056 

8903060056 

8903060066 

6903060066 

8903060066 

89030600B6 

8903060090 

8903060124 

6903060124 

6903060183 

8903060217 

8903060217 

8903070004 

6903070004 

6903060038 

8903080036 

6903080038 

8903060068 

0903060119 

6903080119 

8903080119 

B903080147 

8903080156 

89030B0221 

8903080231 

8903080246 

8903080440 

8903080477 

8903080507 

8903080507 

8903080507 

8903090122 

6903090122 

8903090137 

6903090137 

6903090138* 

8903090160 

6903090194 

6903090194 

6903090194 

8903090204 

8903090384 

8903090407 

8903090458 

8903090458 

0903090458 

6903090456 

8903090468 

8903100013 

6903100119 

B9Q3100119 

8903100119 

8903100119 

8903100119 

8903100119 

8903100119 


SUBJECT 

CATEGORY 

50 237 
50 237 
50 237 
50-254 
50-10 

50-10 
50 10 
50 374 
50 373 
50 254 

50 254 
50-304 
50-237 
50-237 
50-237 

50-254 
50 254 
50-10 
50 237 
50-237 

50-456 
60-254 
50-254 
50-254 
50 254 

50-254 

50-254 

50-454 

50-454 

50-454 

50 457 
50 237 
50-237 
50-207 
50-237 

50-373 
60-373 
50 373 
50 373 
50 456 

50-456 
50-456 
50 456 
60 456 
50 456 

50 454 
50-454 
50 10 
50 10 
50 10 

50-237 
50-10 
50-10 
50 10 
50 304 

50-237 

PR 

50-457 
60 454 
PR 

50-295 
50-10 
50-10 
60-10 
50 456 

50 456 
60-454 
50-454 
50 10 
50 10 

50-10 
60-10 
60-10 
50 237 
60-237 

60-440 
60-237 
50 237 
50-237 
60-237 

50 237 
50-374 
60-10 
60-10 
50-10 

50-10 

60-10 

50-10 

60-10 
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AUTHOR affiliation 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8903100138* 

50 10 

P 


B903150140 

50-837 

J 

6903100136* 

50 10 

P 


8903150140 

50-237 

J 

00031 001 38* 

59-10 

P 


8003150140 

50-237 

J 

8903100*57 

50-237 

P 


6903150140 

50-237 

J 

6903100102 

50 237 

P 


0903150140 

50-237 

J 

8903100102 

50-237 

P 


8903150140 

50-237 

J 

6903100208 

50-237 

F 


6903150140 

50-237 

J 

6903100206 

50-237 

F 


8903150140 

£0 237 

J 

8903100242 

50-454 

S 


8903150378 

50 265 

S 

8903100246 

50-10 

P 


8903150478 

50 295 

a 

0903100275 

50-374 

S 


8903150478 

50 265 

Q 

8903 100399 

50-304 

P 


8903150470 

50-265 

Q 

8903100497 

50-455 

P 


8903150476 

50-295 

Q 

6903100497 

50-455 

P 


0903150481 

60 373 

S 

8903100497 

50-455 

P 


6903160344 

50 254 

F 

6903130127 

50 456 

R 


8903200114 

SO‘304 

S 

8903130461 

50-373 

P 


0903200451 

50-295 

P 

8903130461 

60 373 

P 


0003200451 

SO-295 

P 

6903130676 

50 237 

S 


8903210021 

60-237 

S 

8903130603 

50-237 

S 


6903210069 

50 10 

F 

6903130693 

50 456 

S 


8903210069 

50-10 

F 

6903 140023 

50-295 

R 


8903210009 

50-10 

F 

8903140023 

50-295 

R 


0603210123 

50-373 

F 

6903140027 

50 10 

F 


8003210170 

50-455 

S 

0903140027 

60-10 

F 


B9032 10190 

50-373 

P 

6903140027 

60 10 

F 


8903210190 

50-373 

P 

8903140027 

50-10 

F 


6903210101 

60-373 

S 

8903140027 

60-10 

F 


000321 020B* 

50-373 

P 

6903140027 

SO 10 

F 


80032 1O20B* 

50 373 

P 

8903140027 

50-10 

F 


B903Z102B7 

60-295 

R 

6903140027 

60-10 

F 


0903210267 

51>20S 

R 

8903140029 

50-295 

R 


B903210338 

50 454 

R 

8903140029 

50 295 

R 


8903210347 

50 454 

F 

0903140160* 

50-295 

R 


6003210424 

50 455 

Q 

8903140166* 

50-295 

R 


8003210460 

50-374 

S 

8903140173* 

50-295 

R 


8903220019 

50 295 

R 

6903140288 

50-455 

P 


8903220019 

50>2gS 

R 

8903140266 

50 455 

P 


8903220078 

50 237 

3 

8903140418 

50 454 

P 


8903220001 

60-374 

3 

6903140416 

60 454 

P 


8903220091 * 

50-295 

R 

8903140460 

50-10 

R 


0003220091* 

50-295 

R 

8903140450 

6010 

R 


8903220096* 

50*295 

R 

B9031 40450 

50-10 

R 


8903220096* 

50*295 

R 

8903140450 

50-10 

R 


8903220137 

50*254 

R 

6903140460 

50 10 

R 


6903220236 

60*237 

R 

8903140460 

50-10 

R 


8903220236 

50 237 

R 

6903140450 

50 10 

R 


8903220298 

so 204 

Q 

8903140450 

50-10 

R 


8903220305 

S0*264 

R 

8903140460 

60-10 

R 


8903220305 

59«254 

R 

61903140450 

50 10 

R 


0903220440 

50*373 

Q 

8903140468* 

50-10 

R 


8903220440 

50 373 

Q 

8003140486* 

50-10 

R 


8003220514 

50-23? 

P 

8903140460* 

60-10 

R 


09032205U 

60 237 

9 

8903140472* 

50*10 

R 


8003220514 

60-237 

P 

8903140472* 

SO 10 

R 


8903220514 

60 237 

P 

0903140472* 

50 10 

R 


8903220514 

60 237 

P 

8903140475* 

8903140475* 

60-10 

R 


8903230180 

60 296 

S 

60-10 

R 


8903230309 

50-454 

R 

0903140478* 

50*10 

R 


8003230309 

SO 454 

R 

8903140470* 

50-10 

R 


6003230475 

50*373 

R 

8903140478* 

60-10 

R 


6003230497 

SO 455 

S 

8903140480* 

50*10 

R 


8903240157 

60 454 

S 

8903140461* 

60 10 

R 


6903270038 

50 237 

P 

8903140481* 

50-10 

R 


6903280163 

60 10 

J 

8903140481* 

50-10 

R 


B903280185 

6010 

F 

8903140481* 

50-10 

R 


6903260165 

50-10 

F 

8903140602 

60 208 

S 


0903280186 

50-10 

F 

6903140627 

60*373 

S 


6903280185 

50-10 

F 

8903140637 

50 374 

s 


6603260185 

50-10 

F 

89031 40645* 

50-10 

R 


8903260185 

60-10 

F 

8903140645* 

50-10 

R 

Concerned Cilizens of Gsauaa County, OH 

8903260116 

PflM 


8903140647 

60*373 

S 

Conn^clicul Yankea Atomic Power Co, 

0902240074 

50-213 

P 

8903140849* 

50 10 

R 


8003030387 

60*213 

R 

6903140649* 

60-10 

R 


0903030307 

50-213 

R 

8903140649* 

60-10 

R 


&6030B0205 

60 213 

P 

8903140650* 

50 10 

R 


8903090124* 

60 213 

R 

8903140650* 

50‘10 

R 


0903100032 

60-213 

P 

0903140653* 

60-10 

R 


8903100036* 

60 213 

P 

8903140053* 

50-10 

R 


B903 100336 

60-213 

H 

6903140653* 

60-10 

R 


8903 1005 22 

50 213 

F 

6D031406S6* 

50-10 

R 


3903140814 

60 213 

R 

0903140656* 

60-10 

R 


8903150269 

50*213 

P 

8903140650* 

60-10 

R 


8903160275* 

60*813 

P 

0903140658* 

60-10 

R 


8003210102 

60*213 

H 

8903140671 

50 374 

S 


8603210102 

60*213 

H 

8903140669 

60 374 

S 


8603210102 

50-213 

H 

6903150038 

50*373 

s 


8903210102 

60-336 

H 

89031 6009S 

50 237 

s 


8603210102 

50 336 

H 

8903150140 

50-237 

J 


8903210421 

60*213 

Q 
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AUTHOR AFFILfATlOM 

ACCfSSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


891)^220282 

50 213 

F 


8903100401 

50-255 


6903220304 

50 213 

R 


8903100582 

50-155 


8903270299 

50 213 

P 


8903130347 

50-155 


8903270299 

60 213 

P 


8903160070 

50-255 


8903270299 

50 213 

P 


8903230480 

50-255 


6903270299 

50 213 

P 


8903270250 

50-255 


0903270299 

50 213 

P 


8903270278 

50 255 


8903270303* 

50 213 

P 


8903270302 

50-255 


8903270303* 

50 213 

P 


8903270346 

50-255 


0903270303* 

50 213 

P 


8903270351 

50 255 


8903270303* 

50 213 

P 


8903270355 

50 255 


8903270303* 

60 213 

P 


0903270350 

60 255 


8903200075 

50 213 

H 


9903270377 

50 255 


8903280075 

60-213 

H 


8903270379 

50 255 


8903280075 

50-213 

H 


6903270410 

60 255 


8903280075 

50 336 

H 


0903280212 

50 155 


8903280075 

50-336 

H 

Controls (or Environmental Pollution, 

8903170374 

70 820 


8003300297 

REGGD 


Inc. 




8903300297 

REGGD 


Cooper Industnes. Inc 

8903100191 

50 518 


8903300297 

REGGO 



8003200079 

PT21 


8903300297 

REGGD 


Creare, Inc 

8903240333* 

60 498 


8903300297 

REGGD 


DDO Co, 

8903000108 

FOIA 

Conner & WaUeihahn 

8903070227 

PR 


Oairyland Power Cooperative 

8902230392 

50 409 

Consolidated Edison Co of Now York, Inc 

8902280530* 

50 247 

R 


8902230395* 

50 409 


8903010039 

50 247 

R 


8903070036 

50 409 


8003010042* 

60 247 

R 


8903100195 

50-409 


8003100391 

50 247 

H 


8903240183 

71-9222 


6903130345 

50 247 

P 

David W Taylor Naval Research & 

8903280050 

NUREG 


6903130360 

50-247 

Q 

Development Cenler 




8903140166 

50-3 

R 

Defanso, Depi of, Dafense Nuclear Agenc 

6903240195 

50-170 


8903140172* 

50-3 

R 

Delaware, Stale of 

0903060011* 

CONTRACT 


8903140172* 

50-3 

R 

Delmarva Power & Light Co 

8903200042* 

60-171 


8903140176* 

50-3 

R 

Delroit Edison Co 

0610080034 

60-341 


8903140176* 

50-3 

R 


B610080045* 

60-341 


8903150042 

50 247 

P 


0612010196 

50-341 


8903150043 

50 247 

P 


8612010341 

50-341 


8903150046 

50 247 

Q 


8902230442 

50 341 


8903150060 

50-247 

Q 


8902230448 

60-341 


8903150161* 

50-247 

P 


8902240077 

50 341 


6903160366 

50-3 

R 


8902260291 

60-341 


8903160309 

50-3 

R 


8902280503 

50 341 


6903210017 

50-247 

V 


8903010250 

50-341 


6903210314 

50-3 

F 


8903010262 

50-341 


0903230093 

50-247 

S 


8903010396 

PR 


8903270188 

50*247 

S 


8903010416 

PR 


8903270356 

50-247 

F 


8903030110 

60-341 


8903280016* 

50 247 

F 


8903030507 

50-341 

ConauDiers Power Co, 

8610270099 

50 265 

P 


8903080422 

PR 


8610270105* 

50-255 

P 


8903090003 

50-341 


0610270107* 

50-255 

P 


8903090008 

50-341 


8611070188 

50-255 

K 


8903100150 

PR 


8611070224* 

50-256 

K 


8903140515 

50-341 


8902230468 

50 255 

F 


8903140617 

50 341 


8902230473 

50 266 

F 


8903170243 

50 341 


8902240018 

so 255 

F 


8903210004 

50-341 


6902240200 

60-255 

Q 


8903210032 

50-341 


8902 240324 

60-255 

P 


8903210052 

50-341 


8002270467 

50 265 

P 


6903210053* 

50-341 


80022SD004 

50 255 

P 


8903210056* 

50-341 


8902200532 

SO 255 

F 


8903220405 

50-341 


8902200536 

50-255 

F 


8903230163 

50-341 


B9022B0551 

50-155 

R 


8903230290 

50-341 


8903010289 

60-155 

S 


8903230342* 

60-341 


8903010422 

60-155 

J 


8903240002* 

50 341 


8003010433 

60-155 

J 


0903240048 

60 341 


6903020172 

60-265 

J 


8903240050* 

60-341 


8903020192 

50 255 

J 

Dominion Engineering, Inc. 

8903140138 

NUREG 


8903020272 

50-255 

J 

Duke Power Co. 

8902230450 

60-369 


6903020492 

60-155 

P 


8902230456 

50-369 


6903030416 

50-155 

R 


8902230476 

50-309 


8903030420 > 

60-155 

Q 


8902230482 

60-369 


8903030480 

50 155 

F 


6902230485 

60-369 


8903030501 

60 255 

S 


8902230485 

50-369 


B903060169 

SO 255 

P 


8902230559 

50-369 


B903060170* 

50 255 

P 


8902230559 

50-369 


8903080172* 

60-255 

P 


8902230565* 

60-369 


8903060191* 

50-255 

P 


8902230565* 

50-369 


8903060060 

50-165 

R 


8902240022 

60-369 


8903080075 

50-255 

R 


8902240116 

50-414 


8903060087 

50-155 

S 


8902240167 

50-370 


99030B0161* 

50-255 

R 


8902240169 

50-389 


9903080184* 

50-255 

R 


B902240173 

50-369 


9903000176* 

50-165 

R 


8902240184 

50-269 


9903080179* 

SO 155 

R 


8902240184 

50-269 


0903080260 

50-255 

Q 


8902240184 

50-269 


8903080327 

50-155 

Q 


6902240184 

60-269 


89030S003S 

60-255 

Q 


8902240184 

50-260 


09O31OO2&3 

60-255 

n 


6902240184 

60-269 


8903100341 

50-165 

R 


8902240369 

50-269 
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CORPORATE SOURCE INDEX 339 


AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


author affiliation 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8902240375* 

50 369 

R 


09D32 10268 

50 413 

8902240375* 

50 369 

n 


890321 0286 

50 413 

Q902270232 

50 413 

H 


8903210470 

50 369 

8902270266 

50 269 

Q 


6903220042 

50 369 

8902270337 

60 269 

P 


8903220057 

50 260 

8902270337 

50 269 

P 


8903280106* 

60 413 

8902270337 

50 269 

P 


8003280106* 

50 413 

8902270341* 

50 269 

P 


8903280110 

50 269 

0902270341* 

50 269 

P 


8903280140 

50 269 

8902270341* 

50 269 

P 


6903220141* 

50 369 

8902270350 

50 270 

S 


8903220141* 

50 369 

8902270358 

50 414 

R 


8903220361 

50 369 

8002270381 

50 369 

S 


8903220385 

50 413 

8902270650 

60 269 

s 


8903220394 

50 413 

8902280105 

50 413 

o 


8003220402 

50 369 

B902280340 

50 413 

F 


B9032 20402 

60-369 

8902280476 

50^369 

0 


8903220409 

50-360 

8902260476 

50^360 

Q 


8903220480 

50-413 

8903010418 

60^360 

P 


Q9032204BO 

50-413 

8903010418 

50-369 

P 


8903230134 

50-413 

8903020180 

50-369 

R 


QDO 32301 34 

50-413 

8903020180 

50-369 

R 


6003230162* 

50-413 

8903020240* 

50-369 

R 


6003230162* 

50-413 

8903020405 

50-269 

Y 


6903230177 

50 960 

8903020405 

60-269 

Y 


6903830103 

50 269 

8903020405 

50 269 

Y 


8903830242 

TOPREP 

8903020405 

50-269 

Y 


Q9Q3830250* 

TOPREP 

8003020637 

60 287 

S 


8903930442* 

BO 369 

8903020546 

50-269 

P 


6903840135 

SO 269 

8903030374 

50 369 

R 


8903240135 

50-269 

8003030374 

60-369 

R 


8903240135 

50-269 

8903030521 

50 413 

S 


8003240135 

50 269 

8603060032 

60 414 

S 


8003240135 

50 260 

8903060105 

60-269 

F 


8903240135 

50-269 

8903060105 

50 269 

F 


8003240135 

50-260 

8903060105 

60 260 

F 


8903240135 

50-269 

8903060105 

50-269 

F 


8003 240282 

50-369 

8903060105 

60-269 

F 


6903240262 

60-369 

8903060105 

50 269 

F 


8003240202 

60-360 

8903060120* 

50-260 

F 


8903240282 

60-369 

0903070077 

50 269 

Y 


8903240285 

60 413 

8003070077 

60-269 

Y 


8903270109 

50-369 

8903060259 

PR 



8903270199 

50-360 

6903090092 

50-360 

Q 


8903280066 

60-369 

8903090092 

50-369 

Q 


8903280060 

50 369 

8903090094* 

60-369 

Q 


0903280072 

60 414 

8903090094* 

60 366 

Q 


8903280074 

50 413 

8003090100* 

50-369 

Q 


BQ03280074 

50 413 

8903000100* 

50-369 

Q 


8903280070 

50 369 

8003090113* 

50 369 

Q 


8QO328OO70 

50-360 

8903090113* 

50 369 

Q 


80O32OQD82* 

50-389 

8003090237 

60-369 

H 


0003280094 

60-369 

8903090351 

50-413 

S 


8003280173 

50-260 

8903090361 

50 413 

Q 


8003280341 

60-369 

8903090361 

50-413 

Q 


8903200341 

50-360 

8903090382 

60-209 

S 


0903280344* 

60-369 

8903090382 

60 269 

S 


8903280344* 

50-369 

89030903B2 

60-269 

S 


8903290000 

50413 

8903100104 

50 413 

R 


8903200000 

50413 

B903100104 

60 413 

R 


890320001 0* 

50 413 

0903100464 

50-369 

R 


8903290010* 

50-413 

8903100454 

50-369 

R 


8903290270 

50-360 

8903100629 

50 414 

Q 

Duquesna Light Co. 

8902 270452 

50-334 

8903100561 

60-413 

P 


8902270693 

80-412 

8903100661 

60 413 

P 


6902280014 

60-334 

6903130027 

60-413 

P 


B9D3010028 

60-412 

6903130027 

50 413 

P 


8003020418 

60-412 

8003130030 

60-413 

8 


8903080206 

60-334 

6903130173 

60 413 

P 


8903090273 

60-412 

8903130173 

50-413 

P 


6903100001 

60-334 

8903140439* 

60-369 

R 


8903100202 

60-334 

6903140439* 

60 369 

R 


0903140254 

50-334 

6903160459 

50-414 

Q 


6903140264 

50-334 

8903160497 

60-414 

P 


0903140259 

60-334 

0903170276 

00 266 

Q 


B9031 40484 

50-334 

8903170287 

00-270 

S 


8903150003 

60-334 

8903170260 

60-270 

S 


8903160037 

60-334 

B903200100 

60 413 

s 


6903200231 

60-334 

8903200168 

60-269 

p 


6003200233* 

60-334 

8903200168 

50-269 

p 


8903200235* 

50 334 

8903200169* 

50-269 

p 


6003210140 

60-334 

8903200169* 

50-269 

p 


8903210254 

60-412 

8903210003 

50-269 

s 


8903220015 

50-334 

8903210003 

60-269 

s 


8903220424 

50 412 

8903210092 

60-413 

R 


0903270089 

50-334 

8903210092 

50-413 

R 

Durango Mill Tailings Task Force 

0903070170 

WASTE MQT 

8903210220 

50-413 

S 

Duxbury, MA 

8903080513 

60-293 

8903210285 

60 269 

Y 

E.I, do Pont de Nemours Co.Jnc- 

B9030 20233 

PR 

8903210285 

60-269 

Y 

EG&Q Idaho, lac- (subs, ol EG6G, Inc ) 

8002020381* 

60-263 
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340 


CORPORATE SOURCE INDEX 


AUTHOfl AFFILIATION 


EQ&G, fnc 

ERG Inlernalional, Inc 

Ecology /Alan 

Ed low Intcinatlonfil Co 

ElBcUicPow0rRo50afchln9mulQ 

Energy, Dapl of 


Envlrofiinanlal Prqlecifon Agency 
European Communities. Commtsslon of 

Everest Minerals Gorp. 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8302020412* 

50-295 

P 

Exxon Corp 

0003220161 

40 8064 

8902020412* 

50-295 

P 

Fansteol Metals (subs of Fanstocl. Inc 

0903200178 

40 7500 

8902090324* 

50 445 

A 


0903210068 

40 7500 

8902130331 ‘ 

50-295 

P 

Fauske & Associates, Inc 

8903270047* 

50 470 

8902130331* 

50 205 

P 

Faxon Co. Inc 

8903060121 

FOfA 

8902270193 

WASTE MGT 


Federal Emergency Management Agency 

8902020304* 

50-443 

Q 9030302 95 

NUREG 



8902280002 

50 397 

0903090022 

NUREG 



8902200103* 

50-397 

G9Q30Q0032 

NUREG 



8902280110* 

50-397 

8903090033 

NUREG 



8903010078 

50-443 

8903130651 

WASTE MGT 



8903010085* 

50-443 

8983140184 

NUREG 



8903060174* 

50 443 

8 9 032 10273* 

50-269 

P 


890306046B 

50-293 

8903210325 

WASTE MGT 



0903080478 

50-203 

8903220211* 

50-247 

Q 


890309035B 

50 483 

8903260339 

NUREG 



8903090362* 

SO 483 

8903090308 

WASTE MGT 



8903100059* 

50 403 

6903090396* 

WASTE MGT 



8003100163 

SO 322 

8903210331* 

WASTE MGT 



8903170077 

50 322 

8903060174* 

50 443 

F 


8903 1701 11 

50 443 

8903060232 

PRM 



8903170111 

50 443 

6902240155 

XPORTLIC 



8903170293 

50 443 

8902270159 

XPORTLIC 



8903170293 

50-443 

8902270163 

XPORTLIC 



0903170301* 

50 443 

6903090421 

71-513 



8903170301* 

50-443 

6903200142* 

PROJ 



0903230414 

50-482 

8903270404* 

CONTRACT 



8903230417* 

50-482 

8902260139 

WASTE MGT 



8903230421 

50-285 

8902200167 

WASTE MGT 



8903230423* 

50-285 

8902260181 

WASTE MGT 



8903230444* 

FOIA 

8902260192 

WASTE MGT 



8903230451 

50-322 

8903010173 

SO 603 

A 


8903270163 

60*443 

8903010233 

WASTE MGT 


Federal Leasing, fnc 

8903060065 

FOIA 

8903010364 

WASTE MGT 


Federal-American Partners 

8902280204 

40-1162 

8903020219 

PROJ 


Fenix & Scisson, tnc 

8903060158 

WASTE MGT 

8903020351 

PR 


Ferret Exploration Company of Nebraska, 

8903030372 

40-8820 

8903020455 

WASTE MGT 


Inc 



8903020617 

PR 



8903060091 

40-8943 

8903030370 

PR 



8903060187 

40-8943 

8903030477 

WASTE MGT 



8903220004 

40-8820 

8903030485 

WASTE MGT 



8903220169 

40-8820 

8903070076* 

WASTE MGT 


Fforida Power A Light Co 

0610030181 

50-251 

B9030B0210 

PR 



0610270362 

60-389 

0903060223 

PR 



0610270368* 

50-389 

8903090228 

WASTE MGT 



0611050162 

50-250 

8903060233 

WASTE MGT 



0611120275 

50-389 

8903090319 

WASTE MGT 



8612120269 

60-335 

8903090329* 

WASTE MGT 



8902230427 

50-250 

8903060424 

WASTE MGT 



8902280007 

50-250 

8903090446 

WASTE MGT 



8902260316 

50-250 

8903120150 

WASTE MGT 



8902280526 

60-250 

8903130719* 

71-9218 



8902260542 

50-260 

8903140016 

WASTE MGT 



8903010086 

60-250 

8903140500 

WASTE MGT 



8903010115 

50-335 

89Q3140513* 

WASTE MGT 



8903010115 

50-335 

6903140521 

WASTE MGT 



8903010120* 

50-335 

8903140541* 

WASTE MGT 



8903010120* 

50-335 

8903140702 

WASTE MGT 



6903020096 

50-335 

8903140706 

WASTE MGT 



6903060039 

50 335 

3903150052 

WASTE MGT 



8903070017 

50-335 

8903150068 

WASTE MGT 



8903070017 

60-335 

8903150073* 

WASTE MGT 



6903000035 

50-335 

8903170189* 

COMMISSIO 

N 


6903000035 

50-335 

8903170283 

WASTE MGT 



8903000070 

50-335 

0903200388 

WASTE MGT 



8903080070 

50-335 

8903210028* 

WASTE MGT 



8903080132 

50-250 

8903210124 

WASTE MGT 



8903080132 

50-250 

8903210148 

WASTE MGT 



8903080201 

50-250 

6903210218* 

WASTE MGT 



6903080226 

PR 

6903210221* 

WASTE MGT 



8903000277 

60-250 

8903210283 

WASTE MGT 



8903080301 

60-302 

8903210312 

WASTE MGT 



8903090308 

50-250 

8903220003 

WASTE MGT 



8903090413 

60-335 

8903220108 

WASTE MGT 



8903090413 

60-335 

8903220278 

WASTE MGT 



6903100076 

60-335 

8003220356 

WASTE MGT 



8903100085* 

50 335 

0903270276 

WASTE MGT 



0903100271 

60-250 

8903270376 

WASTE MGT 



0903100271 

50-250 

8903270380* 

WASTE MGT 



8903100394 

50-250 

6903270392 

WASTE MQT 



8903100394 

50-250 

8903270395* 

WASTE MGT 



8903140486 

50-302 

8903280196* 

WASTE MGT 



8903150005 

60-335 

8903010102* 

50 320 

P 


8903150005 

60-335 

8903060164 

XPORTLIC 



8803160009 

50-335 

8903090108 

XPORTLIC 



8903160024 

50-389 

6903030343 

40-8B57 



8903160078 

50-250 

6903030439 

40-0057 



0903150070 

50 250 

8903210511 

40-8057 



8903 150 106 

50-260 

8903210514 

40-8057 



8903160464 

60-250 
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CORPORATE SOURCE INDEX 341 


AUTHOR AFFILIATION 


Florida Power Corp (subs ol Florlcld 
Progress Corp ) 


Florida, Unlv of, Gainesville, FL 


Fluor Daniel, Inc. 

Friends Peace Exchange (formerly Mothers 

lor Peace) 

Garde, B P. 

Gene-Trak Systems 

General Atomics (formerly GA Technologie 
3 , Inc /General Atomic Co ) 


General Electric Co 


ACCESSION 

SUBJECT 


AUTHOR AFFIMATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGOttY 



NUMBER 

CATEGORY 

Q903 160464 

50 250 

H 


8903020476 

70 1113 

0903170001 

50 250 

R 


8903020495* 

70 1300 

0903170061 

50 250 

R 


8903020495* 

70-1308 

8903170094 

50 389 

P 


B90307013B’ 

XPORTUC 

0903170102 

50 335 

F 


89030Q0082 

60 447 

8903170278 

50 250 

G 


8903080353* 

XPORTLIC 

0903170278 

50 250 

G 


8903080241 

TOPREP 

8903170402 

50 250 

P 


8903080243* 

TOPREP 

890320Q022 

50-251 

S 


0903090348 

XPORTLIC 

8903210172 

50-389 

Q 


8903090418 

70-1113 

8903210386 

50-250 

S 


8903100033 

50 605 

8903220020 

50-250 

R 


8903100084 

50 605 

8903220165 

50-335 

P 


8903 100068* 

50 605 

8903220165 

60-335 

P 


0903100426 

70-1308 

8903220479 

50-335 

P 


8903130009 

70-1113 

8003220479 

50-335 

P 


0903150014 

50-73 

8903230031 

50-260 

G 


8903150209 

PT21 

8903230031 

50-250 

G 


8903150362 

50-10 

8903230046 

50 250 

G 


6903150365 

50-183 

8903230046 

50 250 

G 


0903160467 

50-70 

B903230277 

50 250 

P 


8903160192 

70-1113 

8903230277 

60 250 

P 


0003160338 

PT21 

8903230277 

50 250 

P 


8903200262 

PT21 

6903230293 

50 250 

S 


0903220001 

TQPREP 

8903230302 

50 335 

P 


6903230313* 

50 324 

8903230302 

50 335 

P 


89032303B0* 

XPORTLIC 

8903240172 

50 250 

R 


8903230308* 

XPORTLIC 

8903240172 

50 250 

R 


8903240237 

50-18 

8903240172 

50 250 

R 


8903240237 

60 18 

8903270268 

60 335 

F 


8903240237 

SO- 18 

8903260104 

50-250 

S 


8903240237 

50 18 

8903280104 

50 250 

S 


8903270039 

70 1308 

89 03290 1B5 

513 250 

Q 


8903270205 

TOPREP 

B903290185 

50 250 

G 


8903270212* 

TOPREP 

801 0220328 » 

50 302 

S 


8903270417* 

CONTRACT 





8903280165 

70-754 

8010220328* 

50 302 

S 


8903280253* 

50-352 

8610220344* 

SO 302 

S 

General Nuclear Syaiems. Inc. 

6903090097 

71-9219 

0610220344* 

60 302 

s 

General Public Utilities Corp - GPU 

8610220118 

60-320 

B902230404 

50-302 

F 

Service Corp. 



6902230496 

50 302 

R 


8002230288 

50-320 

8902230504 

60 302 

Q 


8602230299* 

50-320 

8902230535* 

50 302 

Q 


B9 02230464 

50-210 

8Q022402S4 

SO 302 

8 


8902240076 

50 219 

8902270438 

50 302 

P 


8902240207 

50 280 

8902280138 

50-302 

P 


8902270635 

60 320 

8002280280 

60 302 

Q 


8902270644 

50- 320 

0903010133 

60-302 

S 


Q908200017* 

60-320 

8903060162 

50 302 

R 


8902260018* 

50 320 

8903090304 

50 302 

S 


8902260278 

50 289 

8903090430 

50-302 

0 


8002200473 

50 210 

8903090460 

50 302 

S 


OQ03D10-109 

50-320 

8003100236 

50-302 

H 


8903020011 

PR 

8003130160 

50 302 

P 


8903020306 

50 289 

8903140492 

50 302 

S 


8903020574 

50-320 

8903160466 

50-302 

H 


8903020599 

50-210 

8903220017 

50 302 

S 


0903030011* 

50-320 

8903220228 

50*302 

R 


8003030105 

50-320 

8003220421 

60-302 

P 


6003030151 

60-219 

8903230192 

SO 302 

P 


6903030163 

50-210 

8003230196 

50-302 

Q 


6903060047 

SO 209 

6903230363 

60 302 

Q 


89030Q0111 

SO 210 

8903240346 

50 302 

J 


6903080286 

PR 

8903280092 

PR 



6903000142 

50 320 

8903020660 

SO 83 

H 


8903000383 

50-219 

8903130144 

60-83 

S 


8003100170 

50-269 

8903240161 

SO 83 

H 


8003130206 

SO-289 

8903020687 

PR 



8003130356 

50 219 

8903160281* 

50-305 

Q 


8903100054* 

50-320 

0612170083 

60-275 

H 


8903140240 

50-289 





8903160045 

50-219 

8903230275* 

50 446 

A 


0903160052* 

50-210 

8003100310 

PRM 



8903170133 

50-320 

8902240137 

50 S9 

H 


8903200136 

PROJ 





8903200220 

50 209 

8902240239 

50 89 

H 


B903210167 

50*289 

8902280177 

TOPREP 



8903210310 

50 219 

8903010106 

TOPREP 



8903220287 

50-219 

8903020493 

50-163 

R 


6903230051 

50-320 

8903020598 

50 09 

R 


8903230086 

50-210 

0903080043* 

50 288 

P 


8903230238 

50 219 

8903210040 

TOPREP 



8003230320 

60-219 

0903220333 

PROJ 



6903270287 

60-209 

8903220338 

PROJ 



8903280056 

60-289 

890320025?* 

50-267 

Q 


Q9O320O44O* 

60-324 

8902270449* 

50-353 

A 

Georgia Institute of Technology, Atlanta 

69D22704B5 

50-180 

8903010206 

70-1113 


GA 



8903020362 

70 1308 , 



0903080407 

50-160 

8903020382 

70-1308 



8003130219 

60-160 
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342 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATIOM 

Georgia Power Co 


Greal Lakes United 
GJif Stales Utilities Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8903130234 

60 160 

R 

8903130352* 

50 160 

R 

6612040323 

50 424 

E 

6612040344* 

50 424 

E 

0902270355 

60-426 

A 

8902260003 

50 424 

S 

0902260010 

SO 424 

P 

6902260257 

50 321 

R 

0902280257 

50-321 

R 

0902280387 

50-321 

F 

8902260480 

50 424 

S 

0902200465 

50 424 

s 

8902200517 

50 425 

p 

0902280522 

50 321 

Q 

8Q030 10197 

60-424 

O 

8903010427 

50 321 

s 

6903020060 

50 424 

Q 

6903080102 

50-321 

P 

8903060257 

50-321 

P 

8903060357 

50-424 

F 

6903090213 

SO 424 

R 

6903090244 

50 424 

P 

0903090312 

50 424 

R 

8903090320 

60-424 

R 

8903090322 

50 425 

P 

8903090325* 

50 425 

P 

8903090341 

60-321 

S 

8903090305 

50-321 

S 

8903090385 

50 321 

s 

8903100134 

60 321 

Q 

6903100134 

50*321 

Q 

8903100211 

60-321 

R 

6903100211 

50-321 

H 

6903100219* 

SO 321 

R 

6903100225* 

50 321 

B 

6903100225* 

50-321 

R 

6903100346 

60-321 

Q 

6903100346 

50 321 

Q 

0903100366 

50 321 

H 

8903100366 

50 321 

H 

8903100366 

50 321 

H 

8903130602 

50 321 

P 

8903150240 

50 424 

Q 

8903150254 

50 424 

O 

8903150286 

50-425 

P 

8903150488 

50 424 

P 

8903150488 

50-424 

P 

0903150490* 

50-424 

P 

8903150490* 

60 424 

P 

8903 160393 

50 321 

Q 

6903160395* 

50-321 

Q 

6903170279 

50 424 

P 

0903170262 

50 424 

S 

8903200172 

60 424 

P 

6903200281 

60-321 

R 

8903200281 

60-321 

R 

8903210030 

50-425 

P 

6903210045 

60 424 

F 

6903210045 

50-424 

F 

6903210046 

60-424 

S 

8903210062 

50 424 

s 

8903210063' 

60-424 

F 

0903210079 

60-321 

P 

8903210120 

60-366 

S 

8903210154 

50-366 

s 

8903210311 

50 424 

V 

8903210311 

50-424 

V 

6903210423* 

50-424 

R 

8903210423* 

60 424 

R 

8903210426 

50-321 

F 

8903210426 

60 321 

F 

8903230410 

50-424 

S 

6903240037 

50-321 

P 

6903240037 

60-321 

P 

6903240040* 

50 321 

P 

6903240040* 

60-321 

P 

8903240130 

60-426 

S 

6903240247 

50-424 

R 

8903240251* 

50-424 

R 

8903240251 * 

50 424 

R 

8903240263 

60-425 

E 

8903240307 

50-425 

S 

8903270049 

60-425 

J 

8903260176 

50-424 

J 

8903060522 

PR 


6902240244 

60-450 

P 

8902260101* 

60-458 

s 

8902280115 

60-450 

s 

0002260246 

50-458 

s 


AUTHOR AFFILiATlON 


Harmon, Curran & Toustey 


Hoefer SdoritUic Instruments 
Holmes & Narver, Inc, 
Homestako Mining Co 


Hotel Belvedere 
House of Rep. 


House of Rep., Armed Services 

House of Rep , Energy & Commerce 
Houston Llghling & Power Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8902280376 50-458 
8903020716 50-458 
8903030022 50 45B 
8903030067 50 450 
89030300B5 50 458 

8903030458 50-458 
8903080235 50-458 
0903090161 50-450 
0903090107 50 460 
8903090248 50 458 

8903100556 50-458 
8903130363 50-458 
8903130657 50-456 
0903140013 50-456 
8903140264 60 458 

8903140272 60-458 
8903140654 50-450 
0903210089 50 450 
8003220366 50 450 
8903230028 60 458 


8903230089 50-450 
0903230209 60-450 
8903230210 50 468 
8903240060 50-458 
8903270406 50 468 


8903270407* 

B9O328O150 

8903170059 

8003170080 

8903170087* 

8903230145 
8903290209 
8903220362 
8903090467* 
B01 2050262 

8903210277 

8903220123 

6903220162 

B903260235* 

8903020481 

8903130229* 

8903150205 

8903230360* 

8903300002 

0901260132* 

8903090004 

8902230344 

8902230344 

8002270457 

8902270476* 

8902280061 

8902280061 

8902260390 

8902280426 

8902260497 

8902280497 

8903020676 

8903030128 

8903030276 

8903030461 

8903030466 

8903030470 

8903080005 

8903080220 

8903080279 

8903090171 

8903090390 

8903100031 

8903100210 

8903100535 

8903140616 

8903150171 

8903160416 

8903150415 

8903160583 

8903170270 

8903210145 

8903210378 

8903210304 

6903210431 

8903210436 

6903210436 

8903210446 

6903210446 

8903220002 

8903220063* 

S603220363 

8903220372* 

6903220375* 


50-458 
50 458 
50-271 
60-271 
50-271 


50-271 

50-443 

FOIA 

WASTE MGT 
40 8903 


40-8903 

40-0903 

40-8903 

CONTRACT 

PR 

50-250 

PR 

60-320 

PR 

50-317 

PR 

60-496 
60 498 
60-498 
60-498 


60-468 

50-498 

60-499 

50-498 

60-498 

60 498 
60-498 
60-498 
60-498 
50-499 


50-498 

50-499 

50-498 

60-498 

60-498 

60-498 

60-498 

50-498 

PR 

50-498 

60-499 

60-498 

60-408 

60-498 

60-499 

60-498 

60-498 


50-498 

50-498 

50-496 

60-496 

50-498 

50-499 

50-489 

60-468 

50-498 

50-498 


Q 

Q 

R 

F 

S 

F 

H 

F 

Q 

P 

P 

P 

R 

S 

Q 

Q 

S 

s 

s 

s 

R 

F 

Q 

S 

F 

F 

S 

G 

Q 

Q 

G 

G 


H 

P 

U 


R 

S 

S 

P 

P 

s 

p 

s 

Q 

P 

F 

Q 


Q 

P 

P 

R 

R 

R 
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AUTHOR AFFfLfATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



NUMBER 

CATEGORY 



8903240109 

50 498 

S 


B903010375 

50-315 

H 


8903240250 

PR 



0803010379 

PR 



B903240325 

SO 498 

P 


8903310413 

50-315 

s 

Hunlon & Williams 

8903010037 

50 322 

T 


8903330264 

50-316 

S 


8903010043 

50 322 

G 


B9030B0525 

50-315 

R 


8903010044* 

50 322 

T 


0903080525 

50 315 

R 


8903010064* 

SO 322 

T 


8903090013 

50 315 

S 


8903010073* 

50 322 

T 


8903090088 

50 315 

P 


8903010110* 

60 322 

T 


8903090400 

50 315 

R 


8903010117* 

60 322 

T 


8903090434* 

50 316 

0 


8903010125 

50-277 

G 


8903100329 

50-316 

R 


8903100106 

50-322 

G 


8903100329 

SO 315 

R 


8903100263 

50 322 

G 


8903100373 

50 315 

Q 


6903170039 

50 277 

G 


8903100373 

60 315 

Q 


8903290164 

50 277 

G 


8D03100446 

60-315 

S 

IGF. Inc 

8903210137 

WASTE RES 



8903100446 

50 315 

S 

ICI Americas, Inc 

8903160463 

WASTE MQT 



8903 14 04 27 

50-315 

Q 

INTERA Technologies, Inc 

8903210090 

40 0904 



9009210327 

50 316 

S 


8903210165 

40 8904 



8903220176 

50 315 

P 


8903210169* 

40 8904 



B903220176 

60-31 5 

P 


8903210526 

40 8904 



8903220177* 

50-315 

P 

IRT Corp 

8902270670 

70-1359 



8903220177* 

50-316 

P 


6903100424 

70 1359 



B90322018B 

50-316 

P 


0903130011* 

70-1359 



8003220108 

60-315 

P 

ITASCA Consulling Group, Inc 

8903200377 

WASTE RES 



8903220192* 

50-315 

P 


8903200379* 

WASTE RES 



8003220192* 

50-315 

P 


B903200392 

WASTE RES 



8903220446 

50-315 

P 


8903210042 

WASTE RES 



0903230074 

60-315 

P 

Idaho National Engineering Lahorelory 

8902020381 * 

50-263 

P 


B9O323O340 

60 316 

S 


8902230667* 

50 293 

P 


8903230351 

SO 316 

s 


8902270106 

WASTE MGT 



6903240286 

50 316 

s 


8902270290* 

WASTE MGT 



0903240288 

50-315 

s 


8003090388 

WASTE MGT 



8903280143 

60315 

J 


8603090396* 

WASTE MGT 



6903300050* 

PR 



8903100163 

50 322 

T 

Inlerlor, Depi of 

0903020403 

PR 



8003130651 

WASTE MGT 


Interior. Oopl of. Bureau of Minos 

6903270264 

WASTE RES 



8903210325 

WASTE MGT 


Interior, Dept of, Geological Survey 

6903080282 

50«440 

p 


8903220211* 

50 247 

Q 


8003 160 240 

WASTE MQT 



6903230459* 

60-209 

P 


B903160310* 

WASTE MGT 


Idaho State Univ , Pocatello, ID 

8903160097 

50 284 

F 


0DO3 160313* 

WASTE MGT 


Ideas & Information, Inc. 

8903170413* 

60-443 

F 


0903160316* 

WASTE MGT 


Illinois Institute of Technology, 

8903200143 

FOIA 


Interior, Dept of, National Park Servic 

0903140425* 

OHQ 


Chicago, IL 




International Brotherhood of Electrical 

8903010273 

60-213 

H 


8903200179* 

FOIA 


Workers 





8903200188* 

FOIA 



0903030166 

PR 


Illinois Power Co. 

8902230805 

60-461 

P 


090 3 0301 82 

PR 



8902270572 

60 461 

R 


8003300007 

PR 



8903010060 

50 461 

S 

International Freight Forwarders, Inc 

8611240066 

70-3041 



8903010143 

50 461 

V 

International Technical Services, Inc, 

8903270388* 

CONTRACT 



8903010276 

60 461 

J 

Iowa Electric Light & Power Co. 

8902230386 

50 321 

P 


8903010321 

50 461 

P 


6902240292 

50 391 

R 


8903010324* 

50 461 

P 


8902240295* 

50-331 

R 


6903060197 

50 401 

R 


8902240299* 

60 331 

R 


8903060199* 

50 461 

P 


0902280442 

50 331 

P 


8903070051* 

60-461 

P 


8903010164 

50 331 

Q 


0903070055 

50-461 

H 


8903020244 

50 331 

0 


8903070147* 

50 461 

F 


0903020553 

50 331 

S 


8903100552 

50 461 

P 


B903030170 

60-331 

Q 


0903100578 

50-461 

K 


8903060001 

50-331 

S 


8903100581* 

50 461 

K 


B9D30&0443 

50-331 

P 


8903100597 

SO 461 

0 


6903080461 * 

60-331 

P 


8903130666 

60-461 

F 


6903080505 

60-331 

R 


8903160014 

60 401 

J 


8903160444 

50-331 

S 


6903160025 

60 461 

R 


8903200293 

60*331 

Q 


8903160030 

60-461 

R 


6903210126 

60 331 

0 


8903160379 

50 461 

S 


8903210346 

60-331 

R 


8903170114 

50 461 

S 


8903210481 

80-331 

P 


8903170355 

50-461 

P 


8903210488* 

50 331 

P 


8903170357* 

50 461 

P 


6003260254 

50-331 

Q 


8903200296 

50-461 

s 

JEMCO Engineering Co 

890303019a 

PR 



0903260162 

50-461 

p 

JRA Associates 

8903060040 

FOIA 


Illinois, Univ of. Urbana, IL 

8903090232 

60-151 

R 


6903130085 

FOIA 



8903100065 

50-356 

F 


8903270306 

50*324 

P 

Impeii Corp, 

8903010195* 

50-285 

P 

Japan, Qovi of 

8902240162 

XPORTL1C 



8903130312* 

60-443 

T 


6902200243 

XPORTLIC 



6903130331* 

50 443 

T 


6902200282 

XPORTLIC 



8903130380* 

50^443 

T 


8903170100 

XPORTLIC 



6903130399* 

50-443 

T 


6903280396 

XPORTLIC 



8903140192 

FOIA 


Johnson & Higgins Insurance 

8003030027 

50*267 

J 

In-Situ, Inc 

8902230511* 

CONTRACT 


KLO Associates, Inc 

8903Q80510 

50 203 

Q 

Indiana Michigan Power Co. fformerly 

66111B0250 

60-316 

P 


8903130293* 

60 443 

T 

Indiana & Micnigan Eleclrlc Co ) 




KMC, inc, 

6903070166 

PR 



8611160250 

60-316 

P 

Kansas State Univ., Menhallan, KS 

8903130662 

50188 

F 


8611100263* 

50-315 

P 


8903210351 

50-188 

S 


8611180253* 

50 316 

P 

Kansas, Slate ol 

8903080283* 

50-482 

P 


8902260456 

60-316 

S 

Kenrot i Associates, Inc 

8902240113* 

CONTRACT 



6903010268 

50 316 

S 

Kerr- McGee Corp, 

8903060117 

40-Q766 



8903010306 

50-315 

s 


0903080008* 

40-0768 



6903010376 

50 315 

H 


0903060009* 

40-8768 
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AUTKOn AFFILIATION 


Kmoslon, MA 
KIrMpaffick & Lockhart 

KIski Valley Coaldlort to Sava Our 
Children 

LN TochnologiasCorp (formerlyLondor^ 
NiJcfoar Svcs, Inc) 

Lagoulis, Clark. HilhWhilion & McGtiira 

Lawronce BorKalay Laboratory 
Lawronco Livermore National Laboratory 


Lewis, M. 

Linslcy, Kraogor & Associates, Ltd 
Long Island Lighting Co 


Lorlon, J 

Los Alamos National Laboratory 

Los Alamos Technical Associate s, Inc, 
Louisiana Power & Light Co 


Low level Waste Forum 
Lucius Pitkin. Inc 

MHB Tech meat Associates 

MK'Ferguson Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8903220256 

71-4804 


8903270371 

70 1103 


0903300061 • 

40 8768 


8903090066 

50 293 

F 

8903220070 

50 322 

G 

8903100020* 

70 135 


8903210247 

WASTE MGT 


8903170130 

50 443 

G 

8903090403 

WASTE MGT 


8902230695 

WASTE MGT 


8903030308 

NUREG 


8903030348 

NUREG 


8903030394 

NUREG 


8903030423 

NUREG 


6903060025 

NUREG 


8903090454* 

WASTE MGT 


8903140041 

NUREG 


8903140068 

NUREG 


8903140099 

NUREG 


8903140119 

NUREG 


8903140237* 

WASTE MGT 


8903140247* 

WASTE MGT 


6903280308 

NUREG 


8903280347 

NUREG 


6903240266 

PR 


0903280316 

NUREG 


8903280351 

NUREG 


8902240220 

50 322 

P 

8903010037 

50 322 

T 

6903010043 

50 322 

G 

6903010044* 

50 322 

T 

8903010064* 

50 322 

T 

8903010073* 

SO 322 

T 

8903010110* 

SO 322 

T 

8903010117* 

50 322 

T 

8903020125 

50 322 

H 

8903030220 

50 322 

S 

8903060167* 

SO 322 

n 

8903070056* 

60 322 

V 

8903080076 

50 322 

R 

6903080241 

PR 


8903080419 

50 322 

Q 

6903090423 

50 322 

R 

8903090437* 

60-322 

R 

6903100106 

50-322 

Q 

6903100124 

60-322 

0 

8903100263 

50-322 

G 

8903210317 

50 322 

R 

8903220070 

SO 322 

G 

6903230364 

SO 322 

H 

8903270056 

60-322 

P 

8903260086 

REGGO 


8903170001 

60-250 

G 

8903030322 

NUREG 


8903140353* 

WASTE MGT 


6903150073* 

WASTE MGT 


6903270067* 

ORG 


6903290440* 

50 324 

P 

6902230165 

50-382 

V 

8902230433 

50-382 

R 

8903010279 

50-362 

S 

6903020591 

50-382 

F 

6903030212 

50-382 

P 

6903080171 

50 382 

S 

8903080265 

SO 382 

Q 

8903100135* 

50 382 

R 

8903100298 

50 362 

H 

6903100459 

50-382 

P 

8903100486 

50-302 

R 

8903150507 

60-302 

S 

6903150543 

50-382 

R 

6903150545* 

60-382 

n 

6903200337 

50-382 

s 

8903200344 

50 382 

Q 

89032303611 

50-382 

Q 

8903240332 

60-382 

R 

8903270170 

50-362 

P 

8903270171* 

50-382 

P 

8903300024 

PR 


8903200096 

WASTE MQT 


8903090014 

71-9036 


8903220347 

71-672 


B90317GH)95* 

50-271 

G 

8902270305 

WASTE MGT 


8902270313 

WASTE MQT 


8903010407* 

WASTE MGT 


8903010417* 

WASTE MGT 



AUTHOR AFFILIATION 

MOVATS, Inc 

Madison Gas & Electric Co 
Maine Yankee Atomic Power Co 


Maine. State of 
Malapai Resources Co. 

Marsh & McLennan, Inc 


Marshfield, MA 
Maryland, State of 

Maryland, Unlv of. College Park, MD 

Massachusetts Inslitute of Technology, 
Cambridge, MA 


Massachusetts, Commonwealth of 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8903220202* 

WASTE MGT 

8903160351 

PT21 

0903160357 

PT21 

8903280134* 

50-305 

8902230642 

50 309 

B902230648* 

50-309 

B902270385 

50 309 

8902280349 

50 309 

8903090349 

50 309 

8903100081 

50 309 

8903100175 

60-309 

8903100325 

50-309 

8903100349 

PR 

6903130203 

50-300 

8903130221 

50-309 

8903170233 

50-309 

6903200250 

50-309 

8903200254 

50-309 

6903210179 

50-309 

8003210181* 

50-309 

8903210188* 

50-309 

8903220221 

50-309 

0903220231* 

50-309 

8903220437 

50-309 

0903240036 

50-309 

8903280049 

50-309 

B903080517 

50-309 

8903080554 

60-309 

8003030476 

40 8502 

8903060004 

40 8502 

8902270259 

50 309 

B902270297 

50-269 

8902270310 

50-334 

8902270331 

50 89 

8902270394 

60 468 

8902270398 

70-136 

8902270401 

60 447 

8902270612 

50-3 

8903020203 

60-331 

8903030261 

60-321 

6903080514 

50-146 

6903000524 

50-293 

6903220260 

50-277 

8903270319* 

CONTRACT 

8903070112 

PR 

8902240149 

50-20 

8902240154* 

50-20 

0902270181 

60-20 

8902270204* 

60-20 

8903090467 

60-20 

8903270064* 

ORG 

8903280182 

50 20 

8903010114 

60 443 

8903010162 

60 443 

8903010162 

60-443 

6903010165 

50-293 

6903010168 

50-293 

8903030241 

50-293 

0903080421 

50-293 

8903080445 

50-293 

8903060456 

60-293 

8903090058 

50 293 

8903090115 

50-293 

8903090270* 

60 293 

6903100061 

50 443 

6903100061 

60 443 

8903100099 

50-443 

6903100099 

60-443 

8903100243 

50-443 

8903100315 

50-443 

8903100315 

50-443 

8903100323 

50-443 

8903100323 

50-443 

6903100330* 

50-443 

0903140282* 

60-293 

8903170012 

50-443 

8903170012 

50-443 

0903170019* 

60-443 

8903170019* 

50-443 

8903170024* 

60-443 

0903170024* 

50-443 

0903170121 

50 443 

0903 170 121 

60-443 

89031701 SI 

50-443 

8903170151 

8903170189 

50-443 

60-443 

0909170169 

50-443 

090^170217* 

60-443 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8903170217* 

50 443 

G 

Nalivo Americans for d Clean Environment 

8903010394 

PR 


8903170224* 

50 443 

G 

Navy. Dopl of 

8903270323* 

71-87 


8903170224* 

50 443 

G 

Navy, Dept of. Naval Sea Systerns Com man 

6903270315 

71-87 


090320033?* 

50 293 

F 

Nebraska Public Power Distncl 

86 10270435 

50-298 


8903210366* 

50 293 

U 


8902280469 

50-296 


8903220146 

50 443 

G 


8903030463 

50-298 


8903230073* 

50 443 

G 


8903030505 

50-296 


8003230266 

50-443 

G 


8003080246 

50-298 


8903230280 

50-443 

G 


6903100251 

50-PQ8 


B903230280 

50-443 

G 


6903100352 

50 298 


890323 02D'1 

50-443 

G 


8003130566 

50-298 


0903230204 

50-443 

G 


0903200253 

50 296 


8003230209 

50-443 

G 


8903230047 

50 290 


8903230299 

50-443 

G 


8903240050 

50-298 


8903290174 

50-443 

G 


8903240173 

50 298 


8903290174 

50 443 

Q 


8903280020* 

SQ-298 


8003290177 

50 443 

G 


0903280255 

50-203 


8903290177 

50 443 

Q 

Nebraska^ Slate ol 

8903160050* 

CONTRACT 


8903290178 

50 443 

G 


8903220050 

40 6943 


0903290192 

50 443 

G 

Nevada. Slate ol 

8903090470 

WASTE MGT 


8903290201 

50 443 

G 


8903210015 

STATE PRO 


8903290201 

50 443 

G 

Now England Bell Telephone Co 

8003130349* 

50 443 

Matllnflly & O'Rollly Seivicoa & Te sling, 

8902240143 

71-542 


New England Coalition on Nuctear 

0903170059 

50-271 

Inc 




Pollution 




8902240143 

71-542 



0003170080 

50-271 


8902240143 

71*542 



8903170007* 

50-271 


8902240143 

71 542 



8903170095* 

50-271 


8902240143 

71*542 



0903230145 

50*271 


690224021 1 * 

71*542 



8903200209 

50-443 


8902240211* 

71*542 


New Hampshire, Slate of 

6903140683* 

CONTRACT 


8902240211* 

71-542 


New Joraoy, Siato ol 

8903140298 

50 272 


D902240211* 

71*542 


Now Mexico, Siato of 

8903220087 

40 6905 


8902240211* 

71-642 


Now York Powor AuthorUy (formerly Power 

8902240321 

50 266 


8902240211* 

71-542 


Authority o< the Stale of New York) 



McOoan Rohco, Inc Iformerly McGoan 

8902230260 

40 6724 



8902270691 

SO-333 

Chemical Co , Inc.) 





890228001 t 

60 286 


8003220354 

40 8724 



6902260027 

60 363 

Me loco n Syslems Co . (formerly Swank 

8903200454* 

FOIA 



B902260508 

50 286 

Mela con Systems Co ) 





8903020497 

50 333 


8903200456* 

FOIA 



B9030 80245 

SO 333 


8903200450* 

FOIA 



8903100246 

50-206 


8903200460* 

FOIA 



0903100379 

50*286 

Michigan State Unlv, East Lansing, Ml 

8903220196 

50-294 

R 


6003130179 

50-333 

Michigan, Slate of 

0903270419* 

CONTRACT 



8903130235 

50-333 

Middle South Utilities, Inc 

8903020251 

PR 



6903150030 

50-333 


8903100339 

PR 



8903160069 

50-266 

Midwest Inlerslate Low-Level Radioaclivo 

0903240254 

PR 



0903150500 

50-286 

Waste Commission 





8903150504 

50*266 

Miller, Canfield, PaddocK & Slone 

8903060031 

50 322 

P 


B903200225 

50 333 

Millor,Balis & O^Nell 

6903210284 

50 445 

M 


8003200268 

60 286 

Minerals Exploration Co (subs of Union 

8903210271 

40 0584 



8003200434 

60 286 

Oil Co of California) 





8003210108 

50 266 


6903210517 

40-8564 



8003210203 

50 266 

Minnesota, Stale of 

8903260004* 

CONTRACT 



8003210200* 

50 266 

Missouri, Univ of, Rolla, MO 

8903210231 

50-1 B6 

H 


8003210212' 

50 286 

Mitsubishi Internationai Gorp. (subs of 

8903090139* 

XPOBTL1C 



8903210225 

50 286 

Milsubishi Corp ) 





B9032104B4 

50-266 


8903230162* 

XPORTLIC 



8903220500 

50-333 


8903230164* 

XPORTL1C 



6903280250 

60-260 

Mitsui & Co (USA). Ino. (subs of Mllsu 

8902280610 

XPORTLIC 


Now York, Slate UnIv. of. Albany. NY 

8903080430 

PR 

& Co . Ltd,) 




New York, Slat© ol 

0903020020 

PR 


8903080164 

XPORTLIC 



8903000292* 

80-322 


8903080170 

XPORTLIC 



8003100134 

PROJ 


8903090050 

XPORTLIC 



8903230251 

60-322 


8903160140* 

XPORTLIC 


Newman & Hollzinger 

8003100076 

60 335 


09031 60 140* 

XPORTLIC 



6Q031000B5* 

50 335 


0903220491* 

XPORTUG 



8003170278 

50 250 


6903220403 

XPORTLIC 



8903230031 

SO 250 


8903230330 

XPORTLIC 



8003230031 

BO-250 

Murphy & Graham 

8903100264 

50 443 

G 


B903230046 

S0-2S0 

NUEXCO 

8903220037 

XPORTLIC 



BOO323OO40 

50-250 

NUTECH Engineers, Inc 

8003030170 

PROJ 



8003200105 

50-250 

National Aeronautics & Space Admin 

8003210420 

60-30 

R 

Niagara Mohawk Power Corp 

8612240206 

50-410 


8903220204 

50 30 

P 


8002230381 

60-280 


8903220204 

60-30 

P 


8992230384 

50 410 


8903220209* 

60 30 

P 


890224034^ 

50*410 


8903220200* 

60*30 

P 


8902270681 

60*220 

National Council on Radiation Protection 

8903030301 * 

CONTRACT 



8902260049 

60 220 

& Measurements 





8902260375 

60410 

National Coverage Corp 

8903200132* 

50 322 

P 


8903020482 

50 220 

National Institute ol Standards & 

8903030465 

WASTE RES 



6903020488* 

60 220 

Technology (lormerly Nallonal Bureau ol 





8903020480* 

60-220 


6903210033 

WASTE RES 



6903020529 

50-220 

National Organization of Test. Research 

8903200135* 

ORG 



8903060099 

50-410 

Training Reactors 





0903060102* 

60-410 


8903220425’ 

60-54 

P 


B003060104' 

60-410 

National Research Council 

B903200110 

WASTE MGT 



8903070025 

60*410 


8903200126 

WASTE MQT 



6903090071 

60-220 


6903200130 

WASTE MGT 



8903000270 

50*220 
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346 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Norlh American fnspecloo, Inc 
North American Philips Lighting Corp 
Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 


Northeast Utilities 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

6903100526 

50-220 

P 


8003090342 

50-245 

6903140035 

50-410 

R 


8903090375 

50 213 

6903140049 

50-220 

R 


8903090376 

50 213 

6903140479 

50-410 

Q 


6903100032 

50 213 

69031404B7 

50-220 

0 


8903100336 

50 213 

6903140648 

50-220 

Q 


8903100336 

SO 213 

6903160169 

50-220 

P 


8903130245 

50 423 

69031501 78 ‘ 

50-220 

P 


8903130253 

SO 245 

6903170118 

50-410 

0 


8903130262 

50 336 

6903210429 

50-220 

P 


8903140507 

SO 336 

6903220261 

50-220 

Q 


8903140814 

SO 213 

6903220357 

50 410 

S 


8903150269 

50 213 

6903230160 

50 410 

s 


8903160051 

50 336 

8903240077 

50-220 

s 


8903170433 

50 213 

8903240079 

50-220 

s 


8903170433 

50-213 

8003240107 

50-220 

R 


8903170433 

60-213 

8903240321 

50 410 

R 


8903200162 

50-423 

8903280112 

50-220 

P 


8903200248 

60-423 

8903260240 

50-220 

P 


8903200251 

50-245 

8903280311 

50-220 

P 


8903210102 

60-213 

8903020238 

71-514 



8903210102 

60-213 

8607020471 

27-48 



8903210102 

50 213 

8902230595 

50 423 

P 


8903210421 

60-213 





8903220496 

50-336 

8902240097 

50-245 

R 


8903230101 

50-423 

8902270041 

50-245 

P 


8903240095 

60-423 

8902280226 

50-336 

P 


8903240231 

50-423 

8903020448 

50 423 

P 


8903270174 

60-423 

8903030047 

50 245 

Q 


89032701 85 

50-423 

8903030047 

50-245 

O 


8903270299 

50 213 

8903030387 

50 213 

R 


8903280037 

60-245 

8903090010 

50-245 

P 


8903280075 

50-213 

8903090026 

50 245 

P 


8903280076 

50 213 

8903090215 

50 336 

P 


8903280076 

50 213 

8903090342 

50 245 

Q 


6903280202 

50 245 

8903090375 

50 213 

Q 


6903300297 

REGGD 

8903090375 

SO 213 

Q 


8903300297 

REGQD 

8903100338 

50 213 

H 


8903300297 

REGGD 

8903100336 

50 213 

H 

Northeast Ulililles Service Co (subs o 

8902240076* 

60-213 

8903100351 

50 245 

R 

Northeast Utilities} 



8903130245 

50 423 

S 

Northern Slates Power Co 

8902240169 

50-263 

8903130253 

SO 245 

S 


6902260297 

50-263 

8903130262 

50 336 

S 


6902260335 

50-263 

8903130300 

50 245 

S 


8903010295 

60*282 

8903130361 

50 336 

S 


8903060111 

50-262 

8903160051 

50 336 

R 


8903060111 

50-262 

8903170433 

50 213 

P 


B9030B0084 

50-263 

8903170433 

50-213 

P 


8903060178 

50-282 

8903170433 

50-213 

P 


8903080178 

60-202 

8903170433 

50-213 

P 


8903080450 

50-263 

8903170433 

50-213 

P 


8903090057 

60-263 

8903200162 

50 423 

P 


8903090062* 

60-263 

8903200224 

50-245 

R 


8903090066* 

50-263 

8903200248 

50 423 

Q 


8003090224 

50-282 

8903200251 

50-245 

F 


6903090224 

50-282 

8903210102 

50-213 

H 


6903100310 

PR 

8903210102 

50-213 

H 


6903130403 

50 263 

8903210102 

50-213 

H 


6903130403 

60-263 

8903210421 

50-213 

Q 


6903130403 

60 263 

8903210421 

50-213 

Q 


6903 130403 

50-263 

8903220496 

50-336 

S 


6903140074* 

50-282 

8903230101 

50-423 

P 


8903140074* 

60-282 

8903230105* 

50-423 

P 


8903140115 

60-263 

6903240095 

50-423 

S 


8903140120* 

60-263 

8903240231 

50-423 

R 


8903140125* 

50-263 

8903270174 

50-423 

R 


8903140128* 

50-263 

8903270185 

50-423 

R 


8903160027 

50-263 

69D3270299 

50-213 

P 


8903170051 

50-282 

8903280037 

50-245 

P 


8903170070 

50-263 

8903280075 

50-213 

H 


6903200151 

60 263 

8903260076 

60-213 

H 


8903200323 

60-262 

6903280075 

50-213 

H 


B903200323 

60-282 

6903260202 

50-245 

P 


8903200356 

50-263 

8903300297 

REGQD 



8903200356 

60-263 

6903300297 

REGGO 



8903200356 

60-263 

6903300297 

REGGD 



8903200356 

60-263 

6902230595 

50-423 

P 


8903200431 

60-262 

6902240074 

60-213 

P 


8903200431 

60-282 

8902240097 

60-245 

R 


8903200442* 

60-282 

8902270041 

60-245 

P 


6903210006 

50-282 

6902280226 

60-336 

P 


8903210152 

50-263 

690302044B 

50-423 

P 


6903210155* 

60-263 

6903030047 

50-245 

O 


8903210168* 

50-263 

8903030047 

50-245 

Q 


8903220101 

50-263 

8903030387 

60-213 

R 


6903220257 

50-283 

8903080205 

50-213 

P 


690322039B 

60-282 

8903090010 

60-245 

P 


B903280121 

60-282 

8903090026 

50-245 

P 


8903280121 

SO 282 

8903090215 

50-336 

P 


8903280234 

50-308 
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CORPORATE SOURCE INDEX 347 


AUTHOR AFFILIATION 


Nuclear Assurance Coro 
Nuclear Tuel Services, Inc 


Nuclear Information & Resource Service 

Nuclear Management & Resources Council 
(NUMARCj (formerly Nuclear Utility Mana 


Nuclear Materials, Inc 
Nuclear Packaging, Inc 


Nuclear Power Overslgtit Committee 
Nuclear Utility BackliUlng & Reform 
Group 

Nutec, Inc 
Nutech, Inc 

Nutherm International, Inc 


O'Melveny & Myers 
Oak Ridge Associated Univs 


Oak Ridge National Laboratory 


Oglethorpe Power Corp 

Ohio Citizens for Responsible Energy 


Ohio State Univ , Columbus, OH 


Ohio, State of 

Oklahoma, Univ, of, Norman, OK 
Omaha Public Power District 


Oregon, State ol 
Pacific Gas & Electric Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


6904060001 * 

50-262 

R 

8904060003* 

50-262 

R 

OB03t 30650 

50 280 

Y 

8902230368 

70-143 


6903090123 

70-143 


8903160136 

70-143 


8903160166 

70-143 


B90321D030 

70-143 


0903270240 

70-143 


8903010382 

PR 


8903010346 

Pft 


8903080222 

PR 


8903200259 

REVIEW GR 

P 

8903210234 

REVIEW GR 

P 

8903210352 

REGQD 


6903280370 

PR 


8902280540* 

XPORTLIC 


0903090331 

71 6101 


8903090340* 

71-9161 


8903 130704 

71 6218 


8903130712* 

71-9218 


8903280356 

PR 


8903080359 

PR 


8903210316 

PROJ 


8902280474* 

60 325 

O 

8903100354 

PROJ 


8903010227* 

60-237 

P 

890301023 r 

50-237 

P 

8903170039 

50-277 

G 

8903080054* 

40-8724 


8903090227* 

70-36 


e903140€78* 

70-36 


8903QB0S44 

NUREG 


6903060046 

NUREG 


0903140098 

NUREG 


8903220327 

PROJ 


8903060005 

50-425 

M 

8603080200 

PR 


8903000348 

60-440 

H 

8903150347 

60-150 

P 

09031 B03B1* 

50150 

P 

8903200176 

50-160 

S 

8904060128* 

60 160 

P 

8904050132* 

50-160 

P 

8903270389* 

CONTRACT 


8603160586 

50-112 

P 

8902230465 

50-265 

Q 

8602270276 

50-265 

R 

8902270540 

60-285 

R 

6902260006 

50-265 

Q 

8903010192 

60-285 

P 

8903020065 

60-285 

P 

6903020278 

PR 


8903020372 

50-286 

P 

6903030214 

60 206 

S 

8903090039 

60-205 

F 

6903090064 

60-285 

P 

6903090084 

60-285 

a 

8903090089* 

60-285 

s 

6903090093* 

50-285 

3 

6903090324 

50 285 

3 

8903100285 

60-205 

H 

8903150317 

50-205 

P 

8903160331 

50 285 

P 

8003160010 

50-205 

Q 

0903160256 

60 285 

F 

8903210472 

SO 285 

R 

8903220443 

50-285 

P 

8903220445* 

60 285 

P 

8903220449* 

60-286 

P 

8903220451* 

60-265 

P 

8903220452* 

60-285 

P 

8903220454* 

60-286 

P 

8903220456* 

60-285 

P 

6903230012* 

&0'2e6 

P 

6903230081 

50 286 

S 

8903230249 

50 265 

o 

8903240170 

60-286 

s 

6903270269 

50 265 

Q 

8003100385* 

CONTRACT 


8612170367 

60-276 

S 

8902230477 

60-275 

F 

6602230550 

60-276 

P 

B902230S71 

50 275 

P 

8902230571 

60‘276 

P 

8902240213 

50^133 

J 

8902240213 

50^133 

J 


AUTHOR AFPILIATION 


Paciric Nuclear Syalems, Inc 


Pacific Sierra Nuclear Associates 
Palisades Generating Co. 
Parameter, Inc 
Pathfinder Mmes Corp 


Paul, Hastings, Janofsky & Walker 
Pennsylvania Power & tight Co 


ACCESSION 

HUMBER 


SUBJECT 

CATEGORY 


8902270104 

50 275 

8902270184 

60 275 

8902260180 

50 323 

0902280200 

50 270 

8002280-303 

50 270 

0903010235 

50 275 

6003010235 

50 275 

0903020397 

PR 

6903020584 

50 323 

0903070117 

PR 

0903000243 

50 133 

8903080423 

50 276 

6903000423 

50 276 

6603000427 

BO 273 

890 3000427 

50-273 

6903080463 

50-276 

8003000483 

50-275 

8903090368 

60-275 

8903090368 

50-275 

8603090405 

50-275 

6903090405 

50-275 

6903090411* 

60-275 

8003090411* 

50-275 

8903090414* 

60 276 

8903090414* 

50 276 

0903100053 

60 133 

0903100204 

50 344 

8903130507 

50 276 

8003130702 

50-275 

6003130702 

50 275 

8903140504 

50 323 

0903160247 

PR 

8903160291 

50-323 

8903170093 

50-323 

8903170105* 

50-323 

8903170155 

50-275 

B9031 70272 

50 320 

8803210065 

60-275 

890321 0065 

50-275 

6903210067* 

50-276 

0903210067* 

50 276 

8903220104 

50 276 

0003220104 

50 275 

0903220397 

60-133 

8903S30010 

60 276 

0903230010 

50 275 

8003230311 

50*275 

0003230427 

60-133 

8903230427 

50*133 

6903230427 

50-133 

8903230427 

50-133 

B60 3 240001 

50-276 

6903280207 

60-275 

8003200217 

50-323 

8903280222* 

50-323 

89032B0245 

60-323 

8903010383 

71-9200 

8903090331 

71 9161 

0903100200 

PROJ 

8903100512 

71 0101 

8903230095 

PROJ 

8003060170* 

60-255 

B0031400B9 

NUREG 

8903060050 

40-2259 

8903080064* 

40-2250 

8903000069* 

40-2250 

6603210412 

40-2259 

8903220084 

40-6622 

6603220083 

40-6622 

6903220133 

40-6022 

6903060005 

50-426 

6902230461 

71-6070 

0902230461 

71 9070 

8902240240 

BO 307 

0902240240 

BO-OBT 

8903010153 

60 987 

090301 0153 

50-307 

6003020044 

50-387 

0903020047* 

50-307 

0603020343 

60-367 

6603020343 

60*387 

6603070060 

60 087 

8903060213 

60*367 

6903080213 

60 387 

8003090030 

60-387 

8903090030 

60 307 

0903090034* 

60-307 

8903060042 

50-387 

8903090045* 

50 3B7 


R 

R 

P 

P 

P 

P 

R 

R 

F 

H 

H 

P 

P 

P 

P 

P 
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348 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Pennsylvania. Common wealth of 
Perkins, Coio (formeily Perkins, Cole, 

Slone, Olsen & Williams) 

Palrotomics Co (formerly Golly/ Pel rolom 
Ics Co ) 

PhiladefphiaEleclricCo 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8903090047* 

50 387 

P 

8903100045 

50 387 

R 

8903100045 

50-387 

R 

8903100167 

50 387 

H 

0903130505 

50 387 

R 

8903130505 

50 387 

R 

8903140390 

50 367 

S 

8903150236 

50 387 

Q 

0903150236 

50 3B7 

O 

8903150245* 

50 3B7 

P 

8903150245* 

50 307 

P 

8903160010 

50-307 

s 

8903200217 

50 307 

F 

8903200217 

50 387 

F 

8903200252 

50 387 

Q 

8903210055 

60 387 

K 

6903210055 

50 387 

K 

8903210249 

50 380 

S 

8903210293 

50 307 

s 

8903220018 

50 307 

p 

8903220118* 

50-307 

p 

8903220122* 

50-387 

p 

8903230Q70 

REGGD 


8903240118 

50 387 

R 

89032401 18 

50 387 

R 

0903240126 

50 387 

F 

8903280023 

50 3B7 

P 

8903280023 

50 387 

P 

8003280026* 

50 307 

P 

8903280029* 

50-387 

P 

8903280032* 

50-387 

P 

B9032B0140 

60-387 

J 

8903280140 

50 387 

J 

8903170039 

50 277 

G 

8903020128 

PR 


6003060006 

40 6659 


6902210205 

50-352 

F 

0902210205 

50-352 

F 

6902210210* 

SO 352 

F 

8902210210* 

50 352 

F 

6902230274 

SO 352 

S 

8902230452 

60 352 

F 

6902230452 

50 352 

F 

6902230457 

60-277 

F 

6902230457 

60 277 

F 

6902240236 

60 277 

R 

0902270015 

50 352 

J 

6902270446 

60-353 

A 

8002260330 

60-171 

J 

8902260330 

60-171 

J 

8902260330 

50171 

J 

8902260429 

60 352 

S 

69022G0501 

50 352 

R 

6902280546 

50 352 

V 

8902260549* 

50-3 S2 

V 

8903010067 

50-352 

F 

8903010122 

50-277 

8 

8903010125 

60-277 

G 

6903010265 

60 352 

P 

8903010269* 

50 352 

P 

B003020540 

50 352 

S 

8903030454 

50-352 

S 

8903030499 

60-353 

A 

8903060110 

50 277 

R 

8903060118 

50 277 

R 

8903080523 

PR 


0903090374 

60-352 

8 

8903090435 

50-352 

S 

8903090443 

50-352 

S 

8903100090 

50-352 

R 

8903100382 

50 277 

S 

6903100479 

60 277 

R 

8903100479 

50-277 

R 

8903100487 

PR 


8903130551 

50-277 

S 

8903140070 

50 352 

P 

6903140078 

60 362 

P 

6903140085* 

60-352 

P 

8903140085* 

60-352 

P 

8903140091* 

50-362 

K 

8903140091* 

50-352 

K 

8903140093* 

50-352 

F 

8903 140093* 

50 352 

F 

8903 140095* 

60-352 

P 

BS031 40483 

50-277 

S 

6903140464 

60-277 

Q 

8903140578 

50-277 

S 


AUTHOR AFFILIATION 


Plain Dealer. Cleveland, OH 

Plateau Resources, Ltd 
Plymouth, MA 

Portland General Eleclric Co. 


Porlland Slate Unlv , Portland, OR 
Professional Reaclor Operator Soclely 

Public Service Co ol Colorado 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8903150137 

50 352 

S 

8903160003 

50 353 

A 

8903 160008* 

50 353 

A 

8903160010 

50 352 

S 

8903170039 

50 277 

G 

8903170039 

50-277 

Q 

8903200009 

50-277 

P 

8903200009 

50-277 

P 

8903200016 

50-353 

S 

8903200032 

50 171 

1 

8903200037* 

50 171 

1 

8903200037* 

50 171 

1 

8903200037* 

50 171 

1 

0903200072 

50 352 

1 

B903200102 

60 277 

R 

8903200148 

50 277 

F 

8903200148 

50 277 

F 

0903200164 

50 277 

P 

8903200264 

50 277 

Q 

6003200264 

50-277 

Q 

0903200264 

50-277 

Q 

8903200264 

50 277 

Q 

B903200264 

50 277 

Q 

0903200364 

50 277 

P 

8903200364 

60 277 

P 

8903200446 

50 277 

P 

8903200446 

50 277 

P 

09D3200447* 

50-277 

P 

8903200447* 

50-277 

P 

0903200446* 

50-277 

P 

B90320044D* 

60 277 

P 

8903200494* 

50 277 

P 

8903200494* 

60 277 

P 

8003210322 

50 277 

P 

6903210322 

60-277 

P 

6003210399 

50-352 

S 

8903220005 

50-352 

F 

8903220005 

50-352 

F 

8903220009* 

50-352 

F 

8903220311 

50 352 

R 

6903220416 

50-277 

F 

6903220431* 

50-277 

F 

6903230049 

60-277 

F 

8903230114 

50-352 

S 

8603240268 

50 277 

Q 

8903270050 

50-352 

S 

8903270373 

50-353 

A 

6903260252 

50-352 

P 

6903290164 

50-277 

G 

B903290304 

50-440 

P 

8903210509 

40 8698 


8903060472 

PR 


69D30G0492 

50-293 

T 

B903060506 

50-293 

F 

6902230124 

50 344 

P 

8902230429 

50-344 

S 

6902230492 

50-344 

P 

6902230507 

50-344 

P 

6902240486* 

50-344 

s 

8902270092 

50-044 

s 

8902260045 

50-344 

p 

8902280053* 

60-344 

p 

6902280056* 

50-344 

p 

8902260366 

50-344 

s 

8903010019 

50 344 

p 

8903030071 

50-344 

p 

8903030074* 

50-344 

p 

8903030077* 

50-344 

p 

890303D39D 

60-344 

H 

8903070169 

50 344 

H 

6903090065 

60-344 

S 

8903090185 

50-344 

P 

890309031 1 

60-344 

Q 

8003150224 

60 344 

R 

8903150430 

50 344 

F 

6903230223 

50-344 

S 

8903230474 

50-344 

F 

8902270098* 

50-344 

S 

890308051 G 

PR 


6903060523 

50-312 

H 

8902240293 

50-267 

3 

8902240347 

50-267 

R 

8902280064 

50 267 

P 

6902280457 

60*267 

Q 

8903010006 

50-267 

P 

8993010333 

50 267 

S 

6903020648 

PR 


6903030104 

60-267 

Q 

8903080265 

60-267 

H 
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AUTHOR AFFILIATION 


Public Service Co of New Hampshire 


ACCESSION 


SUBJECT 


AUTHOR AFFILIATION 


NUMBER 

CATI 

8903100244 

50 267 

8903220109 

50 267 

8903270305 

50 267 

B903280256 

50 267 

8902280264 

60 443 

8903010162 

SO 443 

0003010162 

50 443 

0903010242 

50 443 

0903100130 

50 443 

8903100130 

60 443 

0903 1001 40 

50 443 

0903100140 

60 443 

8903100148 

60 443 

8903100148 

50 443 

09031 00 19B 

50 443 

8903100204 

50 443 

8903100296 

50 443 

8903100296 

50 443 

0903100425 

PR 

0903130205 

50 443 

G903 130205 

50 443 

6903130212* 

50 443 

8903130212* 

50 443 

8903130227* 

50-443 

8903130227* 

50 443 

8903130269* 

50 443 

8903130269* 

60 443 

8903130293* 

50 443 

8903130293* 

50 443 

0903130312* 

50 443 

8903130312* 

50 443 

8903130331* 

50 443 

0903130331* 

50 443 

8903130349* 

50-443 

8903130349* 

50 443 


8903130380* 
8903130380* 
8903130399* 
B9031 30399* 
6903130416* 

8903130415* 
B903 140065 
8903150142 
8903150300 
8903170031 * 

8903170037* 

8903170057 

8903170121 

8903170121 

8903170130 

0903170181 

8903170181 

8903170191 

8903170191 

0903170193 

8903170193 

0003210130 

8903210339 

8903220082 

8903220082 

6903220089 

8903220102 

8903220102 

8903220191 

8903230041 

8903230058 

8903230058 

6903230060 

8903230060 

8903230071* 

8903230071* 

8903230076* 

0903230076* 

8903230086* 

89032300B5* 

8903230097* 

8903230097* 

8903230173 

8903230176* 

8903230178* 

8903230274 

8903230274 

8903240164 

8903290145 

8903290146 


50 443 
60 443 
50 443 
50 443 
50-443 

50 443 
60 443 
50-443 
50 443 
50 443 

50 443 
50 443 
50 443 
50 443 
50-443 

50-443 

50-443 

50-443 

50-443 

50-443 

50-443 
50 443 
50 443 
50 443 
50-443 

50 443 
50 443 
50-443 
50 443 
50 443 

50-443 
SO 443 
50 443 
50-443 
50 443 

50 443 
50 443 
SO 443 
50 443 
60-443 

50 443 
60-443 
50-443 
50 443 
60 443 

50 443 
60 443 
60-443 
60-443 
50-443 


R 

R 

F 

Q 

S 

G 

G 

P 

G 

G 

G 

G 

G 

G 

R 

Q 

G 

G 


T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

T 

P 

S 

S 

G 

G 

G 

G 

G 

Q 

G 

G 

G 

0 

G 

G 

S 

R 

G 

G 

Q 

G 

Q 

P 

5 

G 

Q 

G 

G 

G 

G 

G 

Q 

G 

G 

G 

Q 

F 

F 

F 

Q 

6 
J 
G 
G 


Public Service Electric & Gas Co of New 
Jersey 


8903290161 60 443 G 
8909290151 50-443 Q 
0903290216 50-443 T 
8903290216 50 443 T 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8903290222* 60-443 
8903290222* 50-443 
6903280227* 50-443 
8903290227* 60 443 
8903290231 50-443 


T 

T 

T 

T 

G 


8903290231 50-443 
6903200234 * 50 443 
8903290234 ‘ 50-443 
8903290241* 50-443 
8903290241* 50-443 


G 

T 

T 

T 

T 


0903290244* 50 443 
8903290244* 50 443 
8903290261 * 50 443 
8903290251* 50 443 
0903290254* 50 443 


T 

T 

T 

T 

T 


8903290254* 50 443 T 

6612030721 60 354 P 


861203072B* 60 354 P 
8902230432 50 272 F 

0902230441 50-272 P 
0902230441 50 272 P 
0902240247 50 354 R 
6902270223 50 272 R 
890227039B 50 311 R 

0902280300 50-354 Q 
8902280367 50 354 S 
8002280430 50-272 P 
8903020619 50-272 S 
0903080165 50-272 H 


0003060105 50-272 H 
0903000426 50-354 O 
6903090252 50-272 F 
6903090262 50-272 R 
8903100292 50-311 O 


8903100297 60 354 
3903100328 50 354 
8903100474 50 272 
0903100491 50 354 
8003100520* 50 354 


S 

R 

S 

P 

P 


6903130129 50 272 

6903140310 60 311 

8003140493 50 272 

6903140493 50-272 

B9031 40524 50 311 


S 

P 

P 

P 

S 


8003140533 50 272 
0903140530 50 272 
0003140570* 50-272 
6903140570* 50 272 
6903140634 50-272 


S 

S 

P 

P 

R 


8903140634 50-272 
6903140634 50-272 
8903140634 50-272 
8903140641 50-272 
6903140641 50-272 


R 

R 

n 

Q 

Q 


8903140711* 50-272 
0903140711* SO 272 
8903140711* 50 272 
8903140712* 50 272 
B903140712* 50 272 


R 

R 

R 

R 

R 


8903140712* 60-272 
6903150214 50 272 
8903150214 50 272 
0003150231 50 272 
6903150231 50 272 


R 

P 

P 

Q 

Q 


0003160460 50-272 S 
0003200272 50 354 R 
8903200275* 50 354 R 
6003200276* 50-354 F 
0003210093 50 272 S 


6903210096 50 272 S 
0903210103 50-272 I 
0903210138 50-272 Q 
6903210130 50 272 Q 
8903210176 60-272 Q 


8903210178 60 272 Q 
8003210252 50 364 F 
0903210265 50 272 F 
8903210265 60-272 F 
6903210299 50 27 2 5 

8903210316 60 272 R 
8903210316 60 272 g 
8903210321* 50-272 R 
8903210321* 50-272 R 
B90322O119 50-272 R 


8903220120 60-311 R 
6903220435 60-272 R 
8903220446* 50-272 R 
0903220448* 50 272 R 
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AUTHOR AFFILIATIOM 


Public Service Enterprise Group 
Quant ox Corp 

Quwra Plaining Co 


Redwood Alliance 

Reed Col leg Portland. OR 
Ronsselaor Pol/lechnlc Insblulo, Troy, 
NY 

Rosource Technical Services. Inc 

Review & Sy Allies IB Assoc i ales 
Reynolds Electrical S Engineering Co , 
Inc 

Rhode Island, Slate of 
Rich. C 

Rio Algom Mining Corp 
Rochester Gas a Electric Corp 


Rockwell Inlernalional Corp 
Rogers & Associates Engineering Carp 


Ropes a Gray 


ACCESSION 

NUMBER 


09032300-13 

a9032d0213 

3903240221 

6903200030* 

0903260361 

6903030359 

690309039-1 

6903220047 

6903220194 

0903000199 

0902270166 

8903100333 

8903200190 

8903130061 

8903270060* 

8903160347 

8903160350* 

0903070136 

8903230068 

8SO3O3O302 

8903270030 

8902270392 

6903010164 

8903010169* 

8903010172* 

89030110216 

0903010221* 

8903020621 

8903000026 

8903060032* 

8903060033* 

8903080098 

8903100274 

8903130193 

8903140069 

0903150153 

8903150532 

8903200413 

8903210455* 

8903240084 

8003240086* 

B902240419 

8903220360* 

8903270143 

8903010162 

8903010162 

8903100130 

8903100130 

8903100148 
800310014B 
8903100194 
89031 0021 B 
6903100227* 

8903100284 

8903100206 

6903100296 

8903130205 

8903130205 


SUBJECT 

CATEGORY 

60 354 
50 272 
50 272 
50*171 
NUREG 

40 6905 
40 6905 
40 6905 
40 8905 
PR 

50 228 
50*225 

70 920 
FOIA 

ORG 

WASTE MGT 

WASTE MGT 
50-193 

50-335 

40-8084 

40-6084 

50-244 

50-244 

60-244 
50-244 
50 244 
50 244 
50 244 

50-244 
50 244 
50 244 
50 244 
60-244 

60 244 
50 244 
50*244 
50-244 
50*2-14 

50 244 
50 244 
50*244 
70 25 
40 8902 

WASTE RES 

50-443 

50-443 

50*443 

50-443 

50-443 

50*443 

50-271 

50-271 

50-271 

50-443 
50 443 
50 443 
50-443 
SO 443 


R 

S 

S 


s 

s 


p 

G 


R 

P 

P 

P 

P 

P 

Q 

P 

P 

P 

S 

H 

P 

R 

P 

Q 

P 

R 

P 

P 


G 

G 

Q 

G 

Q 

G 

G 

G 

G 

G 

G 

G 

T 

T 


author affiliation 


Rosemount, Inc 
Roy F Weston. Inc 
S Levy, Inc 
S G Pinnoy Co 

Sacramento Municipal Utility District 


ACCESSION 

NUMBER 


8903290145 

8903290151 

8903290151 

6903290216 

8903290216 

8903290222* 

8903290222* 

8903290227* 

8903290227* 

8903290231 

8903290231 

6903290234* 

0903290234* 

8903290241* 

8903200241* 

8903290244* 
8903290244* 
8903290251 * 
8903290251* 
8903290254* 

8903290254* 

8902280314 

8903010044* 

0903160272* 

8903270233 

8610220327* 

8610220335* 

8610220338* 

8902230471 

8902240057 

8902240172 
8902240300 
8902240328 
8902240331 * 
8902240332* 

8903010190 

8903030075 

8903030474 

6903060045 

8903060073 

8903060078* 

8903070119 

8903060473 

8903090372 

8903090403 

8903100384 

8903130091 

8903140409 

8903140413* 

8903150029 

8903150035 

8903170146 

8903170153* 

6903200053 

8903200440 

8903210117 

8903220181 

8903220395 

8903230037 

8903230094 


SUBJECT 

CATEGORY 

50 443 
50-443 
50 443 
50 443 
50 443 

50*443 
50 443 
50 443 
50 443 
50-443 

50 443 
50 443 
50-443 
50-443 
50 443 

50-443 
50-443 
50-443 
50 443 
50 443 

50-443 

PT21 

50-322 

50-305 

60-219 

50-302 
50-302 
50-302 
50 312 
50-312 

50 312 
50 312 
50-312 
50-312 
50 312 

50-312 

50-312 

50-312 

50-312 

50-312 

60 312 
PR 

50-312 
60 312 
50-312 

50 312 
50-312 
60-312 
50-312 
50-312 

60-312 

50-312 

60-312 

50-312 

60-312 

50-312 

50-312 

50-312 

50-312 

50-312 


6903170031* 

50 443 

0 

8903170037* 

50 443 

Q 

8003170057 

50 443 

G 

8903170121 

80 443 

G 

8903170130 

80-443 

G 

8903170181 

50 443 

G 

0903170101 

50 443 

Q 

8903170191 

50-443 

G 

0903170191 

50 443 

3 

8903170193 

50 443 

G 

B903170193 

50-443 

G 

8003220082 

50-443 

G 

8903220002 

50-443 

G 

8003220069 

60-443 

G 

6903220102 

50-443 

G 

8603220102 

50-443 

G 

6903230058 

60-443 

G 

8603230058 

50-443 

G 

8903230060 

60-443 

G 

8003230060 

50-443 

G 

8903230085* 

50 443 

G 

8003230086* 

60 443 

Q 

8903230007* 

60-443 

G 

6903230097* 

50 443 

G 

8903230274 

60 443 

G 

8903230274 

60 443 

G 

8903290131 

50 271 

G 

89032901 3 B* 

50 271 

G 

89032901 4S 

50 443 

Q 


Salisbury, MA 

Samson Inspection & Technical Services, 
Inc 


Sandia National Laboratories 


Santee Cooper 
Sargent & Lundy, Inc. 


Savignac, N 

Saxton Nuclear Experimental Corp. 
Schnader, Harrison, Segal & Lewis 
Science Applications International Corp 

(formerly Science Applications, I no ) 


8903240182 

50-312 

8903270304 

60-312 

8903100284 

60-443 

8903200092 

71-652 

8903200095* 

71-652 

09O227O6B2 

WASTE RES 

B9022B0553* 

50-244 

8903030367 

NUREG 

8903080653 

NUREG 

8903140040 

WASTE RES 

8903160365 

WASTE RES 

B903230331 

WASTE RES 

8903230333* 

WASTE RES 

8903240340 

WASTE RES 

8903270086 

WASTE RES 

8903200006* 

50-395 

8903100216* 

50-237 

8903240198 

50-390 

8903240203* 

60-390 

8903280241 * 

50-237 

8903030341 

40-6698 

8903060012* 

50-146 

0903100371 

50-171 

8902240153 

WASTE MGT 

8903010021 

WASTE MGT 

8903010352 

WASTE MGT 

8903080553 

NUREG 


D,, ^ 
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AUTHOR AFFIUATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBED 

CATEGORY 



NUMBER 

CATEGORY 


0903140256 

WASTE MGT 



8902270291 

50 208 


0903140263’ 

WASTE MGT 



0002270295" 

50 208 


0903150452* 

REVIEW GR 

P 


8902270311 

50 206 


Q9032 10305 

WASTE RES 



8902280436 

50 208 


8903260108 

WASTE MGT 



99022B0437* 

50 206 

Seacoaal Anh-Pollut;on League 

B9D3010030 

50 443 

G 


6902280475 

50 206 


0903010030 

50-443 

G 


0902280505 

50-361 


0003010144 

50 443 

G 


G9D3010167 

50-206 


0903010170 

50 443 

G 


8903010318 

50 361 


8903010170 

50 443 

G 


0903010310 

50-361 


Q903 100061 

50 443 

G 


8903020311 

50-361 


89031 0006 1 

60 443 

G 


890302031 1 

50-361 


0903100099 

50 443 

G 


0903020666 

50-206 


0903100099 

bO 443 

Q 


0903030224 

50 206 


89031Q0353 

50 443 

G 


8903000061 

50 206 


0903100353 

50 443 

G 


8903080428 

SO 206 


8903100041 

50 443 

P 


8903080428 

50 208 


8903270073 

50 443 

Q 


89O3OBO420 

50-208 


0903290122 

50 443 

G 


8903090207 

50 200 


8903290122 

50 443 

G 


890309021 1 • 

50 200 


0003200141 

50-443 

G 


0903090210 

50 206 


8903290141 

50 443 

G 


B90309021Q 

50 206 

Seismological Sociely oi America 

6903080300 

50 440 

P 


8903000218 

50 20B 

Self-Government Center, Washington, DC 

0903220378 

PRM 



0903090210" 

50 206 

Senate 

8902230667* 

50 245 

H 


8903090422 

50 206 


BQ03 100558* 

50 293 

U 


B903090471 

50 206 


8003170180* 

50 293 

U 


8903100369 

50 361 

Senate, Agriculture, Nuinlion & Pore sir 

8003280060* 

50*321 

H 


0903100500 

50 206 

Senate, Energy & Natural Resources 

8903010428 

PR 



8903100500 

50 206 

Sequoyah Fuels Corp (subs of Kerr-McGo 

8902200386 

40 8027 



8003100500 

50 206 

Nuclear Corp ) 





6903100514 

50 206 


8903010049 

40 8027 



8903100514 

50 206 


0003010083 

40 6027 



B903100514 

50-206 


8003020566 

40 0027 



G903 130090 

50 206 


8903030354 

40 8027 



8903130090' 

60 208 


8903160150 

40 8027 



0903140382 

50 361 


8903160160 

40 8027 



0903140509 

50 200 


8903160174 

40 8027 



8003140589 

50 206 


0903160190* 

40*8027 



0903140539 

50 206 


0903210037 

40 8027 



8903140569 

50-206 


0903210206 

40*8027 



8903 150100 

50*361 


0903210242 

40*0027 



0903160108 

50*361 


0903210244 

408027 



6903150118" 

50*361 


0903210359 

40*8027 



0903150110' 

50*381 


0903210363 

40*8027 



0903150120* 

50 361 


B903220252* 

40*6027 



6903150120* 

50 361 


0903240109 

40 0027 



8903150148* 

50*361 


8903240111* 

40 8027 



8903170013 

50 206 

Sorgant, HausKins & BecMh 

0903220361 * 

WASTE MGr 



8903170018* 

50*208 

Shaw, Pittman, Polls & Trowbridge 

0903010109 

50 320 

G 


OQ03170033 

50 200 


B903 170133 

50-320 

G 


6903170043* 

50 200 


8903230051 

50 320 

Q 


6903170004 

50 001 

Small Business Administration 

D902240113* 

CONTRACT 



0903 170060* 

60 361 


8903270388* 

CONTRACT 



0903170073* 

50*361 


8903270409* 

CONTRACT 



8903170172 

50-200 

Sonalysls, Inc. 

8902240069* 

CONTRACT 



8003170247 

50 200 

Source Production & Equipment Co . Inc. 

B903240131 

71.9066 



0903170361 

50-206 

South Carolina Electric & Gas Co 

8902240205 

50*305 

S 


8903170361 

60-206 


B9022702D5 

50 395 

s 


8903170381 

50*206 


8902280535 

60*305 

R 


8903200000 

50 206 


8903080190 

50-305 

H 


0003200024 

SO 206 


8903080239 

50 395 

F 


8903200137 

50 361 


8903090077 

50*395 

0 


0003200354 

50 361 


8903130571 

60*396 

F 


0903200354 

50*301 


8903150054 

50*306 

Q 


0903210001 

50-208 


8903160206 

B0-39S 

P 


0903210007 

50*206 


8903160326 

50*398 

Q 


8903210007 

50-200 


8903200001 

50*398 

1 


0903210107 

50-206 


8909200011* 

50*395 

1 


6903210416 

60.301 


6903200074 

50.398 

R 


6903220151 

60*206 


8903200083* 

50-305 

B 


6903220316 

50 206 


8903210014 

60.305 

V 


0903220316 

60 200 


8903220093 

60 395 

R 


8903220316 

50 200 


8903220164 

60*395 

R 


6903220321 

50-200 


8903230335 

50 395 

S 


0903220321* 

50 206 


8903230353 

60*395 

S 


0903220321* 

50 200 


8903240273 

80*395 

P 


8003220323* 

60*209 


8903280154 

80.396 

R 


0903220323* 

50*209 


8903260197 

50*395 

Q 


8003220323* 

50*209 

South Carolina, State of 

8903230057 

50*230 

n 


0903220325 

50-206 


B903230062* 

60*230 

R 


6603220427 

50-381 


8903230066* 

60*238 

R 


8903240064 

60*200 


6903240036 

60*230 

P 


6903240065* 

50*208 

South Carolina, Unlv. of, Columbia, SC 

8903260159* 

50*396 

R 


0903240068 

50*206 

Southampton, NY 

8903230251 

50*322 

G 


6003240072 

50*206 

Southern California Edison Co. 

8902230034 

50*200 

F 


0903240085* 

50*200 


89022 304B7 

50*361 

S 


0903240176 

50-361 


6902240361 

50*200 

R 


8903270062 

50-206 


6902270216 

50 361 

R 


B903270162 

60-206 
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352 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


SoulhernConnparhyServices, Inc 


Soiilhwesl Research Ihsiitule 

Slalo, Dept of, Bureau of Oceans & Inti 
Envlrori & Scientific Affairs 

Steel, Hector & Davis 

StocK Equipment Co 

Stone & W^ebsler Engineering Corp 

Suffolk County, NY 

Susquehanna Valley Alliance, Lancaster, 
PA 


System Energy Resources, Ir^c 


TENERA Corp (subs ol TEH A Corp) 

TU Electrio ftormerly Texas Utilities 
Generating Co) 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

CATEGORY 



NUMBER 

8903270166* 

50-206 

P 


B9030B0048 

6903270167 * 

50-206 

P 


6903060048 

8903280047 

50-361 

V 


8903060D63 

8612040323 

50-424 

E 


8903060063 

8902280517 

so 42S 

P 


6003060100 

B 90301 0200* 

50 424 

0 


8903060100 

8903100294* 

50-31 1 

Q 


8903060178 

8903140070 

WASTE MGT 



8003060170 

8903160263* 

WASTE MGT 



8903060218 

8902270265 

)(POnTLlC 



B903060218 





8903070044 

8903090357 

XPORTLIC 



8903070044 

8903160199 

XPORTLIC 



8903080000 

0903100076 

50 335 

G 


B903080090 

0903100085* 

50-335 

G 


8903060349 

8902270180 

WASTE MGT 



6903080349 

8903030351 

TOP REP 



B903080534 

89031 30 542* 

50-445 

Q 


8903090018 

8903230251 

50 322 

G 


8003090018 

8903010053 

50-320 

G 


8903090127 





8903090131 

8903010061* 

50-320 

G 


8903090131 

8903010070* 

50-320 

G 


8903090160 

8903010091* 

50-320 

G 


8903090180 

8903010107* 

50-320 

G 


8903090189 

8903100087 

50-320 

G 


6903090189 

8903230040 

50-320 

Q 


8903090200 

8903230077 

50-320 

G 


8903090200 

B902 240209 

SO 416 

R 


8903090270 

0902280241 

50-416 

P 


8903090270 

8902280244* 

50-416 

P 


8903100063 

8902280645 

50-416 

F 


8903100516 

8903010159 

50 416 

P 


8903100516 

8903010163* 

50 416 

P 


8903130139 

8903020337 

50 416 

P 


8903130341 

6903020437 

50-416 

P 


6903130341 

8903030079 

50 416 

P 


8903130412 

8903030082* 

so 416 

P 


8903140026 

8903030093 

50 416 

R 


8903140026 

69030301C0 

50 416 

P 


6903140557 

8903070074 

60-416 

Q 


8903140557 

8903080052 

50 416 

Q 


8903150020 

8903080082 

50 416 

Q 


B903150195 

8903080320 

50 416 

H 


8903160195 

8903090020 

50 416 

S 


8903150535 

8903000141 

60 416 

R 


8903150535 

8903090397 

SO 416 

P 


8903170240 

89031301 16 

50 416 

R 


8903170248 

8903130305 

60 416 

P 


0903170265 

B903130395* 

50-416 

P 


8903170255 

8903140148 

50-416 

P 


6903170268 

8903140150* 

50-416 

P 


B9031 70268 

6003150246 

60-416 

Q 


8903200230 

8903170035 

50-416 

P 


6903200230 

8903170210 

50-416 

R 


8903210195 

8903170227 

50-416 

P 


8903210461 

8903170352* 

50-416 

R 


8903210461 

8903200106 

60-416 

1 


B903220023 

B9032Q0I11 

60-416 

S 


8903220023 

8903200349 

50 416 

P 


6903220268 

8903210219 

60 416 

S 


8903220268 

8003220066 

50 416 

Q 


6903220276 

8903220084 

SO 416 

R 


8903220279 

8903230017 

50 416 

Q 


8903220284 

8903230053 

60 416 

Q 


6903220264 

5903230217 

50 416 

Q 


8903220291 * 

0903230322 

50 416 

S 


8903220291 * 

6903270333 

50 416 

P 


B9032203S8 

8903080215 

PR 



B903220358 

8903270293 

FOfA 



6903230336 

8902230585 

50-445 

Q 


8903230336 





8903230336 

8902240182 

50-445 

E 


8903230338 

8902240182 

50-445 

E 


8903230341 

8902240189 

50-445 

A 


8903230341 

8902240189 

50-445 

A 


8003230452 

6902240106 

50-445 

Q 


8903230452 

8902240196 

50-445 

Q 


8903230464 

6902280294 

50-445 

F 


8903240023 

8903010240 

50-445 

S 


8903270329 

8903010240 

60 445 

s 


89Q3270329 

6903010254 

60-445 

s 


8903270412 

8903010254 

50 445 

s 


B903270412 

8903010270 

50 445 

s 


89032800B7 

8903010281 

50 445 

s 


8903280199 

8903020603 

50 445 

A 

Teledyne Engineenng Services 

8903160263* 

890303021 B 

50 445 

A 


8903170058* 

B903030219* 

50-445 

A 

Teledyne Wall Chang Albany (formerly Wah 

8902230324* 

8903030497 

60 445 

S 

Chang Corp ) 



SUBJECT 

CATEGORY 

50 4^15 
50 445 
50 445 
50-445 
50 445 

50 445 
50-445 
50-445 
50 445 
50 445 

50-445 
50 445 
60 445 
50-445 
50-445 

50 445 
50 445 
50-445 
50-445 
50 445 

50-445 
50-445 
50 445 
50 445 
50 445 

50 445 
60 445 
60-445 
50-445 
50 445 

60-446 
60-445 
60 445 
50 445 
50-445 

50 445 
50 445 
60-445 
50-445 
50 445 

50-445 
50 445 
60 445 
60-445 
50-445 

50 445 
50-445 
50-446 
50 445 
50 445 

SO'445 

60-445 

50-445 

50-446 

50-445 

60-446 
50 445 
60 445 
50-445 
60-445 

50-445 
50 445 
50-445 
60-445 
60-445 

60-445 

50-445 

50-446 

60-445 

50-445 

60-445 

50-445 

60-445 

50-445 

50-445 

60 445 
50-445 
50-445 
60 445 
60-446 

SO 445 
50-445 
50 445 
REGQD 
50-446 

60-305 

50-282 

XPORTLIC 
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CORPORATE SOURCE INDEX 353 


author affiliation 


TennoaSGo VallQy Auihonly 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

0902230334 

XPQRTLIC 



8902210145* 

50-259 

0902140261 

50 259 

P 


B902210162* 

50 P59 

0902140276* 

50-959 

P 


0902210204* 

50 259 

0902140290* 

50 259 

P 


0902210221* 

50 250 

8902140329* 

50 259 

P 


8902210232* 

50 259 

8902140334* 

50-259 

P 


a9022l0240* 

50 259 

0902140338* 

50-259 

P 


8902210248* 

50 259 

8902140345* 

60-250 

P 


GD02210270* 

50 259 

0902140349* 

50-259 

P 


8902210276* 

50 259 

8902140352* 

50 259 

P 


QD022 10270* 

50 259 

0902140357* 

50 269 

P 


0002210305* 

50-259 

0902140366* 

50-259 

P 


0902210300* 

50-259 

0902140375* 

50 259 

P 


0002210322' 

50-259 

8902140381* 

50-269 

P 


8902210327* 

50-259 

B902 140380* 

50 259 

P 


8902210330* 

50-250 

6902140401* 

50 259 

P 


6902210339* 

50 259 

0902140412* 

50-269 

P 


8902210379* 

60 256 

0902140414* 

60-259 

P 


0902210379* 

50 256 

8902140420* 

60 259 

P 


8902210379* 

50 259 

0902140425* 

50 259 

P 


0902210386* 

50 259 

0902140435* 

50 259 

P 


QD022 10385* 

50 259 

0902140450* 

60 259 

P 


6902210385* 

50 259 

09021 40472* 

50-259 

P 


D902210403* 

50 259 

0902140474* 

50 259 

P 


6902210403* 

50 259 

0902140483* 

50-259 

P 


8902210403* 

50 259 

0902140494* 

50-250 

P 


8902210432* 

50 259 

0902150009* 

50 259 

P 


0902210432* 

50 256 

0902150023* 

50-259 

P 


8002210432* 

50 259 

8902150030* 

50 259 

P 


Q902210439* 

50 256 

8902150060* 

50-259 

P 


6902210439* 

50 259 

8902150057* 

50-259 

P 


8002210439* 

50 259 

8902150064* 

50 259 

P 


6902210440* 

50 259 

8902150071* 

50-259 

P 


8902210440* 

50 259 

8902150081* 

50 259 

P 


6902210440* 

50 259 

8902150009* 

50-259 

P 


0902210449* 

50-250 

8902150094* 

50-259 

P 


6902210449' 

60-259 

0902150104* 

60-269 

P 


8902210449* 

B90Z210454' 

60-250 

8002150112* 

60-259 

P 


50-250 

8902160121* 

50 259 

P 


8902210454* 

60 259 

8902150125* 

50-259 

P 


6902210454* 

SO 259 

8002160130* 

60-259 

P 


0902210458* 

60-269 

0002150102* 

60 259 

P 


0902210469'^ 

50 259 

8002160183* 

50-269 

P 


8002210459* 

50 259 

8902150197* 

50 259 

P 


8002210461* 

50 259 

8002150204* 

50-250 

P 


8002210461* 

50 259 

8002150214* 

6902150218* 

50-259 

P 


8902210461* 

60-259 

60 269 

P 


8002240076 

STATE PRO 

8902150220* 

50-259 

P 


6902240109 

50-260 

8902160249* 

50 259 

P 


8902240120 

60-259 

8902150270* 

50-259 

P 


8902240126 

50-327 

8902150286* 

60-269 

P 


6902240131* 

60-327 

8002150336* 

50-259 

P 


6902270117 

50 260 

8902160360* 

50-250 

P 


8902270148 

60 250 

8902150360* 

60-259 

P 


8902270250 

50 327 

0902160368* 

50 269 

P 


0902270250 

50327 

B9021 50305* 

50-250 

P 


B9022702B3* 

50-327 

8902150302* 

60 269 

P 


8902270263' 

60-327 

8902150401* 

50-259 

P 


6902260123 

50-260 

6902150406* 

60-259 

P 


6902280247 

50-260 

8902160414* 

60-269 

P 


8002280424 

BO 327 

6902160414* 

60-260 

P 


6902280468 

50 250 

6902150414* 

60-259 

P 


6902280468 

69 259 

8902160418* 

60-269 

P 


B9022B0460 

50-259 

8002160410* 

50-259 

P 


8903010025 

60 327 

6902160418* 

60-260 

P 


6003029057 

50 327 

6902160430* 

50 259 

P 


8903020057 

50-327 

8902150430* 

60-289 

P 


8903020333 

60-390 

8902150463* 

60 259 

P 


6903020333 

50-390 

09021 60464* 

50-259 

P 


8903020370 

60-269 

89021 6047Q* 

60-259 

P 


6903020379 

60 259 

80021 5047B* 

60 269 

P 


8903020379 

60 259 

8002160483* 

60-259 

P 


6903020379 

&0-2&9 

8902160161* 

60 269 

P 


8903020379 

50 250 

8902160161* 

60-269 

P 


8903020626 

60-327 

8902160160* 

50-259 

P 


6003020626 

SO 327 

BOO216O160* 

50 259 

P 


8903020627* 

60*327 

8902160171* 

50 259 

P 


BB03020627* 

60-327 

B902160176* 

60-269 

P 


6903030062 

60-326 

8002160342* 

60 259 

P 


8603030065 

60 326 

8002210001* 

60-259 

P 


8903030098 

60-328 

8902210003* 

50-259 

P 


8903090112 

50 327 

8902210011* 

50-259 

P 


8903030133 

50-327 

8002210018* 

60 269 

P 


8903030366 

60-328 

890221 0020* 

50-259 

P 


0903070011 

50-360 

B90221003S* 

60*269 

P 


800307001 1 

60 390 

8902210052* 

50-269 

P 


6903070014 

50-327 

6902210065* 

60-259 

P 


8903070047 

60-390 

8902210070* 

50 269 

P 


8903070047 

60-390 

6902210005* 

50-259 

P 


6903070127 

60-360 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 
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354 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8903070127 
8903080036 
89030801 1>B 
69030B01 18 
89030801 22 

50-300 

50-445 

50-390 

50-390 

50-260 

Q 

A 

A 

A 

P 


8903240038 

8903240051 

8903240099 

8903270008 

8903270019 

50 327 

50 391 

50 327 

50 327 

60-327 


8903080126 

8903080143 

8903080156 

B903060159* 

6903080261 

50-328 

50-260 

50-260 

50-260 

PR 

Q 

P 

P 

P 


0903270019 

0903270027 

8903270027 

8903270037 

8903270274 

50 327 

50 327 

50 327 

50-390 

50-259 


8903030306 

8903030306 

8903090038 

8903090129' 

6903090310 

60-327 

50-327 

50-328 

50-327 

50-259 

F 

F 

S 

P 

S 


0903270274 

8903270274 

8903270352 

8903270369 

8903280342* 

50-259 

50 259 

50 390 

50 260 

50-259 


8903090310 

8903090310 

8903090401 

8903090401 

8903090401 

5D 259 

50 259 

50 259 

50 259 

50 259 

S 

S 

F 

f 

F 

Tennasa&e, Stalo of 

Texas A&M Unw„ College Slation, TX 

Texas Utilities Co 

Texas, Stale of 

Texas, Unlv of, Austin, TX 

0903130141* 

8903220129 

8903130161* 

8903220113 

6003220154 

CONTRACT 

60 443 

50 445 

WASTE MGT 
50-192 


6903100142 

8903100142 

8903100142 

8903100152* 

8903100156* 

50 269 

60 259 

50-259 

50-259 

60 259 

R 

R 

R 

R 

R 

Three Mile Island Alert 

8903010053 

8903010061* 

8903010070* 

8903010107' 

6003100087 

50-320 

50-320 

50 320 

60-320 

60-320 


8903100160* 

8903100160* 

8903100160* 

8903100176 

8903100267 

SO 259 

50 259 

SO 259 

50-327 

50-259 

R 

R 

R 

P 

S 

Toledo Edison Co 

8903230040 

8903230077 

8902240461 

8902270267 

6902270609 

60-320 

50 320 

60-346 

50-346 

50-346 


8003100269 

8903100320 

8903100350 

8903100370 

8903100370 

50-259 

50-269 

50-390 

50 327 

50 327 

o 

Q 

A 

P 

P 


8002260207 

8902280401 

8002280607 

8903020480 

0903020486* 

60 346 

50-340 

50-348 

50-346 

50-346 


890313Q49& 

8903130508 

8903130547 

8903140118 

8903150045 

50 260 

50 390 

50 260 

70-2910 

50-328 

S 

Q 

Q 

S 


8903020487* 

690302070B 

0903080495 

8Q03080612 

8903080539 

60-346 

50-346 

50-346 

60-346 

60-346 


8903150047 

8903150077 

8903150077 

8903150119 

8903150119 

50 438 

50 360 

60-390 

50-327 

50-327 

Q 

S 

S 

P 

P 


8903090024 

8903100022 

6903100229 

8003130070 

8003130081 

50-346 

50-346 

60-346 

60 346 

60*346 


6903150139 

8903150190 

8903150190 

8903150190 

6903150407 

50 327 

50 259 

50-259 

60-259 

50 327 

R 

R 

R 

R 

S 


8903160176 

8903210466 

6903220189 

8903220213 

0903220210* 

60-346 

50-346 

60-346 

50-346 

60-346 


8903160011 

8903160017 

8903160072 

6903160319 

8903160319 

50-296 

50 259 

60 269 

50-327 

60-327 

S 

s 

s 

p 

p 


8903220468 

8903230030 

8903270262 

8903270320 

8903270364 

60-346 

50*346 

50-346 

60*346 

60*346 


6909160329 

8903160329 

8903180332 

6903160332 

890316045B 

50 390 

50-399 

50-390 

50-390 

50 327 

A 

A 

S 

s 

p 

Transnudear, Inc 

8903270390 

8903270391 

8903280161 

6902240140 

8903080460 

60*346 

50*340 

50*346 

XPORTLIC 

XPORTLIC 


8903160459 
8903170120 
8903170124 
89032001 16 
8903200116 

50-327 

50-328 

60 327 

50 259 

50 259 

p 

s 

Q 

P 

P 


8903090009 

8903100012 

8903100530' 

8903140435 

8903160109' 

XPORTLIC 

PROJ 

XPORTLIC 

PROJ 

XPORTLIC 


6903200116 

8903200123* 

8903200153 

8903200156' 

8903200158' 

50-259 

50 259 

50-260 

50-260 

50-260 

P 

P 

F 

F 

F 


8903160116' 

8903210100' 

8903210103' 

8903210106* 

8903210111' 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


8903210300 

8903210300 

8903210300 

8003210367 

8903210388 

50-259 

50-259 

50-269 

50-259 

50-390 

P 

P 

P 

Q 

A 


8903210115* 

8903230103 

6903230108' 

8903270364* 

8903270366* 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


8903210406 

6903220006 

8903220006 

8903220006 

8903220494 

50-327 

50-259 

50 259 

60-258 

60-327 

S 

F 

F 

F 

P 

Tnal Lawyers for Public Justice, P C. 

Triangle J Council of Governments, NO 

Tulsa Gamma Ray, Inc 

UpS Ecology, Inc (formerly Nuclear 
Engineering, Inc > 

8612050226 

6902260201 

8903020226 

8902230694 

60-445 

50*281 

71-0053 

27*48 


8903220506' 

8903230332 

8903230332 

6903240011 

8903240011 

50-327 

60-390 

60-390 

60-259 

60-269 

P 

A 

A 

P 

P 

U S Naval Academy, Annapolis, MD 

0902240156' 
6003100410 
89031 4Q693 
6903140694 
8903280060 

27-48 

71-6679 

27-48 

WASTE MQT 
NUREQ 


890324001 1 
0903240022 
8903240038 
8903240038 

60-269 

60-260 

50-327 

50-327 

P 

P 

P 

P 

UMETCO Minerals Corp, (subs, ol Union 
Carbide Corp) 

8903100696 

6m200232" 

8903200234' 

40*8681 

40*8681 

40-8681 


oomao -pOxOto -nXT-o-D -p-p-nXT, <^0000 -p •o-p>-n-n -ntpxx, -pOwOt, 
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author affiliation 


UNC Rosourcas, Inc 

US Council for Energy Awareness 

Union tIocUic Co 


United Nuclear Corp (auhs of UNC 
Resources, Inc ) 


Utah, State of 

Utility Workers Union of America 
Vermont Yar^kee Nuclear Power Corp. 


Vermont, State of 

Virginia Polytechnic Institute & Stale 
Unlv , Blacksburg, VA 

Virginia Power (Virginia Electric & Powe 


ACCESSfON 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

0903210144* 

40*299 



Q9D22Q0434' 

60 33B 

0903220077 

40-209 



8902200435* 

50 339 

8903220148 

40*299 



B903010071 

50 260 

6903220200 

40*0601 



8903010071 

50 280 

8903270077 

40*299 



8903010121 

50 280 

8903100396 

70*371 



0903010121 

50 280 

8903090001 

PR 



B903010124* 

60 280 

6903150173 

PR 



89030 10ia4‘ 

50*280 

8902230327 

50*403 

P 


0903010214 

50 280 

89Q2230364 

50*483 

F 


6903010214 

50*200 

8902280449 

50 483 

F 


0903010206 

60-336 

6903010363 

PR 



8903010286 

50-338 

8903020410 

60 483 

S 


0903020003 

50-280 

6903090120 

50 463 

P 


6903020671 

50*260 

8903100240 

50 463 

R 


8903030152 

PR 

8903100408 

50 463 

H 


8903060026 

60 2B0 

8903100586 

50 483 

R 


8903060026 

50*260 

6903150160 

50 403 

R 


8903060144 

50 260 

0903170261 

PR 



8903080227 

50 280 

6903200005 

60 483 

P 


09030 B0227 

50 2D0 

6903210166 

50 483 

0 


Q0030 80227 

50 280 

6903210160 

SO 463 

Q 


8903080227 

50*280 

0903230194 

50 483 

S 


0903080251 

50-33B 

6903230470 

50 463 

F 


0903080261 

50-338 

8903230472 

60*403 

F 


6903080336 

50*330 

8903240156 

71*9222 



6903080330 

50-336 

8903270195 

60 483 

F 


8903090151 

50*260 

B902240004 

70*371 



8903090161 

50*200 





8903090153* 

50 260 

6902240083 

70*371 



8903090153* 

50 200 

6902260305 

70 371 



6903000173 

60 336 

8903030017 

40 6907 



Q003000173 

50*338 

8903080550 

71*9160 



0903090182 

$0 280 

8903090052 

70 371 



8903090210 

$0 280 

6903090268* 

WASTE MGT 



6903090333 

50 280 

8903090402 

40 0907 



6903 090453 

$0-338 

8903090406* 

40 8907 



8903100471 

PR 

8903160068 

70*371 



6903140550 

50-336 

8903200062 

70 371 



8903140559 

50*338 

8903210303 

40*8907 



B9031 40567 

50*336 

0903220040 

40 6907 



8903150400 

50 338 

6903080209 

PB 



8903150400 

60 338 

6903060404 

PR 



8903210381 

50 338 

8903010100 

60*271 

P 


8003210402 

60 280 

8903020422 

50 271 

R 


8903220052* 

50 260 

8903030493 

50*271 

R 


6903220165 

50 280 

8903060161 

60*271 

S 


6903220156 

50 260 

8903060162 

50-271 

S 


5903220203 

SO 336 

8903080403 

50*271 

F 


0903220263 

50*338 

8903090337 

60 271 

P 


B00322031D 

50*339 

8903090399 

50*271 

R 


8903220363 

50-280 

8903100104 

60*271 

Q 


6903220363 

50*260 

8903100203* 

60*271 

Q 


8003220353 

60*260 

8903100216 

60*271 

0 


8903220353 

50*280 

8003100227* 

60*271 

G 


8903220390 

50*260 

8903 1003 17 

PR 



B9032 30092 

50 338 

0003100410 

60*271 

fl 


6003230292 

60 338 

8903140563 

60*271 

0 


6903230202 

60-338 

8003160258 

60*271 

R 


6903230435 

50*280 

8903160278 

50*271 

F 


8903230435 

60*280 

8903200192 

60*271 

J 


8903240031 

60*338 

6003200256 

60*271 

S 


6903240033 

50*339 

6903230120 

60*271 

s 


8903240161 

60 260 

8903230144 

60*271 

s 


6903240186 

50 339 

8903230151 

60 271 

s 


8903270108 

50 260 

0903230372 

50 271 

8 

Washington Public Power Supply System 

8902230474 

60*397 

8903240041 

60*271 

s 


8002230502 

50*397 

6903240040 

50 271 

s 


B9022DO259' 

XPORTL1C 

8903290131 

60*271 

Q 


B902280266* 

XPORTLIC 

B9D3290136* 

60 271 

0 


8003090017 

50*397 

0903290154* 

60*271 

Q 


8903090053 

60-397 

8903230247 

60*271 

Q 


8903000221 

BO-307 

0903230271 

50 271 

T 


6903000327 

60 397 

8903010044* 

50 322 

T 


8903090438 

50*397 





8903090441* 

60-397 

8611120219* 

50*330 

P 


89030904 SB* 

60*397 





B903 100645 

60 307 

8611120219* 

60 330 

P 


6903130165 

60 397 

6611120229* 

60*336 

P 


8903130302 

50*460 

8611120229* 

60*330 

P 


6903130695 

60-307 

8612230413 

60-280 

F 


8903140431 

60*307 

8902240226 

60-339 

P 


8903170136 

50*397 

8002270342 

60 33B 

B 


8903170138* 

BO-397 

B9D2270351 

50*280 

R 


$003220058 

60*397 

0802280337 

60 339 

P 


$903220096 

60 397 

B9Q2260414 

50 33$ 

S 


8903220241 

50*307 

8902280431 

50-330 

P 


8903220263 

50 397 

8902260431 

60*33$ 

P 


8903230197 

50*397 

8902280434* 

50 33$ 

P 


8903230301 

50*397 
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356 CORPORATE SOURCE INDE 


AUTHOR AFFILIATION 


Washington Slate Univ* Pullman, WA 
Washington, State o( 

Washington, Univ ot, Seallle. WA 
West Newbury, MA 

West Valley Nuclear Services Co , Inc 


Wes I am Inlerslate Energy Board 
Western Nuclear. Inc (subs of Phelps 
Dodge Corp ) 


Westinghouse E(ect:flc Carp 


Wesllnghouse Operating Plants Owners 
Oroup 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8903270382 

50 397 

Q 

8903160004 

50 27 

P 

89030 tot 18^ 

CONTRACT 


8003010414 

PR 


8003130692 

27*46 


8003240339 

27 48 


8902280188 

71-671 


8903070010' 

71 671 


8903170121 

50 443 

G 

8903170130 

50 443 

G 

8902270299 

PROJ 


8902270362* 

PROJ 


8903200203 

PROJ 


8903200313* 

PROJ 


8903200405* 

PROJ 


B903Z004QB' 

PROJ 


8903290292* 

FOIA 


8607090365 

40 1162 


8903220033 

40*1162 


B9 02230289 

70 1151 


6902230323 

71-5450 


8902230446 

71*9229 


8902240208* 

50 305 

P 

8902270303* 

50-208 

P 

6902270300* 

50 206 

P 

6902270614 

TOPREP 


6002270616* 

TOPREP 


8902270619' 

TOPREP 


8902200324 

XPORTLiC 


6902280461* 

50-344 

P 

6902280486* 

50 3 69 

Q 

0902260486' 

50 369 

Q 

8902280494* 

60 369 

Q 

8902280494' 

50 369 

Q 

6902260531 

TOPREP 


6903010134* 

50 260 

P 

6903010209* 

XPORTLIC 


8903010213 

60 601 

K 

8903010217* 

50 601 

K 

8903010238* 

50 601 

K 

8903010247* 

50 601 

K 

8903020429* 

SO 412 

P 

8903020440* 

50 412 

P 

8903030310 

TOPREP 


8903030330* 

50-400 

P 

6903060207* 

XPORTLIC 


8903060046* 

TOPREP 


8903080049' 

50*244 

P 

8903080149 

70-1151 


8903090190' 

50-344 

P 

6903090195* 

50-344 

P 

8903100050* 

TOPREP 


8903100282 

PROJ 


8903100402* 

50-304 

P 

8903100416 

PR 


6903130420 

TOPREP 


8003130424* 

TOPREP 


8903130423* 

TOPREP 


8903140071* 

50 443 

P 

6903140077* 

50-443 

P 

6903150074* 

TOPREP 


8903150115* 

60 361 

P 

8903150133* 

50-361 

P 

8903200237* 

50-334 

P 

6903200238* 

50-334 

P 

8903200425* 

60 244 

P 

8903200427* 

50 244 

P 

8903210374* 

TOPREP 


8903220027 

TOPREP 


8903220032* 

TOPREP 


8903220034* 

TOPREP 


8903220542 

XPORT1-(C 


8903230226 

TOPREP 


8903230231 ' 

TOPREP 


8903230262 

TOPREP 


8903240026* 

50 445 

A 

8903240030* 

50*445 

A 

8903240205 

PH 


6903270326 

TOPREP 


8903270335* 

TOPREP 


8903270401 

TOPREP 


8903260160 

50*601 

A 

6903100040 

TOPREP 


8903150071 

TOPREP 


8903150074* 

TOPREP 


B9032 10370 

TOPREP 


8903210374* 

TOPREP 



AUTHOR AFFILIATION 

Weston Geophysical Corp 
Whittaker Corp 
Wilkens Systems, Inc 
Wisconsin Elecluc Power Co 


Wisconsin Power & Li 9 ht Co, 
Wisconsin Public Service Corp 


Wolf Creek Nudear Operating Corp 


Worcester Polytechnic Institute, 
Worcester, MA 

Wyle Laboratories 
Wyoming, State of 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8903090410* 

50 440 

R 

8903240271 

WASTE RES 


8902240278* 

50 445 

E 

8903020236 

40-7455 


8903220348 

FOIA 


8902270090 

50 266 

S 

8902270244 

50 206 

1 

8903010047 

50 260 

P 

8903010047 

50 266 

P 

8903010376 

60 266 

P 

8903010429 

50-266 

H 

8903010429 

60-266 

H 

8903030037 

50 266 

P 

8903030037 

50 206 

P 

8903030087* 

50 266 

P 

8903030087* 

60-266 

P 

8903030490 

50-260 

R 

8903030490 

50-266 

H 

8903080089 

60 266 

R 

8903080080 

50 266 

R 

8903080484 

50-266 

R 

8903080484 

50-266 

R 

8903100201 

PR 


8903130010 

50 266 

F 

8903130010 

50 266 

F 

8903130022* 

50-266 

F 

8903130022* 

50-260 

F 

8903130398 

50-301 

S 

8903140347 

60 301 

Q 

8903160042 

SO 266 

R 

8003160285 

50-266 

P 

8903160285 

50-266 

P 

B9031 60291* 

50-266 

P 

8903160291' 

50-266 

P 

8903210022 

50 266 

P 

6903270281 

50-266 

F 

6903280167 

50-266 

P 

8903280167 

60-266 

P 

8903280169* 

50 266 

P 

6903280169* 

50-266 

P 

8903280125* 

50-305 

1 

8902240207 

50-306 

P 

8902260353 

50-305 

S 

6903010355 

50 305 

H 

8903020109 

50-305 

H 

8903060552 

50-305 

R 

890309001 1 

60-306 

P 

6903090012* 

50 305 

P 

8903090406 

60-305 

R 

8903100286 

60-305 

Q 

8903100327 

60-305 

H 

6903100363 

60 305 

P 

B9031 40284 

50-305 

Q 

8903150369 

60-305 

J 

8903160264 

50-305 

Q 

8903170367 

60-305 

H 

8903210319 

60-305 

S 

8903230488 

60-305 

R 

6903280120 

60-305 

1 

8903280130* 

50 305 

1 

8902240201 

60-482 

S 

8902240338 

50-482 

R 

0902240363 

50-462 

Q 

8902280077 

50-482 

S 

8902260362 

50-482 

S 

6903070009 

50-482 

R 

8903080024 

50 482 

F 

8903060233 

50-482 

P 

8903080449 

50-402 

R 

89030B0455 

50-4B2 

S 

8903090386 

50-482 

s 

8903100002 

50-402 

Q 

8903100507 

50-482 

S 

6903130498 

50*482 

Q 

8903140042 

SO 482 

K 

8903140190 

50*482 

S 

B9031 50097 

50-482 

O 

8903160451* 

60-482 

o 

8903200226* 

50-462 

R 

8903230326 

60-482 

Q 

8903270069 

SO 482 

R 

8903270071* 

50-482 

R 

8902240026 

71-870 


8902240028* 

71*670 


8903100594 

60-134 

V 

8903220521 * 

50-237 

P 

8903240044* 

60-327 

P 

8903030196 

40-8857 




CORPORATE SOURCE INDEX 357 


AUTHOR affiliation 

Yankee Alomic Eleciric Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

B9Q3030366 

6902570264 

40 BB57 

50 29 

p 


8903130380* 

50 443 

8903030472 

60 29 

p 


8903150092 

50 20 

89030B0252 

50-271 

H 


8903200220 

50 29 

8903090317 

50 29 

R 


8903230076* 

50 443 



B903230079 

50 29 

B903100Q57 

50 29 

R 




8903tC0203' 

8903100362 

8903130331* 

8903130331* 

5-0 271 

50-29 

60 443 

50 443 

G 

Q 

T 

T 


8903230170 

8003260041 

8003280035 

8903260106 

50 29 

SO 29 

50 29 

50 29 

8903130380* 

50 443 

T 


8903280136* 

50 29 


■D-OCO-nO 




REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION SUB. 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

04.390-1704 

8903010407* 

WASTE MGT 


056 ROD 

8903160052* 

50-219 

P 

1Q100V01 R02 

8902140338* 

60-259 

P 

10200 VQ1 R02 

8902140376* 

50-259 

P 

10300 V01 n03 

8902140381* 

60-259 

P 

10400 V01 R02 

8902140426* 

60-269 

P 

10500 V01 n03 

6902140388* 

50-259 

P 

10600 V01 R04 

8902140401* 

50 269 

P 

10700 V01 R03 

8902140414* 

60-259 

P 

10800 V01 H03 

6902140412* 

50-259 

P 

10900 V01 n03 

BQ021 40420* 

60-259 

P 

11100V01 R03 

8902140334* 

50-250 

P 

11200 V01 R02 

6002140345* 

60-259 

P 

11300 V01 R02 

890214043B* 

50-269 

P 

15100 V01 R02 

6902140366* 

60-259 

P 

16200 V01 R02 

6902140276* 

60-259 

P 

16300 V01 R02 

8902140290* 

60-259 

P 

170191 

6003220621* 

60-237 

P 

17100 V01 R03 

8902140329* 

50-269 

P 

17300 V01 R01 

8902140349* 

60-269 

P 

16056-1 

8003240044* 

50 327 

P 

19100 V01 R04 

8902140352* 

50-259 

P 

19200 V01 R02 

8902140367* 

50-259 

P 

20400 V02 R03 

8902160089* 

50-269 

P 

20600 V02 R03 

8902160094* 

50-269 

P 

20800 V02 R03 

8902150104* 

50 259 

P 

20900 V02 R05 

8902160057* 

60-269 

P 

21000 V02 R03 

8902150064* 

60-269 

P 

21200 V02 R03 

8002160071* 

50-269 

P 

21300 V02 R02 

89021 600B1* 

60-269 

P 

21800 V02 R03 

8902160138* 

50-259 

P 

22000 V02 R03 

8902160214* 

60-269 

P 

22100 V02 R04 

8902150216* 

60-259 

P 

22300 VQ2 R03 

8902160226* 

60 269 

P 

22400 V02 R02 

8902160050* 

50-269 

P 

22500 V02 R03 

8902160112* 

60-269 

P 

22600 V02 R03 

8902160121* 

50-259 

P 

22800 V02 R03 

B002160125* 

60-269 

P 

22000 V02 RD5 

8902140494* 

50-269 

P 

23000 V02 R03 

6902160009* 

60 259 

P 

23100 V02 n04 

8902160023* 

50 259 

P 

23300 V02 R04 

8902150038* 

50-269 

P 

24200 V02 R02 

8002140474* 

50 269 

P 

24500 V02 R04 

6902140483* 

50 269 

P 

24600 V02 R05 

8902140460* 

50-259 

P 

25000 V02 R03 

8902140472* 

50-259 

P 

25500 V02 R04 

6002160204* 

50-259 

P 

26000 V02 R04 

8902160162* 

60-259 

P 

26500 V02 R04 

8902160103* 

50-259 

P 

26600 V02 R05 

8902150197* 

60-269 

P 

2783 

6003220506* 

60-327 

P 

30100 V03 R03 

8902160385* 

60-269 

P 

90200 V03 R02 

8002160302* 

50 269 

P 

30300 V03 R02 

8902160401* 

60-269 

P 

30400 V03 R01 

0902160406* 

60-269 

P 

30600 V03 R02 

8902160418* 

60-269 

P 

30700 V03 R01 

8002150360* 

60-269 

P 

30800 V03 R02 

8902160366* 

60-260 

P 

30900 V03 R01 

8902160286* 

60-259 

P 

31100 V03R0t 

8902160360* 

602S9 

P 

31200 VOS R01 

8002150240* 

60 269 

P 

31300 703 R02 

8902150278* 

50-259 

P 

40200 V04 R02 

6902160478* 

60-269 

P 

40300 V04 fl03 

6902150463* 

60-259 

P 

40400 V04 R04 

8002160436* 

60 269 

P 

40500 V04 R03 

8902160453* 

60-259 

P 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

40600 V04 R02 

8902150404* 

50-259 

P 

40700 V04 R02 

8902 150473* 

BO 260 

P 

40800 V04 R02 

8902160430* 

SO-259 

P 

4710-3220-89-1 HOO 

6902230296* 

50 320 

P 

50100 VOS R04 

8902160161* 

50-259 

P 

60200 V05 R04 

8902160166* 

50-269 

P 

60300 VOS R05 

8902160171* 

60 269 

P 

60400 VOS R04 

8902160176* 

50-260 

P 

70100 V07R03 

8902210145* 

50-259 

P 

70200 V07 R05 

8902210162* 

50-269 

P 

70300 V07 R03 

8902210204* 

50-259 

P 

70400 V07 R04 

8902210221* 

50-259 

P 

70500 V07 R04 

8902180342* 

50-269 

P 

70600 V07 R05 

6902210232* 

60 250 

P 

70700 V07 R03 

8902210240* 

50-269 

P 

70800 V07 R04 

8902210276* 

60-259 

P 

70900 V07 R03 

8902210279* 

60 259 

P 

71000 VO7n05 

8902210052* 

50-269 

P 

71100 V07 R04 

8902210065* 

50 259 

P 

71200 V07R03 

8902210070* 

50-269 

P 

71300 V07R03 

8902210095* 

50-269 

P 

71400 V07 R03 

6902210038* 

50-269 

P 

71600 V07 HOG 

0902210248* 

50-259 

P 

71600 V07 R05 

0902210270* 

60-259 

P 

71700 V07 R04 

8902210010* 

50-259 

P 

71800 V07R04 

890221 CX)29* 

50 259 

P 

719CI0V07 R05 

B9022 10001* 

60-259 

P 

72000 V07 R03 

8902210003* 

50 259 

P 

72100 V07 R02 

8902210011* 

60-269 

P 

73 

8610820336* 

60 302 

8 

75 

8610820327* 

50 302 

S 

80100 VOS R05 

8902210330* 

50-269 

P 

80200 VOS R08 

8902210308* 

50-269 

P 

80300 V08 R07 

8902210322* 

50-269 

P 

80400 VOS HOG 

8902210327* 

60-269 

P 

80500 V08 R04 

0902210339* 

60-259 

P 

80600 V08 R06 

8002210305* 

60-259 

P 

86 4 

8903280159* 

60-395 

R 

90100 V09 B04 

6902210461* 

60 259 

P 

90400 V09 R02 

8902210432* 

60-269 

P 

99500 V09 R03 

8902210439* 

50-269 

P 

90600 VOS R02 

8902210440* 

50 269 

P 

90700 VOO R02 

8902210449* 

60 259 

P 

OOBOOVOSR02 

8902210464* 

50-259 

P 

00900 VOS R02 

8002210458* 

60-259 

P 

91000 V09 R02 

0902210379* 

50-260 

P 

91 loo VOO R02 

8902210385* 

60-259 

P 

91200 V09 R02 

0902210403* 

50-259 

P 

ANP.09-01 

8903090450* 

60 397 

P 

ANP-89-02 

8903090461* 

60-397 

P 

CEM 327 SOI 

8903130367* 

TOPREP 


CEN-362(BVNP 

COD 042827 ROO 

8903160369* 

60-317 

P 

8903200241* 

60-237 

P 

CR^3 81-10 

8610220328* 

50-302 

S 

CWE-3ai2B 

8903010231 * 

60-237 

P 

CWE-321MFT 

0903010227* 

60-237 

P 

DCM809 R04 

89032400G5* 

60-206 

P 

DOe/ID-10216 VOB 

8903270047* 

60-470 

A 

DOE/H,W*e9T 

0903090396* 

WASTE MGT 


OOE/1.LW-71T 

8903210331* 

WASTE MGT 


DOE/WIPP 89 004 

0903130719* 

71-8216 


DUKE-1-AA12R01 

8903230250* 

TOPREP 


E0E-04-0ia9 

6902270449* 

60 353 

A 

EGG NTA 8244 

8902130331* 

60-295 

P QL-e3-28 

eQG-NTA8287 

8902090324* 

50-445 

A TAG R00405 

EQG-NTA 8326 

B902020412* 

50.295 

P 


359 
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REPORT NUMBER 

ACCESSION SUB- 


OTHER REPORT 
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ER-MEOt R02 

6903220291* 

50 445 

A 

NUREG/CR 5250 V04 

8903010308 

NUREG 


UCID 21517 

ERCI-B/Ba.?6 DR FT 

8903060174* 

60 443 

F 

NUnEG/CR-5250 V05 

8903140041 

NUREG 


UCID-21517 

FC050Z1 ROO 

8903230012* 

50-285 

P 

NUREG/CR-5250 V06 

6903140099 

NUREG 


UCID-21517 

GA-C19576 

8903280257* 

50-26? 

Q 

NUBEG/CR 5250 V07 

0903140119 

NUREG 


UCID 21517 

HCGS RERR.6 

6903200275* 

50-354 

R 

NUREG/CR 5250 V08 

8903140068 

NUREG 


UCID 21517 

WKF^UMTRA-3‘i ROD 

B 902270323* 

WASTE MGT 


NUREG/CR-5202 

6903140089 

NUREG 


PARAMETER IE183 

NDE 69 002 

8903020047* 

50-387 

P 

NUREG/CR 5311 

8903 140164 

NUREG 


EGG-2560 

NEDC^316B1 

8903220001 

TOPREP 


NUREG/CR 6313 

8903080553 

NUREG 


SANDOa 3330 

NEDE 3^559 DRFT 

8903020495* 

70-1308 


NUREG /CR-5320 

8903090048 

NUREG 


ORNL/TM'109e6 

NEOO‘1t209'0M ROB 

8903090243* 

TOPREP 


NUREG/CR-5324 

8903030377 

NUREG 


BNL-NUREG-5216B 

NNWS!/6&-12 

8903140263* 

WASTE MGT 

HtWR 

NUREG/CR 5325 

8903030352 

NUREG 


BNL-NUREG 52189 

NNWSl/e 8‘12 

8903260196* 

WASTE MGT 


NUREG /CR.5328 

890329001 1 

NUREG 


PNL-6793 

HPE 69 001 R02 

8903160245' 

50-387 

P 

NUSCO 165 

8902240075* 

50 213 

P 


NUREG O02D V13 N02 

89032 1-a207 

NUREG 


OP 30500 V03 R01 

8902150414' 

50 259 

P 


NUREG 0090 VII NOS 

8903140231 

NUREG 


OP 31000 V03 R02 

8902150336* 

50-259 

P 


NUREG 0540 VIO N10 

8903030364 

NUREG 


PGE 1015 88 

8903100264 

50 344 

R 


NUREG 0540 VIO Nil 

8003080549 

NUREG 


PMPR 69 5 

0903100230* 

WASTE MGT 


NRC 02 88 005 

NUREG 0540 VIO N12 

0903210193 

NUREG 


PTR 04 ROO 

8903130542* 

50 445 

Q 


NUREG-IOai R05 

6903030290 

NUREG 


R 834486-1 

8903160281* 

50-305 

Q 


NUREG-1137 SOO 

8903140114 

60 424 

E 

RAE-8ai3 1 

8903220360* 

40 6902 



NUREG-lzao 

6903030340 

NUREG 


R1L-160 

8903140564 

ORG 



NUREQ*1232 V02 S01 

B903080538 

50 327 

P 

RPAS SR.a9/O07 

8903130395* 

50 416 

P 


NUREQ-1335 DRFT FC 

8903060176 

NUREG 


SECY B3-500A 

8405180013' 

FOIA 



NUREG-133B 

8903280333 

NUREG 


SECY 06 204 

8807200196 

SECY 



NUREG.1340 

6903080541 

NUREG 


SECY-&9 €10 

8901260312 

SECY 



NUREG.1343 

8903140124 

50 424 

P 

SECY 69 017 

8903090205 

SECY 



NUFlEG-1350 VOl 

6903210223 

NUREG 


SECY 69 027 

8902130352 

SECY 



NUR£G-t3BS 

6003260349 

50-320 

S 

SECY-aa 030 

8902150232 

SECY 



NUREG/BR^OIl? NBO 2 

8903170205 

NUREG 


SECY-a9 036 

0903140385 

SECY 



NUREG/BR-0117 NB8 3 

8903170208 

NUREG 


SECY 89-066 

0903080289 

SECY 



NUREG/BR-0117 N86*4 

8903170202 

NUREG 


SGS RERR.26 

8903210321* 

50 272 

R 


NUREG /CR-2000 V08 N1 

8903140098 

NUREG 

ORNL/NSlC-200 

SIM-1 6-89 

8902230667* 

50-293 

P 


NUREG /CR.2331 V07 N4 

8903090103 

NUREG 

BNL NUREG -51 4 54 

SLI B904 

8903160272* 

50-305 

Q 


NUftEG/CR.23ai V06 N3 

8903090070 

NUREG 

BNL-NUREG 51454 

TR UR 85 225 P SOI 

8903030481 * 

TOPREP 



NUREG/CR-3037 

8903210200 

NUREG 

PNL-4532 

TR-7049C 

8903170058* 

50 282 

Q 


NUREG/CR^4476 

8903080544 

NUREG 

ORNL/TDMC-4 

TR 7070 

8903160263* 

50-305 

Q 


NUREQ/^CR 4496 VOl ER 

8903260316 

NUREG 


TR IRTS 4 R02 

8902270362* 

PROJ 


25176 

NUREG/CR 4496 V02 

8903260351 

NUREG 


TR0B22 R01 

0902240270* 

50 445 

e 


NUREQ^CR-4604 

8903210226 

NUREG 

PNL-5049 

WCAP 12126 

8002280494* 

50-369 

Q 


NUnEG/CR-4639 V6P2ni 

8903090033 

NUREG 

EGG 2458 

WCAP-10444-A ADD 2-A 

8903130428* 

TOPREP 



NUREG/CR 4639 V5P3R1 

0903090022 

NUREG 

EGQ-24B8 

WCAP-10B42 NP-A 

8903230231* 

TOPREP 



NUREG/CB 4639V5P4R1 

8903090032 

NUREG 

EGG-245 B 

WCAP- 11 420 

8903200238* 

50-334 

P 


NUREG/CR.4667 V05 

8903280340 

NUREG 

ANL 6B-32 

WCAP-11492 ROt 

8903010134* 

50 280 

P 


NUREQ/CR 4792 VOl 

6903280347 

NUREG 

UCID 20914 

WCAP-11803 

8903200427* 

50-244 

P 


NUREG/CR 4792 V02 

8903280308 

NUREG 

UCID-20gi4 

WCAP-11939 

8903030330* 

50-400 

P 


NUREG/CH 4B49 VOl 

8903 280277 

NUREG 

PNL-5a68 

WCAP-11986 

8903090190* 

50-344 

P 


NUREG/CR 4849 V02 

8903280261 

NUREG 

PNL 5868 

WCAP- 11993 

8903100050* 

TOPREP 



NUREG/CR^5030 

8603090145 

NUREG 


wcAP-izoao 

690224020B* 

50 305 

P 


NUREQ/CR 5042 S02 

690306002S 

NUREG 

UC1D-21223 

WCAP-12092 

8903090195* 

50.344 

P 


NUREG/CR.5046 

8903030367 

NUREG 

SANDB7-2ie3 

WCAP-12094 SOI 

8903020440* 

50-412 

P 


NUREG/CR.5069 

8903030322 

NUREG 

LA-liaOB-MS 

WCAP-12149 

8002270300* 

50 206 

P 


NUREQ/CR.5100 

6903280361 

NUREG 


WCAP'12152 

8903140071* 

50-443 

P 


NUREG/CR-6112 

6903280339 

NUREG 

EGG.2638 

WCAP- 121 59 

8903210374* 

TOPREP 



NUREG /CR-51 15 

8903280321 

NUREG 

ANt 88-42 

WCAP- 12159 DRFT 

8903150074* 

TOPREP 



NUREG/CR.5116 

6903140138 

NUREG 

ANL 88-43 

WCAP-12172 

8903240030* 

50-446 

A 


NUREG /CR-51 24 

8903140208 

NUREG 

BNL-NUREQ-52141 

WCAP.12176 

8903100402* 

50 304 

P 


NUREQ/CR-5143 

8903280050 

NUREG 


WCAP- 12177 

8902270619* 

TOPREP 



NUREG/CR-5197 ERR 

8903030295 

NUREG 

EGG-264e 

WCAP- 12205 

8903220034* 

TOPREP 



NUREG/CR*5234 

B903060040 

NUREG 

PNL 6668 

WNEP 8909 ROO 

8903150133* 

50-361 

P 


NUREG/ CR’5250 VOl 

8903030423 

NUREG 

UCID? 151 7 

WPPSS.EANF.124 

8903090455* 

50-397 

P 


NUREG/CR 5250 V02 

8903030304 

NUREG 

UCID 21517 

WVDP/89AR 

8903020219 

PROJ 


25224 

NUREQ/CR-5260VO3 

8903030348 

NUREG 

UCID 21517 

XCP 01-003 

8902280474* 

50-325 

Q 

98 701.0006 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
Is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
Information within that docket; for example, 60-320P. 
The docket subject categories are defined in Appen- 
dix A. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


B106250012 

8903100383 

89/03/03 

50 142 

F 

8309210^196 

8903200301 

89/03/10 

50-203 

F 

B405180013 

6903150185 

09/03/03 

FOIA 


0606260084 

8606200079 

86/06/20 

50-300 

P 

6608160413 

8608280084 

86/06/26 

50 410 

E 

0609040120 

8609040117 

86/08/21 

50-327 

Q 

0609040125 

0609040117 

D6/0Q/21 

60 327 

0 

0610080045 

8610080034 

88/09/30 

50 341 

P 

8610220327 

8610070399 

66/09/26 

60 302 

S 

0610220328 

8610070399 

86/09/26 

50-302 

s 

8610220335 

6610070399 

86/09/26 

60 302 

s 

0610220338 

8610070399 

86/09/28 

50-302 

s 

8610220344 

6610070309 

86/09/26 

60 302 

s 

6610270105 

8010270099 

86/10/16 

60-255 

p 

8610270107 

8610270099 

86/10/16 

50 265 

p 

0610270368 

8010270362 

86/10/17 

$0-300 

p 

8611050385 

8611050376 

86/10/30 

50 213 

p 

6611050392 

8611050376 

66/10/30 

50-213 

p 

8611070224 

8611070180 

86/10/31 

60-255 

K 

8611120219 

8611120209 

86/11/00 

50-336 

P 

8611120229 

8611120209 

86/11/08 

50-338 

P 

0611100253 

8011160260 

86/11/13 

50 316 

P 

0612030726 

8612030721 

80/11/25 

50-364 

P 

8612040344 

8612040323 

86/11/21 

50 424 

E 

6612040360 

8012040323 

86/11/21 

50-424 

E 

8804210387 

0903100193 

89/02/17 

ACRS 


8B05170115 

0005160121 

88/05/05 

TOPREP 


8806290287 

8903100193 

89/02/17 

ACRS 


0610130013 

8903140236 

89/03/00 

60 220 

F 

8810250001 

8903230405 

89/03/21 

FOIA 


0901060196 

B903100193 

89/02/17 

ACRS 


0901260132 

8901260129 

09/01/17 

50-317 

U 

8902020304 

8903060166 

89/02/02 

60 443 

F 

6D02020381 

6902280303 

80/02/13 

50-263 

P 

8902020412 

8903100440 

89/02/28 

50-295 

P 

8902090266 

6003230464 

89/02/27 

50-346 

P 

8902090324 

8902240200 

09/02/06 

SO 445 

A 

8902130331 

8903060179 

89/02/27 

60-295 

P 

8902140276 

0002140261 

89/02/00 

50-260 

P 

8902140290 

8902140261 

89/02/06 

60-259 

P 

6902140329 

8902140261 

69/02/06 

50-259 

P 

8902140334 

8902140261 

89/02/06 

50-269 

P 

8902140338 

0902140261 

89/02/00 

50-269 

P 

6902140345 

8902140261 

69/02/06 

50 259 

P 

8902140349 

8902140261 

89/02/06 

50-269 

P 

0902140352 

6902140261 

89/02/00 

50-259 

P 

8902140357 

8902140261 

89/02/06 

60-259 

P 

8902140366 

6902140261 

09/02/06 

60-259 

P 

8902140376 

8902140261 

09/02/06 

50-259 

P 

8902140381 

89D21 40261 

89/02/06 

50-259 

P 

8902140388 

8902140261 

89/02/06 

60-259 

P 

8902140401 

8902140261 

89/02/06 

50-269 

P 

0902140412 

B902140261 

89/02/06 

50-259 

P 

8902140414 

8902140261 

89/02/06 

50-259 

P 

8902140420 

8902140261 

89/02/06 

50-269 

P 

8902140425 

8902140261 

89/02/06 

50-250 

P 

8902140435 

8902140261 

89/02/06 

50 2B9 

P 

8902140450 

8902140261 

89/02/06 

50-269 

P 

8902140472 

0902140261 

89/02/06 

50 259 

P 

8902140474 

8902140261 

89/02/06 

50-269 

P 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



document 

ISSUED 

CATEGORY 


6902140403 

8902140261 

00/02/06 

50 259 

P 

8002140494 

0902140261 

80/02/06 

50 259 

P 

6902160009 

8902140201 

69/02/06 

50 259 

P 

8002150023 

6902140261 

00/02/06 

50 259 

P 

6902150038 

8902140281 

89/02/06 

50-259 

P 

8902150050 

8902140261 

89/02/06 

50-259 

P 

8902150057 

8002140261 

B9/02/06 

60-269 

P 

6002150064 

8902140261 

00/02/06 

50-259 

P 

8902160071 

B002 140281 

69/02/06 

50-259 

P 

6002150081 

0902140261 

89/02/06 

50-259 

P 

8902150059 

6902140261 

89/02/06 

60 259 

P 

6902160094 

8902U0261 

89/02/06 

50 269 

P 

8002150104 

0902140261 

69/02/08 

50 259 

P 

8902150112 

8002140281 

89/02/06 

BO-259 

P 

8002150121 

6902140201 

Q9/02/06 

50 259 

P 

8902150125 

8902140261 

00/02/06 

$0 259 

P 

8002150130 

6902140261 

89/02/06 

60 259 

P 

QD021 60182 

8902140261 

89/02/00 

50-259 

P 

8602150193 

8902140261 

8D/02/06 

50-259 

P 

8902150197 

8902140261 

B9/02/06 

50-250 

P 

8902150204 

8902140261 

69/02/06 

60-259 

P 

8902150214 

8902140261 

69/02/08 

50-259 

P 

89021 B0218 

0902140261 

89/02/06 

50 259 

P 

8002180226 

8002140231 

89/02/06 

SO 259 

P 

6902160249 

8D02 140261 

89/02/06 

50 950 

P 

9602150276 

8602140261 

89/02/06 

50-259 

P 

9902160286 

8002140201 

09/02/06 

50 259 

P 

8902150338 

89 02 140261 

09/02/06 

50 259 

P 

6902150350 

8002140261 

09/02/06 

50 259 

P 

8002150360 

8902140261 

89/02/06 

50 259 

P 

6902150366 

0002140261 

00/02/06 

50-259 

P 

8602150305 

6902140261 

80/02/06 

60-259 

P 

80021 S0392 

8902140261 

00/02/08 

50-259 

P 

0902150401 

6902140261 

89/02/ 06 

60-269 

P 

8902150406 

8902140261 

89/02/06 

50-259 

P 

0902150414 

6902140261 

69/02/06 

50^259 

P 

8902150418 

80021 4 0261 

89/02/00 

50 250 

P 

6902160430 

8902140261 

09/02/06 

60-259 

P 

8902160436 

8902140261 

89/02/06 

50 259 

P 

B9021 80453 

8002140261 

09/02/06 

50 2B9 

P 

6902160464 

8002140261 

69/02/06 

50-259 

P 

8902150473 

8902140261 

09/02/06 

50 259 

P 

89021S047D 

0902140261 

09/02/06 

50 259 

P 

6902169483 

8902140261 

86/02/06 

50 259 

P 

8902150532 

0903020600 

09/02/10 

60-454 

R 

6902160161 

6902140261 

69/02/08 

50-259 

P 

8902160166 

8902140261 

89/02/06 

50-259 

P 

6902160171 

8902140261 

80/02/06 

60-250 

P 

8902160176 

8902140261 

09/02/00 

50-259 

P 

6902160342 

8902140261 

89/02/00 

50 258 

P 

8002170071 

6903100039 

89/03/01 

REVIEW GR 

P 

6902210001 

0002140261 

09/02/06 

60 250 

P 

6902210003 

0902 140201 

09/02/06 

50 250 

P 

6902210011 

8902140261 

89/02/06 

50-259 

P 

8902210018 

6902140201 

89/02/06 

SO 259 

P 

8902210029 

6Q021 40201 

09/02/06 

SO 259 

P 

6902210038 

8902140261 

89/02/06 

60*259 

P 

8902210052 

6902140261 

09/02/08 

60-259 

P 

8902210065 

8902140261 

89/02/06 

50-259 

P 

8902210070 

8902140261 

89/02/00 

50-259 

P 
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DOCUMENT 

ISSUED 
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890^210095 

8902140261 

89/02706 

50*259 

P 

6902240427 

6902240422 

89/02/10 

50 263 

8902210145 

8902140261 

00/02/06 

60-259 

P 

0902240488 

8902270002 

80/02/17 

50 344 

8902210162 

8902140261 

89/02/06 

50-259 

P 

8902270010 

8902270007 

89/02/15 

50 2B5 

8902210204 

8902140261 

89/02/06 

50-259 

P 

8902270098 

8902270092 

89/02/17 

50 344 

6902210210 

B9 022 10205 

89/02/07 

50-352 

P 

8902270101 

8902270081 

89/02/16 

50 416 

8902210221 

8Q02140261 

89/02/06 

50-259 

P 

8902270114 

8902270107 

89/02/10 

50 400 

8902210232 

8902140261 

89/02/06 

50-259 

P 

8902270121 

8902270120 

89/02/13 

50 416 

8902210240 

8902140261 

89/02/06 

so 259 

P 

8902270126 

8902270120 

09/02/13 

50 416 

8902210248 

8902140261 

89/02/06 

50 259 

P 

0902270130 

8902270130 

89/02/13 

50 259 

8902210270 

8902140261 

89/02/06 

50 259 

P 

B902270164 

8902270149 

89/02/13 

50 259 

8902210276 

6902140261 

09/02/06 

50 250 

P 

6902270191 

8902270181 

89/02/14 

50-20 

8902210279 

8902140261 

09/02/06 

50 259 

P 

8902270192 

8902270186 

89/02/0/ 

50-424 

6902210305 

6902140261 

89/02/06 

50 259 

P 

8902270193 

8902270181 

89/02/14 

50-20 

8902210308 

8902140261 

89/02/06 

50-259 

P 

8902270199 

8902270195 

89/02/10 

50-2G9 

8902210322 

8902140261 

89/02/06 

50-259 

P 

8902270202 

8902270181 

89/02/14 

50 20 

8902210327 

6902140261 

69/02/06 

so 259 

P 

8902270204 

89022 701 B1 

89/02/14 

50 20 

8902210330 

6902140261 

09/02/06 

50 259 

P 

8902270206 

8902270201 

09/02/07 

50 4B2 

8902210339 

8902140261 

09/02/06 

50 259 

P 

8902270207 

8902270181 

89/02/14 

50-20 

8902210379 

8902140261 

89/02/06 

50 259 

P 

B9D2270210 

8902270101 

89/02/14 

50-20 

8902210385 

8902140261 

89/02/06 

50 259 

P 

6902270211 

0902270181 

89/02/14 

50-20 

8902210403 

8902140261 

89/02/06 

50 259 

P 

8902270253 

8902270250 

06/03/10 

50-327 

8902210432 

6902 H 0261 

B 9/02/06 

50 259 

P 

8902270256 

8902270235 

89/02/07 

TOPREP 

8902210430 

6902140261 

69/02/06 

50-259 

P 

8902270263 

890227027B 

89/02/14 

50 285 

8902210440 

8902140261 

09/02/06 

BO 250 

P 

8902270288 

8902270270 

89/02/14 

50 285 

09022 10449 

8902140261 

89/02/06 

50 259 

P 

8902270289 

0902270201 

89/01/31 

50 206 

6902210454 

8002140261 

89/02/06 

50 259 

P 

8902270290 

8902270190 

89/02/21 

WASTE MGT 

8902210458 

0902140281 

89/02/06 

50 259 

P 

8902270295 

8902270291 

89/02/17 

50 206 

8902210461 

6902140261 

89/02/06 

50 259 

P 

8902270296 

0902270293 

89/02/16 

50-302 

8902230101 

6902230092 

69/02/13 

50 333 

P 

8902270302 

8902270293 

89/02/16 

50-302 

8902230106 

6902230092 

89/02/13 

50 333 

P 

6902270303 

8902270291 

89/02/17 

50-205 

8902230126 

8002230121 

69/02/16 

50 423 

0 

8902270309 

0902270291 

89/02/17 

50-206 

6902230188 

8902230182 

09/02/14 

50 440 

R 

8902270312 

8902270306 

89/02/21 

71-667 

6902230273 

8902230267 

80/02/10 

50-316 

P 

8902270323 

8902270313 

89/02/24 

WASTE MGT 

8002230208 

8902230294 

89/02/14 

50-318 

P 

8902270325 

8902270321 

89/02/21 

71-668 

8602230299 

6902230288 

89/02/13 

50 320 

P 

8902270328 

0902270324 

89/02/14 

60 483 

6902230313 

6902230254 

89/02/10 

50 4 56 

P 

8902270332 

0902270324 

89/02/14 

50 4B3 

8902230324 

8902230320 

89/02/07 

XPORTtIC 


8902270341 

6902270337 

89/02/17 

60-269 

6902230346 

8902230339 

69/02/15 

50 293 

P 

8902270362 

6902270299 

89/02/08 

PROJ 

8902230395 

8902230392 

09/02/15 

50 409 

P 

8902270372 

8902270367 

69/02/10 

60-361 

8902230443 

8902230435 

69/02/15 

50-333 

Q 

8902270378 

8902270374 

89/02/21 

50-254 

8902230467 

8902230462 

89/02/15 

50 286 

Q 

8902270379 

8901120160 

86/04/28 

50 413 

6902230511 

8002230480 

89/01/09 

CONTRACT 


8902270380 

8902270373 

69/02/24 

WASTE MGT 

0902230515 

8902230509 

89/02/15 

50 416 

P 

6902270366 

8902270373 

69/02/24 

WASTE MGT 

8902230516 

8902230509 

69/02/15 

50 416 

P 

8902270387 

8902270376 

89/02/16 

50 269 

8902230522 

8902230519 

89/02/08 

50-498 

P 

8902270390 

8902270376 

89/02/16 

50 269 

8902230534 

8992230526 

89/02/15 

50-210 

Q 

8902270404 

8902270403 

89/02/16 

50 361 

6902230535 

8902230504 

69/02/09 

50-302 

Q 

8902270411 

8902270409 

89/02/16 

50-361 

6902230542 

6902230628 

89/02/15 

50-219 

Q 

8902270413 

8902270408 

89/02/15 

50-327 

8002230546 

8902230541 

89/02/21 

71-9160 


6902270416 

8902270414 

80/02/10 

50 424 

8902230565 

8902230559 

89/02/10 

50-369 

P 

8902270418 

8002270414 

89/02/10 

50 424 

8902230567 

S902230568 

89/02/08 

50-245 

H 

8902270435 

0902270430 

89/02/21 

50 312 

8002230606 

8902230617 

89/02/13 

WASTE MGT 


8902270449 

B902270446 

09/02/17 

60-353 

6902230635 

8902230631 

89/02/15 

71-9224 


8902270455 

8902270454 

69/02/16 

50 338 

6902230648 

8902230642 

89/02/15 

50-309 

P 

8902270462 

0902270459 

89/02/08 

50-276 

8902230067 

6902230662 

89/02/13 

50-293 

P 

8902270469 

8902270468 

89/02/10 

60 275 

8902230670 

8902230668 

89/02/17 

50-333 

P 

8902270470 

6902270461 

69/02/16 

60 397 

B902230672 

8902230668 

89/02/17 

50-333 

P 

8902270476 

8902270457 

89/02/14 

50-498 

0902240028 

8902240026 

89/02/10 

71-670 


8902270487 

8902270478 

69/02/16 

50-324 

8902240058 

8902240052 

89/02/17 

60-210 

Q 

8902270494 

6902270491 

69/02/15 

50-250 

8902240065 

6902240063 

89/02/14 

WASTE MGT 


8902270498 

8902270492 

89/02/16 

50-321 

8902240067 

8902240063 

89/02/14 

WASTE MGT 


8902270511 

0902270502 

89/02/16 

50-361 

8902240069 

6902240064 

59/01/23 

CONTRACT 


8902270524 

8002270519 

89/02/16 

50-265 

8902240076 

8902240074 

89/02/17 

50-213 

P 

8902270541 

6902270534 

89/02/16 

50-361 

8902240113 

0902240110 

89/01/10 

CONTRACT 


8902270616 

0902270614 

89/02/21 

TOPREP 

8902240131 

6902240126 

89/02/21 

50-327 

Q 

8902270619 

8902270614 

89/02/21 

TOPREP 

8902240132 

8902240127 

69/02/15 

50-155 

P 

6902270623 

8902270615 

89/02/15 

50-330 

8902240134 

8902240127 

89/02/15 

50-155 

P 

6902270627 

6902280082 

89/02/14 

50-317 

B902240142 

8902240141 

69/02/17 

50-237 

P 

6902270626 

8902270615 

89/02/15 

50-330 

8902240151 

8902240147 

69/02/17 

50-454 

P 

B902270634 

8902270626 

89/02/09 

50 424 

8902240154 

8902240149 

69/02/13 

50-20 

P 

6902270683 

8902270679 

89/02/13 

70-143 

8902240158 

6902230690 

69/02/01 

27-48 


6902280017 

8902270044 

89/02/17 

50 320 

8002240167 

6902240101 

69/02/15 

50-266 

P 

8902280018 

8902270644 

89/02/17 

50 320 

8902240195 

6902240191 

89/02/15 

50*29 

Q 

8902280026 

8902200024 

09/02/10 

50-206 

8902240208 

8902240207 

89/02/17 

50-305 

P 

8902280031 

8902270664 

89/02/07 

WASTE MGT 

8902240211 

8902240143 

89/02/02 

71-542 


8902280037 

8902280024 

89/02/10 

50-206 

8902240235 

8902240233 

89/02/17 

50-373 

P 

8902280041 

8902280036 

89/02/14 

50-261 

6902240248 

8902240243 

69/02/16 

50-267 

P 

8902260046 

8902260036 

89/02/14 

60-281 

6902240260 

8902240256 

89/02/13 

60-267 

P 

8902280053 

8902280045 

89/02/10 

50-344 

8902240278 

6002240182 

09/02/17 

50-445 

E 

8902280054 

8902260046 

89/02/10 

50-206 

8902240295 

6902240292 

89/02/15 

50-331 

R 

8902280056 

8902260045 

89/02/10 

50-344 

8902240299 

6902240292 

89/02/15 

50-331 

R 

8902280093 

8902260066 

89/02/22 

50-295 

8902240326 

6902240323 

89/02/15 

60-324 

P 

8902280100 

6002280096 

89/02/10 

50-416 

6002240331 

0902240328 

89/02/15 

50 312 

R 

6602260101 

8902260246 

89/02/22 

50-458 

6902240332 

8902240328 

89/02/15 

50-312 

R 

8902280103 

8902260092 

89/02/16 

50-397 

8902240376 

8003020100 

69/02/15 

50 369 

R 

8902280110 

B902260092 

89/02/16 

50-397 

8902240393 

0902240388 

89/02/16 

50-186 

P 

8902280127 

8902260124 

89/02/18 

50-327 

8902240395 

8902240386 

89/02/16 

50-186 

P 

6902280135 

8902260126 

89/02/21 

50-317 
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a9D2280^63 

B902280157 

89/02/00 

50 322 

Q 

a9022aOl70 

69022B0140 

89/02/09 

50 528 

O 

Q90220022'1 

0902280219 

09/02/01 

40 0004 


0902280234 

BB11 160179 

80/11/04 

REVIEW GR 

P 

0902200238 

8902280235 

89/02/24 

/I 670 


B9022B0240 

8902280236 

09/02/17 

40 8502 


0902280242 

8002280219 

89/02/01 

40 B0B4 


3902200244 

8902280241 

B9/02/20 

50 416 

P 

39022B025Q 

0902200248 

89/02/22 

50 237 

Q 

3902200259 

89022B0253 

89/02/23 

XPORTLIC 


3902200262 

8902280261 

00/02/08 

40 8102 


3902260266 

0902280253 

89/02/23 

XPORTLIC 


39022G0276 

8902200273 

89/02/17 

40 0902 


8902280277 

8902280273 

89/02/17 

40^8902 


B9O22B0203 

8002280279 

89/02/17 

50 205 

0 

8902280287 

8902200279 

09/02/17 

50 285 

Q 

69022B0305 

0902280301 

89/02/ 1 5 

50 135 

O 

690226031 1 

0902280310 

09/02/17 

50 40D 

P 

8902280319 

8902280317 

69/02/21 

50 286 

P 

8902280326 

0902280321 

09/02/17 

70 1201 


6902260327 

8902200325 

09/02/16 

50 324 

P 

8’3(}22d0329 

8902280321 

89/02/17 

70 1201 


8902280334 

0902280320 

89/02/16 

50 450 

O 

8902260360 

8902200350 

89/02/17 

50 313 

Q 

8902200364 

0902280357 

89/02/21 

50 313 

0 

0902260305 

0902200301 

09/02/14 

50 2/5 

Q 

0902200394 

8902200391 

89/01/30 

40 0084 


0SD220O397 

0902200391 

09/01/30 

49 8084 


0902260400 

8902200395 

89/02/06 

XPORTl 1C 


Q90228Q409 

8902280405 

89/02/17 

50 3B2 

0 

8S02280410 

8902200405 

89/02/17 

50 382 

Q 

B9022D0413 

0902200398 

09/02/14 

50 307 

Q 

B9O22Q0421 

0902200419 

80/02/23 

50 369 

P 

6902260434 

8902280431 

89/02/23 

50 330 

P 

8902280435 

8002280337 

89/02/23 

50 339 

P 

6902280437 

8902200430 

00/02/22 

50 200 

P 

£902260451 

0902280444 

89/02/17 

40 8057 


6902280453 

0902200444 

09/02/17 

40 8057 


6902200461 

8904050453 

89/03/30 

50 344 

P 

£902200474 

0902280369 

89/02/20 

50 325 

Q 

8902280486 

0902200476 

00/02/20 

50 360 

O 

8902260494 

8002280476 

09/02/20 

50 3C9 

Q 

8902280499 

OG022Q0489 

09/02/22 

50 400 

P 

090220061 1 

8902280500 

00/02/14 

50 259 

Q 

B90228Q520 

0902200513 

09/02/15 

50 290 

P 

89D220D523 

0902280516 

89/02/17 

50 395 

0 

0902260530 

8903010039 

09/02/15 

50 247 

R 

6902280540 

0902200539 

89/02/24 

XPORTLIC 


SD022B054B 

8002200546 

08/12/23 

50 352 

V 

6902280550 

8902200549 

09/02/06 

50 312 

Q 

6902280553 

8902280552 

89/02/14 

50 244 

Q 

6903010003 

0903010002 

09/02/15 

50 461 

Q 

8903010004 

8903010002 

09/02/15 

50 461 

0 

8903010012 

O0O3O1ODOU 

09/02/16 

50 331 

Q 

£903010017 

6903010014 

09/02/10 

50 331 

Q 

8003010024 

8903010022 

09/02/17 

50 341 

Q 

8903010042 

8903010030 

89/02/15 

50-247 

R 

B903Q10044 

0903010037 

09/02/24 

60 322 

T 

6903010051 

8003010041 

09/02/23 

50 445 

Q 

8903010061 

8903010053 

09/02/20 

50 320 

Q 

£903010064 

8903010037 

80/02/24 

50 322 

T 

8903010070 

0903010053 

80/02/20 

50 320 

G 

8903010073 

B003010037 

89/02/24 

50 322 

T 

09D3O1OOD5 

8903010078 

60/02/14 

50 443 

Q 

8903010091 

0003010053 

09/02/20 

SO 320 

Q 

Q903010093 

6903010087 

69/02/23 

50 315 

P 

8903010096 

0903010007 

09/02/23 

50 315 

P 

0903010102 

8003010099 

89/02/23 

50 320 

P 

8903010105 

8903010103 

09/02/10 

70-36 


B903010107 

8903010053 

09/02/20 

60*320 

G 

8003010110 

8903010037 

09/02/24 

50-322 

T 

0903010117 

8903010037 

09/02/24 

50-322 

T 

£0030101 IB 

8903010112 

89/02/16 

CONTRACT 


6903010120 

8903010116 

09/02/21 

50-335 

P 

8903010124 

8903010121 

89/02/20 

50 280 

P 

8903010129 

8902230500 

09/01/10 

WASTE MQT 


8903010134 

8903010121 

89/02/20 

50 280 

P 

0903010147 

0903010126 

80/02/15 

59 316 

Q 

8903010150 

8903010145 

00/02/21 

50 29B 

P 

B903010152 

8903010145 

89/02/21 

50 200 

P 

8903010163 

0903010150 

09/02/22 

50 416 

P 

09030)0169 

6903010164 

89/02/16 

50 244 

P 

8903010172 

8903010164 

89/02/16 

BO 244 

P 

B903D10183 

8903010180 

89/02/25 

60 424 

P 

8903010186 

8903010177 

80/02/22 

FOIA 


0903010195 

8903010192 

89/02/21 

50 285 

P 

8903010200 

8903010197 

89/02/22 

60 424 

O 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8903010209 

8903010201 

09/02/24 

XPORTLIC 

0903010217 

6903010213 

89/02/14 

50 601 

8903010216 

£903010210 

80/07/22 

50-327 

6903010221 

8903010216 

09/02/16 

50 244 

8903010223 

8903010210 

8B/07/22 

50 327 

8903010226 

8903010224 

89/02/02 

50 237 

6903010227 

8903010224 

09/02/02 

50 237 

8903010231 

8903010224 

89/02/02 

50-237 

89 0301 0236 

8903010230 

89/02/22 

50 254 

6903010230 

6903010213 

69/02/14 

59 601 

8903010244 

8903010239 

89/02/16 

50 220 

6903010247 

0003010213 

89/02/14 

50 601 

8803010256 

6903010255 

£9/02/23 

QA909 

8903010266 

0903010263 

£9/02/14 

40 6102 

83(13010267 

8903010211 

69/02/22 

50 237 

8903010269 

8903010265 

69/02/22 

50 352 

090301027a 

8903010273 

89/02/09 

50 213 

8903010290 

6903019287 

69/02/24 

50 321 

0003010291 

8903010287 

89/02/24 

50 321 

6903010302 

8903010296 

89/02/21 

50-458 

6003010104 

6903010303 

69/02/14 

50-313 

6903019313 

8903010310 

89/02/17 

50-205 

0903010314 

B903O1O312 

£9/02/18 

50 425 

6903010316 

8903010311 

89/02/23 

50-294 

6903010322 

0903010320 

89/02/10 

50-425 

6903010324 

6903010321 

09/02/24 

50 461 

0903010350 

8903010341 

80/02/16 

50-361 

G9Q301O361 

6903010358 

89/02/16 

50 361 

6903010392 

8903010374 

69/02/22 

50 254 

6903010407 

8903010364 

09/02/27 

WASTE MGT 

8903010417 

8903010364 

69/02/27 

WASTE MGT 

8903010421 

8903016374 

69/02/22 

5Q.254 

690302Q047 

6903020044 

£9/02/24 

59 367 

8903020072 

6903020056 

69/02/22 

50 603 

6903020079 

8903020056 

89/02/22 

50 603 

0903020080 

0903020074 

69/02/17 

59 302 

0903020065 

8903020074 

89/02/17 

50 302 

8903020115 

8903020104 

69/02/22 

70 022 

0903020120 

6903020104 

89/02/22 

70 622 

0903020124 

8903020104 

69/02/22 

70 G22 

8003020149 

6903020145 

69/02/14 

50 482 

8903020150 

8903020145 

£9/02/14 

50-482 

6903020174 

0003020155 

89/02/13 

50-336 

0903020202 

8903020193 

89/02/14 

50-324 

6903020240 

£903020160 

00/02/15 

50-369 

6903020269 

£90302.0111 

89/02/14 

50-369 

8903020203 

89030201 1 1 

09/02/14 

50-369 

6003020327 

£903020322 

09/02/22 

50 445 

6903020329 

8903020322 

B9/02/22 

50.445 

0903020429 

00030204 18 

69/02/24 

50 412 

6003020440 

8903020416 

80/02/24 

50412 

8903020472 

0003020470 

69/02/27 

50 370 

6903020474 

0003020470 

89/02/27 

50.370 

8003020486 

0903020-460 

69/02/21 

59 346 

6903020^07 

6903020480 

89/92/21 

50 346 

8903020488 

6903020462 

69/02/22 

so 220 

8003020495 

6603020362 

89/02/1/ 

70-1300 

8003020532 

6903020530 

00/02/22 

50-219 

6003020625 

6903020600 

80/02/10 

50 454 

000302 0G27 

8903020626 

89/02/23 

50-327 

0903920697 

6903020600 

89/02/06 

40 0002 

0003020700 

8003020690 

60/02/08 

40-8902 

0903020701 

6903020609 

09/02/10 

60 301 

6003030002 

8903030001 

60/02/17 

50 352 

6903930005 

B9O3O30DD4 

69/02/22 

TOPREP 

8003030011 

8903020574 

6D/02/22 

50 320 

£003030012 

8903030010 

89/02/23 

50 259 

6903030025 

8003060012 

89/02/16 

50 361 

£903030051 

8003030049 

89/02/20 

60 324 

8003030062 

6903030916 

£0/02/23 

50.461 

£903030074 

6003030971 

69/02/10 

50 344 

8903030077 

6903030971 

£0/92/10 

50 344 

0003030082 

£003930079 

69/02/24 

50 416 

8003030007 

8903030037 

89/02/24 

60-266 

6003030124 

B69303(}004 

89/02/22 

TOPREP 

0903030196 

8993030173 

89/03/01 

WASTE MQT 

0903030210 

£903030218 

09/03/02 

50-446 

6903030246 

£993030240 

69/02/22 

50 461 

6003030246 

£903030240 

60/02/22 

60 461 

£903030263 

6903030259 

09/02/23 

50-324 

8903030265 

£903030257 

60/02/23 

60.203 

6903030260 

£003030254 

89/02/23 

50 203 

8903030273 

£003030264 

60/02/23 

80.203 

B903030261 

6903030272 

89/02/29 

59 313 

00030302fi3 

£903030264 

69/02/23 

50-293 

£903030291 

0903030289 

£9/02/22 

60 397 

8903030293 

8003030264 

69/02/23 

50 293 
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accession number accession number 


ENCLOSUflE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

0903030296 

6903030280 

89/02/22 

5O‘307 

P 

6903070039 

8903070035 

B9/02/17 

50-309 

Q 

8903030301 

8903030294 

80/02/21 

CONTRACT 


8903070043 

8903070042 

B9/02/23 

50-315 

Q 

0903030303 

6903030254 

09/02/23 

50-293 

P 

8903070051 

8903070049 

89/02/21 

50-461 

P 

8903030306 

6903030254 

09/02/23 

50-293 

Q 

8903070054 

8903070052 

89/02/17 

50-322 

V 

8903030314 

6903030254 

09/02/23 

50-293 

P 

6903070056 

8903070052 

89/02/17 

60-322 

V 

090303031 5 

69030302S7 

69/02/23 

50-293 

P 

8903070066 

8903070064 

89/02/21 

50-220 

Q 

8903030320 

6903030264 

B9/02/23 

50-293 

P 

8903070075 

8902280181 

89/02/20 

WASTE MGT 


B903030324 

6903030254 

B9/02/23 

50-293 

P 

6903070085 

8903070083 

89/02/22 

50-247 

Q 

890303032? 

6903030317 

69/02/22 

50-400 

P 

8903070138 

8903070131 

89/02/28 

XPORTLIC 


B903030320 

6903030254 

B9/02/2S 

50-293 

P 

B903070147 

8903070144 

89/02/21 

50-461 

P 

8903030330 

6903030317 

89/02/22 

50-400 

P 

8903070214 

8903160435 

89/03/02 

REVIEW GR 

P 

8903030334 

6903030254 

89/02/23 

50-293 

P 

8903080000 

8903060117 

89/01/25 

40-8768 


B903030350 

8903030347 

89/02/ 13 

70-143 


8903080009 

8903060117 

89/01/25 

40-8768 


8903030385 

6903030362 

69/02/23 

50-443 

Q 

B903080017 

8903080010 

89/02/26 

50-369 

P 

8903030393 

6903030361 

69/02/21 

50-482 

P 

8903080020 

8903080012 

89/02/16 

50-206 

Q 

890303039? 

8903030361 

B9/02/21 

50-482 

P 

8003080021 

8903080019 

89/02/27 

50-155 

Q 

8903030411 

8903030408 

89/02/27 

50-298 

Q 

8903080022 

8903080012 

89/02/16 

50 206 

Q 

8903030414 

8903030408 

B9/02/27 

50-298 

Q 

8903080032 

8903080028 

80/02/24 

60 244 

P 

8903030419 

8902280500 

69/02/14 

50-269 

Q 

0903080033 

6903080028 

69/02/24 

50 244 

P 

8903030434 

8903030420 

89/02/28 

50-425 

M 

8903080043 

8903080040 

00/02/27 

60 288 

P 

8903030443 

8903030420 

89/02/28 

50-426 

M 

09O3OBOO46 

6903080041 

09/02/28 

TOPREP 


8903030468 

8903030464 

89/03/02 

WASTE MGT 


8903080049 

8903080028 

69/02/24 

60 244 

P 

8903030475 

8903030464 

89/03/02 

WASTE MGT 


8903080050 

8903080045 

09/02/23 

PR 


8903030481 

8605160121 

88/05/05 

TOPREP 


8903080054 

89030B0052 

89/02/28 

40 8724 


8903030482 

0903030469 

89/02/08 

40-8102 


8903060057 

8903080026 

89/02/28 

50 526 

P 

8903030489 

8903030483 

89/02/16 

70-1100 


8903080078 

8903080074 

B9/02/27 

50-315 

Q 

8903030504 

8903030500 

89/02/16 

60-397 

Q 

86030B0100 

8903070007 

89/02/24 

50-333 

P 

8903030513 

8903030510 

69/02/28 

50-455 

Q 

8903060120 

8903080116 

89/02/22 

60-425 

Q 

8003060010 

8903060007 

89/02/23 

50-317 

U 

8903080140 

8903080134 

89/02/14 

50-344 

0 

890306001 1 

0903030467 

89/02/07 

CONTRACT 


8903080159 

8903080156 

89/02/24 

50-260 

P 

8003060012 

6903060006 

89/02/16 

50*146 

Q 

8903080161 

8903080075 

89/02/28 

50-255 

R 

8903060014 

8903130213 

89/03/01 

60-260 

H 

6903080164 

8903080075 

89/02/28 

50-255 

R 

8903060030 

8903060027 

09/02/23 

ORG 


8903080176 

8903080060 

89/02/28 

50-155 

R 

8903060052 

6903060042 

89/02/16 

ORG 


8903080179 

6903080060 

89/02/28 

60-155 

R 

8903060059 

8903060057 

89/02/17 

40-0905 


8903080180 

8903080182 

80/02/22 

60-321 

P 

8903060060 

8903060057 

89/02/17 

40-0905 


8903080191 

8903080107 

89/02/28 

50-440 

Q 

8903060064 

8903060055 

89/02/08 

40-2259 


8903080105 

8903080192 

69/02/14 

50-368 

P 

8903060069 

8903060055 

89/02/08 

40-2269 


8903080198 

8903080188 

89/02/15 

50-312 

V 

8903060072 

8903060066 

89/02/13 

50-312 

0 

8903080203 

6903080106 

89/02/28 

50 237 

Q 

8903060078 

8903060073 

89/02/20 

50-312 

P 

8903080207 

89030B0202 

89/02/15 

50 312 

Q 

8903060079 

6903060076 

89/02/27 

50-271 

P 

8903080214 

8903080211 

89/02/28 

50-249 

Q 

8903060080 

8903060075 

89/02/27 

60-271 

P 

8903080218 

890308021 1 

89/02/28 

50-249 

Q 

8903060081 

6903060077 

89/02/16 

50-263 

P 

6903060224 

6903080217 

89/03/01 

50-266 

P 

8903060087 

6903060062 

80/02/17 

50-4B2 

Q 

6903080225 

8903080217 

89/03/01 

50-286 

P 

8903060089 

8903060077 

89/02/16 

50-263 

P 

6903060253 

8903080249 

89/02/07 

60-373 

P 

8903060098 

6903060092 

89/02/22 

50-285 

Q 

B903060256 

8903080249 

89/02/07 

50-373 

P 

8903060097 

6902260236 

89/02/17 

40-8602 


6903080263 

8903030049 

89/02/20 

50-324 

P 

8903060102 

6903060099 

89/02/21 

50 410 

P 

890308026? 

6903030049 

69/02/20 

50-324 

P 

8003060103 

8903060096 

89/02/24 

50 360 

P 

8003080283 

6903060233 

69/02/26 

50-462 

P 

8903060104 

6903060099 

89/02/21 

50 410 

P 

8903080290 

B9030B0284 

69/02/24 

60-267 

P 

8903060109 

6903060106 

69/02/23 

50 219 

0 

8903080319 

6903080314 

89/02/22 

50-344 

P 

8903060115 

6903060112 

89/03/02 

FOIA 


8903080332 

6903080328 

89/02/28 

50-344 

P 

8903060120 

6903060105 

89/02/ 1 7 

SO 269 

F 

8603060937 

8903080328 

89/02/28 

50-344 

P 

8903060127 

6903060119 

69/02/22 

50-267 

Q 

8903080346 

8903080342 

89/03/01 

50 418 

P 

8903060128 

6903060126 

69/03/02 

FOIA 


8903080353 

8903080343 

89/03/01 

XPORTLIC 


8903060131 

6903060129 

69/02/27 

50-321 

H 

8603080385 

8903080370 

80/03/01 

XPORTLIC 


8903060139 

6903080137 

89/02/17 

50-259 

Q 

8903080395 

8903080370 

89/03/01 

XPORTLIC 


8903060141 

6903060135 

89/02/27 

50-267 

Q 

8903080408 

6903080405 

69/02/26 

50-295 

Q 

8903060142 

6903060136 

69/03/01 

50-293 

P 

60O3OBO451 

8003080447 

69/02/26 

50-367 

p 

8903060144 

6903060137 

89/02/17 

60-259 

Q 

6603080468 

8903080447 

69/02/28 

50-387 

p 

B9D3060147 

8903060137 

89/02/17 

50-250 

Q 

6903060461 

6903080443 

89/02/21 

60*331 

p 

6903080148 

6903060135 

89/02/27 

50-267 

Q 

89030B0406 

8903080488 

89/02/22 

50-456 

p 

G90306016B 

6903060152 

89/02/16 

SO 528 

0 

89030B0497 

8903000493 

89/03/01 

60-298 

Q 

80030601 60 

6903060154 

89/02/24 

50 340 

Q 

8603080503 

8903080486 

89/02/22 

50-458 

p 

8003060161 

6903060155 

89/02/17 

60 334 

P 

8903080537 

8903080636 

89/02/28 

50 298 

o 

8903060163 

8903060154 

89/02/24 

so 346 

Q 

8903090012 

6903090011 

89/02/28 

50-305 

P 

6903060164 

8903060155 

89/02/17 

Si> 334 

P 

8903000028 

6903080486 

89/02/22 

50 458 

P 

8903060167 

6903090423 

89/02/2S 

50 322 

R 

B903090034 

6903090030 

69/02/26 

50-387 

P 

8903060170 

8903060169 

89/02/27 

50 255 

P 

8903090040 

8903090036 

69/02/26 

50-445 

Q 

8903060172 

8903060169 

89/02/27 

50-255 

P 

8903000045 

B903090042 

69/02/24 

60-307 

P 

89030 501 74 

8903060166 

B9/02/02 

60 443 

F 

8903090047 

8903090042 

69/02/24 

60-387 

P 

8903060184 

8903060182 

89/02/23 

60-327 

Q 

6903090049 

8903090043 

89/03/01 

50-412 

P 

6903060191 

8903060169 

89/02/27 

50-255 

P 

6903090062 

8903090057 

89/02/24 

50-283 

R 

8903060192 

8903060186 

89/02/27 

50-458 

Q 

8903090066 

6903D90057 

89/02/24 

50-263 

R 

B9030S0193 

6903060190 

89/02/27 

50-205 

0 

8903090074 

8903090063 

89/02/28 

60 483 

V 

8903060198 

8903060190 

69/02/27 

50-285 

Q 

8903000089 

6903090084 

89/02/28 

60 285 

s 

8903060199 

6903060196 

89/02/27 

50 461 

P 

8903090093 

6903090084 

69/02/26 

50-285 

s 

8903060206 

8903060200 

89/02/23 

50-247 

P 

8903090094 

B903090D92 

89/03/01 

50-369 

Q 

8903060207 

8903060204 

89/02/26 

XPORTLIC 


8903090099 

8903090095 

89/02/24 

60-250 

Q 

8903060209 

8903069205 

89/02/28 

71-9200 


8903090100 

8903090092 

89/03/01 

60-369 

Q 

8903060215 

8903060211 

89/02/21 

50 456 

Q 

8903090102 

8903090095 

89/02/24 

60-250 

Q 

8903060216 

6903060213 

89/02/28 

50 346 

Q 

8903090109 

8903090107 

89/02/17 

50-361 

p 

8903070001 

6903069201 

80/02/27 

50-373 

Q 

8903090113 

6903090092 

89/03/01 

50-389 

Q 

8003070008 

6903070006 

89/02/21 

50-166 

V 

8903090119 

8003090117 

89/02/23 

50-206 

p 

8903070010 

8902269186 

80/02/13 

71 671 


6903090124 

0903140614 

89/02/26 

50-213 

R 

8903070019 

8903070013 

89/02/22 

50-346 

Q 

B 9030901 29 

B903090126 

69/03/03 

50-327 

P 

8903070032 

8903070929 

89/02/17 

60 293 

Q 

8903090130 

890309D160 

09/02/13 

50-10 

R 
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enclosure 


BQOdOgOtSS 
8903090153 
8903090165 
8903090160 
6903090174 
8903090190 
8903090195 
8903090196 
8903090197 
8903090199 
8903090203 
8903090211 
8903090216 
8903090219 
8903090227 
8903090243 
8903090262 
S9930902BB 
8303090277 
8903090273 
8903090286 
8903090292 
8903090313 
B903090325 
8903090329 
8903000340 
8903000345 
8003090355 
8903090356 
6903090362 
8903 090363 
8903090387 
8903090360 
6903090377 
80O3O9O3B1 
8003090396 
8003090398 
6903090406 
8903090410 
89030904 1 1 
8903090414 
8903090425 
8903090426 
8903090427 
8903080432 
8903000434 
8903090436 
8903090437 
6903000441 
0903090444 
8903090447 
8003090448 
S9030 60450 
8903000451 
69Da09Q45<1 
8003090455 
6903090457 
86W090459 
8903090461 
5903090472 
8003090477 
89O3D0O476 
8903100011 
8903100020 
8903100035 
8903100050 
8903100059 
6903100068 
8903100085 
6903100135 
6903100138 
8903100162 
6&03l00i68 
8903100160 
6903100166 
60011100203 
6003100215 
8903100219 
8903100226 
6903100227 
6903100230 
8903100246 
8903100254 
8903100255 
8903100261 
8903100267 
8903100268 


PRINCIPAL 

DOCUMENT 

8903090134 

6903090151 

0903090159 

8903090166 

8903090164 

8903090185 

8903090105 

8903090180 

8903090193 

0903090193 

0903090108 

8903090207 

8903000198 

0003090207 

6903090209 

89030D0241 

OQD3O0O229 

0003090228 

0903090276 

8903000272 

6903090283 

0003090290 

8903090306 

0003090322 

0903090326 

8903090331 

0903090343 

690SO9D3S0 

8903000353 

8003090358 

0003090359 

6903090359 

8903090365 

0003090378 

0903090378 

8903090308 

8903090393 

0903090402 

8903090407 

8903000405 

8903090405 

8903090420 

8903090410 

8903090410 

8003090419 

8903090410 

0903090431 

8903000423 

8903090430 

0003090440 

8903000442 

0903000440 

690309043B 

6903000438 

8903090446 

0903090438 

B003000446 

8993090462 

0003090452 

8903000469 

0903090476 

B903000476 

8003100009 

8003100015 

0903100032 

8903100040 

8003000360 

6003100064 

0903100076 

8903150543 

8903100119 

0003100142 

6903100142 

8003100142 

8903100136 

8003100104 

D0031 00208 

8903100211 

8903100211 

8903100210 

8903100222 

0903100241 

6603 100193 

8903100241 

6903100262 

8903100252 

8903100241 


DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

09/02/24 

XPORTLIC 


0903100294 

0903100292 

89/03/03 

50 311 

09/03/01 

50 200 

Q 

0003100314 

B903100313 

09/03/03 

50 293 

09/03/02 

50 4?5 

M 

8903100330 

8903100323 

09/02/23 

50 443 

09/02/20 

50 425 

M 

0903100305 

0903100376 

09/02/1? 

CONTRACT 

89/02/27 

50 416 

Q 

0093100390 

0903100309 

89/02/22 

50-254 

09/02/20 

50^344 

P 

8903100402 

0003100399 

89/03/02 

50 J04 

09/02/28 

50-344 

P 

6903100443 

0903100429 

89/02/24 

50-201 

00/02/27 

70-607 


0903100440 

0903100303 

89/03/03 

50 442 

09/03/01 

50-285 

Q 

0903100456 

8803100303 

80/03/03 

50 142 

00/03/01 

50-205 

Q 

0903100460 

6903 100462 

89/02/24 

50 346 

09/02/27 

70-GB7 


0903100473 

6903100383 

69/03/03 

50-142 

89/03/04 

50-206 

P 

0903100476 

8903100303 

09/03/03 

50-142 

09/02/24 

71-5450 


0003100400 

8903 100475 

89/02/23 

50 293 

00/03/04 

50-206 

P 

0003100496 

6003100400 

09/02/28 

50-336 

80/02/24 

70-36 


0003100502 

8903100490 

89/02/22 

50-254 

09/03/03 

TOPREP 


8903100505 

6903100400 

69/02/22 

50-254 

QO/02/24 

50 445 

A 

0903100520 

8903100491 

69/02/27 

60-354 

09/03/02 

WASTE MGT 


0903100538 

6903100526 

89/03/03 

XPORTLIC 

09/02/28 

50-254 

Q 

8903 100546 

6903100543 

89/02/27 

50 324 

60/03/01 

50 293 

U 

0003100549 

6903100543 

60/02/27 

50 324 

09/03/01 

50 313 

Q 

6903100558 

8903100554 

89/03/01 

50 293 

09/03/02 

60 322 

U 

0903100569 

6003100562 

69/03/01 

50 275 

09/03/02 

50 403 

Q 

0903100572 

6903100566 

69/03/02 

50 261 

99/02/28 

50 425 

P 

0903100574 

0903100562 

89/03/01 

50 275 

09/03/03 

WASTE MGT 


0903100577 

0903100502 

80/03/01 

50 276 

09/02/27 

71-9101 


00031 Q0579 

0993100566 

59/03/02 

50 261 

09/02/21 

50 160 

Q 

6003100500 

09031 0050? 

89/03/01 

50 275 

80/03/02 

50 313 

Q 

0903100581 

0903100578 

80/03/03 

50 461 

89/02/22 

50 250 

Q 

8903100563 

6903100566 

89/03/02 

50 261 

89/02/17 

50 403 

F 

0993100506 

8903100562 

89/03/01 

50 275 

09/02/20 

50 445 

Q 

0903100507 

0903100562 

89/03/01 

50 275 

89/02/28 

50 445 

Q 

O9O31OOS80 

6903100562 

09/03/01 

50-323 

09/02/21 

50 424 

Q 

0993 100590 

6903100GC2 

89/03/01 

50-275 

69/03/0? 

50313 

Q 

8903100502 

0003100562 

69/03/01 

50 323 

89/03/01 

50 454 

O 

0903100503 

6003100562 

00/03/01 

50-275 

09/02/22 

WASTE MGT 


0903130011 

8903100424 

89/02/26 

70-1359 

00/03/01 

50 400 

Q 

8903130022 

0003130019 

60/02/21 

50 26B 

09/02/13 

40 0907 


0903130035 

0003100542 

60/03/09 

WASTE MGT 

09/02/27 

50 440 

n 

6903130049 

0903136043 

89/00/03 

50-440 

09/02/20 

50 275 

p 

0903 130054 

0003130043 

69/03/03 

50 440 

09/02/20 

50 275 

p 

0003130098 

0903130090 

89/03/04 

50 206 

09/02/27 

50 360 

p 

0003130109 

890313909(5 

69/03/09 

FOIA 

09/02/20 

60 315 

o 

GD03130U4 

0003130099 

86/02/16 

70 1113 

09/02/20 

50 315 

Q 

0903130188 

6903130000 

89/03/09 

FOIA 

09/02/20 

50 315 

Q 

8903130141 

8903130133 

09/02/21 

CONTRACT 

09/02/20 

60 315 

Q 

6903130151 

6003130139 

69/03/03 

50 445 

09/02/27 

60-313 

P 

89031301.67 

6903130157 

00/02/27 

CONTRACT 

89/02/20 

50 322 

n 

0903130101 

6003 4301 70 

59/03/00 

50 280 

09/03/03 

50 397 

p 

6903130212 

0003130205 

83/02/28 

50 443 

89/03/02 

50-327 

p 

8003130227 

8903130205 

09/02/20 

50 443 

89/03/02 

50 203 

Q 

6003130220 

0903130213 

89/03/01 

50 250 

09/03/02 

60*327 

P 

8003130242 

8903130213 

09/03/01 

50 250 

69/03/03 

50 307 

P 

0003130265 

0903130260 

00/02/23 

50 280 

09/03/03 

50 307 

P 

0003130260 

0003 13020 5 

00/02/20 

50 443 

09/03/03 

WASTE MGT 


0903130270 

8903130260 

09/09/23 

50-200 

09/03/03 

50 307 

P 

0903130291 

G803130204 

09/03/01 

50-499 

09/03/03 

WASTE MGT 


8903130203 

0903130205 

00/02/28 

50 443 

09/02/20 

50 327 

P 

8003130312 

0903130205 

69/02/20 

50-443 

09/02/20 

50 327 

P 

8903130310 

0003130313 

09/03 /OC 

50 210 

00/03/01 

GO 44C 

Q 

0003130331 

890313020S 

69/02/26 

so 443 

89/02/00 

50 424 

P 

0903139330 

6003130332 

69/03/02 

EO-454 

09/02/09 

60 424 

P 

8003130340 

GOOS 139205 

69/02/28 

50-443 

00/02/22 

50 200 

O 

6003130352 

0003130234 

60/02/17 

50 160 

89/02/27 

70 135 


8003130367 

6003130354 

80/03/03 

TOPREP 

09/03/01 

50 213 

P 

8903130300 

8 Q 03 430205 

89/02/25 

50 443 

00/03/01 

TOPREP 


60031 3030S 

0003130305 

59/02/27 

50 416 

80/02/17 

50 403 

F 

QD03 130309 

8903130205 

59/02/28 

50 443 

09/02/26 

50 605 

K 

0903130415 

09031 30P05 

89/02/20 

50 443 

89/02/25 

50 335 

G 

8903130419 

8903130409 

09/03/02 

50 286 

09/02/28 

60 382 

R 

6003130424 

8903130420 

89/02/13 

TOPREP 

09/03/01 

50 10 

P 

6683130420 

8903130420 

00/02/13 

TOPREP 

00/03/02 

60*259 

R 

8903130470 

0003130460 

89/0P/28 

50 263 

00/03/02 

60 260 

n 

0903130474 

6903130400 

00/02/20 

50 263 

09/03/02 

50-259 

n 

0903130631 

0003130521 

09/03/01 

50 44S 

09/02/23 

WASTE RES 


0003130542 

8003130521 

89/03/01 

50 445 

09/02/20 

50 271 

Q 

0903130565 

8903130550 

60/02/16 

50 397 

09/03/01 

50-237 

r 

0903130591 

6003130504 

89/02/ 16 

50-361 

80/02/27 

60-321 

R 

0003130021 

6903 130(^19 

69/03/02 

60-300 

09/02/27 

50-321 

n 

6003130023 

6003130019 

60/03/02 

50 369 

09/02/27 

50-271 

Q 

8003130827 

6003130819 

09/03/02 

50-360 

09/03/03 

WASTE MGT 

6903130054 

8003080291 

09/03/01 

60-320 

89/02/09 

50 425 

P 

0903130712 

6003130704 

89/03/03 

7 1 -92 1 8 

09/02/17 

Acns 


0003130710 

6903130704 

00/03/ 03 

71 9216 

09/02/00 

50 425 

P 

0903140054 

O0O344QO51 

59/03/01 

50 400 

89/03/01 

60 322 

Q 

OD03U0003 

0003140050 

59/03/01 

60 335 

09/03/01 

50 3?2 

G 

0903140071 

8903140065 

89/03/07 

50 443 

89/02/00 

50 425 

P 

0003140074 

8903200431 

09/02/28 

50 282 


0 

P 

G 

P 

P 

0 

F 

F 

Q 

F 

F 

O 

O 

P 

P 

P 

Q 

Q 

U 

T 

Y 
T 
T 

Y 
T 
K 

Y 
T 
T 
T 
T 
T 
T 

F 

S 

S 
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A 

P 

T 

T 

H 

H 

O 

T 

Q 

P 

T 

T 

P 

T 

O 

T 
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T 
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P 

P 
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Q 
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P 

P 
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H 


Q 

Q 
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n 



366 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENClOSLiRE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8903 M 0075 

62031 4C060 

89/03^02 

50 445 

Q 

8903150141 

8903150136 

89/03/03 

50 458 

8903140077 

6203140055 

89/03/07 

50 443 

P 

8903150145 

8903150136 

69/03/03 

50 458 

8903140079 

6903140073 

89/02/28 

50 260 

O 

8903150148 

8903150106 

69/03/10 

50 361 

8903140085 

6903140078 

89/03/01 

50 352 

P 

8903150161 

8903150043 

69/03/03 

50-247 

8903140091 

6903140078 

89/03/01 

50 352 

K 

8903 1501 78 

8903150169 

69/03/02 

50-220 

8903140092 

6903140086 

89/02/27 

50 390 

O 

8903150213 

8903150205 

69/03/02 

PR 

8903140093 

6903140076 

89/03/01 

50 352 

F 

8903150245 

6903150244 

69/03/02 

50-387 

8903140095 

6903140078 

89/03/01 

50 352 

P 

8903150255 

8903150252 

89/03/06 

bO 277 

8903140096 

6903140087 

89/02/24 

50 602 

A 

8903150273 

8903150165 

89/03/03 

FOIA 

8903140100 

6903140087 

89/02/24 

50 602 

A 

8903150275 

8903150269 

89/03/06 

50 213 

8903140105 

6903140087 

89/02/24 

50 602 

A 

8903150287 

8903150249 

89/03/08 

50 324 

8903140120 

69031401 15 

89/02/28 

50 263 

R 

8903150268 

6903150185 

89/03/03 

50 142 

8903140125 

6903140115 

89/02/28 

50 263 

R 

8903150311 

8903150105 

89/03/03 

50 142 

8903140128 

69031401 15 

89/02/28 

50 263 

R 

8903150324 

8903150313 

89/03/09 

50 341 

8903140150 

8903140146 

89/03/03 

50 416 

P 

8903150327 

8903150313 

89/03/09 

50 341 

8903 14 01 58 

6903140155 

89/02/24 

50 275 

O 

8903150335 

8903150185 

89/03/03 

50 142 

8903140166 

6903140029 

89/02/24 

50 295 

R 

8903150350 

8903150345 

89/03/06 

50 324 

8903140170 

69031401 82 

89/03/03 

50 458 

P 

8903150351 

8903150347 

89/03/07 

50 150 

8903140172 

6903140186 

89/02/28 

50 3 

R 

8903150355 

8903160352 

89/03/09 

71 230 

8903140173 

6903140029 

89/02/24 

50 295 

R 

8903150367 

8903150185 

89/03/03 

50 142 

8903140176 

6903140186 

89/02/28 

50 3 

R 

0903150375 

8903160185 

89/03/03 

FO)A 

8903140177 

6903140167 

89/02/23 

50 528 

O 

8903150405 

8003150401 

69/03/07 

50 317 

8903140179 

6903140182 

89/03/03 

50 458 

P 

09031 5040Q 

8903160401 

69/03/07 

50 317 

8903140185 

6903140167 

89/02/23 

50 526 

O 

0903160410 

8903150401 

69/03/07 

50 317 

8903140167 

6903140162 

89/03/03 

50 458 

P 

0903150452 

8903150435 

69/03/02 

REVIEW GR 

8903140209 

8903140206 

89/03/02 

50 334 

o 

0903150482 

8903150480 

09/03/01 

50-250 

8903140237 

6903140226 

89/03/09 

WASTE MGT 


0903150483 

8903150474 

69/03/10 

70-1113 

8903140247 

8903140226 

39/03/09 

WASTE MGT 


0903150485 

8903150474 

69/03/10 

70-1113 

8903140263 

6903140256 

89/03/01 

WASTE MGT 


0903150490 

8903150468 

89/03/06 

50-424 

8903140269 

6903140236 

89/03/09 

50 213 

F 

6903150531 

8903150523 

89/03/09 

40 6563 

8903140279 

6903140236 

89/03/09 

50 266 

F 

0903 150537 

8903150523 

89/03/09 

40 6563 

8903140282 

6903140273 

89/03/08 

50 293 

U 

6903160542 

8903150540 

89/03/09 

71-501 

89031 402B6 

6903140276 

89/02/28 

50 269 

O 

6903150545 

8903150543 

89/02/28 

50 382 

8903140297 

6903140292 

80/02/28 

50 250 

Q 

0903150540 

0903150547 

89/03/14 

WASTE MGT 

8903140303 

&90314D2S6 

89/03/03 

50 352 

Q 

6903150550 

8903100557 

89/02/26 

ACRS 

8903140315 

8903140311 

89/02/27 

50 413 

Q 

6903160000 

8903160003 

89/03/07 

50 353 

8903140329 

8903140325 

89/02/27 

50 395 

Q 

0903160030 

8903160033 

89/03/06 

50 341 

8903140335 

6903140325 

89/02/27 

50 395 

Q 

8903160041 

8903160033 

89/03/06 

50 341 

8903140353 

6903140330 

89/03/01 

WASTE MGT 


0903160052 

8903160045 

89/03/10 

50 219 

8903140413 

6903140409 

89/03/06 

50 312 

P 

8903160065 

8903160077 

09/03/08 

50 389 

0903140425 

6903140421 

69/03/08 

ORG 


0903160102 

8903160096 

89/03/06 

50 463 

8903140439 

6903020180 

89/02/15 

50 369 

R 

8903160109 

8903160106 

09/03/10 

XPORTLtC 

8903140468 

6903140450 

89/02/22 

50-10 

R 

8903160116 

6903160106 

89/03/10 

XPORTUC 

8903140472 

6903140450 

09/02/22 

50 10 

R 

8903160140 

8903060413 

89/03/01 

XPORTUC 

8903140475 

6903140450 

09/02/22 

50 10 

R 

8903160140 

B9030B0413 

89/03/01 

XPORTLIC 

8903140478 

6903140450 

09/02/22 

50 10 

R 

0903160190 

8903160174 

89/03/03 

40-8027 

8903140460 

6903140450 

89/02/22 

50 10 

R 

6903160231 

8903160229 

89/03/02 

50-382 

8903140481 

8903140450 

09/02/22 

50 10 

R 

0903160232 

8903160229 

89/03/02 

50 382 

89031404B9 

8903140405 

89/03/06 

50 295 

Q 

8903160235 

8903160233 

69/03/02 

50 296 

8903140513 

6903140500 

09/02/24 

WASTE MGT 


6903160237 

8903160233 

89/03/02 

50 208 

0903140529 

6903140519 

09/03/03 

50-296 

O 

0903160250 

8903150547 

89/03/14 

WASTE MGT 

8903140532 

6903140522 

80/03/02 

50-255 

Q 

6903160263 

8003160254 

69/03/10 

50 305 

6903140541 

6903140521 

09/02/24 

WASTE MGT 


8003160272 

6903160254 

69/03/10 

50 305 

8903140545 

6903140537 

89/03/03 

50-285 

Q 

8903160281 

6903160254 

69/03/10 

50 305 

6903140551 

8903140537 

89/03/03 

50 265 

Q 

8003160280 

8903160282 

89/03/08 

50-245 

8903140566 

8903140556 

89/03/03 

SO 498 

Q 

8903160291 

8903160205 

89/03/03 

50-266 

8903140570 

6903140493 

89/03/03 

50 272 

P 

8903160200 

8903160297 

89/03/06 

50-244 

8903140596 

6903140592 

89/03/02 

SO 29 

Q 

8903160302 

8903160297 

89/03/00 

50-244 

6903140601 

69031 40592 

09/03/02 

50 29 

O 

8903160310 

8903160240 

89/03/03 

WASTE MGT 

8903140645 

6903140450 

89/02/22 

50-10 

R 

0903160313 

8903160240 

89/03/03 

WASTE MGT 

8903 14 0649 

6903140450 

89/02/22 

50-10 

R 

8903160316 

8903160240 

69/03/03 

WASTE MGT 

8903140650 

6903140450 

89/02/22 

50-10 

R 

0903160350 

6003160347 

69/02/26 

WASTE MGT 

8903140653 

6903140450 

89/02/22 

50-10 

a 

8903160362 

6903160360 

89/03/01 

SO 482 

6903140655 

6903140643 

89/03/02 

60-353 

Q 

B903 160363 

6903160360 

69/03/01 

50 482 

6903140656 

6903140450 

89/02/22 

50-10 

R 

6903160369 

6903160364 

89/03/03 

50 317 

6903140656 

6903140450 

89/02/22 

SO 10 

R 

6903160395 

6903160393 

89/03/08 

50-321 

8903140668 

6903140665 

89/03/03 

50 255 

O 

0903160403 

8903160397 

89/02727 

50-267 

8903140670 

8903140664 

89/03/02 

50 24S 

Q 

6903160408 

8903160397 

89/02/27 

50-267 

8903140676 

6903090209 

89/02/24 

70 36 


8903160421 

8903160416 

89/02/27 

50 142 

690314 0679 

6903140675 

69/03/01 

60 289 

O 

8903160438 

8903160435 

89/03/09 

50 285 

8903140683 

8903140612 

09/01/17 

CONTRACT 


8903160451 

8003160446 

89/03/09 

50 482 

6903140690 

6903140684 

69/03/01 

60 334 

Q 

8903160484 

8903160476 

09/03/06 

50 327 

6903140695 

6903140692 

89/03/02 

50 322 

Q 

8903160485 

8903160461 

89/03/02 

50 269 

6903140711 

6903140634 

89/03/03 

60 272 

R 

8903160486 

6903160478 

89/03/06 

50 327 

6903140712 

6903140634 

89/03/03 

60-272 

R 

8903160407 

6903160494 

89/03/02 

50 413 

8903150019 

6903150017 

09/02/24 

50 528 

Q 

8903160500 

8903160494 

89/03/02 

50-413 

8903150039 

6903150035 

09/03/06 

50 312 

Q 

8903160512 

8903160511 

69/03/06 

50-424 

8903150050 

6903140631 

09/02/28 

CONTRACT 


8903160513 

8903160511 

69/03/08 

50-424 

8903150067 

6903150027 

89/03/06 

50-321 

H 

8903170010 

8903170007 

89/03/10 

50-148 

8903150073 

6903150068 

89/03/15 

WASTE MGT 


890317001 1 

8903170007 

89/03/10 

50 148 

0903150074 

6903150071 

89/02/27 

TOPREP 


8903170018 

8903170013 

09/03/11 

50 206 

0003150115 

8903150106 

89/03/10 

50-361 

P 

6903170019 

8903170012 

89/03/06 

50 443 

8903150110 

8903150103 

89/03/10 

50-361 

P 

6903170024 

6903170012 

89/03/06 

50 443 

8903160120 

8903150108 

09/03/10 

50-361 

P 

89 031 70031 

6903170012 

89/03/06 

50 443 

8903150122 

8903150111 

89/03/07 

50 213 

P 

8903170037 

8903170012 

89/03/06 

50-443 

8903160124 

8903160111 

89/03/07 

50 213 

P 

8903170043 

8903170033 

89/03/11 

50-206 

8003160133 

8903150103 

89/03/10 

SO 361 

P 

8903170052 

8903170047 

69/03/08 

50-266 


P 

P 

f> 

P 

P 

P 

O 

P 

P 

Q 

F 

P 

P 

F 

P 

P 

Q 

P 

P 

P 

P 

Q 


P 


n 


Q 

Q 

Q 

O 

O 

O 

O 

Q 

P 

P 

P 


P 

P 

P 

Q 

P 

P 

O 

o 

o 

p 

Q 

P 

Q 

O 

P 

P 

O 

Q 

P 

G 

G 

G 

G 

P 

P 


0*0'DOO> 



ACCESSION NUMBER 


enclosure 


8903170058 

8905170^08 

8903170073 

89031 700B7 

6903170005 

6903170105 

8903170138 

8903170153 

8903170109 

8903170171 

8903170176 

6903170106 

6903170195 

8903170217 

890317022-1 

8903170245 

8903170271 

8903170265 

8903170301 

BQ03n0322 

0903170327 

0903170352 

B903 170357 

0003170396 

8903170399 

B903170400 

6903170113 

0903170415 

8903170431 

B9031 70432 

8003170443 

6903200006 

8903200011 

8903200034 

8903200037 

8903200030 

8903200042 

Q903200046 

6903200050 

8903200067 

6903200070 

B90320D062 

8903200083 

8903200068 

8903200095 

6903200105 

B903200100 

8903200123 

B903200127 

BQ03200135 

890320Q136 

m3200U2 

60032Q014G 

6903200152 

8903200154 

8903200156 

6303200(57 

8903200156 

8903200159 

8903200 1G3 

8903200166 

8903200169 

B903200170 

6903200171 

B903200175 

8903200177 

B903200179 

8903200182 

6903200183 

81109200164 

8903200105 

0903200188 

6903200191 

6903200195 

8963200201 

8903200202 

8903200204 

89032002Q6 

B903200207 

8903200209 

8903200210 

8903200218 

0903200226 

8903200228 

8903200233 

B903200234 

8903200235 


PRINCIPAL 

DOCUMENT 

8903170051 

6903170064 

8903170064 

8903170080 

8903170060 

0903170003 

8903170136 

89031 70 H6 

8903170164 

8903 1701 65 

8903170165 

8903170184 

8003170158 

8903170189 

8903170109 

6903170242 

8903170262 

8903170262 

8903170293 

8903170311 

090317031 1 

8903170219 

0903170355 

8903170395 

8903170395 

0903170398 

8903170397 

8003170412 

0903170420 

8903170411 

0903170441 

0903200001 

8903200001 

0903200030 

0903200032 

8903200035 

8903200032 

9903200032 

8903200032 

8903200059 

6903200050 

6903200073 

8903200074 

0903200074 

8903200092 

8803200084 

0903200084 

8903200110 

8903200121 

0903200120 

0903200132 

8003200138 

0903200122 

0903200147 

0003200143 

8003200153 

8003200 U/ 

Q00320D153 

0903200140 

8903200149 

8903200161 

0903200169 

Q903200147 

8083280181 

0903200107 

0003200173 

8903200161 

0003200180 

0903200173 

8803200180 

8003200164 

89032001Q1 

D903200104 

0003200161 

8903200193 

0903200200 

8903200199 

8003200203 

0903200197 

8903200203 

0903200200 

8903200203 

8003270069 

8303200197 

8903200231 

8903200232 

0003200201 
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ACCESSION NUMBER 


DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 


09/03/08 

50 282 

Q 

0903200237 

B9Q3200231 

89/03/02 

50 334 

P 

80/03/10 

50 3G1 

P 

B90320023B 

8903200231 

89/03/02 

50*334 

P 

89/03/10 

50 361 

P 

8903200246 

0903200243 

89/03/10 

50-213 

0 

89/03/01 

50 271 

G 

0003200275 

8903200272 

B9/03/03 

50-354 

R 

89/03/01 

50 271 

G 

0903200270 

Q903200272 

89/03/03 

50-354 

R 

89/03/07 

50 323 

Q 

6903200803 

0903200362 

09/03/02 

70-143 


89/03/08 

50 397 

P 

8903200313 

0903200253 

89/03/02 

PROJ 


89/03/01 

50 312 

S 

6003200315 

B903260301 

89/03/10 

50 293 

P 

80/03/01 

COMMISS10 

N 

G90320D321 

8903206316 

65/03/01 

50-390 

Q 

89/02/14 

50 160 

O 

0903200322 

6003200301 

89/03/10 

50-293 

F 

00/02/14 

50 160 

0 

6903200324 

6903200319 

69/03/02 

50 400 

P 

09/03/01 

50 203 

U 

8003200328 

6903200310 

89/03/02 

63 400 

P 

89/02/27 

71*5805 


6003200332 

6903200301 

69/03/10 

60 293 

r 

09/03/03 

50 443 

G 

0903200330 

8903200301 

69/03/10 

50 293 

p 

89/03/03 

50 443 

G 

8903200341 

B903200301 

09/63/16 

50 293 

p 

89/03/09 

50 321 

P 

6903200340 

5003200343 

59/ 03/ 01 

56 255 

Q 

89/03/06 

40 0706 


890 3200352 

8903200301 

89/03/10 

50 293 

F 

00/03/06 

40 0708 


8903200355 

8903200346 

B9/03/10 

50 416 

P 

89/03/07 

50 443 

G 

6903200359 

8903200301 

89/03/10 

50 253 

F 

89/03/08 

50 206 

P 

6903200360 

0903200346 

89/03/10 

50 416 

P 

00/03/08 

60 206 

P 

D9032003G5 

8003200301 

89/03/10 

50 293 

F 

89/02/27 

50 416 

R 

8903200369 

8903200301 

89/03/10 

50 253 

F 

09/03/07 

50 461 

P 

6903200373 

O0O32OO3G5 

89/03/10 

50 272 

P 

89/03/09 

50 313 

Q 

6003200374 

0903200301 

09/03/10 

50 293 

F 

89/03/09 

50 313 

Q 

8903200379 

0903200377 

00/03/14 

WASTE RES 


89/03/02 

40 0904 


6003200302 

8903200361 

00/03/10 

50 293 

P 

09/02/01 

50 443 

F 

6003200384 

8003206351 

89/02/28 

50*456 

P 

80/03/02 

40 0064 


0903200387 

6903206351 

89/02/26 

50-456 

P 

80/03/00 

50 210 

O 

0903200401 

0503 2 0030 V 

69/03/10 

50-293 

H 

80/03/15 

WASTE MGT 


0G032OQ405 

650a2002B3 

69/03/02 

PROJ 


80/03/06 

50 336 

Q 

0003200400 

6003200283 

89/03/02 

PROJ 


89/03/13 

50 395 

1 

8903200424 

6503260420 

65/03/08 

ORG 


89/03/13 

50 395 

1 

8003206425 

6563200413 

65/03/63 

50-244 

P 

89/03/09 

50 310 

P 

8003200427 

8503200413 

89/03/03 

50 244 

P 

09/03/14 

50 171 

1 

0803260436 

8903200433 

09/03/10 

50 416 

P 

89/03/09 

50 490 

Q 

0003200430 

6063200435 

89/63/14 

TOPREP 


80/03/14 

50 171 

1 

0003 2 00442 

8903200431 

89/02/23 

56 262 

n 

09/03/14 

50 171 

1 

890 3200447 

8903200446 

59/^03/09 

50 277 

p 

89/03/14 

50*171 

1 

0603200448 

5003200446 

89/03/09 

50 277 

p 

89/03/00 

40 0504 


6903200454 

5003200450 

09/03/15 

FOIA 


89/03/06 

40 0504 


0903200456 

0903200450 

89/03/15 

FOIA 


00/03/03 

40 299 


000320045B 

8003200456 

89/03/15 

FOIA 


89/03/0 1 

50 39b 

R 

0003200400 

8903200456 

80/03/15 

FOIA 


09/03/01 

50 39b 

n 

6903200404 

8903200450 

89/03/15 

FOIA 


09/02/23 

71 C52 


6903200409 

8903200450 

09/03/15 

roiA 


09/03/09 

50 32/ 

p 

5903200474 

8903200450 

89/03/15 

FOIA 


09/03/09 

GO 327 

p 

8003200478 

0003200450 

69/03/15 

roiA 


00/03/15 

50 250 

p 

5903200 4 60 

8903200450 

60/03/15 

FOIA 


09/03/13 

TOPRtP 


8903200450 

8503200450 

69/03/15 

roiA 


09/03/00 

org 


8903200404 

6903200384 

60/03/16 

60-277 

p 

09/03/07 

50'208 

Q 

8003210010 

6503210013 

89/63/69 

50 454 

r 

09/02/20 

pnoj 


G90321002U 

6903210025 

59/03/16 

WASTE MGT 

09/03/14 

OAODO 


0903210053 

8003210052 

69/03/17 

50 341 


80/03/00 

70-25 


0903210050 

800321005? 

09/03/17 

50*341 

H 

00/12/18 

roiA 


8003210057 

5003210050 

09/03/00 

50 601 

/ 

09/03/10 

50-2G0 

P 

0003210000 

8903210056 

80/03/00 

50*334 

f 

09/03/08 

/O 25 


8Q03210UG3 

8003? 10045 

09/03/14 

50 424 

1 

09/03/10 

50 260' 

F 

0003210004 

0603210050 

00/03/10 

50 359 

f 

89/03/07 

50 280 

0 

09632 1000 7 

0003210065 

89/03/02 

50 275 

1 

09/03/0/ 

50 280 

0 

8003210072 

8003210070 

60/03/ 10 

50*2 U 2 

C 

09/03/15 

roiA 


696321007/ 

0903210608 

65/02/26 

40 7580 


09/03/13 

SO 209 

r’ 

8903210061 

8003210083 

69/03/06 

50-254 

( 

00/03/08 

70 25 


5903210100 

6503210098 

65/03/16 

XPORTLIC 


09/03/15 

roiA 


0003210103 

6063210098 

89/03/10 

XPORTUC 


80/02/17 

50 223 

V 

8003210105 

6503210104 

59/03/10 

50 335 

1 

09/03/00 

50 245 

V 

H003210100 

6663210000 

89/03/15 

XPOnTLtC 


00/03/15 

roiA 


0903210111 

860J210000 

59/03/16 

XPORTLIC 


09/03/07 

70 1 100 


8003210115 

6003? 10090 

89/03/18 

XPOn TLIC 


00/03/00 

50 245 

p 

0003? 101 10 

5601210112 

80/03/15 

WAS! U HLS 

09/03/07 

70 1 100 


0903210127 

5903? 10 124 

09/03/17 

WASTE MGT 

09/03/00 

50*277 

p 

0003210134 

8603150404 

89/03/02 

bU 402 


00/03/15 

roiA 


0903210144 

5003270077 

69/02/14 

40 250 


89/03/06 

50 277 

p 

0003210151 

8003210140 

80/03/06 

1)0 327 


00/03/15 

roiA 


0003210153 

6003210140 

DQ/03/00 

50 327 


00/03/09 

50 UC 

Q 

B003210165 

0003216152 

80/03/07 

50-203 


00/03/13 

50 401 

Q 

0603210158 

0003? 101 50 

69/03/13 

50 334 


09/03/09 

50*458 

Q 

B903210155 

8003210152 

89/03/07 

50-283 


09/03/00 

70 125/ 


0003210152 

8003210159 

69/00/14 

50 340 


09/02/23 

70 27 


5603210153 

6903210150 

85/03/13 

50-334 


00/03/00 

70 1257 


80032 10 too 

6603210165 

09/02/27 

40 D9Q4 


BO/03/06 

6D2DI) 

Q 

5003210101 

6963210170 

89/63/69 

50 009 


09/03/00 

70 1257 


0003? 10103 

60 63 150474 

59/63/10 

/O 1110 


09/03/13 

SO 402 

n 

5003? 101 00 

6603210179 

80/09/09 

50 305 


09/02/23 

70 27 


8003210102 

5903210166 

09/03/06 

50 364 


00/03/02 

50 334 

P 

0900210202 

8903210156 

86/03/00 

50 387 


09/02/00 

40<860 1 


6900210200 

8903210100 

00/03/10 

50 3/3 


09/03/02 

50 834 

P 

0900210200 

0003210203 

80/03/10 

50 280 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8t)03Z\OPl2 

89032 1 0203 

89/03/10 

50^286 

P 

8903220430 

8903220423 

89/03/14 

50 54 

80032 10316 

0900210148 

89/63/15 

WASTE MGT 


6903220431 

8903220416 

09/03/01 

50 277 

fl003210?Z1 

0903210148 

86/03/15 

WASTE MGT 


6303220433 

8903220423 

09/03/14 

50-54 

600321022^ 

0903210159 

69/03/14 

50 34B 

V 

B9032 20445 

8903220443 

89/03/15 

50 205 

6003210230 

8903216211 

89/01/30 

70-371 


8903220448 

8903220435 

89/03/09 

50 272 

0003210232 

8903210211 

89/01/30 

70-371 


8903220449 

0903220443 

09/03/15 

50 285 

8903210251 

8903210250 

89/03/06 

50-416 

O 

8903220451 

0903220443 

09/03/15 

50 205 

6903210261 

0903210259 

69/03/08 

60-295 

O 

8903220452 

8903220443 

89/03/15 

50-205 

690321026'1 

8903210262 

69/03/09 

50 424 

0 

B9032 20454 

0903220443 

09/03/15 

50 205 

8903210273 

890323Q44G 

09/03/ 15 

60-289 

p 

B9032 20456 

8903220443 

89/03/15 

50 285 

8903210274 

8903210267 

89/03/13 

50-483 

p 

0903220464 

8903220459 

89/03/13 

50 389 

8903210306 

8903210297 

89/03/14 

50-344 

o 

8903220470 

8903220459 

89/03/13 

50 309 

8903210307 

8563210303 

89/03/06 

50-244 

o 

8903220473 

B903220472 

89/03/10 

50 348 

8903210306 

8963210304 

69/03/14 

50 219 

0 

69032204B1 

8903220477 

89/03/10 

50 328 

0903210320 

8903210272 

89/02/28 

50 261 

Q 

0903220483 

8903220477 

89/03/10 

50 320 

Q9D3210321 

690321Q316 

69/03/03 

50 272 

R 

8003220491 

8903220493 

89/03/08 

XPORTLIC 

8903210331 

8903210325 

09/03/10 

WASTE MGT 


8903220504 

8903220503 

09/03/14 

CONTRACT 

8903210336 

8963210330 

89/03/16 

50 277 

Q 

8903220506 

8903220494 

89/03/15 

50-327 

8003210337 

8903210326 

89/03/10 

50 226 

0 

6903220512 

8903220509 

89/03/07 

50 331 

8903210356 

8903210349 

89/03/13 

70 135 


6003220521 

0903220514 

89/03/09 

50 237 

8003210361 

6903210349 

89/03/13 

70 135 


0903220527 

8903220524 

89/03/14 

50 54 

8003210364 

6903210356 

89/03/10 

50 424 

Q 

8903220529 

8903220524 

89/03/14 

50 54 

8003210366 

6903210360 

89/03/01 

50 293 

U 

6903230012 

8903220443 

89/03/15 

50 285 

0903210374 

B903210370 

89/03/02 

TOPREP 


0903230030 

0903230027 

09/03/10 

50 313 

8903210379 

8903210377 

63/03/13 

50 322 

Q 

B903230042 

8903230027 

09/03/10 

50 313 

80032 1 0391 

6903210367 

09/03/13 

50 322 

Q 

0903230050 

8903230035 

09/03/10 

71 9217 

80032104 18 

6903210410 

89/03/14 

50 269 

O 

8903230056 

8903230045 

89/03/14 

50 445 

0903210422 

6903210417 

89/03/17 

50 49B 

Q 

0903230059 

8903230054 

89/03/15 

50 445 

0903210423 

6903240247 

89/03/15 

50 424 

R 

6903230062 

8903230057 

89/03/14 

50 230 

0003210430 

8003210426 

89/03/14 

70 1100 


0903230066 

8903230057 

09/03/14 

50 238 

0903210432 

6903210426 

09/03/14 

70 1100 


8903230069 

B903230061 

89/03/14 

50-271 

0903210455 

6904120313 

89/02/26 

50 244 

R 

6903230071 

8903230058 

89/03/13 

50-443 

8903210470 

0903210452 

89/03/13 

50-341 

Q 

6903230072 

8903230061 

89/03/14 

50 271 

0903210485 

6903210470 

89/03/14 

50 458 

Q 

6903230073 

8903230060 

89/03/16 

50 443 

8003210486 

0903210461 

89/03/15 

50 331 

P 

8903230076 

6903230060 

09/03/16 

50 443 

0003220009 

69032 200Q5 

09/03/01 

50 352 

F 

8903230065 

G903230060 

89/03/16 

50-443 

0003220030 

0903220026 

89/03/10 

50 327 

0 

6903230097 

8903230060 

89/03/16 

50 443 

0903220032 

0903220027 

89/03/09 

TOPREP 


6903230105 

8003230101 

89/03/14 

50 423 

8903220034 

B903 220027 

89/03/09 

TOPREP 


8903230108 

6903230103 

89/03/03 

XPORTLIC 

0903220046 

0903220043 

89/03/15 

50-353 

O 

09032301 16 

8903230113 

09/03/15 

50-324 

OGO 3220049 

8903220044 

09/03/13 

50-155 

o 

89032301 22 

80032301 19 

89/03/15 

50 32/ 

890322Q053 

8903220002 

89/03/17 

50-499 

p 

69032301 24 

B903230110 

09/03/09 

50 313 

090322Q062 

8903220048 

89/03/06 

50-200 

V 

8903230126 

0903230119 

89/03/15 

50 327 

8903220091 

6503220019 

69/03/07 

50-295 

R 

8903230138 

8903230130 

09/03/13 

50-305 

8903220002 

0003220086 

89/03/15 

50-247 

O 

8903230142 

8903230130 

89/03/13 

50 305 

8G0322D096 

0003 2200 19 

89/03/07 

50-295 

R 

8903230147 

8903230140 

09/02/20 

50 282 

0003220105 

8903220099 

69/03/15 

50-245 

Q 

8903230150 

8903230148 

89/03/17 

50 324 

0003220106 

890329000D 

69/03/15 

50-413 

R 

8903230152 

8903230141 

89/03/16 

XPORTLIC 

60032201 18 

6903220018 

69/03/10 

50-387 

P 

0903230153 

8903230140 

09/03/17 

50 324 

6003220122 

0903220010 

89/03/10 

50-307 

P 

0903230162 

0903230134 

89/03/10 

50 413 

8903220135 

0903220128 

69/03/13 

50-416 

P 

8903230164 

8903230141 

89/03/16 

XPORTLIC 

8903220141 

0903280341 

89/03/15 

50 369 

R 

8903230166 

8903210050 

89/03/09 

50 601 

8003220142 

6903220136 

69/03/15 

50 31B 

P 

6003230175 

0903230173 

09/03/15 

50 443 

8903220143 

0963220 120 

89/03/13 

50 416 

P 

0903230178 

0903230173 

89/03/15 

50 443 

6003220144 

0903220138 

69/03/15 

50-318 

P 

8903230179 

8903230174 

89/03/15 

50 315 

6003220 15Q 

0903220138 

89/03/15 

50 318 

P 

8903230161 

8903230174 

89/03/15 

50-315 

6903220167 

8903220163 

69/03/16 

50 344 

P 

6903230204 

8903230198 

09/03/13 

70 1113 

6903220173 

6903220170 

09/03/13 

50 498 

Q 

8903230205 

8903230203 

89/03/16 

50 461 

8903220177 

85032P0178 

89/03/14 

50-31$ 

P 

8903230211 

8903230210 

89/03/13 

50 333 

0903220185 

6903220180 

89/03/09 

50 482 

O 

8903230214 

8903230188 

09/03/16 

50 263 

0903220192 

0 903220 16S 

69/03/14 

50 315 

P 

B903230221 

8903230210 

89/03/13 

50 410 

0003220195 

0903220166 

89/03/13 

60 445 

A 

8903230231 

0903230226 

09/01/23 

TOPRbP 

8903220206 

8903220197 

89/03/09 

50-271 

G 

8903230240 

8903230232 

89/03/16 

50-324 

0903220207 

6903220203 

89/03/16 

50 247 

Q 

8903230250 

8903230242 

09/03/15 

TOPREP 

0903220209 

6903220204 

69/02/27 

50 30 

P 

8903230258 

8903230254 

89/03/17 

50 443 

090322021 1 

090G22D203 

89/03/16 

50-247 

Q 

8903230275 

B903230272 

89/03/13 

50 445 

8003220216 

8003220214 

09/03/09 

50 402 

Q 

8903230305 

0903230303 

09/03/14 

50-387 

8903220218 

OgO322-02l3 

89/03/15 

50 34S 

Q 

8903230310 

8903230232 

89/03/16 

50 324 

Q003220219 

6903220107 

89/03/09 

50 271 

G 

0003230313 

8903230232 

89/03/16 

50 324 

G9O3220231 

0903220221 

86/12/15 

50-309 

P 

8903230329 

8903230325 

09/03/20 

50-317 

0003220262 

8903160150 

89/62/28 

40-8027 


8903230333 

8903230331 

09/03/20 

WASTE RES 

0903220280 

6003220255 

89/03713 

50-261 

Q 

8903230342 

0903230290 

89/03/10 

50 341 

Q90322020I 

0003220284 

89/03/15 

50-446 

A 

0903230356 

8903230354 

89/03/08 

50-313 

8003220202 

0903220278 

89/03/21 

WASTE MGT 


8903230357 

8903230354 

09/03/08 

50-313 

8903220300 

8003220290 

89/03709 

50-482 

P 

8903230360 

8903230358 

89/03/10 

50 320 

0903220312 

8903220306 

89/03707 

70-143 


6903230369 

0903230366 

89/03/14 

50 423 

9DD3220321 

0903220316 

69/03715 

50-206 

P 

6903230370 

8903230366 

09/03/14 

50-423 

8003226323 

0903220316 

B9/03715 

50-20B 

P 

8903230306 

8903230304 

09/03/15 

50 277 

8003220340 

□903220345 

Q 9703/09 

50-45B 

Q 

8903230390 

8903230380 

89/03/20 

XPORTLIC 

6903220352 

8903220351 

89/03/20 

FOIA 


8903230391 

8903230364 

89/03/15 

50-277 

0503220360 

8903220127 

69/02/27 

40-6002 


8903230395 

8903230308 

89/03/15 

50 440 

0G03220361 

6903220356 

89/03/21 

WASTE MGT 


8903230396 

0903230380 

89/03/20 

XPORTLIC 

8003220372 

0903220363 

89/03/15 

60 498 

R 

8903230397 

B903230392 

89/03/18 

WASTE MGT 

0903220375 

8903220363 

89/03/15 

SO 498 

R 

8903230407 

8903230402 

09/03/15 

50 440 

6003220376 

8903220371 

89/03/10 

TOPREP 


8903230416 

8903230412 

89/03/13 

50 327 

8903220377 

8903220370 

89/03/17 

FOIA 


8903230417 

8903230414 

89/03/13 

50-482 

6903220425 

8903220423 

89/03/14 

50 54 

P 

6903230419 

8903230415 

09/03/17 

50 220 
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6903230420 

8903230412 

89/03/13 

50 327 

P 

0903270189 

8903270167 

00/03/17 

50 261 

Q 

6903230423 

8903230421 

09/03/09 

50 285 

r 

0903270212 

8903270265 

89/03/16 

TOPHEP 


6003230426 

8903230424 

00/03/20 

WASTE MGT 


Q9032 70220 

8903270217 

89/03/20 

50 324 

P 

&903230436 

8903230432 

89/03/16 

50 244 

p 

8903270223 

8903270217 

89/03/20 

50 324 

P 

6903230441 

B90323043B 

89/03/16 

50 369 

p 

8903270231 

8D03270228 

89/03/02 

50 373 

Q 

6903230442 

8903290270 

09/03/15 

50 369 

0 

B903270265 

8Q032702G1 

80/03/22 

50 305 

Q 

6003230444 

8003230405 

89/03/21 

FOIA 


8903270297 

8903270294 

80/03/23 

FOIA 


8903230449 

8903230440 

89/03/13 

CONTRACT 


0903270303 

8903270299 

60/03/13 

50 213 

P 

8903230453 

Q903230405 

89/03/21 

FOIA 


0903270312 

8003270309 

09/03/23 

50 324 

J 

8903230458 

8903230455 

08/1 1/OD 

CONTRACT 


8903270314 

8003270313 

BO/03/06 

50 482 

P 

8903230450 

0903230448 

09/03/ 15 

50 209 

p 

8903270317 

6903270313 

89/03/06 

50 482 

P 

8903230462 

8903230454 

09/03/06 

50 400 

Q 

8903270319 

0903270318 

89/03/15 

CONTRACT 


8003230499 

0903230490 

89/03/13 

60 440 

P 

G90327D323 

0903270315 

80/03/13 

71 07 


8903240002 

0003240001 

09/03/15 

50 341 

P 

8903270331 

0903270325 

89/03/1G 

50 400 

O 

6903240017 

0903240012 

09/03/08 

50 348 

Q 

8003270335 

8903270326 

89/03/10 

TO PREP 


8903240018 

8903240016 

89/03/20 

71-910$ 


8003270347 

0903270344 

09/03/15 

50 250 

Q 

8003240026 

0903240023 

89/03/17 

50 445 

A 

8903270350 

6903270334 

09/03/17 

50 456 

Q 

0903240029 

8903240021 

09/03/15 

50 327 

P 

8903270364 

8903270357 

09/03/16 

XPORTLIC 


0903240030 

0903240023 

09/03/17 

50 445 

A 

8903270365 

8903270361 

09/03/0 9 

50 395 

Q 

8003240034 

8903240025 

09/03/17 

71 671 


8903270366 

0903270361 

09/03/69 

50 395 

O 

8903240040 

0903240037 

09/03/ 1 7 

50 321 

P 

0903270369 

8903270357 

09/03/ 16 

XPORTLIC 


8903240044 

0903240030 

09/03/ 1 3 

60 327 

P 

0903270370 

8903270366 

69/03/20 

50 440 

Q 

B9D3240050 

0903240040 

89/03/10 

50 341 

P 

8903270374 

8909270372 

69/03/21 

50-373 

a 

8903240065 

Q903240064 

69/03/20 

50 206 

P 

0903270300 

8903 270376 

69/03/23 

WASTE MGT 


8903240078 

0903240074 

09/03/15 

50 360 

P 

8903270388 

8003270306 

89/03/07 

CONTRACT 


8903240083 

0903240076 

09/03/03 

60 261 

Q 

8903270389 

8903270307 

89/03/03 

CONTRACT 


6903240085 

0903240068 

89/03/17 

50 206 

P 

80032/0394 

8003270393 

89/03/03 

50-400 

o 

6903240086 

8903240084 

89/03/14 

50 244 

P 

8903270395 

8903270392 

09/03/24 

WASTE MGT 


8003240092 

8903240007 

09/03/17 

50 331 

P 

89032703D6 

8003270393 

89/03/03 

50-400 

Q 

6003240097 

0903240091 

88/12/30 

50 313 

r 

0903270398 

6903270307 

89/03/23 

50 261 

Y 

6903240111 

8903240109 

89/03/03 

40 B027 


0903270390 

6903270397 

80/09/23 

50-261 

V 

6903240122 

0903240115 

89/03/10 

50-151 

V 

6903270400 

0903270397 

69/03/23 

50-261 

Y 

8909240123 

8903240120 

00/03/07 

50 395 

Q 

6903270402 

8903270397 

89/03/23 

50-261 

Y 

8903240127 

0903240120 

89/03/07 

50 305 

Q 

0903270404 

6003270403 

80/03/22 

CONTRACT 


69032401 OB 

0903240132 

89/03/01 

50 317 

r 

09032/0407 

6003270406 

60/01/13 

50-450 

F 

8903240147 

0903240143 

00/03/13 

50 315 

Q 

0903270409 

6903270400 

89/02/21 

CONTRACT 


8903240149 

0903240143 

09/03/13 

50<315 

Q 

0903270417 

8903270416 

60/03/10 

CONTRACT 


6903240153 

0003240150 

89/03/07 

50 261 

0 

0903270410 

8903270416 

69/03/03 

CONTRACT 


6Q0324Q164 

8903240150 

00/03/07 

SO 201 

Q 

8003270421 

8903270420 

09/03/10 

50-340 

Q 

8603240162 

8903240150 

00/03/10 

50 205 

Q 

6903280004 

8903280003 

09/ 03/03 

CONTRACT 


8903240166 

0003240150 

89/03/10 

60 205 

Q 

0903280011 

8003280010 

69/03/22 

50-458 

V 

8903240167 

8903240165 

89/03/13 

71-5005 


0003200016 

89032703 58 

69/03/13 

50*247 

F 

8903240180 

0903240175 

00/03/13 

70 1113 


8003200018 

8903200014 

69/03/22 

50-298 

V 

8903240191 

8903240100 

09/03/23 

WASTE MQT 


6903280020 

8903280014 

60/03/22 

50-298 

V 

8903240109 

0903240194 

00/03/23 

WASTE MGT 


8903280020 

8003280023 

69/03/20 

50 307 

P 

8903240203 

8903240196 

80/03/08 

50 390 

A 

8003280020 

6903260023 

89/03/20 

50 367 

P 

8903240230 

0903240229 

09/03/01 

50 205 

Q 

8903200031 

0903260024 

80/03/22 

50 346 

Q 

8003240242 

8003240230 

09/03/03 

50 413 

Q 

8003280032 

Q903260023 

69/03/20 

50 387 

P 

8003240244 

B903240238 

89/03/03 

50>4I3 

Q 

8003280035 

8003260024 

89/03/22 

so 346 

Q 

8903240251 

8003240247 

00/03/16 

50-424 

R 

0903260060 

8903260058 

89/03/21 

50 443 

P 

8903240276 

0903240272 

09/03/03 

50-335 

Q 

89032B0068 

6903260004 

80/03/22 

60 321 

H 

&90324027D 

6003240272 

09/03/03 

50 33$ 

Q 

8903280002 

8903280070 

09/03/20 

50 369 

F 

89D324O2B0 

0903240275 

09/03/16 

50-396 

P 

8903280115 

6D032001-01 

89/03/16 

50219 

Q 

690324028 1 

6003240275 

80/03/15 

60*396 

P 

8003200125 

8903280120 

89/03/22 

50 305 

1 

8003240297 

8003240293 

09/03/13 

50 423 

Q 

6003280130 

8903280120 

89/03/22 

50 305 

1 

89032402DB 

0003240295 

89/03/15 

50*263 

Q 

8003280132 

6003280128 

00/03/23 

50-322 

P 

8903240301 

0903240206 

80/03/16 

60-263 

Q 

8003280134 

8003200120 

09/03/22 

50 305 

1 

8903240302 

0003240209 

09/03/13 

50.410 

Q 

6003260136 

8003280106 

09/03/2 1 

50 29 

P 

8003240303 

8003240300 

00/03/09 

50 302 

Q 

8903280159 

6003280154 

09/03/20 

50 395 

R 

8903240305 

8903240304 

00/03/15 

50 263 

Q 

0003280160 

6003200167 

69/03/17 

50 265 

P 

6903240310 

0903240308 

09/03/15 

50 346 

Q 

0903280172 

6903200171 

89/03/23 

50 344 

D 

8903240313 

0003240312 

00/03/16 

50 456 

Q 

0003280160 

8903200184 

60/03/21 

50 331 

O 

6903240315 

8903240312 

00/03/16 

50 456 

Q 

6003200100 

6903200168 

60/03/09 

WASTE MGT 


8003240316 

0003240314 

09/03/21 

WASTE MQT 


6003280222 

0903280217 

80/03/23 

50 323 

0 

80032403 IB 

0003240314 

09/03/21 

WASTE MQT 


800328023 1 

0003260220 

80/03/21 

50 483 

Q 

6003240322 

Q903240314 

00/03/21 

WASTE MGT 


8003260236 

890320022? 

60/03/ 97 

CO NT R ACT 


8903240326 

0903240326 

09/03/06 

59 201 

0 

800328024 1 

8003220614 

80/03/90 

50 237 

P 

8903240330 

0903240320 

89/03/17 

50 400 

P 

8003260253 

0903260252 

89/03/22 

50 352 

P 

8D03240333 

8003240325 

09/03/17 

50 493 

P 

6903200257 

6003280258 

60/03/20 

50 26/ 

Q 

8003240334 

0903240314 

89/03/21 

WASTE MQT 


6903260200 

8903280278 

60/03/22 

50-254 

V 

8903240337 

0903240314 

09/03/21 

WASTE MOT 


8003280337 

6903260330 

60/03/21 

50-24/ 

P 

6003240344 

8003240343 

00/03/07 

50 260 

P 

8003200342 

0003210300 

69/03/15 

50-259 

P 

8903270005 

Q003270002 

89/03/16 

50 276 

P 

6003280344 

0503280341 

69/03/15 

60-360 

fl 

89032700 1 5 

8003270010 

80/03/16 

50-418 

P 

Q003290016 

0003290000 

89/03/15 

50-413 

R 

6903270016 

B0O327OO1O 

00/03/10 

50 410 

P 

&00320013& 

6903290131 

89/03/20 

50-27 1 

G 

8903270047 

0903270045 

00/03/1/ 

50-470 

A 

8903200154 

8903290131 

09/03/20 

50-271 

Q 

8903270053 

0003270040 

09/03/16 

60 425 

J 

090329020G 

6003290180 

89/03/10 

50*271 

G 

6903270060 

6903270058 

09/02/07 

ORG 


8003200210 

8003290213 

89/03/10 

50-271 

G 

8903270064 

0903270050 

09/02/0/ 

ORG 


8903200222 

8903200216 

89/03/21 

50-443 

T 

8003270067 

0003270050 

89/02/07 

ORG 


6003290228 

6003290213 

09/03/16 

50-271 

G 

8903270071 

0003270069 

09/03/13 

SO 482 

R 

6003200227 

8003290216 

89/03/21 

50 443 

T 

8903270072 

0903270066 

09/03/21 

50-315 

S 

8003290230 

6003200213 

09/03/ 16 

60 27 1 

G 

8903 2 7007 6 

0903270066 

89/03/21 

50 315 

S 

0903200234 

8903200216 

80/03/21 

BO 443 

T 

8903270148 

0903270146 

09/03/00 

50-276 

Q 

6903200241 

6903200216 

60/03/21 

50-443 

T 

8903270166 

0903270162 

09/03/20 

50 206 

P 

8003290244 

6903200218 

69/03/21 

50 443 

T 

8003270167 

0003270162 

89/03/20 

50-206 

P 

0903200251 

0903200216 

89/03/21 

60 443 

T 

T 

8903270171 

8903270170 

09/03/21 

50-382 

P 

6903200254 

8903290218 

60/03/21 

50 443 

1 
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6903290292 

B903290312 

8903290440 

8903300050 

8903300061 

6903290269 

8903290307 

6903230232 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTROCTION STAGE DOCUMENTS AND CORRESPONDENCE 

Tins calegory follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documciUs willi substantive technical content that 
do not fall into other specific categories Included are 

1. Application for construction pcrniil. 

2. General Information subiniltcd with construction pornnt application. 

3 Aincndinciits and changes to items 1 and 2. 

4. NRC questions, retpicsts for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and suniinarics of meeting discussions on issues of item 5. 

7. Correspondence regarding the Pieiiminaiy Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to tlie construction permit. 

10. Scheduling of license application submission or review. 

1 1 . Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and clianges to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and clocumenlation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (c.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to tlic items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3 TransmUial and acknowlcdgenieiu lellt^rs 

4 CerUficales oi service lo the PSAR 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to tiie items listed below Other environmental documents and 
correspondence are filed in Categories A, D. M, P or R 

1, Environmental Report (ER) submitted by the utility 

2. Amendments and supplements lo the ER. 

3 Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review ol LR 

5. NRC questions, requests for additional information, and applicant responses. 

6 Federal register notices citing the availability of items I and 2 

7, Correspondence relating to (he review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tlus category is strictly limited to tlie items listed below. Other environmental documents and 
correspondence are m categories A, C. M. P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements lo the DES and FES 

3. Correspondence relating to the DES and FES. 

4. Comments fiom other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements 

7. Backup lechnicnl documents submitted in connection with above 

8 Federal register notice citing availability of items 1 and 2 

9, Site visits lo obtain information for DES or FES, 

10, Meeting announcements or reports of meetings where the primary subject ot discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category ts strictly limited to the items listed below. Other documents dealing with safety 
rclaled issues are Hied in caiogories A. P or W. depending on the phase of the licensing process. 



1 Sulely bvdluiiliun Repoil (SLR) prepared by the NRC (iornicrly called NRC-AEC Ha'^iircl 
Analysis Repoil). 

2. Supplements to SBR 

3 Coiicspondence relating to SLR 

4 Federal register notices citing availability ol items 1 and 2 

5 Information on scheduling of SER submittals and review 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary sub)ect of discussion is the 

SER. 

8. Transmittal and acknowledgement Ictteis 

F, SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans m this category arc individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded 

L Fire Hazard Protection Plan and surveys. 

2. Plant evacuation coirespondcncc, 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 


G, LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contnins all notvanlilriisl legal and adjudicatory (locinnentation, except for transcripts, 
briefings and testimony, which arc filed in category T. 

L Atomic Safely and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal regislei notices regarding healings. 

3. Requests to make appearances at hearings, 

4. Motions, biicfs, arguments, statements and relaled correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents {e,g., SER, FES) to the boards. 

6. Correspondence to and from interveners. 

7. Board ordeis and decisions 

8. Petitions lor Commission action. 

Legal filings and Commission ordcis and decisions resulting from item 8, 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included 

1 Change of address notifications 

2 Changes in structure of organization 

2, Changes in service lists 

4 NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6 Correspondence on strictly administrative matters. 

7 Letters of support, concern or opposition to the facility 

8 Correspondence regarding the Local Public Document Rooms (LPDRs), 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
Its amendments or relating to the imposition of civil penalties. 

1. Company annual reports 

2 Separately submitted financial information and related correspondence. 


J, INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2 

4. Transmittal and acknowledgement letters 

5. Certificates of service to the FSAR 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limiteil to documents pertaining to Liimtcd Work Authori/.ations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
stuiction perniit 

1 Limited Work Aiilhori/ations (LWA) and amend iiicnts 

2 Correspondence pertaining to work pcrroriiieil under LWA s 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1 Document siibmillcd as part of the applications for a construction permit and operating license 
ciUillcd '‘Information Rccpicstcd by the Attorney General for Antitrust Review" 

2 Coircspoiidcnce whore the primary topic of discussion is antitrust matters 

.1 All anlilnisl proceeding related cloeuinciits except for hearing transcripts, testimony and brief- 
ings, wliicli are filed in category N 

N. ANTITRUST HEARING TRANSCRIPTS. TESTIMONY AND BRIEFINGS 

Tills category contains word-for-word transciipls of hearings, testimony and briefings in antitrust 
mailers. Related correspondence falls in calcgoiy M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Concspondcncc and loiter icporls relating to Advisory Comniillce on Reactor Safeguards 
(ACRS) reviews, 

2. Corrcspoiulcncc from ACRS. 

Aniiounccmcni of ACRS meetings. 

4. Tiansmillal unci acknowlcdgcnicnl letters. 

5, ACRS lepoits, 

b. Slatcmonls and written testimony by ACIiS memhers or presented by individuals at ACRS 
proceedings. 

7 Minutes at ACRS Subcomniiltce Mccliiigs 

P OPERATING LICENSE STAGE IX)CUMENTS AND CORRESPONDENCE 

Tliis file assumes the position of the Applicatioii/Conslrnclion Slage (category A) file for general 
iccliiilcal items daleci from the issuance of the operating license to tlic application for termination 
of the license. 

1. Operating license, umciulmenls, proposed amendments, changes and related correspondence. 

2. Technical specificalions and chtinges. 
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^ Backup technical documents (e.g . topical reports) submitted in support of items I and 2 

4. Federal register notices citing availability of items I and 2 

5. Correspondence regarding the Final Safety Analysis Report (FSAR) 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical speciHcalions, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g, ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP) 

9 Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP), 

11. Owner’s group meeting announcements and reporis. 

12. Quality assurance information 

n. Environmental matters (technical). 

14. Emergency core cooling system documents 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reporis, 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin, 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1 Inspection reports, 

2. [E Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports 

5 Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any uurespondence relating to inspection and enforcements that does not specifically relate 
lo incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category inchiclcs penodic reports of a routine ruiUirc 

1 Monthly, sciniannuaK or annual operating reports (other llian financial). 

2. Penodic environmental monitoring, ettlucnt tesling, or similar reports. 

2 Penodic personnel exposure reports 

4 Operational Logbooks 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or oilier documents icluting to the above listed items. 


S. REPORTABLE OCCURRENCES, PNGs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials i elating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes 

1. All 24-haur, lO-day, 30-day, interim and nnal Licensee Event Reports (LERs) and follow-iip 
correspondence (also called incident reports, abnormal occurrence reports nnci reportable 
occurrences), 

2. Potential or possible reportable dcficicuL'y reports and related correspondence. 

3. Per,sonncl exposure reports, 

4. Construction dcncicncy reports submitted under 10 CFR 50,55e. 

5. Preliminary NoliRcalion of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports 

7. Part 21 Reports of defects and noncompliancc. 

8. Correspondence or other documents relating to items 1-7. 


T. TRANSCRIPTS^ TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and briefings, and congressional mailers (category U), 

1, Atomic Safely and Licensing Board (ASLB) and Atomic Salcty and Licensing Appeal Board 
(ASLAB) transcripts, 

2. Testimony and stalemcnls submitted to ASLB and ASLAB. 

3 Commission meeting transcripts. 

4. NRC staff briefings to the Commission, 

5. Stalemcnls and written testimony submitted at Commission meeting or heiinngs. 

6. Transcripts of utility briefs to NRC stuff, 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections \n above iiciii'v 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category conlains correspondence on substantive matters. Routine responses to constituent 
inquiries arc filed in category H. 

1. Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as. Decommissioning Plan, 
Dismantling Plan. Environmental Report on Dismantling. Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P, 

X ONSITE LOW-LEVEL WASTES STORAGE 

Tills category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified, 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2 , All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

This calegoiy contains ilociimenlalioii pertaining lo open ami closed Comniissioii meetings. It 

includes: 

1. Sunshine Act Eedeial Regisici notices. 

2. Piill. wiiiien c\|>lanaiion ol ciuseci niecting,s. 

3. Certirtciition ol' General Counsel on closed meetings. 

4. Commission Dcteimination StalcineiUs tcgaiding the public disclosuic ol' transciipts ol 
Commission nice tings. 

5. Veibatim uiiolTicial and olTicial lian.scriiils oi poi lions o( transciipts of open and closed 
Commission meetings made publicly available in accoiilancc with piovisioiis of lOCf-'R Pan d. 
the Sunshine Act. and Conimission policies, 

6. Hnclosuies to released iiaiiscripis, includiiig appliciiblo viewgraphs. stall' papers, and stall 
coiiespondcncc. 

7. SlulT recpiircnionis incmoiaiida ioi open meeiiiigs: mcnioiaiula lo rccoid. iccorit ol voles ol 
Coiiiinissioiieis on items midci coiisklciation ui nieeiings 


ACRS - Advisory Commiltce on Reactor Safeguards 

This ealcgoiy coiiliuns documoniaiion portaiiiiiig lo the icspoiisibihlies of the Advisoiy Conimitiee 
on Reactor Sul'eguaids. ACRS seives .is an iiulepciidcni advisoiy eommiliee to the Commission in 
sat'ety-relatcd aieas. The commillce piovules advice with icspcei to the lui/urds ol new oi exist- 
ing nucicni racilities and the adequacy of iclaied safety slundards. The documents In this categoi) 
are: 


1. Verbatim transeiipts of ACRS subcominillec and full committee meetings lelaiiiig lo facility 
license applications and safety-related matters. 

2. ACRS meeting annouiicenieius; description of meeting agendas. 

3. .ACRS-gciieraied repot is, incmorunda aiul coiiesptindcncc iliai are publicly available. 

4. ACRS consulianl icpoits, coiiimenls and icIalcd cm rcspondence. 

ACRS and NRC technical corrcspoiuleiicc pcriaining to siil'ety mallets under review by the 
Advisory Committee on Rcacioi Safegiiaids. 


ADVCM NRC Advisory Cominidees 

This category contains docmncnlation pertaining to the responsibilities of all NRC advisory comniiitces. 
other than the Advisory Committee on Reacioi Safeguards, Tlie documents in this category are: 

I . Charters ol' each advisory cominilloc. 

2 Verbatim transcripts ol voniniiiiee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION -- NRC Commissioners 

This. Cdlegory conUiini^ documentation pertaining to the daily conduct of Commission business in 
the OfTice of the CominisMoncis, including' 

1. Incoming and uiiigoing conespondence to and fiorn the Commisstoners relating to official 
NRC business, including leporls and other enclosiues. 

2. Tiavel vouchers, telephone logs and otiicial appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SKCY series number) prepared by the Executive Director for 
Operations (EDO) fur the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For tianscripts ol Commission meetings, sec lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, sec SECY category. 


CONTRACT - NRC Contracts and Modifications 

This categujy contains docunicnianon pertaining to AEC and NRC contracts and Interagency 
Agreomciits, including: 

1. Notifications ol issuance of letjuest for proposal (RFP) and invitations foi bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3, Notifications of contract execution, specifying contract mimbei, pioject iiilc, contractor 
name, connact type, funding, mid period of pei foimancc. 

4, Contiactuai documents and contiact modi fica lions, if any. 

DISCLOSURE - Financial Disclosure information 

fhis category contains financial disclosure information in accordance with the Ethics in Governnienl 
Act of 1978, 


FOIA — Freedom of Information Act Requests and Releases 

This category contains requests for agency recoids and lecoids released in accordance with the 
provisions ut die Fieedom of Infoniiation Act (FOIA). Documents in this category include: 

I. Requests made by any member of the public (assigned an identifying numbei YY-NNN 
loi last two digits of the yeai nunierica! sequence) lor NRC records made in accordance 
with the piovisions ol the Fieedom of Infoimation Act 

( onespnndeiice between the NRC and the requester leievanl to the processing, appeal, 
denial granting of an WdA request. 

3. Recoids or poi lions ul rc<.niU> released in response to specific requests made under FOIA. 
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GEN TECH IS - Generic Technical Issues 

This cuiegory contains lecords peiliuning to umesolvcd safety issues of a generic nature that are 
being analyzed by the Division of Nuclear React oi Regulation. 

K Draft leporls of action plans to accomplish geneiic tasks in the regulatory program. 

2. Coriespondence with industry aiul internal correspondence regarding the methodologies, 
analyses, and piogiammatic and icclimcul aspects of issues. 

3. Meeting notincutions and minutes. 

4. Intel im findings and status reports on generic tusks addressing related aspects of generic 
technical issues. 

1&£ - Inspection and Enforcement 

This category contains bulletins, ciiculais and intoinuilion notices that arc issued by the Office of 
Inspection and Imloi cement. These issuances dcsciibc paiiiculur events (ha( occur ai a facility 
thill may icquiic some follow-up action on the pail of licensees. Also included in this caicgoiy 
are prcliminaiy notificaijons of events (PNOs). 

1 . l&l CnciilaiH. which describe an event at u licensed facility and are inforniiitional in nature. 

2 . !&!• Infoimalton Notices, which are similar to circulars but arc preliminary in nature and 
issued shortly afici an event has occuired. 

3. l&L Bulletins, whicli describe an event at a licensed facility and request all recipients to 
pel form ceilain actions as a lesull of ihi^i event. 

4. Pielimmaiy Notifications of livenls (PNOs), which provide updated inlormation ul an event 
of safety oi public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of Individual docket categories. 

MISC - Public Document Room Miscellaneous 

Tliis category contains documents that do not full into the scope of the other noiulockctcd 
eaicgorics. 

NUREG - NUREG Reports and Related Correspondence 

These documents arc lormal leporis Issued by the U.S. Nuclear Rcgulaioiy Commission which 
carry the NURFCi series code and eoircspondcncc pcituining to those reports, NliRl-G reports 
aiv accounts of woik pci formed eithei by the NRC staff ui by NRC contractors. 

1. These reports arc normally final work piuducts ami are characieiized by ihe Ibllowln 

a. Tliey me piedecisional documents which picscni infonniiiioii to be consideic 
Commission licensing and policy decisions. 

b. They picscni the results of Commission licensing and policy decisions. 

c. They piesoni the icsults of icdmiuil losearcli conducted foi the Commission. 

2. Coiiespoiidence Horn iiuUisiiy, guveimncni and inieiosied mcmbeis of the public commenting 
on icpoiis 01 icqucHting claiificalion oi intcipiouition, 

3. Iiueinal NRC’ meinoiand.i suminaii/ing meetings or discussions pei laming to ihe conieni ol 
the loports. 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g , EPA has authority 
to control all radioactive pollutants emitted into the air, 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments \o Regulalury Guides issued by the NRC Office 
, of Standards Development, see the REGGD category, 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person, The documents In this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM, 


NOTE; For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category, 

PROJ — Projects-Predocket Licensing 

Tins category contains records pertaining to two classes of projects; (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

Tltis category contains all documentation up until the lime that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for Ute Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility, 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual, 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to tlie PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, e( al. pertaining to pre-hearing conferenc 
M. Antitrust Correspondence 

1, Submittals and -elated material pertaining to the antitrust review. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations, 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects, 

3. NRC inspection reports of defects cited, 

4. Correspondence specifying appropriate follow-up actions taken by the Agency, 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1, NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites, Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2, Notices of deviations. 

3, Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff fur implemenlmg specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff m evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants, Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide, 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, sec the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission, It also includes documentation per- 
taining to research activities of the Commission, Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses, 

6. Conceptual design descriptions, 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10, Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This calegory contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 



defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are; 

1. Agendas for quarterly review group meetings. 

2 . Summary minutes of review group meetings representing views expressed, mclud dissenting 
views, 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include; 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, wliich normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments m planning responses to riidiological emergencies, and (3) a wide range 
ol' liaison and cooperative activiiies regarding such functions as licensing and siting It includes: 

1 . Correspondence between and among NRC Office ol State Programs and State officials, 
mostly State liaison officers, regarding 

a, cooperative programs in such technical areas as radiation control, emergency response 
planning to radlokigical incidents, water quality and transportation surveillance. 

b. technical assistance to Agrccnienl States in reviewing applications, compliance actions, 
developing regulations, and other areas 

2 Agendas, reports and transcripts ol regional workshops and training programs on current 
matters ol policv and regulations, i.e decommissioning ami I iiciliiy siting. 

3. Stale Legislative Reports. 

4. Agreement State Licensing Statistics Reports 

NOTf:; For specific uranium milling and mining proiecis in which the Agency is providing technical 
assistance to Slates, see the Fro|ccts category 


TOPREP - Vendor Reports and Helmed Correspondence 

This category contains topical reports, generally of a technical generic luiiurc. submitted by 
vendors, and correspondence pertaining to tlic NRC review of these reports. General vendor 
rclalcd correspondence thai i' not docket specific is also included in this category, 

I. Topical reports, dealing with such technical matters as specincatioiis. testing and safety 
submitted by architect, cnginccis ami other vendors. 

'2. Revisions, modifications and amcndnicnts to topical reports 

3, Correspondence between NRC and vendors pertaining to the review of submitiuls, 

4. Meeting agendas, summaries, minuios and correspondence pertinent to vcndoi activities, 
programs, methodologies and design crilcrin 

NOTI : For reports submiiicd by utilities thin aie wniren by vendors on their behalf and that 
relate to docketed cases, sec the categories lor the Docket 50 senes. 


WASTE MCT " Nuclear Waste Management 

This caicgory is topical in nature and conialns records dealing with ihe activities of i 
Division of Waste Management. Each topic has been assigned a number, wiili the sc 
b\ a WM prefix. These dociinicnis deal primarily with NRC’s intcrticlion with DDt 
role in licensing and regulating DOF facilities designed for the disposal of high- 
geologic icpusitorics. This category will be enlarged later to include records ' 
waste issues and tasks. The documents in this category arc; 

1, Meeting agenda and minutes of DOIL'KRC meetings in which DOL pr< 
ilicir geological exploration program to identify sites for nuclear waste 

2. Rricfings by DOF on research being conducted on spent fuel storage a 
management. 



3. Correspondence pertaining to NRC‘$ advisory role in providing DOE with technical assistance 
in the Wdste Isolation Pilot Plan (WIPP) for bi'rlai o." defense wastes. 

4. NRC draft staff guides for developing .'ositions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, at d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic projress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be 'esolved. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are; 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views, 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security, 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, If any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Co. irnission decision on iscuance of a proposed license. 

10. Licenses, lice.tse amendments and license renewals for types specified in item 1, 

NOTE; For transcripts of Commission meetings and papets submitted for Commissioner 
consideration or information, see lOCFR category. 
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